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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U, S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatoiy 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by wliicli NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy's 
Technical Information Center under tlie title Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on other uses of radioactive materials. The last issue of PRDI, published 
in Januaiy 1979, was an annual cumulation of the information for 1978. The Title List series initiated by 
this document replaces PRDI, which will no longer be prepared. Plans for providing microfiche of tlie 
docketed material will be announced in a future issue of the Title List and in otlier mailings and 
announcements. 

We are making the montlily issues produced in 1979 available free to all who subscribed to PRDI in Calendar 
Year 1978. We are doing tliis to encourage your comments, criticisms, and suggestions. In particular, If 
tliere are title descriptions tliat are not meaningful, please let us know so that we can correct tlie data base. 
In so far as possible, we would like tills document to be a valuable part of your reference material. Near the 
end of 1979, subscriptions will be solicited foi Calendar Year 1980 at a fee yet to bo established. 


DOCKETED ITEMS 

The principal elements of the docketed item entries are: 
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@ 


790 1010001 DOCKET 50-247 INDIAN POINT STATION, UNIT 2. 

LER 78-031/03X-1 on 781022: One instrument channel of containment 
pressure safeguards logic became deeneigized when static inverter associated 
with channel failed. Caused by defective static inverter. 

MAKEPEACE, J.M. Commonwealth Edison Co. 79/01/12. Ip. 

® ® ^ @ ® 
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1. NRC Accession Number. 

2. NRC Docket Number. 

3. Name of facility, licensee, or transportation package model number. 

4. Description of information contained in the document. 

5. Personal autlior. An asterisk In this position indicates that tliere is no personal author, 

6. Corporate, agency, or nonindividual source. 

7. Date of document described, 

8. Pages In document. 

. 9, If this space Is blank, the document is available In the NRC Public Document Room, 1 7 1 7 H St,, N.W., 
Washington, D. C. 20555. If this space is filled, tlie entry may be “Available at NRC" with or without a 
price; “Available at NTIS”;or “Available at GPO" . 


V 



The Docketed Items list is arranged sequentially, first by of Accession 

Number. Indented items are enclosures to nonindented items and generaUy are out of Accession 

Number sequence. 


If the docketed document has a contract (FIN) number or a formal report number, it will appear in 
the last line of the item following entry 6. 


NONDOCKETED ITEMS 

The principal elements of the nondocketed items are: 



7901060007 NUREG/CR-0161 

( ‘‘Dynamic Analysis to Establish Normal Shock & Vibration Enviions 
Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 780101-780331 . Identifies parameters which affect 
normal shock & vibration environs. 

FIELDS, S.R., MECH, S.J. Hanford Engineering Development Laboratory. 

FIN A-2093.j 78/1 1/30. 26pp. A vailable at NTI S. 

'~W' @ @ © ® 

l.NRC Accession Number, 

2. NRC Report Number. 

3. Title and description of information contained in the document. 

4. Personal autlior(s). An asterisk in this position indicates that tliere is no personal author. 

5. Corporate, agency or other nonindividual source. 

6. Contract or financial (FIN) number (if any). If the document has a secondary report number it will 
appear following this entry. 

7. Date of document described. 

8. Pages in document. 

9. If this space is blank, the document is available in the NRC Public Document Room, 1717 II St., N. W., 
Washington, D.C. 20555, If this space is filled, the entry may be “Available at NRC” with or without a 
price; “Available at NTIS”; or “Available at GPO”, 


\ 

® 


The Nondocketed Items list is arranged sequentially by Accession Number, Indented items are 
enclosures to nonindented items. 

NOTES: 

1, The address for NTIS is: 

National Technical Information Science 
Springfield, Virginia 22161 

2, The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D. C. 20402 
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5 


Big Rock Point Nuclear Power Plant 

5 


Black Fox Station, Unit 1 

STN-5( 


Black Fox Station, Unit 2 

STN-5( 


Blue Hills Station, Unit 1 

5( 


Blue Hills Station, Unit 2 

5C 


BOP SAR, C.F. Braun 

STN-5( 


BOPPSAR, Babcock & WUcox Co, 

5C 


Braldwood Station, Unit 1 

50 


Braidwood Station, Unit 2 

50 
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Browns Ferry Nucleai Power Station, 

Unltl 

50-259 

29 

Donald C. Cook Nuclear Power Plant, 

Unit 1 

50-315 

73 

Browns Ferry Nuclear Power Station, 

Unit! 

50-260 

31 

Donald C. Cook Nuclear Power Plant, 

Unit 2 

50-316 

74 

Brotvns Ferry Nucleai Power Station, 

Units 

50-296 

61 

Douglas Point Nuclear Station, Unit 1 

Douglas Point Nuclear Station, Unit 2 

50-448 

50-449 

159 

160 

Brunswick Steam Electric Plant, Unit 2 

50-324 

85 

Dow Chemical Co. 

50-264 

34 

Brunswick Steam Electric Plant, Unit 1 

50-325 

87 

Dresden Nuclear Power Station, Unit 1 

50-10 

6 

Byron Station, Unit 1 

50454 

160 

Dresden Nuclear Power Station, Unit 2 

50-237 

13 

Byron Station, Unit 2 

50455 

160 

Dresden Nuclear Power Station, Unit 3 

50-249 

22 

Calloway Plant. Unit 1 

STN-50483 

165 

Duane Arnold Energy Center 

50-331 

96 

Calloway Plant, Unit 2 

STN'50486 

167 

Edwin E Hatch Nuclear Plant, Unit 1 

50-321 

80 

Calvert Qlffs Nuclear Power Plant, 

Unit 1 

50-317 

75 

Edwin 1. Hatch Nuclear Plant, Uidt 2 

50-366 

123 

Calvert Olffs Nuclear Power Plant, 

Unit 2 

50-318 

76 

Enrico Fermi Atomic Power Plant, Unit 2 

Erie Nuclear Plant, Unit 1 

50-341 

STN-50-580 

110 

190 

Catawba Nuclear Station, Unit 1 

50413 

148 

Erie Nuclear Plant, Unit 2 

STN-50-581 

190 

Catawba Nuclear Station, Unit 2 

50414 

148 

ESSAR 

STN-50-591 

191 

Catliolic University of America 

Research Reactor 

50-77 

9 

Floating Nuclear Plant 

STN-50437 

151 

CESSAR System 80 

STN-50470 

163 

Forked River Nuclear Station, Unit 1 

50-363 

122 

Qiorokce Nuclear Station, Unit 1 

STN-50491 

169 

Fort Calhoun Station, Unit 1 

50-285 

53 

Cherokee Nuclear Station, Unit 2 

STN-50492 

169 

Fort St. Vrain Nuclear Generating 

Station 

50-267 

36 

□lerokee Nuclear Station, Unit 3 

STN-50493 

170 

Fukushima Station, Unit 2 (Japan) 

50-349 

117 

Clinch River Breeder Reactor 

50-537 

183 

Fulton Generating Station, Unit 1 

50463 

162 

Clinton Power Station, Unit 1 

50461 

162 

Fulton Generating Station, Unit 2 

50464 

162 

Clinton Power Station, Unit 2 

50462 

162 

General Electric Test Reactor 

50-70 

8 

eak Steam Electric Station, 

50445 

157 

General Electric Nuclear Test Reactor 

50-73 

9 

im Electric Station, 

50446 

158 

Georgia Institute of Technology Research 
Reactor 

50-160 

10 


50-298 

64 

GESSAR-238 

STN-50447 

159 

.it 3 

50-302 

64 

GESSAR-238-BOP Interface 

STN-50-550 

185 

ion. Unit 1 

50-346 

113 

GESSAR-251 

50-531 

183 

ion. Unit 2 

50-500 

174 

Grand Gulf Nuclear Station, Unit 1 

50416 

148 

tion, Unit 3 

50-501 

174 

Grand Gulf Nuclear Station, Unit 2 

50417 

149 

Plant, 



Greene County Nuclear Power Plant 

50-549 

184 


50-275 

45 

Greenwood Energy Center, Unit 2 

50452 

160 

Plant, 

50-323 

83 

Greenwood Energy Center, Unit 3 

50453 

160 
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II. B. Robinson Plant, Unit 2 

50*261 

32 

Midland Plant, Unit 2 

50-330 

95 

Iladdam Neck Plant 

50-213 

11 

Mihama Nuclear Power Station, Unit 2 



Itortsville Nuclear Plant, Unit 1 

STN-50-518 

176 

(Japan) 

50-347 

115 

Ilartsvillo Nuclear Plant, Unit 2 

STN-50-519 

177 

Millstone Nuclear Power Station, Unit 1 

50-245 

19 

Hartsvillo Nuclear Plant, Unit 3 

STN-50-520 

178 

Millstone Nuclear Power Station, Unit 2 

50-336 

103 

llartsviUo Nuclear Plant, Unit 4 

STN-50-521 

179 

Millstone Nuclear Power Station, Unit 3 

50423 

150 

Haven Nuclear Plant, Unit 1 

STN-50-502 

174 

Montague Nuclear Power Station, Unit 1 

50496 

170 

Haven Nuclear Plant, Unit 2 

STN-50-503 

174 

Montague Nuclear Power Station, Unit 2 

50497 

170 

Hope Creek Nuclear Station, Unit 1 

50-354 

117 

Montalto di Castro (ENEL-6), Unit 1 
(Italy) 

50-552 

185 

Hope Creek Nuclear Station, Unit 2 

50-355 

118 

Monticello Nuclear Generating Plant 

50-263 

33 

Humboldt Bay Power Plant, Unit 3 

50-133 

9 

National Naval Medical Center 

50-170 

10 

Idaho Slate Univ. Research Reactor 

50-284 

53 

NEP Nuclear, Unit 1 

STN-50-568 

189 

Indian Point Station, Unit 1 

50-3 

5 

NEP Nuclear, Unit 2 

STN-50-569 

189 

Indian Point Station, Unit 2 

50-247 

20 

New Haven, Unit 1 

50-596 

192 

Indian Point Station, Unit 3 

50-286 

54 

New Haven, Unit 2 

50-597 

193 

James A. Fitzpatrick Nuclear Power Plant 

50-333 

97 

Nino Mile Point Nuclear Station, Unit 1 

50-220 

13 

Jamosport Nuclear Station, Unit 1 

STN-50-516 

175 

Nine Mile Point Nuclear Station, Unit 2 

50410 

148 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

176 

North Anna Power Station, Unit 1 

50-338 

104 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

115 

Nortli Anna Power Station, Unit 2 

50-339 

107 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

122 

North Anna Power Station, Unit 3 

50404 

146 

Kewaunee Nuclear Power Plant 

50-305 

67 

North Anna Power Station, Unit 4 

50405 

146 

LaCrosso Bolling Water Reactor 

50409 

147 

Nortli CaroUna State Univ. PULSTAR 



LaSalle County Station, Unit 1 

50-373 

129 

Reactor 

50-297 

63 

LaSalle County Station, Unit 2 

50-374 

130 

North Carolina State Univ, Research 
Reactor 

50-111 

9 

Limerick Generating Station, Unit 1 

50-352 

117 

North Coast Nuclear Plant (Puerto Rico) 

50-376 

131 

Limerick Generating Station, Unit 2 

50-353 

117 

Oconee Nuclear Station, Unit 1 

50-269 

38 

Maine Yankee Atomic Power Plant 

50-309 

69 

Oconee Nuclear Station, Unit 2 

50-270 

39 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

184 

Oconee Nuclear Station, Unit 3 

50-287 

56 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

184 

Oyster Creek Nuclear Power Plant 

50-219 

13 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

6 

Palisades Nuclear Plant 

50-255 

27 

Memphis State Unlv. Research Reactor 

50-538 

183 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

182 

Metals & Controls Corp. Research 

50-7 


Palo Verde Nuclear Station, Unit 2 

STN-50-529 

182 

Reactor 

6 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 


Michigan State Unlv. Research Reactor 

50-294 

60 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 


Midland Plant, Unit 1 

50-329 

94 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 
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awUng Research Reactor 

50-54 

8 

San Onofrc Nuclear Station, Unit 1 

50-206 

11 

'each Bottom Atomic Power Station, 



San Onofie Nuclear Station, Unit 2 

50-361 

119 

Unit 2 

50-272 

47 

San Onofre Nuclear Station, Unit 3 

50-362 

120 

Peach Bottom Atomic Power Station, 





Units 

50-278 

48 

Santillan Nuclear Power Station (Spain) 

STN-50-578 

190 

Pebble Springs Nuclear Plant, Unit 1 

50-5 14 

175 

Seabrook Nuclear Station, Unit 1 

50443 

154 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

175 

Seabrook Nuclear Station, Unit 2 

50444 

156 

Perkins Nuclear Station, Unit 1 

STN-50-4S8 

167 

Sequoyah Nuclear Plant, Unit 1 

50-327 

89 

Perkins Nuclear Station, Unit 2 

STN-50489 

168 

Sequoyah Nuclear Plant, Unit 2 

50-328 

92 

Perkins Nuclear Station, Unit 3 

STN-5 0-490 

168 

Shearon Harris Nuclear Power Plant, 






Unit 1 

50400 

140 

Perry Nuclear Power Plant, Unit 1 

50-440 

154 

Shearon Harris Nuclear Power Plant, 



Perry Nuclear Power Plant, Unit 2 

50441 

154 

Unit 2 

50401 

142 

Hiilipplne Nuclear Power Project 

STN-50-574 

190 

Sliearon Harris Nuclear Power Plant, 





Unit 3 

50402 

143 

Phipps Bend Nuclear Plant, Unit 1 

50-553 

185 

Shearon Harris Nuclear Power Plant, 



Phipps Bend Nuclear Plant, Unit 2 

50-554 

186 

Unit 4 

50403 

144 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

59 

Shoreham Nuclear Power Station 

50-322 

81 

Pilgrim Nuclear Power Station, Unit 2 

50471 

163 

Skagit Nuclear Power Project, Unit 1 

STN-5 0-5 22 

180 

Pilgrim Nuclear Power Station, Unit 3 

50472 

164 

Ska^t Nuclear Power Project, Unit 2 

STN-5 0-5 23 

181 

Point Beach Nuclear Plant, Unit 1 

50-266 

35 

Sou til Texas Project, Unit 1 

STN-50498 

170 

Point Beach Nuclear Plant, Unit 2 

50-301 

64 

South Texas-Project, Unit 2 

STN-50499 

172 

Prairie Island Nuclear Station, Unit 1 

50-282 

53 

Sterling Power Project, Nuclear, Unit 1 

STN-50485 

166 

Prairie Island Nuclear Station, Unit 2 

50-306 

68 

St. Lucie Plant, Unit 1 

50-335 

101 

Quad-Cities Station, Unit 1 

50-254 

26 

St. Lucie Plant, Unit 2 

50-389 

135 

Quad-Cities Station, Unit 2 

50-265 

34 

Summit Nuclear Power Station, Unit 1 

50450 

160 

Rancho Seco Nuclear Generating Station 

50-312 

71 

Summit Nuclear Power Station, Unit 2 

50451 

160 

Reed College Research Reactor 

50-288 

SB 

Sundesert, Unit 1 

50-582 

191 

RESAR-3S 

STN-50-S45 

184 

Sundesert, Unit 2 

50-583 

191 

RESAR41 

STN-50480 

16+ 

Surry Power Station, Unit 1 

50-280 

50 

RESAR414 

STN-5 0-572 

190 

Surry Power Station, Unit 2 

50-281 

51 

^de Island Nuclear Center Reactor 

50-193 

10 

Susquehanna Steam Electric Station, 






Unitl 

50-387 

132 

on, Unit 1 

50458 

161 

Susquehanna Steam Electric Station, 



nit 2 

50459 

161 

Unit 2 

50-388 

133 

iclear Plant, 



SWESSAR-Pl 

STN-50495 

170 

50-244 

18 

Takahama-cho (Japan) 

50-385 

132 


atlon, 

50-272 

42 

Three Mile Island Nuclear Station, 






Unitl 

50-289 

58 


50-311 

69 

Three Mile Island Nuclear Station, 






Unit 2 

50-320 

78 
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Docket 

Page 

'Irojan Nuclear Plant, Unit 1 

50-344 

101 

I'nrkoy Point Plant, Unit 3 

50-250 

23 

'I'll r key Point Plant, Unit 4 

50-251 

23 

Tyrone Mnergy Park, Unit 1 

STN-50484 

166 

Univ. of P’lorlila Training Reactor 

50-83 

9 

Unlv, ol Michigan Roscarcli Reactor 

50-2 

4 

Univ. of Missouri Rescarcli Reactor 

50-186 

10 

Unlv. of Oklahoma Research Reactor 

50-112 

9 

Univ. of'rcxas Research Reactor 

50-192 

10 

Univ. ot Utah Roscarcli Reactor 

50-72 

9 

Unlv. of Virginia Cavalier Reactor 

50-396 

139 

Unlv. of Vliginia Researcli Reactor 

50-62 

8 

U.,S. Cicological Survey Research Reactor 

50-274 

44 

Vutulellos Nuclear Station, Unit 2 (Spain) 

STN-50-576 

190 

Vermont Yankee Nuclear Power Station 

50-271 

41 

Virgil C. Summer Nuclear Station, 

Unit 1 

50-395 

138 

Waslilngton Slate Unlv. Roscarcli 

Reactor 

50-27 

6 

Watorforil (leneriiting Station, Unit 3 

50-382 

131 


Name 

Docket 

Pa^ 

Watts Bar Nuclear Plant, Unit 1 

50-390 

135 

Watts Bar Nuclear Plant, Unit 2 

50-391 

137 

Westinghousc Critical Experiment 

50-87 

9 

West Valley Reprocessing Plant 

50-201 

11 

William B. MacGulre Nuclear Station, 
Unit 1 

50-369 

127 

William B, MacGuire Nuclear Station, 
Unit 2 

50-370 

128 

William H. Zimmer Nuclear Station, 

Unit 1 

50-358 

118 

Wolf Creek Generating Station 

STN-50482 

164 

WPPSS Nuclear Project, Unit 1 

50460 

162 

WPPSS Nuclear Project, Unit 2 

50-397 

139 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

174 

WPPSS Nuclear Project, Unit 4 

50-513 

175 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

174 

Yankco-Rowc Nuclear Power Station 

50-29 

7 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

188 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

189 

Zion Nuclear Power Station, Unit 1 

50-295 

60 

Zion Nuclear Power Station, Unit 2 

50-304 

66 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

79010S0273 DOCKET 27-039 Sheffield. IL , Nuclear Engineering Co 
^Bctuliee revised site utlliiatlon plan re trench bottoms 
Trench bottoms found in or near rock formations, such as 
shala.are unacceptable In humid areas 
D£t-L. M J Lou Level Mastu Qranch. 7B/1S/05 6pp, 


7901180328 DOCKET 27-039 Sheffield. IL . Nuclear EnQineering Co 
Foruards revlau of proposed site utilization plan submitted 
on 7B0920 Planned bottoms of remaining trenches appsar to be 
in hard shale Finds this unacceptable in humid areas & 
roquests geotechnical info 

S£UL> M J Lou Level Haste Branch 78/12/05 Spp 


7901040302 DOCKET 27-039 Sheffield. IL . Nuclear Engineering Co 
Saquests advisement uhen service mag be expected re NSC 
filing of draft EI6 due 781201 

CONNER. T D Conner. Moore t. Corbor 78/12/06 Ip 


7901020317 DOCKET 27-039 Bheffleid, IL . Nuclear Engineering Co 
Order schedules oral argument for 790104 Argument is to 
concern both parts of applicant's motion to compel filing of 
a draft EIS t. scheduling of prehearing conference 
OOODI-IOPE. A C Atomic Safety and Licensing Board Panel 78/12/19 
ip 


7901220349 DOCKET 27-039 Sheffield. IL . Nuclear Engineering Co 
Forurardt names, addresses t< telephone numbers of attorneys' 
for parties in proceeding. 

REIS. E J Office of the Executive Legal Director 78/12/19 2pp 


7901090124 DOCKET 27-039 Sheffield, IL , Nuclear Engineering Co 
Forwards corrected copy of NRC 781205 Itr Several editorial 
b clarifying changes have been made 

DRAOONETTEiK S Lou Level Haste Drench 78/12/26 Ip 


790109012/ DOCKET 27-039 Sheffield. IL . Nuclear Engineering Co 
Corrected copy of NRC Itr (ANQ 7901020293) Raviaus generic 
Issue re planned bottoms of trenches uhlch are unacceptable 
uhen located near rock formations 

SELL. H J Lou Level Haste Branch 78/12/05 Spp 


79011S0001 DOCKET 27-039 Sheffield. IL. > Nuclear Engineering Co 
Motion by licensee Nuclear Engineering to defer 780104 oral 
argument Notion has been filed to suspend further 
proceedings b make oral argument unnecessary Certlflceti of 
Svc end 

WETTERHAHN. M J Conner. Moore b Corber 78/12/27 Ip 


7901150003 DOCKET 27-039 Sheffield. IL , Nuclear Engineering Co 
Motion by licensee to suspend further proceedings re 
application for license renewal b expansion of facility 
until NRC establishes deflnltvs criteria to govern revleu of 
waste disposal sites 

WETTERHAHN. M J Conner. Moore b Corber 78/12/27 ip 


7901180004 DOCKET 27-039 Bheffield. IL. . Nuclear Engineering Co 
Discusses decision to uithdraw application for license 
raneual b expansion Hill defer licensing of facility until 
NRC establishes definitive lou-levcl radioactive watte 
dl sposal criteria 

NEELiJ N Nuclear Engineering Co 78/12/27 4pp 


7901120011 DOCKET 27-039 Sheffield, IL. , Nuclear Engineering Co 
Cancels oral argument originally scheduled for 790104 re 
low level radioactive waste dlspesat site 

OQODHOPE, AC Atomic Safety and .Licensing Board Panel 78/12/29. 

»P 


7901340317 DOCKET 27-039 Sheffield, IL. , Nuclear Engineering Co. 
Raqwestf permission to tour US Otologieal Survey tunnel at 
site Certificate of Svc end 

HAN&ELL.D IlUnolt, State of 79/01/03 Spp 


7901340329 DOCKET 27-039 Sheffield, IL . Nuclear Engineering Co. 
Memo of State of IL In opposition to applicant's motion to 
suspend further proceedings IL urgts that txisting license 
not be suspended! erois-moves that proceading be dismissed 
Supporting documents b Certificate of Svc end 
HANSELL, D , SCOTT, H J Illinois, Stats of 79/01/03 SBpp 


7901250332 DOCKET 27-039 Shsffitld, IL , Nuclear Engineering Co, 
porwards copy of page 11 of IL memorandum in opposition to 
applicant's motion to suspend further proceedings b cross- 
motion to dismiss or deny Inadvertently omitted from 
or ig iPei 

HANBELL,D Illinois, State of 79/01/09 2pp 


7901290170 DOCKET 27-039 Sheffield, IL , Nuclear Engineering Co 
Statement by NRC opposition to motion by applicant to 
suspend proceedings Staff cross-moves to deny part of 
application seeking to expand site facility Certificate of 
Svc end 

RElSiE Office of the Executive Legal Director 79/01/16 14pp 


7901310004 DOCKET 27-039 Sheffield, IL > Nuclear Engineering Co 
Forwards ERA 79011B Itr to NRC re waste disposal site 
H/mel 1 Ing list 

DRA0aNETTE,K S Low Level Haste Branch 79/01/24 2pp 


7901310007 DOCKET 27-039 Sheffield, IL , Nuclear Engineering Co 
Responds to NRC 781215 Itr re disposal site Forwarde 
detailed info on burled waste location, volumes b types of 
chemicals buried, ground water observations, nonl taring data 
from site b environ, info on borings b details on bsrm 
PETRILHiJ F Environmental Protection Agency 79/01/lB SOpp 


7901160355 DOCKET 27-047 Barnwell, 8C ,Chem-Nudear Systems 
Responds to 780606 Itr re radlaaettve waste burial fan 
NRC b other govt agencies are presently evaluating various 
alternative waste disposal methods Series of public meetings 
will be held In summer of 1979 ro disposal methods 
SMITH, C V Office of Nuclear Material Safety b Safeguards 
78/07/03 Spp 


7901160359 DOCKET 27-047 Barnwell. SC . Chem-Nuc laar Systsms 
Protests situation which has developed relating to 
radioactive waste disposal eve cost increase of 9X. Urges 
immediate efforts to develop new burial sites for eestsrn 
seaboard customers 

DALOCCA, 3 J Nyaek Hbsp 7B/06/06 ip 


7901160323 DOCKET 27-047 Darnwsll, SC , Chsm-Nuclaar Systsms 
Forwards Federal Rsgistar notice of time b place of DOE 
meeting re Interagency Review Oroup on Nuclear Waste Mgt, 
BELL.M. J Low Level Haste Branch 78/07/21 Ip 


7901160327 DOCKET 27-047 Barnwell, SC , Chem-Nuclear Systems 
Federal Register notice of public participation on nuclear 
waste mgt 

DAVIS, U P Energy, Dept of 78/07/13 2pp 


7901160349 DOCKET 27-047 Barnwell. SC , Chom-Nucl ear Systems 
Requests amend to License 46-13536-01 to provide for 
receipt, transport b land burlol of wastas containing U-23S 
Forwards "Trench Burial Criticality Analysis" to support 
amend request 

REYNOLDS, L E. Chem-Nuclsar Systsms, Inc 78/12/13 7pp. 


7901170111 DOCKET 27-047 Barnwell. 8C, , Chem-Nuclsar Systems 
Remits suppl fse to cover minor safoty b environ amend 
requested In 781207 Itr 

CORBETT, J B Chem-Nuclear Systems, Inc 78/12/tS Ip, 

7901170116 DOCKET 27-047 Barnwell, SC .Chem-Nuclsar Bystemi 
Rtsponds to 7S1122 requsst for info re amend to license 
46— 13636-01 , Amend would allow Chom-Nuclear to accept, for 
disposal, esrtain radiation dsteetion dsvicss w/transuranle 
Cl level exclusive of existing limit 

REYNOLDS, L E. Chom-Nuclear Systems. Inc 78/12/07 2pp. 


7901080427 DOCKET 27-048 Richland, HA. , Nuclear Englnearing Co 
Repeats request for addl Info re renewal of BNM lleenie. Info 
rt source b byproduct matl is Inadequate to assess 
incremental environ impeets of SNM disposal Requstti info ba 
provided by 790126 

BELL.M d Low Level Haste Branch 78/12/22. tp 


DOMESTIC LICENSING OF SOURCE MATERIAL 

7901220045 DOCKET 40-0299 Union Carbide Corp. 

Forwards corretpondance rs 2 projects for disposal of 
milling waste, including hydrologieel info 
FRANCIS, E Hyomlng, State of 79/01/09 24pp. 


7901090021 DOCKET 40-1162 Hestern Nuclear 

Agrees generally w/draft EIS re operation of facility. 
Expresses concern over adequacy of controls to prevent 
possible groundwater contamination from sespaga 
BARROHB, H L Agriculture, Dept of, 78/12/26 ip 


7901310118 DOCKET 40-1162 Hestern Nuclear 

Finds no significant impacts in areas of elactric power, 
natural gas b oil pipeline Industry re DE6 

HEINEMANN, J M Federal Energy Regulatory Commission 78/12/26 Ip 


1 
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DOCKETED (TEMS 


r?0U7035a DOCKET ^O-IUS Vl«*t«rn NjcIist 
H«i no lubttiintiv* conAiinti on NURE4'-0491. Clotost Njtl 
Ferisb figt lond* art SO nil*'* wait 
RUPPi C U Agricultural Dipt of 79/01/03 Ip 


^901270309 DOCKET 40-1 1/iS Miitarn Nucliar 
Submit* cenmanti on draft EI8<NUREO-O491 Iralatid to 
oparatlon of Split Rock Uranium Hill tc partalning to 
radlolDgical Impact* of dost ■*tli(iat*» 

SHUEIENiB Haaltbi Education k Walfarii Dapt of 79/01/10. Ip 


P90129030a DOCKET 40-1162 Ml* tarn Nuclaar 
Forward* commant* on draft EIS for uranium mill Main 
cancarnt ra pravinting pollutail grounduatar from apraadlng 
li elaaning up pravant lurfaea contamination Billavai EIS 
indicata* poor undarstanding of blol aggi gaologg ti cllmata 
ACKERHANiH C Mgamlngi Stata of 79/01/11 7pp 


7901290346 DOCKET 40-1162 Miitarn Nuel*ar 
Forward* commint* ra DES for Split Rock Uranium Mill 
Oanarallg adaquata ra flsbiwildlifii cultural i< racriitional 
raiourca* Exprataai concarn re potantlal for taillngi 
aroaton 

MBlERQTTOi L B, Intariori Dapt of 79/01/17 3pp. 


7901290009 DOCKET 40-1162 Maitirn Nuclaar 

Bummarg of 790117 moating In SI War Spring MD w/Ha»tarn 
Nuclaar to dlacuii Split Rock Hill DES 

LlNEHANiJ J, Fuel Proca**, t< Fab. Branch 79/01/10 BPP 


7901090192 DOCKET 40-1341 Fordi Bacon it Davtl 
Inform* of rocont dteoAmliilonlng actlvitlii it inactive 
mill. For war d* related correipandance from TVA b NRC 
Oacommiiilonlng plan to be lubmittid for NRC raviou bg 
790301. 

HARTINiJ.B. Dlviaion of Fuel Cgcio b Hatorlil Safotg 76/12/81. 
Ip. 


7901090193 DOCKET 40-1341 Pordi Bacon b Davli 

Aek racolpt of NRC 761006 Itr r# mill TVA will not propoia 
onalta dlipoial b it continuing evaluation of altarnita 
daeamniiiionlng plan*. Plan b anvlron rapt will ba lubmlttad 
by 790301 

FREEHANiS.D Tennaitaa Uall«g Authority 78/11/2? Ip 


7901090194 DOCKET 40-1341 Fordi Bacon b Davit 

Inform* oF plan* for public m*ating to ba held after mid- 
Fabruargi 1979 ra d'acommlitloning of mill ilta. 

TRADER. E A. Of flea of Nuclear Material Safety b Safeguard* 
76/12/16 2pp 


01060346 DOCKET 40-2061 Karr-HcO** Corp 

Rttpond* to NRC 781116 Itr Forward* ''Dicommittlonlng Plan 

for Karr-HeOi* Chimleal Corp>M Chicago FiclUty. *' 

RAINEYiU.L. Karr-HcOo* Chemical Corp <«ub* of Karr-HcOoe Corp ) 
7B/13/S1. Ip. 


7901080380 DOCKET 40-2061 Ktrr-HeSae Corp. 

"DBeommliilonl'ng Plan for Karr-HcOa* Chemical Corp.M Chicago 
Facility." M/2 ovarilia map* in POR 

a Karr-HeOat Chimleal Corp (lubi of Ktrr-HcQaa Corp >. 
76/18/80 202pp, 


01020223 DOCKET 40-2299 Pathflnittr Him* Carp. 

Ack receipt of 781109 Itr informing NRC of atap* taken to 
eorreet violation* noted In IE Inap Rapt 40-2299/76-01 on 
780621-23 

eEYFRlTiK.U. Region 4. Oilia>i Office of th* Director 76/12/19. 

2pp 


7901080291 DOCKET 40-2299 Pithfindor Hinai Corp 

Rtepondt to 761011 )tr ro violation* rtotod In IE Intp Rapt 
40-2889/78-01. Corroet I VO action* alrhorna contamination 
roduead b ovartipoaad parton notified M/17 Itim* of 
correipondanca 

RITCHtE.H I. Pathfinder Nina* Corp. 76/11/09 43pp 


7901080229 DOCKET 40-8899 Pathfinder Mint* Corp 
ForbMirdi IE Iitap Rapt 40-2889/78-01 on 780821-23 b NbtUa af 
Vlslatlon 

BEypHlTiK. V. Region 4. Dal lea. Office of the Director 
78/10/11. 8pp. 


7901080834 DOCKET 40-8889 Pathfinder Hina* Corp. 

Notice of Vielatton from Imp on 760881-83. 

* Region 4» Datlai^ Pfflc# of tho Director 78/10/11 Spp 


7901020241 DOCKET 40-2299 Pathfinder Mina* Corp. 

IE Intp Rapt 40-8859/78-01 on 780621-83 of Lleanea 6UA-67a 
Noneoapllantt notadiradloactlva mat! In unreitrlctad area b 
Bipoiurai aicttdlng 40-h b guprtarlg limit for uranium duit 
b toluolR uranlym. 

HUSTAlNiM. Region 4. Delta*. Fy*l Facility b H*t*rfal« Safatg 

Brmneh. 76/09/89. 10pp. 


79010B03B6 DOCKET 40-2299 Pathfinder Hina* Corp 

Forward* original rider to eeistlng bond <FICD040-04-59> that 
rocognitai corporate name change from Lucky Me Uranium Corp 
to Pathfinder Hina* Corp 

NUGENT. E L Pathfinder Minas Corp 78/18/82 Spp 


7901240298 DOCKET 40-3393 Allied CheAlcat Corp 

Requaits addi info to demonetrata plant operation will 
comply u/ragulation 40CFR190 which become* effective late 
1979 Date needed ra solubility of uranium compounds in 
airborne affluent* from plant 

CROW.H T Fuel Proce** b Fab Branch 79/01/19 Spp 


7901240863 DOCKET 40-3392 Alliad Chemical Corp 

Retpond* to 7S012O meeting re comment* on NRC EIA for 
uranium haiafluorida convertlen facility Concerned about 
adapuata monitoring of water b air effluent* b exceeding EPA 
761201 atendard* 

DICKERaON.W D Environmental Protection Agency 7B/09/19 Spp 


7901100132 DOCKET 40-4243 Teledyne 

Ack receipt of 781127 Itr informing NRC of ateps taken to 
correct nonconpl lane e noted In NRC 781019 Itr re Imp of 
licanaa 8TS-874 Full compliance to ba attained by Fab 1979 
DAV18. A D Region 3. Chicago. Fuel raclllty b Material* Safety 

Branch 76/12/14 ip. 


790128D049 DOCKET 40-4492 Federal American Partner* 
Forward* corn gpondance re 2 project* for dlaposal of 
milling waste. Including hydrological info 
FRANCIS. E Hyomlng. State of 79/01/09 24pp 


7901040330 DOCKET 40-4492 Pedaral American Partners 

Riquisti technical assiitanca by DSE to assess proposed mod 
of Dam 8 by Fodaral-Amar lean Partner* at Oat Hill*. MV 
uranium mill to ensure complianct w/criteria of Reg Ouide 
3 11 

MARTIN. J.D Aiilatant Director for Fuel Cycle Safety b Llcaneing 
78/12/07. 2pp 


7901860097 DOCKET 40-4498 redaral Amarlean Partner* 

Submits info In support of llcen** renewal b mill expansion 
Addl info forthcoming re radionuclide* present In sand fc 
tlimt b ra topography of region 

JACKBDN. F. D . HRIOHT.K, H Federal American Partner* 79/01/H 
13pp 


7901170899 DUCKET 40-9893 Northeastern Untverelty 

Respond* to 781126 Itr ra alleged erronaou* infraction noted 
In IE Insp Rept 40-9893/76-02 NRC concur* b withdraw* 

Inf raetiun 

MCCLINTOCK.n Q Region 1. Philadelphia. Fuel raeilttg b Materials 

Safety Branch 76/18/87. Ip 


7901170301 ROCKET 40-9893 Northaaatern Unlvar»lty 

Reipondt to NRC 761086 Itr re violation noted in ln»p Rapt 
40-0293/76-08, Me I ntain* violation 1* erroneous.a* conilltlon 
requiring 6-month leak test uia* not pert of amended 8U0-960 
I Icente, 

UATORREiP Northeaetern Untv 76/11/20 Ip 


7901170309 DOCKET 40-9890 Northeastern University 

Refer* to IE Imp 40-9893/78-08 on 761086 Noncompliance 
noted 1 6 -mon th leak teit of sealed tourcee containing natural 
U was not done 

MCCLINTOCHiR U Region 1. Ph 1 ladelphla. Fuel Facility b 

Material* Safety Drench 70/11/06 2pp 


7901170306 DOCKET 40-9293 Northeastern Unlvertlty 
Notice of Violation from ln»p on 7B1026 

e Region 1. Ph I lad elph la. Reeetor Operatloni Nuclear Support 
Branch. 7B/11/0B Ip. 


7901090016 DOCKET 40-6688 Pathfinder Nine* Corp, 

Requeit* amend to llceni* BUA-44S, eliminating lleente 
condition 86 requiring drain on downttream face pf dan to be 
covered. Provide* radon templing result* for first half of 
1978. 

RUSBELLiO E Pathfinder Hines Corp. 76/11/20 Spp, 


7901160094 DOCKET 40-7968 Koneywell 

IE Imp Finding* b Lleensse Aek dtd 760986 of Ltcenae 
6UB-971,In*p findings no Items of noncompl lane* were found 
CURTie.U.R, Region 9. Sen Franclieo. Office of the Director 
76/09/26 Jp 


7901030880 DOCKET 40-8087 Ktrr-HcOe* Corp 
Forward* revised pages to renewal application submittals 
including a small wat Ur4 slurry ractlving b proessilng 
operation. Slngli-effaet evaporator previously used will not 
meet expansion need* M/*ncl amend fee 
BHELLEYi U, J. Kerr-HeOs* Corp. 78/18/07 16pp. 



DOCKETED ITEMS 


7901030371 DDCKET 40-8027 Kerr-MeODe Corp 

Inform* of 781201 pracss* upset at Seiiuoi(ah Uranyl nitrate 
releosEd ta unroatritted area via combination stream outfall 
uhen boildoun tank 1 overfloued onto process area floor 
durintl maint work 

SHELLEY. W J Kerr-McSee Chemtcal Corp (subs of Korr-McOee Coro ) 
70/12/17 6pp 


7901120036 DOCKET 40-B03S Cotter Corp 

Fleports on surveys taken at former Cotter Co site in St 
1-OUlsi on 700006—07 It 700818—19 per N0C reiiucst Results do 
na-fc Indicate significant radioactivity levels 
FRIOeriOiN a Argonne National Laboratory 78/09/03 2pp 


7901110343 DOCKET 40-8033 Cotter Corp 

S»s ponds to NFIC 780424 Itr re storage of waste matt from 
Lattyi Avenue. Kaieluood I MO Present solution appears to bo 
return of matl to St Louis Alrpoit Fill Site. In 
environmentally acceptable manner 
LIVERMORE. J L Energy, Dept of 79/01/03 Ip 

7BiSt4C>132 DOCKET 40-8040 Cerac 

F-oruiard* IE Insp Rept 40-0040/70-01 on 700926-27 & Notice of 
Violation 

DAVIS. A D Region 3. Chicago. Fuel Facility & Materials Safety 

Branch 70/11/17 8pp 


7812140133 DOCKET 40-8040 Cerac 

Notice of Violation from Insp on 780926-27 

* Region 3. Chicago. Fuel Facility b Materials Safety Branch 

7B/11/14 Ip 


7812140170 DOCKET 40-0040 Cerac 

IE Insp Rept 40-0040/70-01 on 780726-27 Noncomp 1 iance noted 
radiation level outside facility was of such magnitude that 
anyone could have received In excess of 100 mrem on any 7 
c onsecut ive days 

FINN.J A . PAUL,R A Region 3. Chicago. Fuel Facility b 

Materials Safety Branch 78/11/14 lOpp 


7901030103 DOCKET 40-8040 Cerac 

Rept on 7B1030 fire In dust collector b documentation of 
an overexpoBuro to maint worker who was waaring disposable 
protective clothing 

SCHUMACHER. A Cerac, Inc 78/12/13 41pp 


7901080403 DOCKET 40-8084 Lisbon Mine 

Describes proposed mod to sampling b analyils program of 
tailings monitor well, Wells 1,2, 3, 4 b S will be sampled 
monthly Instead of weekly b wells D-2, D-3 b D-tO will be 
sampled quarter ly. W/eiic 1 monitor well results 
LAMTON, H D Rio Algom, Ltd 78/09/13 ISpp 


7901230334 DOCKET 40-0108 Ex son Minerals Co 

Responds to 701200 notice transmitting FES Offers no 
comments 

VELEHRADBKY, J E Army, Dept of 77/01/12 I p 


7901190170 DOCKET 40-8190 Magnaflux Corp, 

Requests $70 rensuial fee for License SUB-llBB, 

JACKEQNrO License Fee Management Branch. 70/12/2? Ip 


7901090037 DOCKET 40-0432 Dear Creek Mining Co 

Rispondi to 780801 memo requesting comments on facility 
eonst rapt. Rept adequately provides info rsquested in 
license condition i,but would be more complete if it 
included photographs, test results b backfill details 
HELLER, L M Seoicitnces Branch 70/12/22 8pp 


7901240299 DOCKET 40-0432 Baar Creak Mining Co 
Act receipt of 701807 Itr re process effielancy 
improvements Agrees np license amend is necessary 
aCARANO,R A Divlilon of Fuel Cycle b Material Bafety 79/01/13, 
If 


7901880270 DOCKET 40-8302 Wyeming Mining Corp 

Forwards comments from MY Outdoor Council ra DE8 
(NUREO-0377) b NRC responses Comments were peeelvsd toe 
lata to be considered in preparation of FEB <NUflEO-O401K 
cnaW.WT, Fuel Process, b Fab Branch, 70/12/06 7pp 


7901230273 DOCKET 40-0802 Wyoming Mining Corp 

Responds to comments on 0E6 (NVREa-0399) License will 
rastrlet operation to SO acres, consistent w/HY Dept of 
Environ Quality guldel Ines, Phased approach is also supported 
b 4 EPA. 

ROUSE, L C Fuel Process, b Fab Branch, 78/12/06. 14pp. 


7901040344 DOCKET 40-0584 Union 76 Esploratlon Co 

Forwards 4 pagss of license application which have been 
reviaed to correct irrors, clarify « ommltmanti, b/or modify 
bioaesay monitoring. 

RDU8E,L C Union Oil Co. of California 78/10/31 Bpp. 


7901040212 DOCKET 40-8504 On i On 76 Exploration Co 

Responds to 78021S Itr commenting on DEB for project States 
NRC has jurisdiction only over ore milling b tailings 
disposal No mill related activities wilt take place in 
archaeologica I areas 

BCARANO, R A Fuel Process b Fab Branch 78/12/lS. 2pp 


7901040214 DOCKET 40-0384 Union 76 Exploration Co 

Authorizes mining development in the area, assuming that 
prehistoric archaeological sites will be preserved. 

FROST, N Wyoming, State of 78/03/20 2pp 

7901100473 DOCKET 4O-05B4 Union 76 Exploration Co 
Final Eia for Minerals Exploration Co related to 
facility license approval Bummarlzes environ impacts, 
possible adverse effects, b principal alternative 
considerations 

* Office of Nuclear Material Bafety b Safeguards NURE0-090S 
70/12/31 2Btpp Available at NTI8 


7901170336 DOCKET 40-0504 Union 76 Exploration Co 

Forwards FES prepared in accordance u/NEPA, b notice of 
availability U/o end 

BCARANO.R A Fuel Process b Fah Branch 79/01/04 lipp 


7901170337 DOCKET 40-8304 Union 76 Exploration Co 
Forwards FES b notice of availability W/o FEB 
8CARAND, R A Fuel Process b Fab Branch 79/01/04 Ip 


790H70342 DOCKET 40-0584 Union 76 Exploration Co 
Notice of availability of FES 

8CARAN0, R A Fuel Process b Fab Branch 70/12/20 2pp 


7901170421 DOCKET 4O-B804 Union 76 Exploration Co 

Forwards "Preoperational Monitoring Rept for the Minerals 
Exploration Co Sweetwater Uranium Project '• 

SALISBURY. R Y Union Oil Co of California 79/01/00 ip. 


7901170424 DOCKET 40-0384 Union 76 Exploration Co 
"Pre-Oparational Monitoring Rept for the mnerelf 
Exploration Co Sweetwater Uranium Project “ Provides 
baseline data for background radionuclide concentratione b 
radiation dose rates in vicinity of proposed mill 
* Union Oil Co of California 79/01/00 99pp 


7901180263 DOCKET 40-0304 Union 76 Exploration Co 

Forwards revised pages 5-28,3-29 b 5-32 to source matli 
license app 1 1 cation, Revisi ons clarify b update monitoring 
programs 

» Union Oil Co of California 79/01/09 App 


7901170262 DOCKET 40-0304 Union 76 Exploration Co. 

Recommends that approval be given to const Sweetwater 
retention basin, even though Ooosclences Drench hes not had 
tima to verify 0 000 acceleration level for 1000 year design 
earthquake 

STEPP, J C Oeosciences Branch 79/01/11 2pp, 


7901290144 DOCKET 40-0304 Union 76 Exploration Co, 

Responds to 790104 Itr on final E18 Forward* na comments. 
VELEHRADBKY, d. E Army, Dept of, Corps of Engineer* 79/01/18 tj 


7901290002 DOCKET 40-8804 Union 76 Exploration Co. 

Summary of 790111 meeting in Silver Spring> MDiw/Minerals 
Exploration Co to review Sweetwater Uranium Mill license 
appl {cation 

LINEHAM, J J Fuel Process b Fab Branch 79/0t/i6 2pp 


7901290300 DOCKET 40-8384 Union 76 Exploration Co 
Provides notice of commencement of const for project 
tallinge disposal facility b processing plant. Topiol 1 
removal scheduled to begin in mill area on 790212, in 
tailings area on 790219 b excavation on 790303 
DVKER8, L 0 Union Minerals. 79/01/16 tp 


7901290141 DOCKET 40-8584 Union 76 Exploration Co. 

Ack receipt of determination of ns effect for project. 
Determination should be kept ae evidence of compliance w/ 

Natl Historic Preservation Act b should be included in 
environ assessment or etatement. 

HALL, L a Advisory Council on Historic Preservation 79/01/17 


7901290312 DOCKET 40-0384 Union 76 Exploration Co. 

Forwards requested revieion to deeommletioning b 

stabilization plan b ststemant of mill throughput. Mints is 

committed to return lands to farmer use b productivity 

BUCHELLA, F, K Mintralf Exploration Co, (subs of Union Oil Co, «f 

Callfornlal 79/01/19 3pp 


4 


DOCKETED ITEMS 


7701080313 DOCKET 40-9&0S UnttBd Nuclsdr Corp 

ForuJl^d• "Contract Spoci h Droulngo for Evapnrstion Pond & 
Embankfflpnt. '■ Map» 0000-a0'000-20a7, 0000-20-000-2090 t 
0000-20-000-2091 of the Mill Gita «i Pit Areas postulated for 
Tailing* Disposal 8g* 3 o/orslie maps in PDR. 

WOLFFi C E United Nuclear Corp 70/12/29 2pp 

79010B0319 DOCKET A0-B&02 United Nuclear Corp 

"Contract Epees tc Draulnj* for Evaporation Pond fc Embankaiont 
Near CesperiMV for United Nuclear Corp Korton Ranch Uranium 
Kin* ‘‘ Prepared tg Danes t« Moore Reviled Dec 1976 
a ITnlted Nuctaar Corp 76/12/26 9Bpp 


7901170020 DOCKET AO-SbOS United Nuclear Corp 

Faruiarde addl document list for Inclusion in Danes tc Moore 
“Rept of invei tlgat 1 on (■ Deslgoi Addendum 3i " sent 781229 
HDLFF.C E United Nuclear Corp 79/01/03 Ip 


7901040241* DOCKET 4D-B&47 Kerr-McOee Corp 

Diseusies status of nill app 1 lent ioni delag sd due to 
Incomplete subnlttali of Info Reecheduling uill occur after 
review of 760B07 & 780927 submittals 

BCARANO. R A Fuel Process & Fab Branch 78/12/12 2pp 


79012901 5> DOCKET 40-6*47 Kerr-HcOee Corp 

Reiiuests Info re liceneae nlnlng production plans !< mine 
location 

NEILL. P Affiliation Unknown 79/01/04 Ip 


7901030213 DOCKET 40-0*49 FUnchbaugh Products Inc. 

Refers to 701204 inquiry & confirms HRC's understanding of 
coMpang's Initiation of use of licensed niatl >< the 
anticipated uortloed of the progs'em 

MCCLINTOCK. R. D Region 1< Phi ladi 1 phlai Fuel Facilltg tt Materials 

Bafatg Branch 7B/12/0* 2pp 


79010B0079 DOCKET 4O-0*B1 Energy Fuels Nuclear 

Sunmerg of 761204 meeting In Silver Spring w/Energg Fuels 
NuclearjUT Div of Stati History & Heritage Conservation ti 
Recreation Gvc.re Hhlte Keea project archaeology 
TRACER, E Futl Process, b Fab. Branch 76/12/12 3pp 


79D10302S3 DOCKET 40-6*61 Energy Fuels Nuclear 

Forwards for revteu b comnant the DESi NUfiEB-D494i b Federal 
Register notice w/trenint tte 1 list H/o end dO'Cuments 
8CARAN0.R A Fuel Process, b Fab. Branch 7B/12/tS lOpp 


790102029* DOCKET 40-8*61 Energy Fuels Nuclear 

Forwards DES <NUnE0-0494> b Federal Register notice of 
avallabtl Ity.N/o rept 

SCARANO, R A Fuel Process b Fab Branch 76/12/lS Ip 


79010203*2 DOCKET 40-8*61 Energy Fuels Nud ear 

Notice of availability of DE6 (NUREO-04941 for facility 
SCARANOi R. A Fuel Process b Fab Draneh 70/12/07 2pp 


7901090024 DOCKET 40-6*81 Enargy Fuals Nuclear 

Has no coetnenti an NRC evaluation of draft G18 for proposed 
project. 

BARROUe.HL Agriculture. Dept of. 76/12/2* ip 


790117001* DOCKET 40-6*61 Energy Fuels Nuclear 

Supports iseuanct of facility of const permit h llcenie 
Forwards Holmes Alexander editorial artlde. "Atomic Fuel 
Advance Is Natural Tide," 

E4BERT.A H Afflllatlan Unknown, 76/12/31 2pp 


7901290149 DOCKET 40-B&B1 Energy Fuels Nudeer 
Forwards documentation re afficte of project on 
archaeological b histortcel resources. State Historic 
Preeervation staff advises that project, as planned. util have 
adverse ef facts. U/end acceptable nltlgations. 

KEENE, U P Utah. Btats of. 79/01/04. 294pp. 


7901180291 DOCKET 40-BAfil Energy Fuels Hue leer 

Summary of 790109 meeting w/Ensrgy Fuels Nuclsar re DEB 
Util submitted comments on DES b eiprassod concsrii re delays 
In environ review 

TRAOERiE A Fuel Process b Fab. Brsrtch 79/01/10, 3pp. 


7901390303 DOCKET 40-8*81 Energy Fuels Nyclear 

8ubmite comments on draft EIB ,(NURE0-0494> ra radiological 
Impacts pertaining to doses. 

BHLE1EN,B Health. Education b Welfare. Dept, of 79/01/10 Ip. 


7901310017 DOCKET 40-6*61 Energy Fueli Nuclear 

Reiponda to NRC 761215 Itr requesting rsvlsw of DEB. Project 
dots not appear to affect flood problems in the arta b doss 
not conflict w/CoTpt flood control projects or plans. 
WEDDELL, O.C. Army. Dept. of. Corps of Engineers 79/01/11 


7901310019 DOCKET 40-8*81 Energy Fuels Nuclear 

Review of Dec 1978 DES. transml t ted 7B1213. eompletad All 
points of consideration adequately addressedi thero are no 
sp ocl f 1C comments 

KCMILLANiO D Agriculture. Dept of 79/01/19 Ip 


7901290302 DOCKET 40-8*98 plateau Resources 

States that proposed project uill have no known effect on 
any recogniled or potential Natl Register historical, 
archaeological or cultural sites 
KEENE, 0 P Utah. State of 78/12/12 Ip 


7901030076 DOCKET 40-8*90 Plateau Resources 

Requests addl info to complete review of Plateau Resources 
rept "Tailings Management Plan b Oeotechnical Engineering 
Studies. Ehooterlng Canyon Uranium Project " Forwards 
questions b NRC positions 

STEPP.O C Oeofclencas Branch 76/12/13 4pp 


7901040250 DOCKET 40-8*96 Plateau Resources 

Commanti on facility environ rept Falls to adequately 
assess accidental releases of radioactive matl b the impacts 
upon overall terrestrial b aquntlc environs Will have long 
term Impact upon living rosources 
WHITE.M C Interior. Dept of 76/19/19 Spp 


790I04032B DOCKET 40-8*90 plateau Resources 

Confirms b elaborates on responses given to NRC questions 
during 7612IB telephone call Tailings will be neutrallied b 
drainedJall disposal alternatives cost about tho samei 
membrane liner cost Is repsonab 1 e, waterfowl are scarce 
BENNEDEGNi M D Mooriward-C 1 yd e Consultants 76/12/19 3pp 


79010500*1 DOCKET 40-8*90 Plateau Resources 

Responds to Science Applications memo re quantity of mine 
waste rock required to neutrallio Shooterlng project 
tailings Suggests covering cloy liner of w/lQ inch layer of 
sandy matl b 18 Inch layer of mine waste rock 
BENNEDBSNi M D Woodward-C 1 yde Consultants 78/12/21 Spp 


7901110053 DOCKET 40-8707 Enviro logic Bystems 

Forwards table ppestnbing analyses for 2 sets of well b 
stream samples collected as background data near proposed 
pilot test site Addl samples will be collacted b analyied 
ROUSE. J V Envlrolog ica 1 Systems. Inc 76/12/18 lOpp 


77012*0035 DOCKET 40-8707 Envlrologlc Systems 
Requests iddl Info re application for source matl license to 
conduct uranium solution mining RbD operations 
CRUN. H T. Fuel Process b Fab Branch 79/01/11 App 


79012900*2 DOCKET 40-0713 Gulf Oil Corp 

Requests addl info re application for source matl license 
to conduct solution mining RbD oparatloii Info requested on 
hydraulic connection between aqutfiers 

CROW. W T Fuol Process b Fab Branch, 79/01/11 *pp 


7901290190 DOCKET 40-0714 CJeveland Cliffs Iron Co 
Requests addl info re eppSlcation for source meieriel 
license to conduct uranium solution mining RbD operation 
W/encl questions b clarifications 

CHQH, W T Fuel Process, b Fab Branch 79/01/11 App 


79D104017B DOCKET 40-0717 Uoco 

Forwards application for source matl tlcenis 
WRIGHT. J 8 UOCD. Inc 70/19/15 Ip 


79010401B1 DDCKET 40-0717 Uoco 

Application for license for source matl which will be turned 
over to domestic public utility td be converted to fuel for 
power generation, 

MRIOHT.J 8 UQCD, Inc '7B/ia/lS. 13 pp 


DOMESTIC LICEN8INQ OF PRODUCTION AND UTILIZATION FACILITIES 

7901110293 DOCKET 50-2 Univ of Michigan Research Reactor 
Forward* Insp Rept S0-D3/7B-04 on 781101-03 No 
noncomp 1 lance noted 

DAWIS. A B Region 3. Chicago, Fuel Facility b Materials Safety 

Branch. 76/12/0* Bpp. 


790U10300 DOCKET 50-2 Univ. of Michigan Research Raactor 
Forward* Insp Rept 50-02/78-04 on 781101-03 No noncompl lance 
noted Major areas inspected emergency planning b 
environ protection Inep, 1 icensee internel audits b 
coordination w/oiffsite support agendas 

AXELBPNr W L . E68I0. T H Region 3. Chlcego. Fuel Facility b 

Matsriats Bafsty Branch. 76/12/01. App 


Ip, 



DOCKETED ITEMS 


7901S70090 DOCKET SO-S Univ aP Michigan Research Reactor 
Fariiiards IE Insp Hepl 50-002/70-05 on 781P04i-07 No 
none omp 1 lance noted 

HIND>J A Region Oi Chicagoi Safeguards Branch 79/01/19 Ip 


7901120238 docket 50-3 Indian Point Station, Unit 1 

Foruards Amend 20 to License DPR-S b Amend 4A to License 
DPR -86 

SCHUENCER, A Operating Reectnrs Branch 1 79/01/02 3pp 


7901290096 DOCKET 30-2 Univ of Michigan Research Reactor 
IE Insp Rept 50-002/78-03 on 701206-07 No noncomp 1 lance 
noted Major areas inspected socorltg p Ian- prote ctl on of SNH, 
security organization control tc alarm sys Details being 
uithheld (ref iaCFn2 790) 

DELANDER. J L . SCHNAN. C A , HINO. J A Region 3> Chicago. 

Safeguards Branch 79/01/09 Ip 


7901280196 DOCKET 50-3 Indian Point Station, Unit 1 
Foulards NRC position on doficiency to be Included in 
modified amended security plan discussed at 790103 
meeting Addl Itam provided In NRC 790103 Itr on use nf 
compensatory measures in plan also discussed 
SCHUENCER, A Operoting Reactors Branch 1 79/01/11 2p 


7901020016 DOCKET 50-3 Indian Point Station, Unit 1 
NY has received copies of licensing correspondence to 
applicants as party to proceedings, b documents aro on file 
at local b Washington PDRs NV may continue to receive NRC 
licensing correspondence for the coming year 

SCHWENCERiA Operating Reactors Branch 1 78/12/21 Ip 


7901040324 DOCKET 50-3 Indian Point Station, Unit 1 
NY has received copies of licensing correspondence to 
applicants as party to proceodlngs, b documents arc on file 
at local b Washington PDRs NY may continue to receive NRC 
licensing corr espon'!®'''*^® ***"' ^•'® coming year 

8CHWENCER,A Operating Reactors Branch 1 78/12/21 Ip 

7901120213 DOCKET 50-3 Indian Point Station, Unit 1 

Dr LR Quarles I member of the Board, requests changing BVe list 
to reflect a change in his address 

BKHUTSKl.R M Atomic Safely and Licensing Appeal Panel 79/01/04 
Ip 


7901300146 DUCKET 50-3 Indian Point Station, Unit 1 

Intends to comment on request to amend ETB Section 4 1 3a 
requirements to change from present environ monitoring to 
program for long term evaluation of Impact Requests 
schedule for comments, etc 

CURRAN,T P Meui York, State of 79/01/26 ip 


7901120234 DOCKET SO-3 Indian Point Station, Unit 1 

Amend 30 to License DPR-5 b Amend 44 to DPR-36, revising 
environ Tech Specs to delete specific dally Impingement 
limits b substitute NY State limits 

3CHWENCER, A Operating Reactors Dranth 1 79/01/03 6pp 


7901130230 DOCKET 50-3 Indian Point Station, Unit 1 
EIA for Indian Point Unit 1,2, b 3 Tech Spec changes 
Concludes that proposed amend uil 1 1 not be inimical to common 
security or public health b safety 

« Operating Reactors Branch 1 79/01/02 3pp 


7901120241 DOCKET 50-3 Indian Point Station. Unit 1 

Notice of Issuance of Amends 20, 44 & 20 to Licenses DPR-S, 
DPR-26 b DPR-64, respac tlvely 

BCHWENCER, A Operating Reactors Branch 1 79/01/02 3pp 


7901160103 DOCKET 50-3 Indian Point Station, Unit 1 

Foruiards Amend 21 to License DPR-9 b Amend 49 to License 
DPR-26, EIA b notice of Issuance/negative declaration 
SCHUENCER, A Operating Reactors Branch 1 79/01/02 Spp 


79011601B6 DOCKET SD~3 Indian Point Station, Unit 1 

Amend 21 to License DPR-5 b Amend 49 to License DPR-26 
revising environ Tech Specs re sampling stations for 
drinking ivater b revising submission time for radiological 
rept 

SCHUENCER, A Operating Reactors Branch 1. 79/01/02 tlpp 


7901150096 DOCKET 50-3 Indian Point Station, Unit 1 
Foruiards Info re effluent release points b release 
frequencies Info submitted as an addendum to 10CFR50 App 1 
compliance evaluation submitted by 770314 Itr 

CAHILL, U J Consolidated Edison Co of Neui York 79/Ol/OS. 3pp 


7901030016 DOCKET 50-3 Indian Point Station. Unit 1 
Forwards IE Bulletin 78-14, "Deterioration of Duna-N 
Components in A8C0 Solenoids " 

DRIER, B H Region 1, Philadelphia. Office of the Director 
70/12/19 Ip 


7901120250 DOCKET 90-3 Indian Point Station, Unit 1 

EIA concluding that Vcrplanck well sample location may be 
replaced by Now York City aqueduct tap mater sample location 
In environ 1ech Specs 

«- Office of Nuclear Reactor Regulation 79/01/02 4pp 


7901120256 DOCKET BO-3 Indian Point Station. Unit 1 

Notice of Issuance of Amend 21 to Provisional Operating 
License DPR-5, Amend 49 to Llcenso 0PR-S6, Amend 21 to License 
DPR-64, b negative doclaration 

SCHWENCERiA Oporatlng Reactors Branch 1 79/01/02 3pp 


7901190025 DOCKET 30-3 Indian Point Station, Unit I 

Amend 20 to License DPR-64 reviling Environ Tech Specs to 
delete specific dally Impingement limits b substitute 
NY limits 

SCHWENCERiA Operating Reactors Branch 1 79/01/02 6pp 


7901130030 DOCKET SO-3 Indian Point Station, Unit 1 

EIB concluding that elimination of explicit 401 Certificate 
Impingement levels b action requirements Is acceptable 
* Office of Nuclear Reactor Regulation 79/01/02 3pp 


7901150044 DOCKET 90-3 Indian Point Station, Unit 1 

Notice of issuance of Amend 20 to License DPR-9, Amend 44 to 
License DPR-64, Amend 20 to License DPR-64 b negative 
declaration * 

SCHWENCERiA Operating Reactors Branch 1 79/01/03 3pp 


7901090293 DOCKET 90-3 Indian Point Station, Unit 1 

Forwards Amend 19 to License DPR-S b Amend 43 to License 
DPR-36 

SCHWENCERiA Operating Reactors Branch 1 76/12/21 3pp 


7901050250 DOCKET 50-3 Indian Point Station. Unit 1 
Amend 19 to License DPR-9 b Amend 43 to DPR-36 
changing Tech Specs to allow use of morpholine in the 
secondary side b Its discharge to the river when used Makes 
change in an entrainment survival sampling station 
SCHUENCER. A Operating Reactors Drench 1. 78/12/21 16pp 


7901090363 DOCKET 90-3 Indian Point Station, Unit 1 

Notice of issuance of Amendment 19 to Llconie DPR-3 b DPR-64 
b Amend 43 to License 0PR-S6 

SCHWENCERiA Operating Reactors Branch 1 78/12/21 Spp 


7901170186 DOCKET 90-3 Indian Point Station, Unit 1 

Forwards environ info per Section 401 Certification for Dec 
197B fish impingement, chemical discharges, water discharge b 
electrical output 

MONTI, W A Consolidated Edison Co of New York 79/01/10 I6PP 


790U900S4 DOCKET 50-3 Indian Point Station, Unit I 

Foruards dally record of fish collections for Dec 1978 
w/dally species breakdown b total weight chart 

CAHILL. W J Consolidated Edison Co of Now York 79/01/13 4pp 


79012302B6 DOCKET 50-3 Indian Point Station. Unit 1 
Forwards monthly operating rept for Dec 1976 

CAHILL. W J Consolidated Edison Co. of New York 79/01/13 Ip. 


7901230287 DOCKET 90-3 Indien Point Station. Unit 1 
Monthly operating rept for Dec 1976 

KAWULA, L Consolidated Edison Co. of New York 79/01/03 7pp 


7901080130 DOCKET 90-3 Indian Point Station, Unit 1 
Forwards LER 7B-023/04X-1 

CAHILL, W d Consolidated Edison Co, of New York 79/01/02 Ip 


7901080135 DOCKET 90-3 Indian Point Station* Unit I 

LER 7e-023/04X-l on 7BOS18 analysis indicates 10 times the 
norm for Hudson River aquatic vegetation activity Sample 
container split open b caused sample to become contaminated 
before analysis 

MABCIULLIiS Consolidated Edison Co of New York. 79/01/02 


7901290161 DOCKET 90-3 Indian Point Station, Unit 1 
Forwards LER 7B-03B/04T-0 

CAHILL, W J Consolidated Edison Co. of Now York 79/01/11. Ip. 


7901250167 DOCKET 90-3 Indian Point Btatlon, Unit 1 

LER 7B-03B/04T-0 on 781212: Telcdy ns Isotopes rept showed 
activity of precipitation sample taken from Eastviau on 
781031 which exceeded control station level. Caused by 
tritium releases from nearby mPg facility 

MABCIULLIiS. Consolidated Edison Co. of Neui York 79/01/ H. 
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7?ai340312 DOCKET 50-7 l< Control* Corf RBijorch Reactor 

According to tnitrue tlon* in NRC 780427 I tri »ubttil 1 1 question 
re progremi currently being oiiliied to icreeti employee* who 
(lave uneicOTted acces* to nuclear natls Certificate of Sve 
end 

LEVINE. (1 Affiliation Unknown 78/06/17 3pp 


7901040230 DOCKET 80-10 Dresden Nuclear Power Station. Unit 1 
Reporti on statu* of solid waste fiandling ig* Structural 
work t- Installation of pump, piping tt instrunentatlon are 
completed Preoperalion test will be completed by Dec 1970 
Control panel will be delivered tg 7901IS 
TURVAK.MS Commonuiaith Edison Co 70/12/19 Ip 


7901000413 DOCKET 80-10 Dresden Nuclear Power Station. Unit 1 
Forwardi verification of plant Info on sgstamatlc evaluation 
program Safetg Topic V-ll A "ftequlTements for Isolation of 
High & Low Presaure 8g* ” 

ZIEMANN. D U Oparating Reactor! Branch 2 78/12/21 7pp 


79010400S3 DOCKET 50-10 Dresden Nuclear Power Station. Unit i 
Responds to questions it? in NRC 780502 Itr re radionuclide 
sarspllng program to be followed during decontamination 
project After all spent fuel is transferred, samp le will be 
taken 6 analgied 

TUHQAK, H 3 Commonwealth Edison Co 78/12/27 3pp 


7901090249 DOCKET 80-10 Dresden Nuclear Powtr Station. Unit I 
Responds to NRC 761208 request L forwards test rapt 
"Evaluation of Dresden I Cere Sprag Sparger Performance In a 
Steam Environment " 

rURDAK. H B Commonwealth Edison Co 70/I2/2B tp 


7901090256 DOCKET 80-10 Dresden Nuclear Power Station. Unit 1 
"Evaluation of Dresden 1 Core Sprag Sparger Performance in a 
Staan Environment " Design requirement of 1 8 gpm per fuel 
channel was achieved or exceeded in all core locations 
except for some peripheral locations 4. esndltloni 
a Central Electric Co NEDO-24164 70/12/31 71pp 


7901100201 DOCKET 80-10 Dresden Nuclear Power Btitlon. Unit 1 
Forwards rsvlssd pages of Topical Rept CE-l-A.Revltlon 6. 
"OA Program •' 

TURBAK.H 8 Commonwealth Edison Co. 79/01/03 7pp 


790 12S02Q9 DOCKET SO-IO Dresden Nuclear Power Station. Unit 1 
Anticipates need for addl info re seismic design bases to 
compare current criteria as part of systematic evaluation 
program Expects to focus on significance of newer seismic 
design techniques 

STELLD.V Division of Operating Reactors 79/01/18 3pp 

7901280256 DOCKET SO-IO Dresden Nuclear Power Station. Unit 1 
Forwards draft NRC evaluations of sgstematic evaluation 
program Safety Topic lV-1 A. "Operation w/Less Than All 
Loops In Svt ’■ Concludes topic is sati sfactor I ly complete Si 
resolved for both units 

ZlEHANNi D L Operating Reactors Branch 2 79/01/16 6pp 


7901290218 DOCKET 50-10 Dresden Nuclear Power Station. Unit 1 
Submits current licensing status list u/changes made since 
781 120 submittal 

REED.C Commonwealth Edison Co 79/01/22 9pp 


7901120018 DOCKET SO-IO Dresden Nuclear Power Station. Unit I 
Forwards IE Insp flepts SO— 010/78—30. 50-237/70-27 6 
30-249/70-28 an 701002-31 No nomcomp 1 lance noted 

FIORELLIiO Region 3. Chicago. Reactor Dperattone Nuclear Support 

Dranth, 78/12/01 2pp 


7901120032 DOCKET 80-10 Dresden Nuclear Power Station. Unit 1 
IE Insp Repts S0-010/7G-30. 80-237/78-27 li 30-249/78-28 on 
lDOS-31 Nb noncompliance noted Major areas inspected routine 
plant aperat ions, ma i nt. s tat ion training & requal i f ication 
training 

DARKER. J L . KOHLER. U L . KNOf.R C Region 3. Chicago. Reactor 

Operations Nuclear Support Dranch 78/11/28 lOpp 


7901170440 DOCKET SO-IO Dresden Nuclear Power Station. Unit i 
Act Tfcslpt of Insp Repts 50—10/78-23.30-237/78-24 6 
80-249/70-26 on 781201 Contains proprietary info (ref 
10CFR2 790) 

REED.C Comnanwealth Edison Co 78/12/18 ip 


7901280320 DOCKET SO-IO Dresden Nuclear Power Station. Unit t 
Forwards IE Insp Repts 80-010/76-31. 30-237/78-29 1< 

SO-249/70-89 on 781115-17.21 J< 22 *t Notice of Violation 

DAVIS. A 0, Region 3. Chicago. Fuel Facility U Materials Safety 

Branch 79/01/03 2pp 


7901100210 DOCKET 50-10 Dresden, Nuclear Power Station, Unit I 
Responds to NRC 731138 4. 29 Itrs stating that containment 
purging operatlani h manual bypass override circuitry hsva 
been reviewed Areai of concern, dei Ign of safsty actuation 
signal circuits 4. purg* penetration valves 
REED.C Cornnonwealth Edison Co 79/01/02 9pp 


7901S80292 DOCKET 80-10 Drstden Nuclear Power Station. Unit i 
Notice of meeting on 790109 w/BUR licensee* lacking 
recirculation pump trip to discus* ATW8 rspt criteria 1. 
plan* for Implemsntattan 

RODNEY, V L Dperstlng Reactor* Branch 3 79/01/02 Ip 


7901170028 DOCKET 50-10 Drasdsn Nuclear Power Station. Unit 1 
NRC requires recirculation pump trip installation for BHRi 
Forward* NUflEO-0460 w/flPT design requirsmints to be 
implemented as soon at possible, Requests schedule for 
Inplementitlon, 

DENTON. H. R. Office of Nuclear Reactor Reguletlen, 79/01 /OB 9pp 


7901250229 DOCKET 50-10 Driiden Nuclear Power Station. Unit 1 
Notification of 790122-24 meeting In San Uesi.CA w/ 
representatives of Nark I owniri group to discuss Mark I 
long term program load definition rspt 4< related isiuei W/ 
end agenda 

ORIMEB. C 1. Plant Sgstems Branch 79/01/08 4pp. 


Drtsdsn Nuclear Power Btetion. Unit 1 
Notlf cation of 790125 meeting In Osthesda.HD to discuss 
open items riquiring resolution prior to returning facility 
Topic* to be diieuised include HPCI sys design,^ 
’’’“**«***“'’*''* sbrveil Janes program’ 

Q CONNOR, P. 4) Operating Reactors Branch 2 79/01/09. 2pp 


80-10 Dresden Nuclear Power Station, Unit i 
® systematic svaluatlon program 
topies.Reviews residual heat removal sgs heat exchanger tube 
failure* »<^;Ukti>n battery test requirements, Rsqudst* 
caamints within 30 days, ^ 

llENAHN. D:l. Operating Reactors Branch 2 79/01/11 |4pp, 

station. Unit I 

Cla*I*li*LiJ^ f** for temporary waiver at 

•C^Ion fOrU 4 T<ll f## 0*1* ranuBa^ 

JANACEXiR, F. Canmonwaalth Edison Co 79/01/12 2pp 


7901250331 DOCKET 30-10 Dresden Nuclear Power Station. Unit 1 
IE insp Repts 50-010/78-31,50-237/78-29 l< 50-249/70-29 on 
781113-17,21 & 22 Noncomp I lance noted inadequate control of 
high radiation area access 

0RE6ER.L R . NIATT, 0 U Region 3. Chicago, Fuel Facility h 

Materials Safety Dranch 78/12/29 9pp 

7901250323 DOCKET 50-10 Dresden Nuclear Power Station, Unit 1 
Notice of Violation from insp on 781115-17.21 4. 22 
• Rsgion 3. Chicago, Fuel Facility 4. Materials Safety Branch 
78/12/29 ip 


7901250325 DOCKET 50-10 Dresden 
Notice of Violation from insp 
e Region 3. Chicago. Fuel 
78/12/29 ip 


Nuclear Power Btation. Unit 1 

on 761118-17,21 t< 22 

Facility 4. Material* Safety Branch 


7901250002 DDCKFT SO-IO Dresden Nuclear Ppbier Station. Unit 1 
Forward* IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/01/16 

app 


7901I602S0 DOCKET SO-IO Dresden Nuclear Power Station. Unit 1 
Forwards monthly operating rapt for Dee 1970 
BTEPHENBONi D 0 Commonwealth Edison Co 79/01/10 tp 


7901160252 DOCKET S0-iO Dresden Nuclear Power Station. Unit 1 
Monthly operating rept for Dec 1978. 

PHELAN. \l F Commonwealth Edison Co 79/01/08 I’/pp 


7901170244 DOCKET 50-20 Massachusetts Inst of Tech Rsitarch Rtactor 
Reportabli Oeeurrenc# 30-20/79-01 on 781226-30 reactor 
operated from 781226-30 u/nuclear safety sgs settings for 1 
4. possibly 2 of 3 neutron flux level scrams in excess of 
limiting safsty sgs settings 

CLARK, L Maseaehusetts Institute of Technology 79/0i/i2 Spp 


7901110304 DOCKET 50-27 Washington State Unlv Research Reactor 
Forwards Insp Rept 30-27/76-02 on 781106-06 No noncompl lance 
noted 

BOOK. H E Region 3. San Franc! eco. Fuel Facility h Materials 

Safety Branch 78/12/05 2pp. 


7901110309 DOCKET 50-27 Washington Stats Unlv. Research Reactor 
IE Insp Rept S0-27/7B-08 on 761106-08, No noncamptianci 
noted. Major araas insp ected. rad iat ion protection, 
environ control*. emergency response planning programs h 
radio logics 1 surveys 

CURTIS. J R . BDOKiH.E Region 9, San Francisco, Fuel Facility 4, 

Material* Safety Dranch. 78/12/OB. Spp 



DOCKETED ITEMS 


7 


7901090141 OOCKFT 50-29 Vankee-RoiDe Nuclear Pouier Station 
Requests addl Info re sa^e shutdown capabilltg Mag require 
a dedicated shutdown sgs in the event that continuing review 
oP fire protection program determines proposed alternate 
shutdown method is not acceptable 

ZIEMANNiD U Operating Reactors Branch 2 78/12/20 3pp 


79010B0360 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards review of sgstematic evaluation program Safetg 
Topic V-ll A "Requirements for Isolation of High ti Uow 
Pressure Sgs '■ Requests verification of plant info bg 
790129 

ZlEMANNi D L Operating Reactors Branch 2 78/12/21 7pp 


7901090290 DOCKET 50-29 Vanke e-Rowe Mue 1 ear Power Station 
Review of matl currentlg in docket does not show sufficient 
info for technical evaluation of effects of pipe break on 
structuresi sgstems & components inside containment 
ZIEMANN/D L Operating Reactors Branch 2 79/01/02 3pp 


7901090291 DOCKET 50-29 Vankoo-Roua Nuclear Power Station 
Forwards outline of 3 potential approaches for postulating 
pipe break locations inside containment for sgstematic 
evaluation program plants Two phases of review are involved 
for each approach 

DAVISi D K Sgstematic Evaluation Programs Branch 78/07/20 

I3pp 


7901160157 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Responds to NRC 781129 itr re containment purging during 
power operation Although Tech Specs allow no exceptions for 
purging! there Is sufficient administrative control to 
eliminate purge valve concerns 

MOODY. D E Yankee Atomic Electric Co 79/01/08 2pp 


7901250307 DOCKET 50-29 Yankeo-Rowe Nuclear Power Station 
Anticipates need for addi Info re seismic design bases to 
compare current criteria as part of sgstematic evaluation 
program Expects to focus on signlfleancB of newer seismic 
design techniques 

STEUl-D.V Division of Operating Reactors 79/01/lB 3pp 


7901260037 DOCKET 50-29 Vankee-Rowe Nuclear Power Station 
Forwards evaluation of YAEC-1160 "Application of Yankee- 
UREH-Based Oenerlc PHR ECCS Evaluation Model to Maine Yankee 
(3 Loop Sample Problem)." submitted 780603 
REID. R U Operating Reactors Branch 4 79/01/17 2pp 


7901260039 DOCKET 60-29 YanVec-Rowa Nuclear Power Station 
Evaluates YAEC-1160 re model for LOCA analgses Rept 
acceptab 1 e 

* Yankee Atomic Electric Co 79/01/17 Bpp 


7901230170 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards revised pages of Tech Specs w/proposed changes re 
radiological effluents Submitted as mod to operating 
1 1 cense 

00HN80N.W.P Yankee Atomic Electric Co 79/01/18 112pp 


7901290232 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Responds to 781221 request for verification of table 
"Evaluation of Isolation of Lou Pressure Sgs from RCS. " t< 
for addl info on sgstematic evaluation program Safetg Topic 
V-I! 4 Info supplied bg completing blanks in table 
ORDCE. R H Yankee Atomic Electric Co 79/01/23 2pp 


7901020137 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards IE Insp Rept 50-029/78-17 on 781024-5 No 
noncompliance noted 

BRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 78/11/08 2pp 


7901020158 DOCKET 50-29 Vankee-Rflue Nuclear Power Station 
IE Insp Rept 50-029/78-17 on 701024-5 No noncomp 1 lance 
noted Major area inspected statue of prevleuslg noted Items. 
NAPUDA.O . KISTER.H B Region 1. Philadelphia, Reactor 

Operations Nuclear Support Branch 78/11/07 4pp 


7901100466 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards IB Imp Rept 50-029/78-18 on 701030-1103 & 1106-09, 

No noneompllanee noted 

CARLaON, R T Region 1. Philadelphia, Reactor Construction »< 

Engineering Support Branch 78/11/2? 2pp. 


7901030059 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards IE Bulletin 70-14. "Deterioration of Duna-N 
Components In A6C0 Solenoids “ 

ORIER. 0 K Region 1. Philadelphia. Office of the Director 
78/12/1? Ip 


7901110170 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Ack receipt of 791215 Itr informing NRC of steps taken to 
correct violations noted In Insp Rept 50-029/7B-16 
BRUNNER. E J, Region 1. Phi ladelphla. Reactor Operations Nuclear 
Support Branch 78/ 12/28 ip 


79011 10 IBl DOCKET 50-29 Vankac-Rawe Nuclear Power Station 
Responds to NRC 781124 Itr re violations noted In Insp Rept 
S0-O2?/78-16 Corrective actions corrected master index of 
bgpass of safetg function (i jumper controls 
NODDY, D E Yankee Atomic Electric Co. 78/12/15 2pp 


7901110183 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards IE Insp Rept 50-029/78-16 on 781030-1103 ti 1107-09 
b Notice of Violation 

BRUNNER.E J Region 1, Philadelphia. Reactor Dperations Nuclea 

Support Branch 70/11/24 2pp 


7901110185 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Notice of Violation from inep on 701030-1102 (, 1107-09 
» Region 1. Philadelphia, Reactor Operations Nuclear Support 

Branch 78/11/24 Ip 


7901110187 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
IE Insp Rept 50-029/78-16 on 781030-1102 6 1107-09 
Noneompllanee noted failure to follow procedure for 
maintaining jumper & bypass log & failure to wear required 
protective clothing 

LAZARUS. M J , KALMAN, 0 , KEIMIO. R R Region 1. Philadelphia, 

Reactor Operations Nuclear Support Branch 78/11/24 i2pp 


7901170247 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards monthly operating rept for Dec 197S 
MOODY. D E Yankee Atomic Electric Co 79/01/12 tp 


7901170249 DOCKET 50-29 Vankeo-Rowe Nuclear Power Station 
Monthly operating rept for Dec 1978 

SJOGREN. R H Yankee Atomic Electric Co 78/01/12 7pp 


7901030135 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards LER 7a-032/03L-0 

AUTIO. H A Yankee Atomic Electric Co 78/12/27. tp 


7901030142 DOCKET 50-29 Venkse-Rowe Nuclear Power Station 
LER 7a-032/03L-0 on 781127 during ref uel Ing, C8-HQV-S40 was 
Isolated for repair which removed part of flow path as 
required bg Tech 6pecs Caused bg C8-HOV-S40 leakege 
resulting from unequal expansion of valve internals. 

HAY. E L Yankee Atomic Electric Co 78/12/27 Ip. 


7901030197 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards LER 70-O33/O3L-O 

AUTIO. H. A. Yankee Atomic Electric Co 78/12/29 Ip. 


7901030202 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
LER 7B-033/03L-0 on 701130 during removal of crud from 
VB I ve. required flaw paths were removed Caused bg mgt 
decision to isolate flow path ic remove crud to reduce safety 
ha lard 

DQUTWELL, R. L Yankee Atomic Electric Co 78/12/29. ip 


7901090238 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards LER 78-034/03L-0 

AUTIO.H.A Yankee Atomic Electric Co. 79/01/04 Ip 


7901090240 DOCKET 50-29 Vankee-Howe Nuclear Power Station 
LER 7B-034/03L-0 on 7SIB05' dur I ng test. trip valve TV-a07 
leakage exceeded Tech Bpecs due to foreign metl in valve 
seat Valve was cycled under pressure It succetsfullg 
retested 

BOUTWELL. R L, Yankee Atomic Electric Co 79/01/04. Ip. 


7901180181 DOCKET 50-29 Yankee-Roue Nuclear Pouar Station 
Forwards LER TB-OSS/OSL-O 

AUTIOrH A Yankee Atomic Electric Co. 79/01/16. Ip. 


7901180182 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
LER 7a-035/03L-0 on 781217 during testing, primary ti 
demlnerall led storage tanks inventory decreased belour Tech 
Spec min Caused by personnel error 

BOUTWELL, R L, Yankee Atomic Electric Co 79/01/tS. Ip. 


7901100470 DOCKET 50-29 Yankee-Rowe Nuclear Power fitatlon 
IE Insp Rept 50-029/78-18 on 781030-1103 tc 1106-09, No 
noneompllanee noted Major areas inspected* Intorvlce 
activities, mod of peat LOCA roe ireulatlon sys L eddy current 
• xamlnation of steam generator tubing 

SANDERS, W F , EBNETER. B D Region 1, Philadelphia, Raactor 

Construction L Engineering Support Branch, 78/11/24 6pp, 


7901240180 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards LER 78-036/P3L-0. 

AUTIO, H A Yankee Atomic Electric Co 79/01/19 Ip. 
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7901840103 DOCKET 30-29 Nu£l«»r PeuBr Station 

LER 7e-036/03L-'D on 701288 during unichtdulid thutdauni 
chtorida concatitratlon* ot »t»am grntratori li8 Ji 4 urra 
Mghtr than Tadh 9g»c limlti Cauatd bg *taam genaratori' 
ehamlcal hldaouta 

MAViE L. Yank (I Atomlt Elactrlc Co 79/01/19 Ip 


7901300073 DOCKET 30-89 Yankaa-Bowa Noclaar Pouar Station 
Forward* LER 7a-03B/03L-0 

AUTIO. H A Yankee Atomic Elactrlc Co 79/01/85 Ip 


790l30007t DOCKET 50-89 Vankaa-Roua Nuclear Power Station 
LER 7S-O3e/03L-0 on 7812S& during ataadg atata oparatlon. 
pump mo-tor failed at raiult of atcdttlva currant due to low 
tupplg voltage Motor replaced b high currant trip control 
adjuftad Pouar tourca changed 

MAY.E L Yankee Atomic Elactrlc Co 79/01/25 Ip 


7901020838 DOCKET 30-62 Univ of Virginia Retenrch Reactor 
Ack receipt of 701814 Ur Informing 
correct dovlatlont noted In In»P Rapt 30-68/78-« 

SUTHERLAND.d T Region 81 Atlantoi Office of the Dlroctnr 
70/18/81 ip 

7901080839 DOCKET 30-6S Unlv of Virginia Research Reactor 
Reepondi to NBC 701120 Itr re daviation noted In Inop Hopt 
SO-62/70’"2 Corrcctivp actions reactor rooffl constATit air 
monttftT calihvsrecord# of nurveije for rftiiioactlvif mat) /nalnt 
will be keptilab hood air volocitg intraaeod 
UILLIAHBON. T 0 Virginia. Unlv of 70/18/14 3pp 


7RQ108Q864 DOCKET 90-62 Unlv of Virginia Heaoarch Raoctor 
Foruardi IE Intp Rept 30-68/70-8 on 70101 /-aO, Notlc e iif 
Violation b Notice of Deviation ...... 

SUTHERLAND. J T Region 8. Atlanta, riiol Tnc 1 1 1 Ig « ilatoriali 

nranrh 70/11/80 8pp 


7901300005 DOCKET 50-89 Vankee-Roue Nuclear Power Station 
Forward! LER 70-037/03L-0 

AUTIQ.H A. Yankee Atomic Electric Co 79/01/83 Ip 


790130000? DOCKET 30-29 Vankec-Rowe Nuclear Power Station 
LER TS-OST/OSL-O on 701886 low main coolant SI actuation 
twitch Inadvartentlg Initiated. Cauatd bg failure to follow 
procadurei 

BOOTHELL.R L Yankee Atomic Electric Co 79/01/85 Ip 


7901300097 DOCKET 30-29 Yankie-Rowe Nuclear Power Btatlon 
Forward* LER 7B-039/03L-0 

AUITO.H A Yankee Atomic Electric Co 79/01/86 Ip 


7901300108 DOCKET 30-89 Yankee-Rout Nuclear Power Station 
LER 78-039/03L-0 on 781828 low flow alarm on containment 
main coolant iv< leakage air particulate monitor received 
Cauae ue* low voltage of power tupplg which reaulted In 
pump/moto-r falling 

BaUTWELU.R L Yankee Atomic Electric Co. 79/01/86. Ip 


790110000B DOCKET 30-47 Armg Haterlale Reeearch Reactor 
Faruard* IE Imp Rapt 30-047/78-01 on 701116 No 
noncoeipllanct noiad. 

BRUNNER.E iJ Region t< Philadelphia. Raactor Oparatlont Nuclear 
Support Branch. 76/18/06 8pp 


7901100011 DOCKET 30-47 Armg Hateriali Reaearcb Reactor 
IE Imp Rapt 30-047/70-01 on 781116 No noncompliance noted 
Hajor araat inapected facllltg oparatlont during long term 
■ hutdown. 

ARCHITZEL.R , KCCABE. E. C Region 1. Philadelphia. Reactor 
Oparatlone Noclaar Support Branch 70/18/03 6pp 


7901130063 DOCKET 50-34 Pauling Retearcb Reactor 
Forward! annual operating lumnarg of 1978 covering facllltg 
MOdt b major malnt. proeaduret menuali orgenl latlonal change* 
b tuavtarg of untcliaduled thutdowne 
PARADISD.J.U Union Carbide Corp 79/Ol/OQ. 4pp. 


7901110060 DOCKET 30-68 Unlv. pf Virginia Retrarch Reactor 
Forwardt Amend 13 to LUente R-66 b safety evaluation 
RCIDiR. U Operating Reactort Branch 4. 78/13/88 Spp 


7901:10063 DOCKET 50-68 Unlv of Virginia Research Reactor 
3 to Llcanpe R-66 changing license re receipt of 
t matl ti changing Tech Specs re esit manhole hatch 

Tooratlng Reactors Branch 4 70/18/83 4pp 


“'laarch Raactor 
Llcante R-66. 
lardp or 

88 Spp 


ir 

win 


7901080867 DOCKET 30-68 Unlv, of Virginia Research Heactur 
Notice of Violation from Insp on 701017-80 

• Region 8. Atlanta. Fuel Facllltg b Haterlale Uafotg (Irmich 
70/11/30 Ip 


7901080278 DOCKET 50-63 Unlv of Virginia Reeearch Reactoi 
Notice of Deviation from Insp on 701017-80 

* Region 8. Atlanta. Pucl Facllltg b Materials Uafetg Uranch 
78/11/30 Ip 


7901080809 DOCKET 30-68 Unlv of Virginia Research Itoactor 
IE Intp Rept 50-68/78-8 on 701017-20 Noncompliance nutod 
failure to callbr air monl tor. fal lure to malnl survey 
records, fal lure to test ppckat dailmoters. b low alt flow In 
lab hoods 

EUALD, B C . GIBBON. A F Region 8, Atlanta, fuel Fail It tg b 

Materials Oafotg Branch 70/11/80 lipp 


7901100067 DOCKET BO-68 Unlv of Virginia Research Reaclur 
Ack receipt of 701319 Itr informing NRC of step* taken In 
correct violations noted in Insp Rept 30-068/70-08 
QUTHERLAND.J T Region 8. Atlanta. Fuel Facility b Materials 

Bofetg Branch 79/01/03 Ip 


7901100071 DOCKET 30-68 Unlv of Virginia Research Reactor 
Respond* to NRC 781180 Itr re violations notail In Intp Rapt 
30-068/78-08 Corrective actions response b leak lasts of 
pockot doileistars will bs dons *t mailmum Intervals of 6 
mo nth* 

NILLIAHSON. T 0 Virginia. Unlv of /0/18/19 Ip 


7901100030 DOCKET 50-70 Osntral Elactrlc Test Hsaclor 

FOIA roqufst for all NRC Insp Rapt* nf Vallsclto* inapt from 
700985-20 b Not I css Of Violation* 

DALDHIN, HA Frlsndi of th* Earth 70/18/04 Ip 


7901170086 DOCKET 30-70 Oanaral Else trie Taat Raactor 
DIacovsrg status rspt by Inlsrvenor R Del luma List* 
documsiits rtcslved b ssnt out tines 781083 Cartlflcat* of 
avc end 

SNOH.N Nous* of Rep 70/18/13 4pp 


7901190041 DOCKET 30-70 General Electric Tsst Raactor 

Forwards NUREO/CR-0400. "Risk Astessmtnt Raview Oraup Rapt to 
tha U8 NRC" <Lawl* Rapt) which hat already batn forwarded to 
th* Llcantlng b Appeal Doard Panels 

SNANBON. D T Office of the Esacutlva Legal Director 78/18/27 Ip 


7901170303 DOCKET 30-70 Otntral Electric Test Reactor 

Olacoverg statu* rspt submitted by llcantst OE QE hat now 
complstad all outstanding discovarg obligations Atstrlt 
Istuat raltsd in recent motluns art now rips for A8L0 
consldaratlon Carblflcat* of five sncl 
EDOAR.O L Morgan. Lauls b Docklut 79/01/10 4pp 


7901880334 DOCKET 30-70 Osnaral El sc trie Tost Reactor 

Since laat staff status rept. no addl discovery raRwsst* have 
bean sent or racalvad 

8WAN80M.DT Office of tha Eiacutlva Legal Director 79/01/10 Ip 


7901240206 DOCRF.T 30-70 Oanaral Electric Test Reactor 

Danlat llcaniaa motion for order compelling addl raspontss 
to Intarrogatorlaa 3.4 b 3 

LUTDNiE Atomic Bafaty and Licensing Board Panel 79/01/13 Ip 


7901230231 DOCKET 30-70 Oanaral Electric Taat Raactor 

Ack receipt of 781813 Ur urging permanent shutdown Issue Is 
pending before A8LC Ltr will be treated aa statement of 
position 

CHANDLER. L J Office of the Eiecutlve Legal Director 79/01718 
Ip 



DOCKETED ITEMS 


790129024S DOCKET 50-70 Oenoral Electric Test Reactor 

Clarifies description of S redundant control units being 
added to eiistlng seismic scram sgs Units uill actuate fuel 
flooding sgs, emergencg cooling sgs U certain pressuriier 
valves in the event of a trip signal 

O/vnMlTZELiR W General Electric Co i Nuclear Energg Products Div 
79/01/32 3pp 


7901310159 DOCKET 50-70 Oeneral Electric Test lleactor 

Bubmlts info re IE Insp (lepts 50-70/70-10 t< 50-73/70-01 No 
noncofflp 1 lance noted Najor areas Inspected program for 
controlling t accounting for special nucloar matl Insp Root 
uiithhold (ref 10CrR2 790) 

NORDERHAUOiL R Region Sp San Franciscoi Bofoguarils Branch 

79/01/32 3pp 


7901100002 nOCKET 50-70 Oeneral Electric Test Reactor 
Advises that NRC ti consultants have completed insp of 
trenches eacavated to provide addl info on geology of site 
OC continues to assert that provlouslg proposed site 
parameters are appropriate 

MORRISSEY* J C General Electric Co i Nuclear Energg Products Dlv 
70/12/32 Ip 


790I2<10032 DOCKET 60-/0 Oener.sl Electric Test Reactor 
Forwards IE Insp Ropt 50-70/70-11 on 701205-06 No 
noncompllance noted 

CRCtfSiU 1. Region 5i Ban rranclscop Reactor Operations Nuclear 

Support Branch 70/12/1(1 2pp 


/901260036 DOCKET 50-70 Oenornl Electric Tost Reactor 
IE Insp Rept 50-70/70-11 on 701205-06 No noncompllance 
noted Major areas Inspected operational surveillance 
requirements U independent insp effort 

CANTCRjH I. . MILLER, 1. F , FAULKCNDCRRY, D Region 5, San 

Francisco, Reactor Operations Nuclear Support Branch 70/12/18, 

app 


7901100190 DOCKET 50-72 Unlv of Utah Research Reactor 

Forwards revised Tech Qpecs associated w/renewal application 
for license R~PB 

BANDOUIQT. 0 M , TURl.EV, R E Utah, Unlv of 79/01/02 ip 


7901100192 DOCKET 50-73 Univ, of Utah Research Reactor 

Amended Tech Qpecs associated w/app 1 Icat 1 on for renewal of 
license R 25 Revision Incorporotes ANSI N37n-1974 h Reg 
Ouldo 3 3 guidance 
» Utah, Unlv of 70/12/01 25pp 


7901310159 UOCKFT 50-73 Oeneral Electric Nuclear Tost Reactor 
Bulimlts Info re IE Insp Repts SO-70/70-10 ti 50-73/78-04 No 
noneompl lance noted Major areas Inspected program for 
controlling U accounting for special nuclear matl Insp Rept 
withheld (ref 10CrR2 790) 

NORDERIMUO, ( R Region 5, Ban Franc ioco. Safeguards Branch 

/9/01/22 Bpp 


7901360162 DOCK! T 50-/7 Calholic Untv of America Research Reactor 
Parwarde Amend 1 to EBAR, 

JORDAN, E D Catholic Unlv V9/()i/05 Ip 


7901100168 DOCKET 50-112 Univ of Oklahama Research Reactor 
Forwards amended copg of App A to Tech Specs Major amend 
contains request for power increase from 15 watts to 100 
watts 

TERRELL, C W Oklahoma, Univ of 79/01/05 Ip 


7901100169 DOCKET 50-112 Univ of Oklahoma Research Reactor 
Amended copg of App A to Tech Specs for reactor model 
AGN-21 IP, License P-53 Discusses safetg 1 iml ts, reactor 4, fuel 
safetg, control ti Instrumentation Contains request for power 
Increase from 15 watts to 100 watts 
« Oklahoma, Unlv of 78/ 1 1 /lO I4pp 


7901180294 DOCKET 50-133 Humbolt Bag Power Plant, Unit 3 
Directs PQ&E h NRC to submit responses to ang contentions 
parties believe should not be admitted as issues In this 
proceeding Responses are due bg 790202 

LUTON, e Atomic Safety and Licensing Board Panel 79/01/11 2pp 


7901290256 DOCKET 50-133 Humbolt Bag Power Plant, Unit 3 
Forwards suppl info to 701020 application for amend to 
License DPR-7 Consists of minor change in froquencg 
requirement for nuclear safeguard sgs testing t< minor 
administrative changes 

CRANE. P A Pacific Gas & Electric Co 79/01/24 5pp 


7901220225 DOCKET 50-133 Humbolt Bag Power Plant, Unit 3 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies “ 

ENOELKEN, R H Region 3, San Francisco, Office of the Director 
79/01/16 7pp 


7901160254 DOCKET 50-133 Humbolt Dog Power Plant, Unit 3 
Eorwarde monthlg operating rept for Dae 1978 
RAYMOND, H A Pacific Oas C, Electric Co 79/01/09 Ip 


7901160253 DOCKET 30-133 Humbolt Bag Power Plant, Unit 3 
Monthlg operating rept for Dee 197D 

GETTY, D C I'oclflc Oas 6 Electric Co 79/01/03 4pp 


7901170233 DOCKET 50-133 Humbolt Dag Power Plant, Unit 3 
Forwards LFR 78-004/03L-0 

CRANC.P A Pacific Oas 6 Electric Co 79/01/12 Ip 


790H70236 DOCKET 50-133 Humbolt Dag Power Plant, Unit 3 
LCR 78-004/03L-0 on 701213 during routine testing, redundant 
pas treatment igs fan operated but did not produce design 
flow of 134 c fm in Tech Specs Abnormally high drop in 
pressure across gas scrubber column was observed 
DIERDAUM, 0 A Pacific Oat 6 Electric Co 79/01/12, ip 


7901100133 DOCKET 50-153 Dig Rock Point Nuclear Plant 

Forwards outllns of 3 potential approaches for postulating 
pipe break Ibcattons Inside containment for sgstamatlc 
evaluabtun program Two phasee of review are Involved w/each 
approach 

DAVIB, D K Bgstematic Evaluation Programs Branch, 70/07/20 
lapp. 


7701260165 DOCKET 50-77 Catholic Unlv of America Research Reactor 
Amend 1 to ESAR in support of License R-31 Includes update 
emergtncy plan. 

e Catholic Unlv 79/01/05 7pp 


7901260189 DOCKET 50-83 Unlv of Florida Training Reactor 
Forwards 1977-78 "Annual Progrose Rept " 

DIAZ.N J Florida, Unlv of, OalnesvlUs 79/01/22 Ip. 


7901260192 DOCKET 50-83 Univ of Florida Training Reactor 
“Annual Progress Rept," Sspt 1977-Aug 1978 Discusses mod to 
operating eharacterlsllcs, malnt 6 testing, changes to Tech 
Specs, radloac tlve releases, environ surveillance (> use of 
reactor for research 6 training. 

DIAZ.N J Florida, Univ of, Oatnesville EY-76-B-0B~40t4 
ORO-4014-9 78/10/31 26pp 


7901230144 DOCKET 50-135 Dig Rock Point Nuclear Plant 

Provides best estimate tchedule t, updated reeponsai for fire 
protection mods per Consumer Power Co 7S1208 commltmint, 
Porwsrds statue of 26 Iteme 

HDFPMAN, D P Commonwealth Ed icon Co 79/01/17 I7pp. 


790IIB0292 DOCKET 50-155 Dig Rock Point Nuclear Plant 
Notice of meeting on 790109 w/DWR licensees lacking 
recirculation pump trip to discuss ATWS rept crltarta t, 
plans for implementation 

ROONEY, V L Operating Reactors Branch 3 79/01/02 Ip. 


7901100372 DOCKET 30-155 Big Rock Point Nuclear Plant 

Forwards verification of plant info on systematic evaluation 
program Safety Topic V-ll A "Requirements for Isolation of 
High t< Low Pressure Sys " 

ZICMANN, D. L Operating Reaetore Branch 2 70/12/21 7pp, 


7901160077 DOCKET 50-87 Ueitlnghouee Critical 
Ack receipt of 781 117 Itr Forwards comments 
Nuclsar Reactor Regulation item in previous 
HIND, J A Region 3, Chicago, Bnfeguards 


Eiper imant 
to Ofc of 
Ur dtd 781031 
Branch 79/01/04 


• P 


7901180085 DOCKEvT 50-87 Westlnghouse Critical Ekperlment 

Responds to rept of insp on 780920-22 Response withheld <ref 
lOCFft8 790) 

ROTH. J M Oeneral Electric Co 78/11/17 Ip 


7901230150 DOCKET 50-111 North Caroline State Unlv Research Reactor 
Requests eUenslon to 810219 for License R-63 to permit 
scheduling of fuel shipment, approval of decommissioning plan 
t< esaevtion of dismantling procedure 

EULEMAN. T 0 North Carol Ina. Unlv of 79/01/15 Ip. 


7901050118 DOCKET 50-155 Big Rack Point Nuclear Plant 

Responds to 781208 Ur w/Revision 7 to Topical Rept CPC-l-A, 
"OA Program Manual for Nucloar Pouar Plants “ Concludes rapt 
Is acceptable 

HAASa, U P Quality Assurance Branch 78/12/22 tp 


7901030010 DOCKET 30-165 Dig Rack Point Nuclear Plant 

Forwards proposed Tech Spec change re plant orgenlietion w/ 
required license fee Purpose of change is to provide more 
efficient plant organitatlon Requiat that change be iiiuad 
prior to 790213 

HOFFMAN, D, P Consumers Power Co. 78/12/27 Opp 
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7901100133 DOCKET 50-109 Rock Point Nuel»sp PUnt 

Rovitw aP nstl currrntly In dockot doo* net shoy tefficlsnt 
InPo for tdchnlcal »v»lu»tion of of pkpo brtak on 

itruc tun i< 1 V stoni b conpanontt Intido centainBint 
ZIEHANHtD. L Oparatlng Reactor* Branch 3 7B/IZ/SS 3pp 

790103013S DOCKET 9D--155 Dig Rock Point Ruclaar Plant 

Ritpond* to NRC 701129 Itr Find* raquast ra limitation of 
contalnamt purging inappropriate stnci plant Is datigned to 
conttnuouelg vintilate contalninant bldg 
BIXELi D A Contuintr* Pouir Co TS/IS/S? 2pp 


7501170371 DOCKET 50-135 Big Rock Point Nuclaar Plant 

Poruarde NUREO oa^Oi Vol 3 uhUh details NflC vleuf nlatad to 

ATUS.RRC reiiulrce Installation of rsclrculetion punp trip 

for BWRti provides nodlf ivii description of design 

requirements b requests schedule for installing sgt 

DENTOM1H.H Offles of NulIbbt Reactor Regulation 79/01/00 9pp 


7901160219 DOCKET 90-155 Big Bock Point Nuclear Plant 

OA program satisfies critsrla of 10CFR30 App B b therefore 
meets applicable requirements of 10CFR71 App E OA program I* 
designated CPC-l-A 

HOFFMAN < D P Consumere Pouer Cu 79/01/11, Ip 


790li8014q DOCKET 90-199 Big Rock Point Nuclear Plant 

Faryards suppl Info far Tech Spec chenge dtd 7912S7 re plant 
organl latlon 

HOFFMAN. D P. Consumers Pouer Co 79/01/lZ 7pp 


79013100B1 DOCKET 50-199 Olg Rock Point Nuclear PUnt 

Foruard* tnsp Rept 30-155/70-13 on 701130-1201 Notice of 

Violation ulthhcld from disclosure (ref lOCFRS 790 1 

MIND. J A Region 3i Chicago. Safeguards Dranch 79/01/15 

7901310003 DOCKET 50-155 Big Rock Point Nuclear Plant 
IE Insp Rept 50-159/78-13 on 701120-1301 Noncomp 1 1 a nee 
noted access controls Details uithheld (ref lOCFRS 790) 
HADEDA.T J . SCHMAN, C A . HIND. J A Region 3. Chicago, 

Safeguards Dranch 79/01/08 Ip 


7901290039 DOCKET 90-159 Dig Rock Point Nuclear Plant 

Forwards IE Circular 79-02i “Failure of 130 Volt Vital AC 
Power Buppltos ’’ 

KEPPLERi 0 0 Region 3. Chicago. Office of the Diroctor 79/Ol/li 

app 


7901180096 DOCKET 90-160 Oeorg la Inst of Tech Research Reactor 
Act receipt of 790103 Hr Informing NRC of steps taken to 
correct violations noted in Insp Rept 90-160/70-09 

LONS, F J Region 2. Atlanta. Reactor Operations Nuclear Sunanrt 

Branch 79/01/10 Ip 


79OI10OD64 DOCKET 50-160 Seorgia Inst of Tech Research Reactor 
Responds to NRC 781230 Hr re vtolations noted in IE InSp 
Rept 50-160/70-05 Corrective actions more rigorous schedule 
fur bl-ueeklg analgsH b reactor operation staff ulll 
perform measurement of shim lafetg reactlvitg worths 
DAVia, M V Osorglo Institute of Tochnology /f/Ol/OG 2pp 


79011B0146 DOCKET 50-lSB Big Reek Point Nuclear Plant 

Responds to 781119 request that util submit license amend 
application to Incorporate radiological effluent control b 
isonltorlng requirement* into Tech Specs No cAangat are 
nectisarg to incorporate eddl issues 
BIXEL, D A Cbnsuner* Pouisr Co 79/01/19 Ip 


7901250302 DOCKET 90-155 Big Rock Point Nuclear PUnt 

Anticipates need for iddl Info re sslsmte design bases to 
compare current criteria as part of igstematlc evaluation 
prograei.Eipectf to focus on significance of newer seismic 
design techniques 

BTELLD.V Division of Operating Reactors 79/01/15 3pp 


7901190057 DOCKET 50-199 Dig Rock Point Nuclear Plant 

Forwards App 2 to CE NEDD-2i97q "Big Rock Point Cora Sprag 
Sparger b Steam Baffle Deiign Rept." submitted on 701121 
BIXEL. D A Coneumeri Power Co 79/01/16 tp 

7901190090 DOCKET 90-159 Big Rock Point, Nuclear Plant 
App 2 to OE HEOO-81974 "Big Rack Point Core Strag Sparger b 
Steam Baffle Stress Analgsls," Demonstrates replacement core 
sparger b staan baffle satisfies structural aspects of 
dfslgn spec h repslr program 

CKARNLEY, J E, , KONO.VN Osnarat Electric Co NEDO-21974. 
79/01/16 33pp. 


7901230206 DOCKET 90-195 Big Rock Point Nuclear Plant 
Provides Info riqusstsd In NRC 7B1026 Ur‘ "Englntsrsd Safetg 
Fsaturs Switchover From Injictlon to Recirculation Hods," 
"Isolation of Reactor Protection Sgs From Non~9afetg 
Bgsteais," b “ESP By* Logic b Otalgn, " 

BtXEL.D A Consumere Pouer Cn 79/01/19, 7pp. 


7901310029 DOCKET 50-195 Big Rock Point Nuclear Plant 
Forwards reviled tables re systematic evaluation program 
Topic V-H A originally submitted: 7S1221, Water clean-up igi 
valves Item revisad to reflect correct hlgh-preisure to loui- 
presstire Interfaces. 

BIXEL, D A Consumers Power Co 79/01/26. 6pp. 


7901310099 DdCKET 90-155 Big Rock Point Nuelasr Plant 

Forwards cop tea qf proposad change tp Tech Specs for DPR-6 
Change dslstei portion consisting of dstalled descriptions 
of control rods, 

BlXELi D, A Consunsri Pousr Co. 79/01/26, App, 


79O11BOIO0 docket 90-195 Big Rock Point Nuclear Plant 
Responds to 780020 Itr ra violation* noted in Inep Rept 
90-199/78-04. Request* that rept be withheld from diicloture 
(ref 10CFR2 790). 

HOPFHAN. D. P. Consumers Pousr Co. 7B/09/06, Ip 


7901160112 DOCKET S0-1B9 Big Rock Point Nuclear Plant 
Forwards IE Insp Rept 90-l98/7B-1>9 on 78ll()B-09 No 
npncompl lance noted. 

Branch ,78/12/18** ^2*' Chicago, Reactor Oparatluns Nuclear Support 


790ilMll9 DQCKET 50-<L9S Big Rock Point Nuclear Plant 
^E Inep Rept, po-1, 89/7^-09 on 781108-09. No noncompUanee 
2". lH,»P,ee^#d: employee b rsquallficatlon 

tr«tntng b f,ire prayentlon/proteetton 

'SHJ^,!E. R , UiTTiiE/Mi'B,, Regldn '3. Chicago, R.ector Operation. 
f{g,ciear flup port ’Branch, 79 / 12 / 07 , Bpp. perauon. 


7901100067 DOCKET SO-160 Oaorgla Inst of Tech Rasenich Reactor 
Forwards IE Insp Rept 90-160/70-05 b Notice of Violation 
LONO.F J Region 2. Atlanta, Reactor DperotlDns Nuclear Soooort 

Branch 70/13/20 Epp 

7901100060 DOCKET 50-160 Georgia Inst of Tech Research Reactoi 
Notice of Violation from Insp on 7Q1139-1S0I 

a Region 2, Atlanta. Office of the Director 70/12/19 Ip 


79011B0074 DOCKET 50-160 Georgia Inst of Tech Reoaarch Reactor 
IE Insp Rept 50-160/78-08 on 701129-1801 None ompllanco 
noted failure to matt charcoal cartridge analysis 
surveillance Interval b failure to complete b documont rad 
worth surveillance. 

hESSNAN.R H , DANCE. H C Region 2. Atlanta. Reactor Operatian' 

Nuclsar Support Branch 70/18/19 7pp 


7901030036 DOCKET 50-170 National Naval Medical Center 
Ack receipt of 781120 Itr Informing NRC of steps taken to 
correct deficiencies noted In Inep Rept 50-170/70-04 
BRUNNERiE d. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Dranch 70/13/18 tp 


7901080041 DOCKET 50-170 National Naval Medical Center 

fteiponde to NRC 7B1107 Hr re deviation noted in Insp Rept 
90-170/70-04 Corrective actions reactor staffing carrectad, 
fuel assemblg displacements will he reported, operator 
requallf icatlon program instituted b reactor room sealed 
HCINDOEiD. W Defense. Dept of. Defense Nuclear Agency 7S/11/SB, 
13pp 


7901020044 DOCKET 50-170 Natlnnal Neva 1 Medical Center 

Forward* IE Insp Rept 50-170/70-04 on 781011-13 b Notic* of 
Violation 

DRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 78/11/07 2pp 


7901080047 DOCKET 80-170 National Naval Medical Center 
Notice of Vlolaticin from Inep on 781011-13 

* Region I, Philadelphia. Reactor Operation* Nuclaar Support 
Branch, 78/11/06, 4pp 


7901080088 DOCKET 80-170 National Naval Medical Center 

IE tnsp Rept 80-170/70-04 on 701011-13 Noncompl lanes riotad 
staff organiiatlor incorrec t. f al lura to rept mleallgned fuel 
aitambl lesr Pal lure to maintaih proeeduree !< reactor door 
BBIOOBiL I ARCHITZELi R . MCCADE.E C Region 1. Philadelphia. 

Reactor Oparattons Nuclaar Bupport Branch 78/11/06 9pp 


7901830198 DOCKET 80-1B6 Univ of Missouri Reaadreli Reactor 
Statai that on 701819, while performing reactor startup,! of 
3 Nuclear Instrumentation power range channels failed to 
raspnnif to changes in reactor power, Caus ed by 8 cable 
cornactors which were only partially threaded. 

ALOEfliO M Missouri, Unlv of, 79/01/18 2pp. 


DOCKET 90-198 Unlv of Texas Ra search Reactor 
for power level change dtd 700989. 
KLEIN, D Texas, Unlv. of, 79/01/11 Ip. 


DOCKET 90-193 Rhode Island Nuclear Science Canter Reactor 
Forwerds Insp Rept 90-193/70-05 on 781085-86 No 
noncompllence noted 

BRVNNER.E V Region I, Philadelphia, Reactor Oparatton* Nuclaar 
Support Drench 70/11/18 8pp 
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790 l 0 '» 0 ia 0 nOCKFT S 0 ~ 19 T Rhodit litlund Nuclear Bcionco Center Reactor 
lE Inap Ropt 30-193/70-09 on 7010S3-S6 No noncomp I ianco 
noted Hojoi areas inspected IE Circular f ol loiuupi revi ou of 
Annual Repti procedures, turvo 1 1 lance b experiments 
BTETKA.T r . OHEENMAN. C 0 , MCCAIIE. T C Region 1. Philadelphia. 

Reactor Operations Nuclear Hupport Branch 70/11/13 Spp 


7901190179 DOCKFT 90-201 West Vnllog Ropror easing Plnnt 
In accordaiire u/prouisloiis of pollution discharge 
elimination »gs permit, results 8< flow measurements for 
70111-/01130 are enclosed Also revises preprinted monitoring 
rept form to reflect changes 

OLDHAM. W A Nuclear riiol Oervicos. Inc iaubs of Oottg Oil Co I 
70/12/19 -Ipp 


7901 1901 9/j DOCKIT 90-201 West Vallug He processing PI on I 

Requests copy of ropt It other Info pertinent to Incident of 
defect In saucer in high level waste facility Also requests 
address change in dl sti Ibutinn 
nrONlHOFI.M tUerra Club /O/IO/PO Ip 


79010900'»6 DOCKIT 90-201 West Valley Rsprocesslng Plant 
Act receipt uf NRC 701120 Hr Nuclear Fuel flervices will 
provlUo a senlur operator to assist plant orientation 
Expects further Info re schedule of March tests (orwarda a 
list of plant operating procadures 

PtlRCC.A C Nuclear Tuel Uervtces. Inc (subs of Ootty (111 Co ) 
/O/ 12/09 i2pp 

7901020A09 noCKl f 30-201 West Valley Rsproceislng Plant 
Rurnmory of 701113 meeting re the progress of Nuclear Fuel 
Services effrirts to process technltnl data useful for future 
decommissioning 1. decontamination 

HAUOHNCV. C nI Iu«I Reprocess (< Recycle Branch 7Q/I3/07 9pp 


7901IOOJO/ IKK Hr T 90-201 West Valley Reprot esslno Plant 
Natl CM of /90I09 meeting u/Nuclcar fuel tlvc to discuss plant 
decontamination l< Ueccmmissionlng 

IIOUOHNCY. C J rue I Reprocess << Recycis Branch 79/01/04 2pp 


7901190120 DOCKIT 30 •20A (lan Uiiofre Nuclear Oeneratlng Station. Unit I 
Toruards addl info requested by NRC staff re the status of 
fire protection program revleu Ik related inturlin shutdown 
mods, air supply mod *• d»l etl on of jockey pump. the turbine 
building lube oil i esvrvoir area I. In eitii smoke tests 
IIABKIN. H P noulhertt I'sllfornU Idison Co 79/01/11 9pp 


7901230243 OIICKCT 30"20fi flan ilnofre Nuclear Oeneratlng Otailon. Unit t 
Koruardt ciinreptual plan for eafe unit shutdown following 
fire In At/.Ov switchgear room or lube oil reserve orea Also 
forwards related plant mod plan b implementation tchedulv 
BABKINi K P (Inuthern California I'd I son Co 79/01/19 7pp 


7901100201 BIII'HI T 90 206 ban niiofre Nuclear Owneratlng Eltalioni Unit 1 
Peieto I) Oilman u R Lary b add J Thomas b II (Uoehr to 
distribution list for docket 

HARR 10. 0 llan III ego Oas b LI #e trie Co 79/01/03 Ip 


7901190229 DOC Hi r 90'20A flan Unofre Nuclear Oeneratlng Station. Unit 1 
Responds to conenrned cititen 701116 Itr re ECC0 
Inadequacies b failures b potential ladlation dangers 
Informs of NRC responsibility In nuclear power plant 
regulation li Insuring safs design 

DEYflUNOi R C Division of Site Safety b Environmental Analysis 
79/01/09 7pp 


7901190234 DOCKIT 90-206 San Unofre Nuclear Oeneratlng Station. Unit 
Expresses concern re nuclear plant haiards b safety measures 
taken Questions effectiveness of facility's hCCB b potential 
radiation disasters. Requests NRC action to eliminate dangere 
of nuclear industry Requests Info re steps taken 
FRIDMAN. Y Af ft I iatton Unknown 7U/11/16 2pp. 


7901000167 DflCHrr 30-206 Sen Diiofre NtKlsar Oeneratlng Station. Unit 1 
Responds to NRC 701124 Itr re topic ositssmenti for 2 
systematic evaluation program topics Review of topics 
includes thsrmal-over losd protection for motor operatad 
valves b station battery tost requirements 
HAYNES. J 0 Bouthern California Edison Co 70/12/91 2pp 


7901000399 DOCKri 90-206 Ban Onofrt Nuclear generating Station. Unit 1 
Forwards review of systematic evaluation program Safety 
Topic V-ll A. "Requirement! for leolation of High b Low 
Prtteure Syt " Requoete verification of plant info by 
790129 

llEMANN. DL Operating Reactors Branch S 7B/I8/S1 7pp 


7901000096 DOCKET 90-206 Ban Onnfre Nuclear Oeneratlng Station. Unit i 
Dlecueeei underetandingt reached at 701006 mteting re 
propoead eite epeeiftc earthquake model far plant 
Acceptability ie not yet determined 

ZlEflANN. D. L Opereling Reaetore Brencb 2 70/19/22 3pp 


7901340076 DOCKET 90-206 Ben Onofre Nuclear Oeneratlng station. Unit I 
Poruerde draft evaluation of 2 eystemettc evaluation program 
topUe Befety objective of rtview ti to aeeuro that eye. 
ftrvcturos b componente ero protected agalnit turbine 
mtstllee Second review dealt u/eye Impuritiee 
ZIEHANN.D L Operating Reactors Branch 8 79/01/09 9pp 


7901170221 DOCKET 90-206 San Onofre Nuclear Generating Station. Unit 1 
In rasponsa to 701129 Hr re contolnmont purging, provides 
review of containment purge eye b safety actuation signal 
circuits Proposed Tech Spec change limiting operation of sys 
will be eubmltted 

BABKIN, K P Southern California Edison Co 79/01/09 4pp 


7901260161 DOCKET 90-206 Ban Onofre Nuclear Generating Station. Unit 1 
Informs NRC of review results for problems expartenced 
during recent seismic qualification testing of CV-917 b SIS* 
electro-hydraulic actuations Test Conditions were 
significantly more Bovore than conditions expected 
HEAD, J T ‘Bouthern tailfornla Edison Co 79/01/09 3pp 


/901230233 DOCKET 30-206 San Onofre Nuclear Generating Station. Unit i 
Ack 700611 Hr requesting license amend Incorporating new 
App I Tech Specs into App A Tech Specs Mill submit by 
790330 

HAVNE0, J 0 Southern California Edison Co 79/01/12 2pp 


7901240143 DOCKFT 90-206 Ban Onofre Nuclear uonerating Btation. Unit I 
Forwards summary of integrated leak rate tast performed per 
Tech Spec requlrsmente in Sept 1970 Measured leak rate & 
suppl verification test met acceptance criteria. 

OTTO0ON.il L Bouthern California Edison Co. 79/01/19. 4pp 


7901240196 DOCKET 90-206 Ban Onofre Nuclear Generating Station. Unit t 
Util's 701219 Hr incorrectly stated moderator temp 
coefftetont as -0 79 pem/r Correct value Is -1 6 Diffsrenen 
between corrected MTC b predicted value remalnt within 
limits 

OTTOSON. H U Sou thorn California Edison Co 79/01/19 Ip 


7901300111 DOCKET 90-206 Ban Onofie Nuclear Oonerating Station. Unit 1 
Responds to NRC 701207 request for info re postulated pipe 
breaks Inside containment. Refers to FBAR Sactlon 8 t 2 1 A 
Imatl b const standards) b 77092B b 700926 submittals ra 
“Inservlce Insp b Test Program " 

BABKIN. H P Bouthern Callfarnla Edison Co 79/01/24. 2pp 


7901190291 DOCKET 90-206 Ban Onofre Nuclear General Ing Btation. Unit I 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Ouppllns " 

LNOLLKENi R II Region 3. Ban Francisco. Office of th« Dlroctor. 
79/01/16 Ip 


7901190297 DOCKET 90-206 Ban Onofre Nuclear Generating Station. Unit 
IE Circular 79-02. "rallure of 120 Volt Vital AC Power 
Bupplles " Describee 700916 degradation of both offsite 
power tourcos at AR Nuclear One. Unit 2. during hot functional 
test Recommends review H/encI list of IC Circulars for i97B 
• Region 9. Ban Francisco. Office of llio Director 79/01/16 

6pp 

79011003/4 DOCKET 90*206 Ban Onofra Nuclear Oeneratlng Btation. Unit i 
Torwerds monthly operating rept for Dec 197Q 
CURRAN. U H Bouthern California Ed icon Co 79/01/03 Ip 


7901100279 DOCKET 90-206 Son Onofre Nuclear Oeneratlng Station. Unit 
Monthly operating rept for Dec 1970 

COULD. U. Bouthern Callfornie Edleon Co 79/01/03 Spp. 


7901290292 DOCKET 90-206 Ben Onofre Nuclear Generating Station. Unit 1 
Reportable occurrence on 701120 lose of S uPfthore etetlons' 
water temp data for 3 different period! 700716-780010. 

700810-7Q0922. b 700912-701010 Caused by insbrument 
mal function 

HEAD. U T Southern California Edleon Co 76/12/19 Spp 


790U602B9 DOCKET 90-206 Ban Onofre Nuclear Oaneratlng Btation. Unit I 
Forwards LER ?0'013/03L-0 

HEAD. J T Bouthern Callfornie Edison Co. 7Q/i2/20 2pp, 


7901160299 DOCKET 90-206 Sen Onofre Nucleer Generating Station. Unit 
LER 7e~0l3/03L-0 on 7S1123 during normal opiratlam the "C 
feedwater flow meter exhibited a sudden increase In 
indication. resulting in loss of 1 channel of eteam flow/ 
fetdflow mismatch trip Caused by dislodged flow etrelghtener 
CURRAN, d H Bouthern California Edison Co 7B/I2/20 IP. 


7901090103 DOCKET 90-206 Ban Onofre Nucleer Generating Station. Unit I 
Forwards LER 7B-014/03L-0 

HEAD. v) T Bouthern California Edison Co 79/01/03 2pp 


790I0901B9 DOCKET 90-206 Ban Onofre Nucleer Generating Btation. Unit 
LER 7a-014/03L-0 on 701809 cast hydrai ina-addtt Ive pump 
remained In svc.when west hydraitne-eddltive pump was out of 
eve. b hydretlne concentretien tank remained above Tech 
Specs Caused by west pump left open after monthly teat. 

CURRAN, d M Bag them California Edleon Co 79/01/03. IP 


7901100200 DOCKET 90-2 I 3 Had dam Neck Plant 

Reeponds to NRC 761221 Itr Returns completed Amend 12 to 
Indemnity Agreement 0-32 re location 

SBOER.R M Connecticut Vankae Atomic Power Co 79/01/04 3PP 
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79O1O0O3S9 DOCKET 50-213 Hiddam Hack Plant 

Motlfias that Initial revlBu of agitomatic evaluation 
proSTan Safetg Topic V-11 A 1* completed Foruard* table of 
docleted Info on reactor coolant sgt interfaces w/lou 
prassura sgs & plant info obtained during safe shutdoun 
ZlSMANNtD. L Operating Reactors Branch 2 76/12/21 9pp 


79O1J100B1 DOCKET 30-213 Haddam Neck Plant 

Foruarda revised version of sgstematic evaluation program 
electrical equipment environ qual if icat ion Revision is in 
response to NRC review contained in 791109 Itr 

COUNBILjW 0 Connecticut Yankee Atomic Power Co 79/12/29 9pp 


7901120162 DOCKET 50-213 Haddam Neck Plant 

Raspondi to NRC 791129 Itr States no manual 42 inch purge 
valvfs are in ang optratlng mode other than cold shutdown 
condition & no accident signal can be bgpassed at sgs Isvsl 
u/o initiating continuous indication in control room 
COUNSILi U Q Connecticut Yankee Atomic Power Co 79/01/03 2pp 


7901240071 DOCKET 90-213 Haddam Neck Plant 

Util evaluation of potential consequences of postulated fuel 
handling accident Inside containment is acceptable Requests 
confirmation that fuel would not be removed from reactor 
vassal uithln 72-h of shutdown 

IlEhlANNi D L Operating Reactors Branch 2 79/01/03 2pp 


79012S034I DOCKET 90-210 Haddam Neck Plant 

Corrects minutes of site visit in Sept 1970 re control room 
wall thickness h leakage across damper 

FDNTECILLA.H M Sgstematic Evaluation Programs Branch 79/01/00 

>P. 


7901160233 DOCKET 30-213 Haddam Neck Plant 

Rapts on fish implnganent overruns Two species (hogchoker b 
spnttall shiner) were impinged in excess of monthlg limit No 
apparent caust Probablg seasonal event 

ORAVESrR H Connecticut Yankee Atomic Power Co 79/01/12 2pp 


7901180198 DOCKET 50-213 Haddam Nad Plant 

Repts fish impingement overrun of 39 bluegill during Julg 
1976 exceeding monthlg limit of 25 as established bg environ 
Tech Specs 3 1-1 

ORAVEBiR H Connecticut Yankee Atomic Power Co 79/01/13 ip 


7901190127 DOCKET SD-213 He d dam Neck Plant 

Discus’fts rate of change of discharge temp exceeding B F on 
781219-17. 7BI220-21i?B1223-2S t< 761227 Each incident except 
the one on 701223 coincided w/hlgh tides that were higher 
than normal 

0RAVE8. R H Connecticut Yankee Atomic Power Co 79/01/15 ip 


7901230300 DOCKET 30-213 Haddam Neck Plant 

Antlcipatae need for addl info re seismic design bases to 
compare current criteria as part of sgstematic evaluation 
program Expects to focus on significance of newer seismic 
design tsehniquss 

BTELLO.V Division of Operating Raactors 79/01/13 3pp 


7901260211 DOCKET 30-213 Haddam Neck Plant 

In rasponsa to NRC 701113 request, submits rivlssd Tech Spec 
App A Si Bi (i Offsite Dose Calculatlonal Manual u/ref to 
radiological effluents 

CaUNSIl..H 0 Connecticut Yankee Atomic Power Co 79/01/18 139pp 


7901190023 DOCKET 30-213 Haddam Neck Plant 

Forwards IE Insp Rept 90-213/76-20 on 701120-1201 No 
noncomp llance noted 

CARLSDNiR T Region l> Philadelphia. Reactor Construction & 

Engineering Support Branch 78/12/18 2pp 


7901190027 DOCKET 50-213 Haddam Neck Plant 

IE Insp Rept 50-213/76-20 on 761126-1201 No nencompl lance 
noted Major areas inspected review of plant fire program 
PlNKELiAE. E8NETER. 8 D Region 1. Philadelphia. Reactor 

Construction 8< Enginaerlng Support Branch 78/12/12 6pp 


7901030019 DOCKET 50-213 Haddam Ntek Plant 

Forwards IE Bulletin 78-14. "Deterioration of Buna-N 
Componants in A8C0 Solenoids " 

ORIER.B H Region t. Philadelphia. Office of the Olrector, 
78/12/19 ip 


7901100014 DOCKET 50-213 Haddam Neck Plant 

Aek receipt of 700202 Itr informing NRC of steps taken to 
correct violations noted in tnsp Rept 50-213/77-23 
GRIERiB H Region 1. Philadelphia. Office of the Director 
76/12/26 2pp 

7901100018 DOCKET 50-213 Haddam Neck Plant 

Responds to NRC 760106 itr re violations noted in Insp Rept 
50-213/78-23 Corrective actions believes no overexposure 
situation exists Has requested rewording of Tech Specs 
SWITZER. D C Connecticut Yankee Atomic Power Co 70/02/02 3pp 


7901100021 DOCKET 50-213 Haddam Neck Plant 

Forwards IE Insp Rept 50-213/77-23 on 771101-03 6 Notice of 
Violation 

NELSQN.P R Region 1. Philadelphia. Fuel Faeilitg 6 Materials 

Safety Branch 76/01/06 2pp 


7901100024 DOCKET 50-213 Haddam Neck Plant 
Notice of Violation from insp on 771101-03 

* Region 1. Philadelphia. Fuel Facility 4. Materials Safety 
Branch 77/12/22 ip 

7901100026 DOCKET 50-213 Haddam Neck Plant 

IE Insp Rept 50-213/77-23 on 771101-03 Noncompliance noted 
employee received excessive dose of radiation & employee 
entered high radiation area w/o continuous monitoring 
device 

YUHAB.O , KNAPP, P J Region I, Philadelphia. Fuel Facility & 

Materials Safety Branch 77/12/22 14pp 


7901100095 DOCKET 50-213 Haddam Neck Plant 

Aek receipt of 701206 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50 - 213 / 76-23 
SMITH. G H Region 1. Ph 1 1 ad e I p h la. Fuel Facility & Materials 

Safety Branch 70 / 12/20 ip 


7901100060 DOCKET 50-213 Haddam Neck Plant 

Responds to NRC 781113 Itr re violation noted in Insp Rept 
50-313/76-23 Corrective actions provides correct dates for 
air samples taken in outer annulus of lower level 
containment bldg in August 1970 

CDUNSIL.W 0 Connecticut Yankee Atomic Power Co 78/12/08 2pp 


7901100064 DOCKET 50-213 Haddam Neck Plant 

Responds to 701006 Itr re violations noted In Insp Rept 
50-213/70-23 Requests clarification of conflicting info re 
760622 air survey data ti whether grab samples for airborne 
concentrations were taken 

SMITH. 0 Region 1. Philadelphia. Fuel Facllitg !< Materials 

Safety Branch 78/11/13 2pp 


7901100070 DOCKET 90-213 Haddam Neck Plant 

Responds to NRC 780911 Itr re violations noted in Insp Rept 
50-213/76-23 Maintains that adequate air samples were token 
& record was loceted upon inspector's departure Airborne 
surveys were also evaluated 

C0UN9IL.H 0 Connecticut Yankee Atomic Power Co 70/10/06 2pp 


7901100073 DOCKET 50-213 Haddam Neck Plant 

Forwards IE tnsp Rept 50-213/76-23 on 760021-25 t. Notice of 
Violation 

CROCKER, H W Region 1. Philadelphia. Fuel Facility ti Materials 

Safety Branch 7B/09/tt 2pp 


7901100077 DOCKET 90-213 Haddam Neck Plant 
Notice of Violation from insp on 700021-25 

e Region 1, Philadelphia. Fuel Facility t. Materials Safety 
Branch 70/09/00 ip 


7901100076 DOCKET 50-213 Haddam Neck Plant 

IE Insp Rept 50-213/70-23 on 780021-25 Noncompliance noted 
failure to perform airborne radioactivity surveys on 780B04 
in work lone 

THONUB.L H , KNAPP, P J Region 1, Philadelphia, Fuel Facility b 

Materials Safety Branch 76/09/00 6pp 


7901100082 DOCKET 50-213 Haddam Neck Plant 

Forwards "Investigation of Radiation Exposure to Individual 
w/Unusual Dosimetry" re Insp Rept 30-213/76-23 

CQUNSIL. W 0 Connecticut Yankee Atomic Power Co 7B/lt/27 Ip 


7901100069 DOCKET 50-213 Haddam Neck Plant 

"Investigation of Radiation Exposure to Individual u/Unusual 
Dosimetry " Describes 761022 incident when both low b high- 
range pocket dosimeters for one individual were found off- 
scale, Exposure was 2 34 rem 

a Connecticut Yankee Atomic Power Co 78/11/30 60pp 
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7901160S40 DOCKET 90-S13 Had dam Neck Plant 
Forwards montblg operating rept for Dec 1976 

ORAVESi R H Connecticut Yankee Atodilc Power Co 79/01/11 Ip 


7901160241 DOCKET 50-213 Haddam Neck Plant 
Konthlij operating rapt for Dec 1978 

EPPINOER'R Connecticut Yankee Atomic Power Co 79/01/11 9PP 


7901180132 DOCKET 50-213 Haddatn Nock Plant 

Forwards monthly operating rept for Dec 1970 & revised copy 
of monthly operating rept for Nov 1970 

ORAVES, R H Connecticut Yankee Atomic Power Co 79/01/H Ip 


7901 1 BO 1 54 DOCKET 50-213 Haddam Neck Plant 

Monthlii operating rept for Dec 1970 t< revised copy of 
monthly operating rept of Nov 1970 

EPPIN0ER<R Connecticut Yankee Atomic Power Co 79/Oi/ll 9pp 


7901260210 DOCKET 90-213 Haddam Neck Plant 
Forwards LER 76-032/03L-0 

QRAVEBi fl M Connecticut Yankee Atomic Power Co 79/01/20 Ip 


7901S60212 DOCKET 50-213 Haddam Neck Plant 

LBR 70-032/031-0 on 701229 during normal operation, latch 
type Solenoid-Operated air supply valve unlatched, closing 
isolation trip valves In 4 steam generator blowdown lines 
Caused by failed fuse in control circuit 

liORRIS. H 3 Connecticut Yankee Atomic Power Co 79/01/23 2pp 


7901300163 DOCKET S0'-219 Oyster Creek Nuclear Power Plant 
In response to 781129 NRC Itr. advises that util will limit 
containment purging during normal operation within Tech Spec 
requirements while issue of such purging it under review 
FINFROCK. t R Jersey Central Power tt Light Co 79/01/23 Ip 


7901110222 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Forwards IB Insp Rept 30-219/70-26 on 700926-29 t< 1023-27 
No noncomp liance noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction ti 

Engineering Support Branch 78/11/29 2pp 


7901110223 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
IE Insp Rept 50-219/70-26 on 700926-29 6 1023-27 No 
noncompliance noted Hagor areas inspected inservice Insp 
program activities associated w/care spray sparger repair 
JERNIOAN. E . EDNETER.S D Region 1. Philadelphia. Reactor 

Construction it Engineering Support Branch 70/11/20 6pp 


7901020210 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Response to 780929 IE Bulletin 73-12 Info re primary reactor 
pressure vessel weldments supplied to NRC on 700112 
C-E will supply addl requested info 

ROBS. 0 A Jersey Central Power 1. Light Co 78/11/30 Ip 


7901000084 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Forwards IE Insp Rept 50-219/78-31 on 701107-09 No 
noncompl lane e noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 78/12/04 2pp 


7901310037 DOCKET 30-213 Haddam Neck Plant 
Forwards UER 7B-021/03U-0 

ORAVES. R H Connecticut Yankee Atomic Power Co 79/01/27 Ip 


7901310030 DOCKET 30-213 Haddam Neck Plant 

LER 70-OSI/03L-0 on 701227 bi-weekly rod motion control teat 
SUR5 1-23 not completed within required period Central 
dispatch station requested test not be done due to sys load 
considerations Subsequently overlooked it not rescheduled 
CAMPBELL. T W Connecticut Yankee Atomic Power Co 7'}/0l/27 Ip 


7901230014 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Forwards NURF0/CR~0400i "Risk Assessment Review Oroup Rept 
to the USNRC" (Lewis Rept ) . provld ing recommendations for use 
of risk assessment methodology t< assessment of WA8H-1400 U/o 
enc 1 

HOODHEAD. C P Office of the Bkecutlve Legal Director 79/01/U 
76pp 


7901100363 DOCKET 30-219 Oyster Creek Nuclear Power Plant 

Forwards verification qf plant info on systematic evaluation 
program Bal’cty Topic V-H A "Requirements for Isolation of 
High t« Low Pressure Bys " 

ZIEMANN. 0 L Operating Reactors Branch 2 78/12/21 7pp 


79010B0343 DOCKET 50-219 Oyster Creek Nuclear Power Plant 
Requosls addl info re battery, battery charger/racks 6 motor 
control canter for mod of laS-Volt dc power sys 
ZICMANN.O L Operating Reactors Branch 2 78/12/22 2pp 


7901230227 DOCKET 50-219 Oyster Creek Nuclear Power Plant 
Notification of 790122-24 meeting in Ban Jose.CA w/ 
represantatives of Mark I owners group to discuss Mark I 
long term program load definition rept b related issues W/ 
end 

ORIHCB.C I Plant Systems Branch. 79/01/00 4pp 


7901160149 DOCKET 50-219 Oyster Creek Nuclear Power Plant 

Forwards Nov 1970 Mark I containment program activity review 
info Provides task-by-task summary 

BQBONiL J Oeneral Electric Co .Nuclear Cnorgy product* Oiv 
79/01/09 12pp 


7901230317 DDCRCT 50-219 Oyster Creek Nuclear Power Plant 
Anticipates need for addl info re seismic design tases to 
compare current criteria as part of systemetit evaluation 
program Expects to focus on significance of newer seismic 
design techniques o 

6TELU0. V Division of Operating Reactors 79/01/15 app 


7901310140 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Bummary of 790110 meeting w/Jersey Central Power & Light i* 

OE to discuss scope tt sdhodulos for mixod vondor reloads 

Supporting documentation end .t 

NOHICKIiB J Operating Reactors Branch 2 79/01/19 16pp 


7901300143 DOCKFT 80-219 Oyster Creek Nuclear Power Plant 
Responds to NRC 781026 Itr Forwards drawings of load 
transfer swt tches. battery tt charger alarms. t< a list of 
diesel generator loads supplied undar emergency eonditidns 
FINFROCK. I R Jersey Central power «< Light Co 79/01/23 


4pp 


7901000060 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
IE Insp Rept 30-319/78-31 an 701107-09 No noncomp 1 lance 
noted Major areas inspected LER followup l< Part 21 rept 
BR1OO0.L . JERNIOAN. E . MCCABE. E C Region 1. Philadelphia. 

Reactor Operations Nuclear Support Branch 78/12/01 6pp 


7901100230 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Forwards IE Insp Rept 50-219/78-33 on 781121-22 t< 1120-1201 
No noncompliance noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 70/12/13 2pp 


7901180223 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
IE Insp Rept 30-219/70-33 on 781121-22 ti 1120-1201 No 
noncompliancB noted Major areas Inspected operations, of flee 
review of licensee event repts It routine repts. event 
followups. It cleanliness 

s Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 70/12/13 9pp 


7901000061 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Ack receipt Of 701206 Itr informing NRC of steps token to 
correct violations noted in Insp Rept 30-219/70-28 
BRUNNERiE J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 70/12/18 Ip 


7901060063 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Responds to NRC 781117 Itr re violation noted in Insp Rept 
30-219/78-26 Corrective actions dryer/separator pool It 
refueling floor cleaned It houskeeping Insp forms now 
included in surveillance packages 

FINFROCK. 1 R Jersey Central Powar It Light Co 78/12/06 ip. 


7901080068 DOCKET 80-219 Oyster Creek Nuclear Power Plant 
Forwards IE insp Rept 30-219/70-20 on 781017-20 l< Notice of 
Violation 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 70/11/17 2pp 


7901000071 DOCKET 80-219 Oyster Creek Nuclear Power Plant 
Notice of Violation from insp on 781017-20 

* Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 76/11/16 Ip, 


7901000073 DOCKET 50-219 Oyster Creek Nuclear Power Plant 
IE Insp Rept 90-219/70-28 on 761117-80 NoncempUanee noted* 
failure to maintain required cleanliness in dryer/separator 
pool 

BRIOOS.L . KALMAN. 0 . MCCABE. E C Region 1. Philadelphia, 

Reactor Operations Nuclear Support Branch 78/11/16 lOpp 


7901030022 DOCKET 30-219 Oyster Creek Nuclear Power Plant 
Forwards IE Bulletin 70-14. "Deterioration of Buna-N 
Components in ABCO Solennids “ 

ORIER. B H Region 1. Philadelphia. Office of the Director 
70/12/19 Ip 


7901190194 docket 80-819 Oyster Creek Nuclear Power Plant 
Expresses concern over chronic noncompllances since 1976 re 
radiation safety & plant security Proposes 426000 In 
cumulative civil penalities Requests response w/descr iptioH 
of corrective actions Forwards Notice* of Violation 
DAVIS. J 0 Office of Inspection li Enforcement 79/01/18 3pp 
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790n9019<? DOCKET SO-a»9 Oijiter Cr»tk Nu«l»ar Pou»r Plant 
Notic* of Violation from insf on 7Q090&-0S, lG-t9 b S6-S9 b 
on 7B1017-19 Noncotnplioncoi noted eipoture of indivlduBlo to 
rodioBCtlve matlo In air in rettrlcted ariBS iO tiine*)>high 
radiation, area not narliad U/<ne) notice of propoeed penaltii 
• Office of Intpection b Enforcement 79/01/12 lOpp 


7901190202 DOCKET 50*219 Oyeter Creel Nuclear Pouer Plant 
Notice of Deviation from insp on 76090ii'-0B> 19-19 b 26-29 
on 7B1017-19 Deviation noted no reaionable effort uae made 
to eedvee uholo bodg radiation level* emanating from uiork 
tablet for diiaetemblg b rebuilding of control red drtvec 
* Office of tnepeetion b Enforcement 79/01/12 2pp 


790U00304 DOCKET 50-219 Ogtter Creek Nuclear Power Plant 
Porwardt IE Insp Rept 50-219/79-29 on 701031-1103 No 
none ompl lance noted 

CARLSONi R. T Region li Piilladelphia> Reactor Conitruction b 

Engineering Support Branch 79/12/01 2pp 


7901100306 DOCKET 80-219 Ogster Creek Nuclear Power Plant 
IE Intp Rept 90-2!9/7a-29 on 701031-1103 No nonconpUance 
noted Major area* Intpeeted mode performed during refueling 
outage I QC record*! graced ur a*! teet* 

PEIUR A f EDNETER.S D Region li Philadelphia! Reactor 

Conttructien b Engineering Support Branch 70/11/30 5pp 


7901290212 DOCKET 80-219 Ogtter Creek Nuclear Power Plant 
Poruiards tdth guarterlg progreee rapt on "Uoodborer Studg 
Aiaoclatpd tir/Ogeter Creek Generating Station “ 

FINFROCKi!! R Jereeg Central Power b Light Co 79/12/15 tp 


7901290218 DOCKET 50-219 Ogtter Creek Nuclear Power Plant 
Progrte* rept for I4th quarter on “Woodborer Btudg 
Aiteclated u/Ogtter Creek Generating Station “ tnveitigation 
to determine whether plant is affecting resident marine 
borer population In Ogttar Creek 

* Vtrstg Central Power b Light Co 70/12/19 29pp 


7901220126 DOCKET 80-219 Ogster Creek Nuclear Power Plant 
Forward* moeithlg operating rept for Dec 1978 
BD88(D A Jerseg Central Power b Light Co 79/01/15 Ip 


7901220129 DOCKET 50-219 Ogiter Creek Nuclear Power Plant 
Monthlg operating rept for Dee 1970 

HCCLATNi C M Jereeg Central Pouer b Light Co 79/01/15 lOpp 


7901110030 DOCKET 50-219 Ogster Creek Nuclear Power Plant 
A video tape of the repair of the core sprag sparger shows 
clamp pToperlg Installed Forwards LER 70-O21/O1T-O b safetg 
evaluation , 

BRUNNER. E 0 Region li Philadelphia! Reactor Operation* Nuclear 

Support Branch 70/12/22 19pp 


7901000131 docket 50-219 Ogster Creek Nuclear Power Plant 
Forward* R*pertabl» flceorrenca S0-219/78/3S-1P 
CARROLLiJ T. Jerseg Central Power b Light Co 70/12/26 ip. 


7901000133 DOCKET 50-219 Qg»t#r Cr»»k Nuclear Power Plant 
Reportable Oeeurrenea 90-219/7B/39-IP on 701222 during 
steadg state operation! suppression pool water temp ticeeded 
Ig caused bg personnel failure to recognlie 
Ing Tech Spec 2 littl t 

S Jerseg Central Power b Light Co 70/12/26 2pp 


0-219 Ogster Creek Nuclear Power Plant 
31/03L-0 

Central Power b Light Co 78/12/28 Ip 


7901030119 DOCKET 90-219 Ogster Creek Nuclear Power Plant 
LER 79-03J/03L-0 on 7B1J30’ during diesel generator automatic 
actuation taatp generator failed to ejeit* due to unused 
target mechanical linkage binding Sve water pumps ( b 2 did 
not start due to binding in trip ndchanitm 
R089iD. A Jerseg Central Power b Light Co 78/12/28 4pp 


7901030149 DOCKET 90-219 Ogster Creek Nuclear Power Plant 
Forward* LBR 7B-033/01T-0. 

RdSSi D A Jerseg Central Power b Light Co 70/12/29 tp 


7901030199 DOCKET 90-219 Ogeter Creek Nuclear Power Plant 
LER 7B-033/OIT-0 on 701214 reactor ecram occurred in range 1 
of Intermediate range monitor sge. Caused bg feilur* of 
■ merganeg rod in suitch due to bant switch stop 
ROSSiD.A Jtrtev Central Power b Light Co 70/12/20 Ip 


7901090178 DOCKET 90-219 Ogster Creek Nuclear Power Plant 
Forward* LER 7e-030/03L~l. 

ROSSiD A. Jerseg Cantra) Power b Light Co 70/12/29 ip 


7901090177 DOCKET 50-219 Ogster Crook Nuclear Pnwor Plant 
LER 70-O3O/O3L-1 on 701126 while performing containment 
sprag sgs automatic actuation tosti containment sprag pump 
9lC failed to start on signal Caused bg etcesslve fiiction 
In bearings for trip bar in circuit breakers 
RDSSi 0 A Jerseg Central Power b Light Co 78/12/29 ip 


7901090173 DOCKET 90-219 Ogster Creek Nuclear Power Plant 
Forwards LER 78-03a/03L-0 

flOSBi 0 A Jerseg Central Power b Light Co 79/01/03 ip 


7901090176 DOCKET 90-219 Ogster Creek Nucleai Power Plant 
LER 7B-032/03L~0 on 701204 during refueling operations l< 
containment sprag sgs 1 automatic actuation testivalve 
'/-21-70 failed to open Caused bg vaive motor breaker not 
racked properlg b overload in trip position 
ROSSiD A Jerseg Central Power b Light Co 79/01/03 3PP 


7901120137 DOCKET 50-219 Ogster Creek Nuclear Power Plant 
Forward* LER 7B-035/01T-0 

FINFRQCK. I R Jerseg Central Power b Light Co 79/01/05 Ip 


7901120139 DOCKET 90-219 Ogster Creek Nuclear Power Plant 
LER 7B-039/01T-0 on 701227 torus water tamp In eicass of 
Tech Specs Caused bg failure of operations personnel to 
recogniie torus water temp nearing Tech Spec limit 
0080! 0 A Jerseg Central Power b Light Co 79/01/03 3pp 


7901160203 DOCKET 90-219 Ogster Creek Nuclear Power Plant 
Forwards LER 78-034/03L-0 

RQ88! D A Jerseg Central Power b Light Co 79/01/09 ip 


7901160206 DOCKET 90-219 Ogster Creek Nuclear Power Plant 
LER 7B-34/03L-0 781213 both diesel generator b station 
batteries were not tested b monitored within specified time 
interval Caused bg failure to adhere to surveillance 
schedule 

ROSS.D A Jerseg Central Power b Light Co 79/01/09 3pp 


7901160191 DOCKET 50-219 Ogster Creek Nuclear Power Plant 
Forwards LER 70-O36/O3L-O 

R0SS!D a Jerseg Central Power b Light Co 79/01/10 tp 


7901160193 DOCKET 50-219 Ogster Creek Nuclear Power Plant 
LER 7B-036/03L-0 on 781812 during routine testsi standby gas 
treatment sgs II discharge valve V-2a-30 failed to close 
Caused bg buildup of dirt b corrosion in piston cgiinder of 
valve operator 

ROSSi D A Jerseg Central Pouer b Light Co 79/01/10 3pp 


7901170200 DOCKET 50-219 Ogster Creek Nuclear Power Plant 
Forwards LER 7B-020/O3L-1 

RDBSiD A Jerseg Central Power b Light Co 79/01/10 ip 


7901170203 DOCKET 50-219 Oyster Creek Nuclear Power Plant 
LER 70-O2O/O3L-i on 700917 intermidiate range monitor (IRM) 
Channel 17 failed downscale while channel 16 was already 
Inoperable Caused bg repairman Inadvertently pulling IRK 17 
wiring out of its connector 

ROaSi D A Jerseg Central Power b Light Co 79/01/10 3pp 


7901170250 DOCKET 50-219 Dgster Creek Nuclear Power Plant 
Forwards LER 70-O33/O1T-1 

R08Bi D A Jersey Central Fewer b Light Co 79/01/10 Ip 


7901170254 DOCKET 50-219 Oyster Creek Nuclear Power Plant 
LER 7S-033/OiT— 1 on 701214 attempt to insert rod using 
emergentg rod in suitch failed b reactor scram followed 
Caused bg bent switch stop which would not allow contact to 
be maintained in fully stroked position of suitch 
0080! D A Jerseg Central Power b Light Co 79/01/10 3pp 


7901050109 docket 50-220 Nine Mile Point Nuclear Stations 
Notifies that security plan contains substantial 
deficiencies Forwards suggested alterations to plan which 
are withheld from public disclosure (ref 10CFR2 7901 
IPPOLlTOiT A Operating Reactors Branch 3 78/12/27 Spp 


7901050149 DOCKET 30-220 Nine Mile Point Nuclear Stations 
Responds to NRC 701127 1 tr requesting fire protection info 
Info includes pump testsiwater sgsi atmospheric drain sysi 
C02 ektlnguishing sgs discharge testSi fire resistance rating 
of doors b barrier*! & alarm setpoints 
DIBE!D P Niagara Mohawk Pouer Corp 79/01/0? 80pp 


7901020200 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Informs NRC that Oswego County Legislature has gone on 
record bg resolution requesting full NRC hearings on 
proposed facltitg 

ZAGAtlE.J B New York/ State of 70/12/12 Ip 
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7901130055 DOCKET 30-B20 Njne Mile Point Nuclear Stations 
NRC response to Interested state petition filed by NV State 
Staff has no objections to NY State being admitted as such, 
if hearings aio to be held Certificate of Svc end 
OLMBTEAD.W J Office of the Executive Legal Director 73/1S/21 
3pp 


79011S024i DOCKET 50-220 Nine Mile Point Nuclear Stations 
Comments on plans to install radioactive uaste 
solidification S' handling sys Believes it involves safety 
question l< requests hearings ?< EIS 

REINERT. S Ecology Action of Qsteego /9/Ol/Oa 2pp 


7901170224 DOCKET 50-220 Nine Milo Point Nuclear Stations 
Delicvos const of radioactive uaste solidification h 
handling sys at facility should be stopped Feels act of 
Incinerating lou-level wastes constitutes "de facto” uaste 
disposal technology 

SALZHAN.U Friends of the Earth 79/01/10 Ip 


790109013Zi DOCKET 60-220 Nine Milo Point Nuclear Stations 

Responds to 781212 Itr re application to const *< operate low 
level waste reduction sys NRC hearings re proposed sys are 
presently underway 

5HAPAR. H K Office of the Executive Legal Director 78/12/20 Ip 


7901040071 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Objects to util's plan to install neu raduaste 
solidification ti handling sys Believes util's safety 
environ claims are unjustified t< that proposals camouflage 
plans for long range changes 

RElNERTiB Ecology Action of Oswego 70/12/29 2pp 


7901160149 DOCKET 50-220 Nine Mile Point Nuclear Stations 

Forwards Nov 1970 Mark I containment program activity review 
Inffl Provides task-by-task summary 

SOB ON. U J General Electric Co .Nuclear Energy Products Div 
79/01/09 12pp 


7901100292 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Notice of meeting on 790109 u/DNR licensees lacking 
recirculation pump trip to discuss AT US rept criteria i. 
plans for implementation 

ROONEY, V L Operating Reactors Branch 3 79/01/02 Ip 


7901040070 DOCKFT 50-220 Nine Mile Point Nuclear Stations 
Responds to NRC 780007 request for evaluation of motor 
generator sets Results indicate addl over t> under voltage 
alarms in tontiol room would provide adequate protection u/o 
reducing reliability of Installed motor generator sets 
SCHNEIDER, R R Niagara Mohawk Power Corp 70/12/29 Ip 


7901040121 DOCKET 50-220 Nine Milo Point Nuclear Stations 

Forwards "Supplemental Reload Licensing Submittal for Reload 
7ineanalyslB Suppl " 

DISE. D P Ntogara Mohawk Power Corp 79/01/02 Ip 


790104012S DOCKFT SO-220 Nine Mile Point Nuclear Stations 
"Supplemental Reload Licensing Submittal for Reload 7, 

Reanalysls Suppl " Presents results of analysis from 
beginning of cycle 6 to end of cycle 6-1500 MUd/ 1, Ous 1 1 f les 
plant operation at 1050 MU 

WOODFDRD.J V Niagara Mohawk Power Corp NEDO-a4156-l 70/12/31 
1 Ipp 


790117035S DOCKET 60-220 Nine Milo Point Nuclear Stations 
Responds to plans for installation of raduaste 
solidification handling sys Forwards request for addl 
info w/rssponse required by 790119 Summarlied or reference 
response is acceptable 

IPPOUITO, T A Operating Reactors Branch 3 79/01/05 5pp 


7901170033 DOCKET 50-220 Nine Mile Polpt Nuclear Stations 
NRC requires ree Ircolatlen pump trip installation for BWRs 
Forwards NUREO-0460 w/RPT design requirements to be 
implemented as soon as possible Requests schedule for RPT 
Implementation 

DENTON, H R Office of Nuclear Reactor Regulation 79/01/00 9pp 


7901170054 DOCKET 50-220 Nine Mile Peint Nuclear Stations 
Forwards request for addl info re approval of raduaste 
reduction sys Installation Also announces technical meeting 
u/util on 790130 for public observance of NRC review 
process 

IPPOUITO, T A Operating Reactors Branch 3 79/01/08 34pp 


79018S0209 DOCKFT 60-220 Nine Mile Point Nuclear Stations 
Notification of 790122-24 meeting in Ban Josa,CA w/ 
representatives of Mark 1 owners group to discuss Mark 1 
long term program load definition rept (t related issues W/ 
end agenda 

GRIMES, C I Plant Systems Branch 79/01/00 4pp 


7901160179 DOCKET 50-220 Nine Hilo Point Nuclear Stations 
Responds to 701129 Itr Provides info re containment purging 
during operation Dally purging necessary to retain 
differential pressure between drywell l< suppression chamber 
Further info by 790731 will justify unlimited purging 
DISE, D P Niagara Mohawk Power Corp 79/01/10 2pp 


7901150130 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Forwards application for amend to license w/attachments 
describing Tech Spec change & check for CI200 
THOMAS, E B LeDoeuf, Lamb, Leiby t< MacRae 79/01/11 2pp 


7901150131 DOCKET 50-220 Nine Milo Point Nuclear Stations 
Application for amend to License DPR-63. chang Ing 
surveillance requirement 

DISE, 0 P Niagara Mohawk Power Corp 79/01/08 0pp 


790119012B DOCKET 50-220 Nine Mile Point Nuclear Stations 
Forwards results of proposed raduaste volume reduction sys 
Requests response to end questions for addl info re 
proposal 

DEBOER, T K New York, State of 79/01/12 3pp 


7901190006 DOCKET 50-220 Nine Milo Point Nuclear Stations 
Responds to 701109 request for addl info re submittal on 
control rod removals during core offloading 
DISE, D P Niagara Mohawk Power Corp 79/01/15 Spp 


7901290236 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Forwards responses to 790105 i oquest for addl info re const 
of radwaste bldg extension Submitted matl covers use of 
ground E< surface waters in general area type, time duration 
of const pi actices U location site of const sites 
DISE, D P Niagara Mohawk Power Corp 79/01/19 7pp 


7901030342 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Forwards IE Insp Rept 50-2B0/7B-17 on 701018-20 No 
noncompliance noted 

BRUNNER, E <J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 7B/H/15 2pp 


7901030345 DOCKET 30-220 Nine Mile Peint Nuclear Stations 
IE Insp Rept SO-220/7B-I7 on 701018-20 No noncompliance 
noted Major areas inspected licensee action on IE Bulletins, 
selected licensee events ti control rod drive scram times 
8TETKA. T F Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch 70/11/14 7pp 


7901100046 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Forwards IE Insp Rept S0-220/7S-19 on 781113-14 No 
none amp 1 lance noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction It 

Engineering Support Branch 70/11/29 2pp 


7901100049 DOCKET 50-220 Nine Mile Point Nuclear Stations 
IE Insp Rept 50-220/78-19 on 7B1113-14 No noneompl iance 
noted Major area inspected plant fire program 
FINKEL, A E , EBNETER, B D Region 1, Philadelphia, Reactor 

Construction & Engineering Support Branch 78/11/27 6pp 


7901100130 DOCKFT 50-220 Nine Mile Point Nuclear Stations 
Nlagra Mohawk Power will respond by 790323 to requests 
contained in IE Bulletin 78-12A re documentation of all 
primary reactor vessel weldments t< of atypical matl used in 
reactor pressure vessel welds 

SCHNEIDER, R R Niagara Mohawk Power Carp 78/12/Oi Ip 


7901020057 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Ack receipt of 781128 t, 770719 Itrs informing NRC of steps 
taken to correct deviations noted In Insp Rept S0-220/78-IB 
BRUNNER/E. J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 70/12/15 Ip 


7901020062 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Supplements 770719 response to Insp Rept 50-220/70-13 
Microfilming ti document organiiatlon will not be completed 
until end of 1960 

SCHNEIDER, R R Niagara Mohawk Power Corp 70/11/20 Ip 


7901030035 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Forwards IE Bulletin 70-14, "Deterioration of Buna-N 
Components in A8C0 Solenoids " 

GRIER, D H Region 1, Philadelphia, Office of the Director. 
70/18/19 ip 


79010B0178 DOCKET 50-220 Nine Mile Point Nuclear Stationa 
Ack receipt of 701201 Itr Informing NRC of steps taken to 
correct violations noted in Insp Rept 50-220/7B-16 
BRUNNER, E J. Region 1, Philadelphia, Raactor Operations Nuclear 
Support Branch 7B/12/20 ip 
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79OI0B016O OQCKET SO-3SO Nine Mile Point Nuclear Stations 
Ratponds to NRC 761114 re violations noted in Insp Sept 
50-aaO/7B-l6 CorrectivB actinna appropriate procedures shall 
be urltten bij end of 1979 tt procedures section re step off 
pad utill be revised 

BCHNEISERiR R Niagara Mohauk Pouer Corp 7B/IS/01 5pp 


79010B01B3 DOCKET 50-320 Nine Nile Point Nuclear Stations 
Forwards IE Insp Rept 50-220/76-16 on 780926-29 b Notice of 
Violation 

QRUNNERiE J Region Ip Phi ladelphiar Reactor Operations Nuclear 

Support Drench 78/11/14 2pp 


79010B0186 DOCKET 50-220 Nine Mile Point Nuclear Stations 
Notice of Violation from insp on 760926-29 

a Region it Phllade Iphiap Office of the Director 76/11/13 
3pp 


7901030190 DOCKET 50-220 Nine Mile Point Nuclear Stations 
IE Insp Rept 50-220/78-16 on 780926-29 Noncomp 1 iance noted 
failure to Implemant ANSI N4S 2 3 housekeeping reguirements 
b procedure for posting of contaminated area 
ARCHITZEt^R . MCCAQEp E C Region 1. Phi ladelphlop Reactor 

Operations Nuclear Support Branch 78/11/13 lOpp 


7901160303 DOCKET 50-220 Nine Kile Point Nuclear Stations 
Porwerds monthlg operating rept for Dec 1978 
8CHNE1DER>R R Niagara Mohawk Power Corp 79/01/06 Ip 


790n&030? DOCKET 50-220 Nine Mile Point Nuclear Stations 
Monthly operating rept for Dec 1976 
* Niagara Mohawk Power Corp 79/01/05 4pp 


7901050330 DOCKET 50-220 Nine Hite Point Nuclear Stations 
Rapsrbable Occurrence on 781220 onig S2 impingement samples 
b one 2-hr sample were collected contrary to Tech Specsi due 
to personnel misunderstanding 

PERKtNSiT J Niagara Mohawk Power Corp 78/12/21 Ip 


7901050120 DOCKET 50-220 Nine Mile Point Nuclear Stations 
roruarde LER 7B-041/04T-0 

SCKNElDERrR R Niagara Mohawk Power Corp 76/12/26 Ip 


7901050124 DOCKET 50-220 Nine Mile Point Nuclear Stations 
LER 76-041/04T-0 on 761220 during Impingement sampling only 
23 samples (23 hourly samples b one 2-hr sample) were 
collected Instead of 24 required eampl esi caused by one-time 
personnel scheduling change 

HEDRICKi M C Niagara Mohawk Power Corp 78/12/26 ip 


7901230371 DOCKET 50-226 Aerotest Radiography b Research Reactor 
Forwards description of physical security change to reactor 
bldg effected 781201 Info withheld (ref tOCFR2 790) 
NENACHECK.R L Aerotest Operations 76/01/16 Ip 


790I17029I DOCKET 50-228 Aerotest Radiography b Research Reactor 
Forwards Insp Rept 90-236/78-03 N/o end 

NORDERKAUOi L R Region Si San Franciscoi Safeguards Branch 

79/01/03 2pp 


7901100247 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Responds to NRC requests for design Info related to fire 
protection 8ER Forwards sprinkler sys drawings prepared by 
Automatic Sprinkler Corp (3 oversiied end in Central 
Fills). 

NAUOHTON. W F- Commonwealth Edison Co 79/01/04 2pp 


7901020024 DOCKET 90-237 Dresden Nuclear Power Statlun. Unit 2 
auppl brief of Comnonwealth Edison Co on author! lat ion 
quastion Members of NRDC b Citliens for a Battar Environ 
must be consulted before they are authoriiad to be 
rapresanted in proceedings Certificate of Sve end 
BTEPTOE.P Isham. Lincoln b Beale 76/12/15 6pp 


7901110257 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Raply by NRDC b Citiiens for Better Environ to suppl brief 
of Commonwealth Edison Co Asserts that util errs in claiming 
that only direct personal case-by-case authorl lation of 
litigation can confer standing Certificate of Sve end 
nOlSMAN. A 2 Natural Resources Defense Council 70/12/19 5pp 


790115027B DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Informs NRG of reesnt US Court of Appeals decision for 
District of Columbia Circuit in "Inti Union. et al vs Natl 
Right to Mark Legal Defense b Educetlon Foundetioni Inc. et al 
F 2d. “ 

RDIBHANiA 2 Natural Resources Defense Council 76/12/21 ip 


7901310060 DOCKET 50-837 Dresden Nuclear Power Station. Unit 2 
Forwards NRDC b Citlsens for a Better Environ statement of 
contentions Previously submitted informally to applicant 
b NRC on 761S06 to mlnlmiie challenges 

ROIBKAN. A 2 Natural Resources Defense Council 76/12/28 Ip 


7901310064 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
NRDC b Citiiens for a Better Environ statement of 
contentions Asserts action would violate NEPA. provide 
no adequate analysis of alternatives b Increase eiposure of 
workers to radiation H/Certl f icate of Sve 

RQISMAN, A Z Natural Resources Defense Council 78/12/28 Op 


7901180346 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
State of IL contentions re amends to operating license for 
transport of spent fuel between units Contentions assert 
applicant's submittals are insufficient N/affidavit b 
Certificate of Sve 

SEKULER.SN . SCOTT, K J Illinois, State of 79/01/02 9pp 


7901180355 DOCKET 50-237 Dresden Nuclear Power Station. Unit 3 
NRDC b Citiiens for a Better Environ contentions re util's 
license amend re transport of spent fuel between units 
Asserts proposed action violates NEPA 

RDISMAN. A 2 Natural Resources Defense Council 76/12/06 


7901890003 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Applicant's answer b motion to strike re contentions filed 
by petitioners to intervene NRDC. Ci tl lens for a Better 
Environ b State of IL Contentions fail to state claim for 
which relief may be granted U/Certi ficate of Sve 
BIELAVIEKI.A P Commonwealth Edison Co 79/01/12 27pp 


7901060413 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards verification of plant info on systematic evaluation 
program Safety Topic V-11 A "Requirements for Isolation of 
High b Low Pressure Sys " 

ZIEMANN.DL Operating Reactors Branch 2 7B/12/2t 7pp 


7901100201 DOCKET 50-237 Dresden Nuclear Power Station, Unit 2 
Forwards revised pages of Topical Rept CE-l-A. Revi siari 6. 

"QA Program 

TURBAK. H S Commonwealth Edison Co 79/01/02 7pp 


7901100213 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Responds to NRC 761126 b 29 ttrs stating that containment 
purging operations b manual bypass override circuitry have 
been reviewed Areas of concern design of safety actuation 
signal circuits b purge penetration valves 
REED. C Commonwealth Edison Co 79/01/02 9pp 


7901160149 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards Nov 1970 Mark 1 containment program activity review 
info Provides task-by-task summary 

SODON. L J Genaral Electric Co .Nuclear Energy Products Dlv 
79/01/09 I2pp 


7901170025 DOCKET 50-237 Dresden Nuclear Power Station. Unit S 
NRC requires recirculation pump trip installation for DHRs 
Forwards NUREO-0460 w/RPT design requirements to be 
implemented as soon as possible Requests schedule for 
implementation 

DENTON.H R Office of Nuclear Reactor Regulation 79/01/08 


7901160292 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Notice of meeting on 790109 u/DUR licensees lacking 
recirculation pump trip to discuss ATW5 rept criteria b 
plans for Implementation 

ROONEY. V L Operating Reactors Branch 3 79/01/02 ip 


7901240016 DDCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards draft evaluation of 8 systematic evaluation program 
topics Reviews residual heat removal sys heat exchanger tube 
failures b station battery test requirements Requests 
comments within 30 days 

2IEMANN. D L Operating Reactors Branch 2 79/01/11 14pp 


7901250256 DDCKET 50-837 Dresden Nuclear Power Station, Unit 3 
Forwards draft NRC evaluations of systematic evaluation 
program Safety Topic IV-1 A, "Operation u/Less Than All 
Loops in 9vc " Concludes topic is satl sfactori ly complete b 
resolved for both units 

ZIEMANN.D L Operating Reactors Branch 2 79/01/16 6p( 


7901290216 DOCKET 50-237 Dresden Nuclear Power Station. Unit 3 
Submits currant licensing status list w/channes made since 
76)120 submittal 

REED, C Commonwealth Edison Co 79/01/22 9 pp 


7901160062 DOCKET 50-237 Dresden Nuclear Power Station. Unit 3 
Notification that NRC wilt extend govt indemnity to spent 
reactor fuel stored at a reactor site different than the one 
where it was generated 
CHILK.S J Commission 76/13/29 9 pp 


7901850174 DOCKET 50-237 Dresden Nuclear Power Station. Unit S 
Forwards addl Info re spent pool mods, per NRC 781108 
request Includes data re expected occupational exposure 
increases in radionuclide concentration dosages b typical 
loads to be carried near or over spent fuel pool 
JANECEKi R F Commonwealth Edison Co 79/01/12 36pp 
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7'?01230246 DOCKET 50-337 Drosden Nuclear Pouier Station. Unit 2 
portuards piu^josed a/nend to Licenar DPR-*19 to support core 
Reload 4 Primal y reference for reload is based on GE generic 
reload fuel application <Ni:DE-240l 1 ) Design change effects 
result in improved margin of safety 
REEDi C Commoiiuealth Edison Co 7‘?/0l/15 36pp 


7901330353 DOCKET 50-337 Dresden Nuclear Power Station. Unit 3 
"Siipp IBoiental Reload Licensing Submittal for Reload 4 " Rcpt 
covers reload fuel bundles, reference core loading pattern f< 
core-wide transient analysis results Supports reload 
proposal „ . ^ 

HILL.R T . ENGIU.R E General Electric Co .Nuclear Energy Products 
Div NEDD-24160 7B/11/30 IBpp 


7901350294 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Anticipates need for addl info re seismic design bases to 
compare current criteria as port of systematic evaluation 
program Eipects to focus on significance of newer seismic 
design techniques 

6TELL0. V Division of Oper.itlng Reactors 79/01/19 3pp 


790112001B DDCKCT 50-237 Diesden Nuclear Power Station. Unit 2 
poruards IE Insp Repts 90-010/7B— 30. 50—237/78—37 I. 

90-249/78-20 on 781003-31 No npnc omp 1 i one e noted 

FlDRELLIiO Region 3. Chicago. Fleactor Operations Nuclear Support 

BrancFi 7B/12/01 3pp 


7901120032 DOCKET 50-237 Dresden Nuclear Powei Station. Unit 2 
IE Insp Repts 50-010/70-30. 50-237/7B-27 «< 50-249/70-88 on 
1003-31 No noncompl lance noted Major areas inspected routine 
plant opei at 1 oils, maint. station training !« requal i f ication 
training „ 

DARKER. U L . KOHLER. J L . KNDP. R C Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 78/11/28 lOpp 


7901170440 DDCKfT 50-237 Dresden Nuclear Power Station. Unit 2 
Ac Ic receipt of Insp Repts 50—10/78—28. 50-237/70-24 
90-249/78-2& en 7B1201 Contains proprietary info fref 
J0CFR2 790 i 

REED. C Commenwealth Edison Co 70/12/18 ip 


7901350002 DDCKCT 50-237 Dresden Nuclear Power Station. Unit 3 
Forwards IE Circular 79-03. **ral 1 ure of 130 Volt Vital AC 
Power Supplies " 

KCPPLER.J 0 Region 3. Chicago. Office of the Director 79/01/16 
Bpp 

7901350320 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards IE Insp Repts 90-010/78-31.50-237/78-29 tt 
50-249/70-29 on 701115-17.21 6 23 !< Notice of Violation 
DAVIS. A D Region 3. Chicago. Fuel Facility & Materials Safety 

Branch 79/01/03 2pp 


7901250335 DOCKET 50-237 Dresden Nucleai Power Station. Unit 2 
Notice of Violation from insp on 781115-17.21 !< 22 
* Region 3. CFiicago. Fuel Facility S< Materials Safety Branch 

70/12/39 ip 


7901250331 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
le Insp Repts 50-010/78-31 . 50-237/7B-H9 t< 50-249/78-29 on 
761115-17.21 Ti 33 Noncompliance noted inadequate control of 
high radiation area access 

OREOER.L R , HIATT. J W Region 3. Chicago, Fuel Facility l< 

Materials Safety Drench 7B/1P/39 9pp 


7901090394 DOCKFT 50-337 Dresden Nuclear Power Station. Unit 2 
Forwards IE Insp Rept 50-337/70-26 on 781023-26.1031 Si 1102 
ti Notice of Violation 

HIND.J A Region 3. Chicago. Safogiiarris Branch 70/12/00 2pp 


7901090396 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Notice of Violation from Insp on 781023-26 ti 1031 S< 1102 
« Region 3- Chicago, Office of the Director 78/12/07 ip 


7901090401 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
IE Insp Rept 50-937/70-26 on 701023-36 6 1031-1102 
Noncompl laiiCB noted failure to dispatch Form NRC-741 on same 
day matl was shipped Details withheldiref 10CFR9 790) 

FINLEY. A G , PATTERSON. J P . HIND, U A Region 3, Chicago, 

Safeguards Branch 78/1 2/07 1 P 


7901110038 DOCKFT 50-237 Dresden Nuclear Power Station, Unit 2 
Forwards IE Insp Rept 50-237/70-28 on 781013 No 
tioncomp 1 lance noted 

HEIBHMAN.R F Region 3, Chicago, Reactor Construction ii 

Engineering Support Branch 70/12/08 2pp 


7901110049 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
IE Insp Rept 50-237/78-20 on 781013 No noncompl lance noted 
Major areas inspected inservice insp records for pressure 
vessel recirculation inlet noiile safe ends (< thermal sleeve 
attachment welds 

UILLIAMS. C C . DANIELSON, D H Region 3, Chicago. Reactor 

Operations Nuclear Support Branch 70/12/07 4pp 


7901090063 DOCKFT 90-937 Dresden Nuclear Power Station. Unit 2 
Grants relief, on an interim basis pending completion of 
review, from certain ASMS codes re inservice insp program in 
response to 700631 request This does not relieve any Tech 
Spec requirements 

ZIEMANNp D L Operating Reactors Branch 2 78/12/20 3pp 


7901090067 DOCKET 50-937 Dresden Nuclear Power Btalian. Unit 2 
Federal Register notice granting Interim relief from AfiME 
Section XI. 'Inservice Insp (Testing) Requirements " 

ZIEMANNi D L Operating Reactors Branch 9 7B/12/20 2pp 


7901190075 DOCKET 50-237 Dresden Nuclear Power Station, Unit 2 
Responds to request fnr addl info re inservice insp program 
Comments on cover procedures verifying positions of valves 
and pumps 

JANCCEK. R F Commonwealth Edison Co 79/01/12 9pp 


7901160250 DOCKFT 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards monthly operating rept for Dec 1970 
STEPHENSON. □ B Commonwealth Edison Co 79/01/10 Ip 


7901160259 DOCKET 50-237 Dresden Nuclear Power Station, Unit 2 
Monthly operating rept for Dec 1778 

PHELAN. J F Commonwealth Edison Co 79/Ol/OS i7pp 


7901160279 DOCKET 50-937 Dresden Nuclear Power Station. Unit 2 
Forwards LER 70-O66/O3L-O 

STEPHENSON, B B Commonwealth Edison Co 79/01/09 Ip 


7901160282 DOCKET 50-237 Dresden Nuclear Power Station, Unit 2 
LER 70-O66/O3L-O on 781216 during diesel generator 
BUTvei I lance, diesel failed to start No exact cause found for 
failure TD2 cleaned 6 generator returned to sve 
CHAN. J Commonwoalth Edison Co 79/01/09 Ip 


7901160291 DOCKrT 60-237 Dresden Nuclear Power Station. Unit 2 
Forwards LER 70-O69/O3L-O 

STEPHENSON, B B Commonwealth Edison Co 79/01/09 If 


7901160296 DOCKET 50-237 Dresden Nuclear Power Stetlon. Unit 2 
LER 70-O69/O3L-O on 781210 no routine offgas sample taken 
for 781910 duo to incomplete relief between midnight U 
morning shift Requirement to perform ratio will be added to 
control room surveillance log 

EOQETT.Dfi Commonwealth Edison Co 79/01/09 Ip 


7901930197 DQCKrr 50-937 Dresden Nuclear Power Station, Unit 2 
Forwards LER 7B-067/03L-0 

STEPHENSON. B B Commonwealth Edison Co 79/01/16, 2pp 


7901830203 DOCKET SQ-237 Dresden Nuclear Power Station. Unit 2 
LER 70-O67/O3L-O on 781217 while attempting to put drywall 
continuous air monitor in svc. d i scoverod Inboard isolation 
valve A Q 2-9807A would not close Caused by dirty ports 6 
water in valve 

KDRCHVNBKY.M Commonwealth Edison Co 79/01/16 Ip 


7901840211 DOCKET 50-237 Dresden Nuclear Powor Station. Unit 2 
Forwards LER 79-002/01T-0 

0TEPHEN6ON, n B Commonwealth Edison Co, 79/01/17 Ip 


7901940213 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
LER 79-002/OIT-0 on 790103 HPCl turbine failed to start 
during quarterly flow test. Caused by misad justmsnt of the 
interlock dump valve operating lever 
PARCELL Commonweal th Edison Co 79/01/ J 7. 2PP 


7901290263 DOCKET 50-237 Dresden Nuclear Power Station. Unit S 
Forwards LER 70-068 /03L-0 

STEPHENSON. B B Commenwealth Edison Co 79/01/10 tp 


7901290265 DOCKET 50-237 Dresden Nuclear Power Btatlph, Unit 2 
LER 7a-06B/03L-0 on 701220 during normal operation w/"A" 
recirculatl on pump suction valve DOS open, breo k er for pump 
discliarge bypass valve thermally tripped Probable cause was 
dry packing leading to thermal overload 
COEN. R Commonwealth Edison Co 79/01/10 3p p 



IB 


DOCKETED ITEMS 


DOCKET SO“?44 Robert Emmet Ginna Nuclear Plant, Unit 1 
Propoeed fire protection as presented in BEH adeq,uetelg 
assuTit health b safety of public Eiceptlon re valve 
supervision (« cable protection must be evaluated hg NRC Fite 
protection milestones !• documents are discussed 
HALL, R E Brookhaven National Laboratorg 78/12/l‘7 9pp 


7901080334 docket 50-244 Robert Emmet Omna Nuclear Plant, Unit 1 
Forwards IE Insp Rept 50-244/78-21 on 781023-27 No 
noncomp Isance noted 

BRUNNER, E J Region I, Philadelphia, Reactor Operations Nuclear 

Support Branch 78/11/27 2 pp 


7901240109 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit 1 
Foriaards insvirance Endorsement 2 to Binder EB-14 t. 

Endorsement 2 to Binder XD-14 

KUSBtE, R R Rochester Oas b Electric Carp. 79/01/19 5pp 


79013l002d, DOCKF.T 50-244 Robert Emmet Olnna Nuclear Plant, Unit 1 
Foruards certKled copies of nuclear energg liability 
policies NF-170 No 58 establishing 1979 advance premium as 
S2<>7i 379 t< MF-47 No 4B e s tab 1 1 sbelng advancs promluni as 
S77, i>29 

UHITE.L 0 Rochester Oas Electric Corp 79/01/26 3pp 


79010B0240 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant, 
IE map Rept 50-244/70-21 on 701023-27 No noncomp liance 
noted Maior areas inspected plant operations includinp 
facUltg logs. records U plant status, h previous insp 
findings 

RAYHDND. M , FOLEY. T Region 1, Philadelphia, Reactor 

Nuclear Support Branch 78/11/22 16pp 


Unit 1 


Operations 


7901100039 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant, Unit 1 
Foruards IE Insp Rept 50-244/70-23 on 701113-06 
No noncompliance noted 

MARTIN, U G Region 1 . Philadelphia, Safeguards Branch 70/12/06 

2pp 


790108041S DOCKET 90-244 Robert Emmet Oinna Nuclear Plant, Unit 1 
Foruards verification of plant Info on sgstematic evaluation 
program Safety Topic V-11 A "Regulrements for Isolation of 
High t> Low Pressure Sgs ” 

ZtEMANN.D L Operating Reactors Branch 2 70/12/21 7pp 


7901000129 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant, Unit I 
Act receipt of WRC 701129 1 tr re containment purging during 
normel plant operations Plans to justify limiting purging, re 
electrical bypasses b overrides, will be completed by 790702 
UHITE.L, 0 Rochester Gas b Electric Corp 79/01/02 2pp 


7901230024 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit 1 
Responds to 770318 1 tr re evaluation Of potential 
consequences of postulated fuel handling accident inside 
containment Deternlned assumptions used for analysis 
justlf iedp but requests confirmed atsumptions or Tech Bpec 
ZIEHANH, D.L Operating Reactors Branch 3 79/01/03 Ip 


790125031 S DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit 1 
Anticipates need for addl info re seismic design bases to 
compare current criteria as part of sgstematic evaluation 
program. Eipects to focus on significance of newer seismic 
design techniques 

BTELLO,V Division of Operating Reactors 79/01/13 3pp 


7901230012 DOCKET 90-244 Robert Emmet Oinna Nuclear Plant, Unit I 
Notification of 790130 meeting in Bethasda.MD to discuss 
structural design of pressure shielding steel diaphragm in 
turbine bldg It steam line break transient 
8HEA,J J Opsretlng Reactors Branch 2 79/01/16 2pp 


7901250069 DOCKET BO-244 Robert Emmet Olnna Nuclear Plant, Unit 1 
In response to 7B10H request, forwards Amend 22 to DPR-10 fc 
notice of issuance 

ZIEHANN, D L Operating Reactors Branch 2 79/01/17 18pp 


7901230073 DOCKET 90-244 Robert Emmet Oinna Nuclear Plant. Unit I 
Amend 22 to DPR-10 consisting of changes to Tech Specs (e 
offsite U onsite mg t organiiation 

ZIEHANN. D L Operating Reactors Branch 2 79/01/17 7pp 


7901100043 DOCKET 50-244 Robert Enunet Oinna Nuclear Plant, Unit 1 
IE Insp Rept 50-244/70-23 on 781113-06 No noncompllonce 
noted Major areas inspected physical security areas Details 
withheld iref tOCFR2 790) 

LADUM. R H . madden, W J , DEVLIN, J U 
Safeguards Branch 78/12/01 ip 


Region 1, Ph 1 1 ado 1 ph i a. 


7901050293 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit 
Foruards IE Insp Rept 50-244/70-17 describing program to 
upgrade the qualification of safety related splices inside 
containment Details withhe|d<ref 10CFR2 790) 

WHITE, U D Rochester Gas N Electric Corp 70/12/11 Ip 


1 


7901l90'a44 DOCKET 50-244 Robert Emmet Ginna Nuclear 
Forwards fE Insp Rept 50-244/70-26 on 701120-1201 
noncompllance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor 

Support Branch 70/12/13 2 pp 


Plant, Unit 1 
No 

Dperotions Nuclear 


7901190248 DOCKET 50 244 Robert Emmet Ginna Nuclear Plant, Unit I 
IE Insp Repts 50-244/70-26 on 701120-1201 No noncompliance 
noted Major ai oas Inspected licensee action on previous insp 
f Indings, adminl strat ive control of safety-related 
maintenance b technical qualifications 
BAUNACK, g H , ZIMMERMAN.R P , KISTER,H 0 Region 1, 

Philadelphia, Reactor Operations Nuclear Support Branch 78/12/12 
llpp 


7901190222 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant, Unit I 
Forwards IE Insp Rept 50-244/70-25 on 781129-1201 No 
noncompl iance noted 

SMITH, 0 H Region 1. Philadelphia, Fuel Facility «< Materials 

Safety Branch 70/12/15 2pp 


7901190227 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit 1 
IE Insp Rept 30-244/7B-2S on. 701129-1201 No noncompliance 
noted Major araas Inspected radiation protection program 
(qualifications of personnel > training, radiation protection 
procedures 6 pasting ? 

YOHAa.O P , WHITE. J R . CROCKER, H W Region !, PhlladBlphia, 

Fuel Facility & Materials Safety Branch 70/12/13 llpp 


79012S007S DOCKET 90-244 Robart Emmet Ginna Nuclear Plant, Unit 1 
Notice Of Issuance of Amend 22 to DPR-10 re offsite Ic onsite 
mgt organization 

ZIEHANN, D L Operating Reactors Branch 3 IffOl/n 2pp 


7901260201 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant, Unit I 
Foruerds engineering drawings re safeguard sys (< turbine 
trip signals, recently released from proprietary status EncI 
20 oversiied drawings t« Central Files 

WHITE, L D Rochester Oas h Electric Corp 79/01/18 2lpp 


7901160)01 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit ! 
Forwards IE Insp Rept 50-244/70-03 oh 700130-0203 t< 0213-17 
ORlERf B H Region 1, Philadelphia, Office of the Director 
76/05/02 2pp 


7901160107 DOCKET 30-244 Robert Emmet Olnne Nuclear Plant, Unit 1 
16 Insp Rept 50-244/78-03 on 7B013O-0203 tc 0813-17 
Noncompliances noted failure to control aiposure within 
10CFR20. 101 I iml ti, f at lure to maintain exposure records, 
b failure to lock high radiation areas 

NEELV.D.R., YUHAB.O P-, KNAPP, P.J Region 1. Philadelphia, Fuel 

Facility tt Neterlals Safety Branch 70/03/16 17pp 


7901030281 DOCKET 50-844 Robert Emmet Ginna Nuclear Plant, Unit 1 
Ack receipt of lE Bulletin 78-12 requesting Info on possible 
atypical u«ld netl in reactor vassal Requests oitenslon 
until NRC clarifies IE Bulletin 7B-12 h Westlnghouse 
forwards requested info. 

WHITE, L D Rochester Oat t. Electric Corp 78/11/27 Ip 


7901030063 DOCKET 50-244 Robert Emmet Ginna Nuclear Plant, Unit i 
Forwards IE Bulletin 7B-i4. "Deterioration of Buna-N 
Components in ASCO Solenoids ■' 

GRIER, B H Region 1. Philadelphia, Office of the Director 
78/12/19 ip 


7901160013 DOCKET 30-244 Robert Emmet Ginna Nuclear Plant, Unit t 
Informs that 14 references in IE Circular 78-08 have been 
reviewed Reference 11, "Status of Monticello Electrical 
Splice Uprgede" relates tn splice reolacement program in 
util 7S1211 Itr 

WHITE L D Rochester Oas 6 Electric Corp 70/12/21 Ip 


7901030097 DOCKET 30-244 Robert Emmet Olnna Nuclear Plant, Unit I 
Ack receipt of 781903 Itr informing NRC of steps taken to 
correct violations noted tn IE Insp Rept 50-244/78-82 
SMITH.O H Region 1, Philadelphia, Fuel Facility Materials 

Safety Branch 70/12/22 Ip 


7901030102 DOCKET 50-244 Robert Emmet Ginna Nuclear Plant, Unit 1 
Responds to NRC 7811)6 Itr re violetion noted in Inop Rept 
50-244/76-22 Corrective ections formal operating procedures 
for gamma analyzer sys have been established 
WHTTE.L D Rochester Oas tt Electric Corp 70/12/05 Spp 


7901030105 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant, Unit 1 
Forwards IE Insp Rept 50-244/78-22 on 781023-25 «. Notico of 
U1 olati on 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility & Materials 
Safety Branch 70/11/16 2pp 



DOCKETED ITEMS 


7901030112 DOCKET 50-244 Robsrt Eramet Olnna NucUar Plant. Unit 1 
Notice of Violation from insp on 7B10Q3~25 

• Region >> Philadelphia. Fuel Facility Sc Materials Safety 

Dranch 70/11/13 Ip 


7901030115 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
IE Inspec Rept 50-244/78-22 on 701023-25 NoncompHance 
noted failure to establleh !< implement uiritten approved 
operating procedures for OeiLllsys 

eHANDAKY. M M . STOUR. 0 P Region I, Philadelphia. Fuel Facility 

tf Materials Safety Branch 70/11/13 Bpp 


79011430120 DOCKET 50-244 Robert Emmet Ginna Nuclear Plant. Unit 1 
Confirms 781227 telephone call re LER 70-009 on 781226 the 
fire (patch establlehed due to inoperable relay S< computer 
room halon sys uas not located in unprotected area Caused by 
p eraonnol error 

SNOW. D A Rochester Gas & Electric Corp 78/12/27 Ip 


7901120151 DOCKET 50-245 Millstone Nuclear Pnuier Station. Unit 1 
In response to NRC 701129 Itr. foripards yusti f leati on for 
unlimited purging of primary containment. which provides 
fleslbtllty to the operators in control of containment 
oiygan level t< dryuell pressure 

COUNSlL.g 0 Northeast Utilities 79/01/02 3pp 


7901110277 DOCKFT 50-245 Millstone Nuclear Power Station. U^it 1 
Requests addl info re environ qualification as given in encl 
tabulations, identt ficat ion of references 1< confirmation of 
accuracy of table 

ZIEMANN. D L Operating Reactors Branch 2 79/01/03 9pp 


7901170357 DOCKET 50-243 Millstone Nuclear Power Station. Unit 1 
Forwards NUREG 0460. Vol 3 lehich details NRC current view 
re ATWS NRC requires installation of recirculation pump 
trip, provides modified description t. requests schedule for 
Installation 

DENTON. H R Office of Nuclear Reactor Regulation 79/01/08 9p( 


7901160121 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Forwards LER 76-009/OIT-0 

WHITE. L D Rochester Gas l< Electric Corp 79/01/09 Ip 


7901150123 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit I 
LER 7a-009/01T-0 on 781226 during surveillance of repair on 
halon sys for relay room !< computer room, noted that fire 
watch leas adjacent to.but not i n. unpro t ec ted area Caused by 
failure to communicate proper assignment to personnel 
UARIZZA.O F Rochester Gas 8. Electric Corp 79/01/09 2pp 


7901290237 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit I 
Forwards LER 79-003/03L-0 

WHITE. L D Rochester Oas 1. Electric Corp 79/01/24 Ip 


7901290242 DOCKET 30-244 Robert Emmet Ginna Nuclear Plant. Unit 1 
LER 79-003/03L-0 on 790104' "B" charging pump speed control 
operated improperly ui/sticklng lower varidrlve disc 8. belt 
slippage at min speed Operation at "I" speed caused local 
lubrication problems 

BPECTOR.S Rochester Gas 8. Electric Corp 79/01/24 Ip 


7901300078 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Forwards LER 79-002/03L-0 

WHITE. L D Rochester Gas 8. Electric Corp 79/01/24 Ip 


7901240006 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
Forwards draft evaluation of systematic evaluation program 
topics re assessment of postulated pipe brsaiii inside 
containment Presents 3 approaches which could be used for 
pipe break locations 

ZIEMAN. D L Operating Reactors Branch S 79/01/11 3pp 


7901230060 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
Forwards Amend 57 to DPR-21 ti Amend 47 to DPR-A5 It notice of 
i ssuancB 

ZIEMANN. D L Operating Reactors Branch 2 79/01/12 3pp 


7901250062 DOCKET 50-245 Millstone Nuclear Power Station. Unit I 
Amend 57 to DPfi-2l k Amend 47 to DPR-65 changing common 
App B ETS It App A to reflect organ! lat lonal changes In 
Nuclear Engineering 8. Operator Depts 

ZIEMANN, D L Operating Reactors Branch 2 BElD.fi W 

Operating Reactors Branch 4 79/01/12 9pp 


7901230066 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
Notice of issuance of Amend 57 to DPR-21 It Amend 47 to 
DPR-65 Amends modify ETS to improve fish barrier design It 
reflect organ! lat lonal changes 

WAMDACH, T V Operating Reactors Branch 2 79/01/12 2pp. 


7901300081 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit 1 
LER 79-002/03L-0 on 790104 during steady state power "A" 
charging pump leaked 8. found to he cracked Caused by fatigue 
crocking due to high loop stresses generated In compression 
stroke of piston in cylinder 

SPECTOR.a Rochester Gas 8, Electric Corp 79/01/24 Ip 


7901250297 DOCKET 30-245 Millstone Nuclear Power Station. Unit 
Anticipates need for addl Info re seismic design bases to 
compare current criteria as part of systematic evaluation 
program Expects to focus on slgnlflcanee of newer seismic 
design techniques .> 

STELLO. V Division of Operating Reactors 79/01/15 app 


7901300133 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Forwards LER 79-001 /03L-0 ' . , 

WHITE. U D Rochester Oas 8. Eloetrlc Corp 79/01/24 Ip 


7901300139 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit i 
LER 79-001/03L-0 on 790103 during test "C", safety injection 
pump failed to start from bus 14 breaker on first attempt 
Caused by loose wire connection to alarm switch In circuit 
breaker Switch replaced . 

PARIS, 0 A Rochester Oas 8. Electric Corp 79/01/04 Ip 


7901250004 DOCKET 30-245 Millstone Nuclear Power Station. Unit 1 
Forwards draft evaluation of systematic evaluation program 
topic 4-1-A re operation w/less than all loops In sve 
Current restriction acceptable! issue is resolved Request 
comments on findings » 

ZIEMANN. D U Operating Reactors Branch 2 79/01/16 4pp 


7901020504 DOCKET 30-245 Millstone Nuclear Power Station. Unit 1 
Forwards IE Insp Repts 60-245/78-36 8< 50-336/70-33 on 
781106-09 No noncompl lance noted 

SMITH. 0 H Region 1. Philadelphia. Fuel Facility 8< Matarials 

Safety Branch 70/11/24 2pp 


7901160149 DOCKET 50-243 Millstone Nuclear Power Station 
Forwards Nov 1978 Mark 1 containment program activity 
Info, Provides task-by-task summary 

BDBON, L J General Electric Co .Nuclear Energy Produe 
79/01/09 12pp 


. Unit 1 
revl tw 

to Dlv 


7901180292 DOCKrT 50-245 Nlllstond Nuclear Power Station. Unit 1 
Notice of meeting on 790109 w/DWR licensees lacking 
recirculation pump trip to discuss ATWS rept criteria 8< 
plans for implementation 

RQDNEVi V L Operating Reactors Branch 3. 79/01/02 tp 

79010B0405 DOCKRT 50-245 Millston* Nuclear Power Station. Unit 1 
Notifies that initial review of systematic evaluation 
program Safety Topic V-li A la completed Forwards table of 
docketed info on reactor coolant sys Interfaces w/low 
pressure sys 8, plant Info obtained during safe »hu”dwn. 
ZIEMANN. D U Operating Reactors Branch 2 78/12/21 7pp 

7901020308 DOCKFT 50-245 Millstone Nuclear Power Station. Unit I 
Aek receipt of 7B1020 application for license amend re 
•nvlron 8< safety Tech Specs Requested amends ["’“I;;* 
cnniideratlon k resolution of environ conflicts NRC requests 

•4. 000 fee, ...no 

DIOOS.R M, License Fee Management Branch 76/12/22 2 pp 


7901050236 DOCKET 50-243 Millstone Nuclear Power Station. Unit 
AeV receipt of 781020 application for amend to Licensas 
DPR-81 l< OPR-65 w/proposed revisions to environ 8< safety 
Tech Specs Requests foriearding amend fee. 2eo 

DIGOS.R M License Fee Management Branch 70/1B/2W app 


7901020514 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
IE Insp Rept 50-245/78-36 l< 30-336/7B-33 on 781106-09 No 
noncompl lance noted Major areas Inspected radiation 
protection program Including qualification of staff, 
training, labeling 8< control of matl 

YUHASi Q P Region 1. Philadelphia. Office of the Director 
78/11/21 9pp 


901050004 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
Forwards IE Insp Repts 50-243/70-35 8< 50-336/78-32 on 
781025-27 No noncomp I lance noted 

SMITH, OH Region 1. Philadelphia, Fuel Facility t< Materials 




•ra/t 1 /OA 


7901050002 DOCKET 50-245 Millstone Nuclear Power Station. Unit I 
IE Insp Rept 50-245/78-35 ii 50-336/78-32 on 781025-27 No 
noncompliance noted Major areas Inspected licensee conducted 
emergency drill 8< followup on emergency planning k radietlon 

D0RE8!^r*j"i DONALDSON, D E . STOHR.J P Region 1. Phlladelgh 

Fuel Facility 8< Materials Safety Branch 70/11/21 6pp 


'901030034 DOCKET 50-245 Millstone Nuclear Power Station. Unit I 
Forwards IE Bulletin 78-14, "Deterioration of Buna-N 
Components In A8C0 Solenoids " . 

GRIER, B H Region 1. Philadelphia, Office of the Director. 
78/12/19 Ip 



20 


DOCKETED ITEMS 


790U00084 DOCKET 50-348 HiJUtone NucUar Power Etatton, Unit 1 
Ack reteipt at 791216 Itr Informing KRC of stops taken to 
correct violations noted during IE Insp Ropts 50-245/76-39 tt 
SO-336/7B-36 

ORIEft.O H Region 1. Ph Hade Ipli ia. DPfUe of the Director 
7B/ia/2& tp 


7901100057 DOCKET SO-245 Mil I stone Nuclear Power Station^ Unit 1 
Responds to NRC Itr re violation noted in Insp Repts 
50-249/76-39 & 50-336 /7B-3i> Corrective actions surveg 
equipment taken out of svc until operabiliti} & calibr can be 
verified 

COUNSIUi U Q Northeast Nuclear Energg Co (Northeast Utilities) 

7e/ks/ta ip 


7901030047 DOCKET 90-245 Millstone Nuclear Pouer Station, Unit i 
Forwards month I g operating rapt for Nov 197B 
□PEKA.vlF Northeast Utilities 76/12/15 Ip 


7901030094 DOCKET 80'245 Millstone Nuclear Power Station. Unit I 
Honthlg operating rept for Nov 1978 
YQUNO. n Northeast Utilities 76/11/30 5pg 


7901190124 DOCKET S0-24S Millstone Nuclear Power Station. Unit I 
Forwards monthlg operating rept for Dec 1976 
OPEKAj U F Northeast Uti Llties 79/01/11 ip 


7901190126 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
Honthlg operating rapt for Dec 1976 
YOUNOiR Northeast Utilities 79/01/04 6pp 


7901120096 DOCKET 50-249 Mlklstone Nuclear Power Station. Unit I 
Notifies of Reportable Occurrence na-79-t/lp on 790106 
during dry well insp.uater leakage in vlcinltg of reactor 
water cleanup sys return line was observed. caused by crack 
in heat-affected tone of a weld In the line 
OPEKA.J.P Northeast Utilities 79/01/06 tp 


7901160163 DOCKET 90-245 Mill stone Nuclear Power Station. Unit 1 
Forwards LEft 7S-030/03L-0 

OPERAfJ F Northeast Utilities 79/01/19 ip 


79011BOI64 DOCKET 90-249 Millstone Nuclear Power Station. Unit 1 
LER 7B-030/03L-0 on 781215 suppression chambar oiggen 
concentration was too high due to a slow nitrogen purge 
rate Personnel were reminded to monitor parameters 
VOUNO.R H Northeast Utilities 79/01/19 3pp 


7901230225 DOCKET 50-249 Millstone Nuclear Power Station. Unit 1 
Forwards LER 7B-03I/03L-0 

DPEKAj d F Northeast Utilities 79/01/17 Ip 


7701230226 DOCKET 90-249 Millstone Nuclear Power Station. Unit 1 
LER 7e-(»31/03L-0 on 761218 during Nuclear Review Doard audit 
a BUTvelllance requirement (reduced high flux prior to 
startup) was found unaccomplished since its introduction 
Caused by procedural error. 

VOUNO.R H Northeast Utilities 79/01/17 2pp 


7901240133 DOCKET 90-245 Millstone Nuclear Power Station. Unit I 
Forwards LER 79-001 /OIT-O 

DPEKA. JF, Northeast Utilities 79/01/lS Ip 


:KET 50-245 Millstone Nuclear Power Station, Unit 1 
>tT-0 on 790106' c Ireu/nferentiel crack found in 
»d lone of weld clean up sys return, line Caused 
nular stress corrosion crac king accelerated by 
h thermal stresses 

Northeast Utilities 79/01/16 3pp 


ST 50-247 Indian Point Station. Unit 2 
Dsitlon on deficiency to be included in 
ded security plan & discussed at 790103 
item provided in NRC 770103 Itr on use of 
measures in plan also d.iscussed 

Operating Reactors Qraneh 1 79/01/lt 2p 


ET 80-847 Indian Point Station. Unit 2 
protection presented in 8ER has been reviewed 
table Exceptions re valve supervision, hose 
atsihose stations, smoke removal t< turbine bldg 
Bted by NRC 

00 k ha yen National Laboratory 78/12/26 9pp 


ET 50-247 Indian Point Station. Unit 2 
g motion bg Utility Water Act Oroup. Edison 
b Natl Rural Electric Inst for leave bo file 
brief as anlel curae in response to 7B111S 

ffice of the Secretary of the Commission 78/12/20 


7901110237 DOCKET 50-247 Indian Point Station. Unit 2 
Forwards license Amends 42 b 17 dtd 7B121S 

LEWIS. SH Office of the Eiecutive Legal Director 76/12/26 Ip 


7901220333 DOCKFT 50-247 Indian Point Station. Unit 2 
Forwards licensee comments re closed-cycle cooling 
conditions in response to NRC 761115 memo b order 
« LeSoeuf. Lamb. Leibg b MacRae 77/01/12 2pp 


7901220336 DOCKET 50-247 Indian Point Station. Unit 2 

Licensee response to comments by Con Ed. NRC. Hudson River 
Fishermen's Assoc lat ion. EPA b other groups Disputes HRFA b 
NRC positions re procedures b reading of Clean Air Act 
Certificate of Svc end 

FIDELL.E R LeSoeuf. Lamb. Leiby b MacRae 79/01/12 20pp 


7701220356 DOCKET 50-247 Indian Point Station. Unit 2 

NRC reply to comments by I Icensee. Power Authority of NY. EPA 
b Hudson River Fishermen's Association Disagree w/reading of 
Clean Water Act b U/HRFA's suggestions re procedures 
Certificate of Svc end 

LEWIS. SH Office of the Executive Legal Director 79/01/12 lOpp 


7901230040 DOCKET SO-247 Indian Point Station. Unit 2 

Reply of Hudson River Fishermen's Association to comments by 
1 icensee. Power Authority of NY. EPA b NRC Urges Commission to 
find that NRC retains ful t jurisdiction under NEPA b that 
EPA proceedings provide convenient forum 

CHASIS. S , SANDLER. R Natural Resources Defense Council 79/01/13 
13pp 


7901230011 DOCKET 50-247 Indian Point Station, Unit 2 

Brief submitted by licensee in reply to 761215 NRC b Hudson 
River Fishermen's Association briefs Asserts NRC b HRFA's 
proposals should be dcniediNRC should grant license amend 
proposed in licensee's 761215 initial brief 
BLOCK, J 0 . SACK.E J Consolidated Edison Co of New York 
79/01/12 23pp 


79010S0016 DOCKET 50-247 Indian Point Station. Unit 2 
NY has received copies of licensing correspondence to 
applicants as party to proceedings, b documents arc on fiie 
at local b Washington PDRs NY may continue to receive NRC 
licensing correspondence for the coming year 
SCHWENCER.A Operating Reactors Branch 1 76/12/21 Ip 


7901040324 DOCKET 50-847 Indian Point Station. Unit 2 
NY has received copies of licensing correspondence to 
applicants as party to proceedings, b documents are on file 
at local b Washington PDRs NY may continue to receive NRC 
licensing correspondence for the coming year 
SCHWENCER.A Operating Reactors Qraneh t 78/12/21 ip 


7901120213 DOCKET 50-247 Indian Point Station, Unit 2 

Or LR Ouarles. member of the Board, requests changing svc list 
to reflect a change in his address 

BKRUTSKl. R M Atomic Safety and Licensing Appeal Panel 79/01/04 
IP 


7901300146 DOCKET 50-247 Indian Point Station. Unit 2 

Intends to comment on request to amend ETS Eectien 4 t 2a 
requirements to change from present environ monitoring to 
program for long term evaluation of impact Requests 
schedule for comments, etc 

CURRAN. T P Neu York, State of 79/01/26 Ip 


7901100261 DOCKET 50-247 Indian Point Station. Unit 2 
Util will have enough cash to pay the 920 million max 
retrospective premium to which it may be subj 

CAHILL. W U Consolidated Edison Co of New York 79/01/03 2pp 


7901030253 DOCKET 50-247 Indian Point Station. Unit 2 
Forwards Amend 19 to License DPR-8 b Amend 43 to License 
DPR -26 

SCHWENCER.A Operating Reactors Branch 1 7B/12/21 3pp 


7901090258 DOCKET 30-247 Indian Point Station. Unit 2 
Amend 19 to License DPR-5 fc Amend 43 to DPR-26 
changing Tech Specs to allow use of morpholine in the 
secondary side b its discharge to the river when used Makes 
change in an entrainment survival sampling station 
SCHWENCER.A Operating Reactors Branch 1 78/12/21 16pp 


7901050263 DOCKET 50-247 Indian Point Station. Unit 2 

Notice of issuance of Amendment 19 to License DPR-S b DPR-64 
b Amend 43 to License DPR-26 

BCHWENCERiA Operating Reactors Branch 1 7B/12/21 2pp 


7901180238 DOCKET 50-247 Indian Point Station. Unit 8 
Forwards Amend 20 to License DPR-5 b Amend 44 to License 
DPR-26 

SCHWENCER.A Operating Reactors Branch I 79/01/02 Spp, 
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7901120234 DOCKET SO-247 Indian Point Station, Unit 2 
Amend 20 to License DPn-5 t> Amend 44 to DPR-26, revisinfl 
environ Tech Specs to delete specific dallg imp ingement 
limits Si substitute NY State limits 

SCHWENCER.A Operating Reactors Dranch 1 79/01/02 6pp 


7901120230 DOCKET 50-247 Indian Point Station, Unit 2 
EIA for Indian Point Unit 1,2, l, 3 Tech Spec changes 
Concludes that proposed amend uill not be inimical to common 
security or public health t< safety 
♦ Operating Reactors Dranch 1 79/01/02 3pp, 


7901120241 DOCKET 50-247 Indian Point Station, Unit 2 

Notice of issuance of Amends 20,44 ti 20 to Licenses DPfi-5, 
DPR— 26 8i 0PR-64r r esp ec t i ve 1 y 

SCHWENCER, A Operating Reactors Dranch 1 79/01/02 3pp 


7901120250 DOCKET 50-247 Indian Point Station, Unit 2 

EIA concluding that Verplanck uell sample location may be 
replaced by Neui York City aqueduct tap yater sample location 
in environ Tech Specs 

e Office of Nuclear Reactor Regulation 79/01/02 4pp 


7901120256 DOCKET 50-247 Indian Point Station, Unit 2 
Notice of issuance of Amend 21 to Provisional Operating 
License DPR-5, Amend 45 to License DPR-26, Amend 21 to License 
DPR-64 j tt negative declaration 

SCHHENCERiA Operating Reactors Dranch 1 79/01/02 3pp 


7901150025 DOCKET 50-247 Indian Point Station, Unit 2 

Amend 20 to License DPR-64 revising Environ Tech Specs to 
delete specific dally Impingement limits !< substitute 
NY limits 

8CHMENCER, A Operating Reactors Branch 1 79/01/02 6pp 


7901150030 DOCKET 50-247 Indian Point Station, Unit 2 

CIS concluding that elimination of explicit 401 Certificate 
Impingement levels t< action requirements is acceptable 
« Office of Nuclear Reactor Regulation 79/01/02 3pp 


7901150044 DOCKET 50-247 Indian Point Station, Unit 2 

Notice of issuance of Amend 20 to License DPR-5, Amend 44 to 
License DPR-64r Amend 20 to License DPR-64 negative 
dec lara ti on 

SCHWENCER, A Operating Reactors Branch 1 79/01/02 3pp 


7901150096 DOCKET 50-247 Indian Point Station, Unit 2 
Foryai'ds info re effluent release points ti release 
frequencies Info submitted as an addendum to 10CFR50 App 1 
compliance evaluation submitted by 770314 Itr 

CAHILL. W J Consolidated Edison Co of Ney York 79/01/05 3pp 


7901160183 DOCKFT 50-247 Indian Point Station. Unit 2 

Forwards Amend 21 to License DPR-S li Amend 45 to License 
DPR-26iEIA h notice of Issuance/negative declaration 
SCHWENCER. A Operating Reactors Dranch 1 79/01/02 2pp 


7901160186 DOCKET 50-2<17 Indian Point Station. Unit 2 
Amend 21 to License DPR-S S< Amend 45 to License DPR-26 
revising environ Tech Specs re sampling stations for 
drinking mater L revising submission time for radiological 
rapt 

SCHWENCERiA Operating Reactors Branch I 79/01/02 llpp 


7901040309 DOCKET 50-247 Indian Point Station. Unit 2 

Aek receipt of 770519 Hr proposing installation of 3 alarms 
In the alarm ti control circuitry of diesel generators 
Concludes submittal is acceptable 

aCHWCNCER.A Operating Reactors Branch 1 78/12/21 2pp 


7901000192 DOCKET 50-247 Indian Point Station. Unit 3 
Analysis of Emergency Core Cooling Sys in accordance w/ 
acceptance criteria of IOCFR50 46 b App K of 10CFR50 
describing major reactor coolant sys pipe ruptures analyied 
on Westlnghousa ECCB evaluation model 

• Consolidated Edison Co of New York 76/12/31 Blpp 


790125022S DOCKET 50-247 Indian Point Station. Unit 2 
Notification of 790122-24 meeting in Ban Jose. CA ui/ 
representatives of Mark I ouiners group to discuss Mark I 
long term program load definition rept b related issues W/ 
end agenda 

GRIMES, C I Plant Systems Dranch 79/01/08 4pp 


7901110037 DOCKET 50-247 Indian Point Station, Unit 2 
In response to NRC 7B1126 Itr, forwards comments re 
containment purging during normal plant operation b safety 
actuation electrical circuitry manual override capability 
CAHILL, W J Consolidated Edison Co of New York 79/01/09 4pp 


7901110130 DOCKET 50-247 Indian Point Station. Unit S 

Forwards Amend I to application for amend to License DPR-86 
b “Reactor Vessel Matl Surveillance Program. Analysis of 
Capsule T " 

CAHILL, W J Consolidated Edison Co of New York 79/01/09 Spp 


7901110133 DOCKET 50-247 Indian Point Station. Unit 2 

Amend 1 to application for amend to License DPR-26 modifying 
7B1103 app 1 icatlon. Attachment A re new reactor coolant sys 
heatup b cooldoun curves, b setpoint limit curve for reactor 
thru 5 effective full pouer years 

CAHILL. W J Consolidated Edison Co of New York 79/Oi/OS 49pp 


79011t013a DOCKET 50-247 Indian Point Station. Unit 2 

"Reactor Vessel Material Surveillance Program. Analysis of 
Capsule T" submitted in support of Amend 1 to application 
for amend to License DPR-26 Vessel matl surveillance capsule 
was tested b evaluated 

NDRRI6, E D Consolidated Edison Co of New York 77/06/30 S2pp 


7901160222 DOCKET 50-247 Indian Point Station, Unit 2 

Forwards application for amend to license Certificate of Sve 
end 

CAHILL. W J Consolidated Edison Co of New York 79/Oi/iO 2pp 


7901160224 DOCKET 50-247 Indian Point Station. Unit 2 
Application for amendment to license Requests Tech Specs 
3 7.4 6 b 6 9 2 be mod to establish limiting conditions for 
operation b surveillance requirements for a gas trubine 
generator W/Tech Spec page revisions b safety evaluation 
e Consolidated Edison Co of New York 79/01/10 17pp 


7901030016 DOCKET 50-247 Indian Point Station. Unit 2 
Forwards IE Bulletin 7B-14. “Diterloratlon of Buna-N 
Components in A8C0 Solenoids " 

ORIER.B H Region 1, Philadelphia, Office of the Director 
78/12/19 Ip 


7901020006 DOCKET 50-247 Indian Point Station, Unit 2 
Forwards IE Insp Rept 50-247/78-34 on 701017-20, No 
noncompliance noted 

BRUNNER, E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Dranch 70/11/06. 2pp 


7901020092 DOCKET 50-247 Indian Point Station. Unit 2 
IE Insp Rept 60-247/76-34 on 701017-20 No noneompliance 
noted Major areas inspected* action on previous insp 
f Ind Ings. admin control of safety related caltbr. 
surveillance. etc 

BAUNACK. W H , ZIMMERMAN, R P , KISTER.H B Region 1, 

Philadelphia. Reactor Operations Nuclear Support Branch 7B/li/03 
lOpp 


7901080181 DOCKET 50-247 Indian Point Station, Unit 2 

Forwards application for amend to License DPfi-26i Cer ti f Icate 
of Sve b analysis of Emergency Core Cooling Sys In 
accordance with acceptance criteria of 10CFR80 46 b App K of 
lOCFRSO 

CAHILL, W J Consolidated Edison Co of New York 79/01/05. 3pp 


7901050364 DOCKET 50-247 Indian Point Station, Unit 2 
Forwards IE insp Rept 50-247/70-31 on 780927-1007 No 
noneompliance noted 

BRUNNER. E J Region 1. Philadelphia. Raactor Operations Nuclear 

Support Branch 70/11/16 2pp 


7901000104 DOCKET 50-247 Indian Point Station, Unit 2 

Application for amend to License DPR-26 modifying Tech Specs 
re accumulator water volume b new limit for total nuclear 


peaking factor 

CAHILL. W J, Consolidated Edison Co of New York 


79/01/03 


12pp 


7901050367 DOCKET 50-247 Indian Point Station. Unit 2 

IB Insp Rept 50-247/70-31 on 780927-1007. No noncompl tanea 
noted Major areas inspected operator requal If icatlon 
training. physical prottetion. barriers. saareh. communications, 
malnt of components 

REDELOWSKI.T . KEIMIO.R R Region 1, Philadelphia. Reactor 

Operations Nuclear Support Branch 78/11/15 9pp 


7901080180 DOCKET 30-247 Indian Point Station. Unit 2 

Tech Specs page revisions to License DPH-26 re accumulator 
water volume b new limit for total nuclear peaking factor 
M/encl safety evaluation 

e Consolidated Edison Co of New York 79/01/03 lOpp 


7901190023 DOCKET 50-247 Indian Point Station. Unit S 
Forwards lE Insp Rept 50-247/78-32 on 701015-illl 
No noncompliance noted 

BRUNNER. E J Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch 78/12/13 2pp 
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7901190030 DOCKET 80-2-47 Indian Point Btatian, Unit 2 

IE Jn»p Rapt 50-247/78-32 on 781019-1111 No noncompllancB 
notid Hajor aroa* Inipactid facility toursi phyaical 
protactioni suf-vai llanc B testing- aafaty Injection procedures- 
fire protection responsesi environ eurvelllanee 
REBEi-DWSK I . T > KEIMIO- fi R Region 1- Philadelphia- Reactor 

Operations Nuclear Support Branch 70/12/12 9pp 


7901170106 DOCKET 50-247 Indian Point Station- Unit 2 

Forwards anvlron info per Section 401 Certification for Dec 
1978 fish impingement- chemical d ischarges- water discharge t- 
electrical output 

HDNTI.W A Consolidated Edison Co of New York 79/01/10 16pp 


7901190084 DOCKET 90-247 Indian Point Station- Unit 2 
Forwards daily record of fish collections for Dec 1978 
ui/dally species breakdown t- total weight chart 

CAHILL- U 0 Consolidated Edison Co of New York 79/01/18 4pp 


7901230306 DOCKET 50-247 Indian Point Station- Unit 2 
Forwards monthly operating rept for Dec 1978 

CAHILLi-U J Consolidated Edison Co of New York 79/01/19 Ip 


7901230207 DOCKET 90-247 Indian Point Station- Unit 2 
Monthly operating rept for Dec 1978 

KAUULA- L Consolidated Edison Co of New York 79/01/03 7pp 


79011Q01D9 DOCKET SO-247 Indian Point Statlnn. Unit 2 

LER 7B-033/OIX-I on 781136 blockage discovered in discharge 
line from boron Injection tank Caused by defective wire in 
heat trace circuit to tine 

MAKEPEACE-J M Arkansas Power t> Light Co 79/01/12 ip 


7901320119 DOCKET 50-347 Indian Point Station. Unit 2 
Forwards LER 7B-0l0/0lX-i 

CAHILL.H J Consolidated Edison Co of New York 79/01/12 ip 


7901220128 DOCKET 50-247 Indian Point Station. Unit 2 
LER 78-OlO/OIX-l on 780323 advised by Nestinghouse of 
generic error in ECC8 evaluation model when calculated code 
did not account for Zircaloy/water reaction heating effect 
JACKSON. C N Consolidated Edison Co of New York 79/01/12 2pp 


79012401B7 DOCKET 80-247 Indian Point Station. Unit 2 
Forwards LER 78-037/03L-0 

CAHILL- N J Consolidated Edison Co of New York 79/01/18 Ip 


7901340191 DDCKET 50-347 Indian Point Station. Unit 3 

LER 7S-037/03L-0 on 781219 No 21 diesel generator declared 
Inoperable due to problem tu/assoclated air start motors 
Caused by need for air start motors(2ei00130/l5-ntO be 
cleaned 

MAKEPEACE-J M Consolidated Edison Co of New York 79/01/10 

Jp 


79010B0130 DOCKET 50-347 Indian Point Station. Unit 3 
FoTuardS LER 7B-023/04X-1 

CAHILL. U J Consolidated Edison Co of New York 79/01/03 Ip 


7901000135 DOCKET 50-247 Indian Point Station. Unit 2 

LER 70-O23/O4X-1 on 780810 analysis indicates 10 times the 
norm for Hudson River aquatic vegetation activity Sample 
container split open U caused sample to became contaminated 
before analyits 

MASCtULLI.S Consolidated Edison Co of New York 79/01/02 3pp 


7901850161 DOCKET 50-247 Indian Point Station. Unit S 
Forwards LER 78-033/ 04T-0 

CAHILL.H J Consolidated Edison Co of New York 79/01/11 tp 


7901100247 DOCKET 50-849 Dresden Nuclear Power Station. Unit 3 
Responds to NRC requests for design info related to fire 
protection SER Forwards sprinkler sys drawings prepared by 
Automatic Sprinkler Carp <3 flversiied end in Central 
Files) 

NAUQHTON. U F Commonwealth Edison Co 79/01/04 3pp 


7901110257 DOCKET 60-249 Dresden Nuclear Power Station- Unit 3 
Reply by NRDC t. Citiiens for Better Environ to suppl brief 
of Commonwealth Edison Co Asserts that util errs in claiming 
that only direct persona! case-by-case author! latlon of 
litigation can confar standing Certificate of Svc end 
ROIBMAN.A Z Natural Resources Defense Council 78/12/19 3pp 


7901350167 DOCKET 50-247 Indian Point Station. Unit 2 
LER 70-O3B/O4T-O on 701312 Telodyne Isotopes rept showed 
activity of precipitation sample taken from Eastvleu on 
781031 which ecceeded control station level Caueed by 
tritium releates from nearby mfg facility 

HASCIULLl.S Consolidated Edison Co of New York 79/01/11 3pp 


79011S0276 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Informs NRC of recent US Court of Appeals decision for 
District of Columbia Circuit in "Inti Union.et al vs Natl 
Right to Work Legal Defense Ic Education Foundation. Inc. at al 
F 2d " 

ROIBMAN- A Z Natural Resources Defense Council 78/12/31 ip 


7901120124 DDCKET 50-247 Indian Point Station. Unit 2 
Forwards LER 7e-035/03L-0 

CAHILLjU j Consolidated Edison Co of New York 79/01/04. Ip 

7901120128 DOCKET 50-247 Indian Point Station. Unit 2 
LER 70-O35/O3L-O on 781205 svc water pump 25. model 
350 bW 16F3( wh 1 eh is 1 of 3 pumps supplying essential header, 
became Inoperable Caused by broken shaft, attributed to worn 
bearing s 

MAKEPEACE-J M Consolidated Edison Co of New York 79/01/04 
If 


7901180348 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
State of IL contentions re amends to operating liconso for 
transport of spent fuel between units Contentions assert 
applicant's submittals are insufficient U/affldavit t. 
Certificate of 8vc 

BEKULER-B N . SCOTT- W J Illinois- State of 79/01/03 9pp 


79OII0O3S9 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
NRDC 6 Citiiens for a Better Environ contentions re util's 
license amend re transport of spent fuel between units 
Aseerts proposed action violates NEPA 

ROISMAN- A Z Natural Resources Defense Council 78/13/06 7pp 


7901180167 DOCKET 90-247 Indian Point Station. Unit 2 
Forwards LER 70-036/03 L-0 

CAHILL. W.J Consslldated Edison Co of New York 79/01/12 Ip 


7901100170 DOCKET 50-347 Indian Point Station. Unit 2 

LER 70-O36/O3L-O on 781314 followup nondestructive test of 
fluid cylinder shoued hairline track in No 1 cylinder Tests 
revealed that a variable speed. potl tive displacement. 98 0PM 
Type OX-300 Qulntuplii pump had crack in fluid head 
MAKEPEACE. J. M Coneolldated Edison Co of New York 79/01/12 
‘P 


7901180103 DDCKET 50-247 Indian Point Station. Unit 2 
Forwards LER 70-020/01 X-1. 7e-03l/03X-l 1. 70-O33/O1X-I 
CAHILL. W J Commonwaalth Edison Co 79/01/12 ip 


7901100106 DOCKET 80-247 Indian Point Station. Unit 2 
LER 70— 028/01 X-1 on 780920. leak discovered in elbow 
connection between containment isolation valves in 
recirculation path From reiidual heat removal paths Caused 
by cavitation tt/or impingement erosion 
MAKEPEACEiJ M Commonwealth Edison Co 79/01/12 2pp 


7901,160180 DOCKET 50-247 Indian Point Station. Unit 2 
LER 7fl“031/03X-l on 781032 one Instrument ehennel of 
containment prtsiure eefeguards logic became deenergiied 
when static inverter associated w/channel felled Caused by 
defective etatie Inverter 

MAKEPEACE. J, M Commonwealth Edison Co. 79/01/12 ip 


7901290003 DOCKET 50-249 Dresden Nuclear Power Statlnn. Unit 3 
Applicant's answer fa motion to strike re contentions filed 
by petitioners to intervene NRDC. Citi lent for a Better 
Environ fa State of IL Contentions fail to state claim for 
which relief may be granted W/Cert 1 f ieate of Svc 
BIELAW8K1.A P Commonwealth Edison Co 79/01/12 27pp 


7901310060 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Forwards NRDC fa Citiiens for a Better Environ statement of 
contentions Previously submitted informally to applicant 
fa NRC on 7BI206 to mlnlmiie challenges 

R018MAN.A Z Natural Resources Defense Council 70/12/20 ip 


7901310064 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
NRDC fa Citiiens for a Better Environ statement of 
contentions Asserts action would violate .NEPA. provide 
no adequate analyiis of alternatives fa increase exposure of 
workers to radiation M/Cer ti f icale of Bvc 

ROIBMAN.A Z Natural Resources Defense Council 70/12/28 8pp 


7901100201 DOCKET 50-P49 Dresden Nuclear Power Station. Unit 3 
Forwards revised pages of Topical Rept CE-1-A.fievlslon 6, 

"QA Program " 

TURBAK. M S Commonwealth Edison Co 79/01/02 7pp 


X‘S?no’o*“ con;a;;m.nt 

purging operations fa manual bypass ovarridt circuitry have 
been rev ewed Areas of concern design of safety actuation 
signal circuits fa purge penetration valves 
REED. C Commonwealth Edison Co 79/01/02 9pp 
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7901160062 DOCKET 50-249 Dresden Nuclear Power Btation> Unit 3 
Notification that NEC will extend govt indemnity to spent 
reactor fuel stored at a roaetor site different than the one 
ciihere it was generated 
CHILKiSJ Commission 78/1S/29 9pp 


790J160149 DOCKET 50-249 Dresden Nuclear Power Station< Unit 3 
Forwards Nov 197B Mark I containment program activity review 
Info Provides task-by-task summary 

SOOONiL J General Electric Co iNuclear Energy Products Div 
79/01/09 12pp 


7901170025 DOCKET 50-249 Dresden Nuclear Power Station) Unit 3 
NRC requires recirculation pomp trip Installation for QMRa 
Forwards NUREG~0460 w/RPT design requirements to be 
Implemented as soon as possible Requests schedule for 
implementation 

BENTON) H R Office oF Nuclear Reactor Regulation 79/01/00 9pp 


7901180292 DCICKrT 50-249 Dresden Nuclear Power Station) Unit 3 
Notice of meeting on 790109 ui/BNR licensees lacking 
recirculation pump trip to discuss ATMS rept criteria & 
plans for implementation 

ROONEV. V L Operating Reactors Branch 3 79/01/02 Ip 


7901250174 DOCKET 50-249 Dresden Nuclear Power Station) Unit 3 
Forwards addl info re spent pool modS) per NRC 701100 
request Includes data le eipected occupational esposura 
increases in ladlonucllde concentration dosages (t typical 
loads to be carried near or over spent fuel pool 
JANECEK>R F Commonwaalth Edison Co 79/01/12 SSpp 


7901250229 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Notification of 790122-24 meeting in San Jose, CA w/ 
representatives of Mark I owners group to discuss Mark I 
long term program load definition rept t< related issues U/ 
end agenda 

GRIMES, C I Plant Systems Branch 79/01/08 4pp 


7901290210 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Submits current licensing status list w/changes made since 
701120 submittal 

REED, C Commonwealth Edison Co 79/01/22 9pp 


7901090063 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Grants relief, on an interim basis pending completion of 
review) from certain ASME codes re inservlce Insp program in 
response to 760631 request This does not relieve any Tech 
Spec requirements 

ZIEMANN) D L Operating Reactors Branch 2 78/12/20 3pp 


7901090067 DOCKET 50-249 Dresden Nuclear Power Station# Unit 3 
Federal Register notice granting interim relief from ASME 
Section XI, "Inservlce Insp (Testing) Requirements " 

ZIEMANN, D U Operating Reactors Branch 2 70/12/20 2pp 


7901120010 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Forwards IE Insp fiopts 50-010/70-30,50-237/78-27 t< 

80-249/78-20 on 701002-31 No noncomp Hance noted 

F10RELLI,0 Region 3, Chicago, Reactor Operations Nuclear Support 

Qranch 78/12/01 2pp 


7901180022 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
IE Insp Repts 80-010/78-30.50-237/78-27 (i 30-249/76-28 on 
1002-31 No noncompl ianc B noted Major areas Inspected routine 
plant opera tl ons, ma i nt, s tat ion training ft requalification 
training 

BARKFR, 3 U , KOHLER, U L , KNOP, R C Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 7B/11/2B lOpp 


7901170440 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Aek receipt of Insp Repts 50-10/78-28. 5P-237/78-24 U 
30-249/70-26 on 781201, Cental ns proprietary Info (ref 
10CFR2 790) 

REED, C Commonwealth Edison Co 79/12/18 Ip 


7901190075 DOCKET 50-849 Dresden Nuclear Power Station, Unit 3 
Responds to request for addl info re Inservlce Insp program, 
Comments on cover procedures verifying positions of valves 
and pumps 

JANECEK, R,F Commonwaalth Edison Co 79/01/12 9pp 


7901250002 DOCKET 30-249 Dresden Nuclear Power Station, Unit 3 
Forwards IE Circular 79-02, "Fai lure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER.U 0 Region 3, Chicago, Office of the Director 79/01/16 

app 


7901250380 DOCKET 60-249 Dresden Nuclear Power Station, Unit 3 
Forwards IE Insp Repts BO-O10/7B-31 , 50-237/78-29 8, 

80-249/78-29 on 781118-17,21 i, 22 <i Notice of Violation 

DAVIS, A 0 Region 3, Chicago, Fuel Facility t. Material t Safety 

Branch 79/01/03 2pp 


7901250325 DOCKET 50-249 Dresden Nuclear Power Station* Unit 3 
Notice of Violation from insp on 701119-17,21 t, 22 
• Region 3, Chicago, Fuel Facility t< Materials Safety Branch 
79/12/29 ip 


79D12S0331 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
IE Insp Repts 50-010/76-31,50-237/78-29 fe 50-249/78-29 on 
791115—17,81 t< 22 Noncompliance noted Inadequate control of 
high radiation area access 

OREOER, L R , HIATT, J W Region 3, Chicago, Fuel Facility t, 

Materials Safety Branch 7B/12/89 9pp 


7901310089 DOCKET SO-249 Dresden Nuclear Power Station, Unit 3 
Forwards Insp Rept 50-249/79-38 on 781814,15 l< 18 *, Notice 
of V^iolatlon 

HIND, J A Region 3, Chicago, Safeguards Branch 79/01/82 8pp 


79013i009i DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Notice of Violation from insp on 781214, 15 1< 18 
« Region 3, Chicago, Safeguards Branch 79/01/17 Ip. 


7901310094 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
IE Insp Rept 50-249/78-32 on 791214, 15 4, 19 NoncompHanta 
noted failure to dispatch form NnC-741 on the same day tnatl 
was shipped Details withheld (ref 10CFR2 790). 

FINLEY, A 0 . PATTERSON, J P , HIND. J A Region 3, Chicago, 

Safeguards Branch 79/01/17 Ip 


7901160250 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Forwards monthly operating rept for Doe 1970 
STEPHENSON, B D Commonwealth Edison Co 79/01/1 0 Ip 


7901160252 DOCKET 50-249 Dresden Nuclear Power Btatlon, Unit 3 
Monthly operating rept for Dec 1978 

PHELAN, d F Commonwealth Edison Co 79/01/08 17pp 


7901240330 DOCKET 50-280 Turkey Point Plant. Unit 3 

Notification of unsatisfactory provisions of security plan 
Addl commitments must be incorporated prior to release of 
security plan evaluation rept Enel withheld 
(ref 10CFR8 790) 

3CHWENCER, A Operating Reactors Branch 1 79/01/1* 2pp 


7901300184 DOCKET 50-280 Turkey Point Plant, Unit 3 

Responds to 790110 Itr requesting exemptions from areas of 
physical security plan in which const completion b hardware 
availability will delay implementation past 790223 Request 
dented) licensee may amend security plan 

STELLO, V Division of Operating Reactors 79/01/23 3pp 


7901190125 DOCKET 50-250 Turkey Point Plant, Unit 3 

Forwards eerlPied copies of Endorsement 22 to policy MF-SB, 
giving advance premium of •61,200 For policy year 1979 
FIEDLER, J Marsh I, McLennan, Inc 79/01/15 2pp 


7901190135 DOCKET 50-250 Turkey Point Plant, Unit 3 

Forwards certified copies of Endorsement 30 to policy HF-5S, 
showing 1979 advance premium 

FIEDLER, J Harsh b McLennan, Inc 79/01/15 2pp 


7901220051 DOCKET 50-250 Turkey Point Plant, Unit 3 

Forwards Endorsement 45 to Policy NF-IBS for 197? advance 
premium of *400, 190 63 

FIEDLER, J Marsh b McLennan, Inc 79/01/17 2pp. 


7901220052 DOCKET 60-850 Turkey Point Plant, Unit 3 

Forwards Endorsement 28 to Policy NF-227 Per advance premium 
of tElC.BaO 

FIEDLER, d Marsh b McLennan, Inc 79/01/17 8pp 


7901220076 DOCKET 50-250 Turkey Point Plant, Unit 3 

Forwards Endorsement 2 to Policy Oinder ED-2S For advance 
premium of •4,650. 

FIELDER, d Marsh b McLennan, Inc 79/01/17 3pp 


7901020065 DOCKET 50-250 Turkey Point Plant, Unit 3 

Request for addl Info re 770920 "Steam Generator Repair 
Rept" including description of onsite storage Facility for 
replaced steam generator lower aseemblies, b proposed 
surveillance requirements for steam generator 
aCKWENCER.A Operating Reactors Branch 1 78/12/18. Spp 


7901090237 DOCKET 50-850 Turkey Point Plant, Unit 3 
Responds to NRC 781129 Itr Containment purging during 
operation is under study b NRC will be notified of progreee 
by 790201 Safety actuation signal circuits u/manual ovarrida 
faaturt were reviewed Administrative control is adequate 
UHRIO.R E Florida Power b Light Co 79/01/05 Ip 


docketed items 
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>901170435 DOCKET 50-250 TuPkty Po»nt Plant. Unit ^ 

Baqo.ita «<IJ1 Info f. -Contalia.m 

8V» Fifth Y»ar 3uipveill*f>tr B*pt». tubmittad In 61 

aCHWENCEH.A OpBPatms RfoctoM Bnanth 1 79/01/09 3pp 


7901100093 DOCKET 50-350 Tgrkev Point Plant. Unit 3 

Respond* to NBC 701123 Up re violations noted m IE Intp 
Beptf 30'230/7B-D6 It 50-?5l/7a-2& Corrective actions doors 
closed l< locked if necessarq 8. high radiation sign suspended 
from dopruiag 

UHPIO.B t Florida PoUtet 8i Light Co 76/13/19 7pp 


7901BB0273 DOCKET 50-230 Tortei» Point PI®"*' ® 

Suienafv o# 781819 ».etli<9 to dlscoj* WC " lor 

generator replacement ppogram additional inf r 4 

to lisuantt of EIA „ ^ t 79/01/09 4pp 

OROTENKUID.H Operating Reactor* Dranth I /O 


7901180058 DOCKET 50-290 TurkoV Point Plant. Unit 3 

Foruards Insp Repts 90-290/79-26 8. 50-331/78-2* on 781030- 
U03 8t Notice of Violation 

O'REll-LY. J P flegiDn 2. Atlanta. Office oP the Director 
76/11/22 2pp 


7901190117 DOCKET 30-230 Tories Point awendwent 

Fopuird* *44010 in connection u/requett for licen 

UHRIO.R E Florida Powfr 8< Lljht Co 79/01/11 2pp 


7901180063 DOCKET 30-230 Turleg Point Plant, Unit 3 
Notice of Violation from Insp on 781030-1103 

• Region 2. Atlanta, Office of the Director 78/11/21 2pp 




79O11QOO70 DOCKET 50-230 TOTkey Point Plant, Unit 3 

IE Insp Reft* 50-2S0/7B-26 t. SO-231/78-26 on 781030-1103 
No nc oPip 1 lance noted improper contaminated mat! storage, 
refuse in containment, improper posting 8< locks on radiation 
area 

ZAVADQSKI.R U , QIDSON. A F Region 2. Atlanta, Fuel Facility 8,. 

Netoriala Safety Branch 79/11/21 JOpp 


790129019B DOCKET 30-250 Turkey Point Plant. ^ 

“DYfJODE-P Version 8 A Nuclear Bteam .. 

Bloulator for Pr.siurli.d Water 

Describes PORTRAN-IV program simulating "333 of PHH 

including component “SjoJ/Iv 16BPP 

e Florida power «• Light Ca NAl-76 67 /e/os/iv fp 


790H70434 DOCKET 50-250 Turkey Point Plant, Unit 3 

Act receipt of 7B1P27 1 tr informing NBC of stops taken to 
correct deviations noted In Insp Repts 30-230/78-27 tt 
30-231/78-27 

LONO.F J Region 2. Atlanta. Reactor Operations Nuclear Cuppor* 

Drench 79/01/06 Ip 


7901310078 docket 30-250 Turkey Point ^ , .. 

Notification of registration as 

Vandsnborgh.CSNl-BC-49-280,CSNI-LU-28-4 h eSN At 33 90 

UHRIO^R E Florida Powar tlfiht Co 79/01/19 Ip 


7901300026 DOCKET 80-280 Turkey Point Plant, ® 

Explains applicability of iOCFR170 32 Footnote 2a* 
juUlflcstlon tor a Class 11 fee of *t?00 Requests 
remittance of applicable fee 7,9/01/93 

MILLER, W 0 License Fee Managament Branch 79/Oi/dJ 


2Pf 


7901300133 DOCKET 50-280 Turkey Point Plant* 

Forwards "ateam Oanerator 

UHRIO.R E Florida Power *< Light Co. 79/01/26 2pp 


7901300137 DOCKET 30-230 Turkey Point P*'"*' “"‘J. ® ..fc.,,,/ 

"Steam flenerator Repair Rept. Revision 6. ” Ptovldei detailed 
descrlgtion of onsite storage facility for replaced steam 

generator lower assemblies . 

* Florldii & Li9ht Co 79/01/2& i5pp 


7901180309 POCKET 30-250 Turkey Point f „„ 

Forwards IB Insp Repts 90-256/76-28 h 30-251/78 28 Mo 

LONofF'^y*'''^* Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 76/12/12 2pp 


7901180313 DOCKET 80-250 Turkey Point Plant, Unit 3 

IE icise Repts 30-250/7B-BB t< 90-291/76-28 No noncompUance 
noted Mejnr areas inspec tsd. rasults of *t«Ttup tests re 
refuel of Unit 4 for Cycle 5 oparationj independsnt rtvleu of 
activities affecting quality of reactor tnglneerlng dept 
VOOT-LOWELL, R J. MARTIMjR D Region 2, Atlanta, Reactor 

Operations Nuclear aopport Branch 76/12/11 ^PP 


7901310129 DOCKET 30-280 Turkey Point Plant, Unit 3 

Forwards Insp Repts 80-230/76-30 It 30-281/76-30 on 761205-07 
ft Notice of Violation 

LONOi F. U Region 2, Atlanta, Itoactor Operations Nuclear Support 

Sranch. 78/12/13. 2pp 


7901310130 DOCKET 50-230 Turkey Point Plant, Unit 3 
Notice of Violation from insp on 781205-07 

* Region 2, Atlanta, Reattor Operations Nuclaar Support Branch 
79/12/15 Ip. 


7901310132 DOCKET 50-230 Turkey Point Plunt, Unit 3 

IE Insp Septs 80-230/78-30 fc 50-231/79-30 on 701203-07 
Honcompl lance noted failure to follow procedures for llnaup 
of boric acid recircutetion syi 

VEflDERYiEH.j LEUIS.R.C Region 2, Atlanta, Reactor Operations 

Nuclaar Support Brancli. 78/12/13. 6PP 


7901180040 OPCHET 90-290 Turkey Ppint Plant, Unit 3 

Acfc receipt af 791219 Itr Informing NflC of steps taken to 
correct vtoletion* noted in IE Insp Repts 50-230/76-26 ii 
SQ-aM/TB-afe 

aUTHERLAND, 0. T. , , Region 2. Atlanta. Futl Facility «. Material* 

Safety Branch. 79/01/05 Ip. 


7901170436 DOCKET 30-250 Turkey Point Plant, Unit 3 

Respnnds tp NRC 781201 Itr re deviations noted in Insp Repts 
50-230/76-27 t, 90-251/70-27 Corrective actions established 
new cleaning 6 housekeeping surveillance procedures 
UHRIO.R E Florida Power t< Light Co 78/12/27 4pp 


7901170439 DOCKET 30-250 Turkey Point Plant, Unit 3 

Forwards IE Ihsp Repts 50-230/70-27 on 701106-09 t, Notice of 
Violation 

LONO.F V Region 2, Atlanta, Reector Operations Nuclear Bupp 0r 

Branch 78/12/01 2pp 

7901170441 DOCKET 30-250 Turkey Point Plant, Unit 3 
Notice of violation from insp on 781106-09 

» Region 2, Atlanta, Reactor Opopation* Nuclear Support Qranch 
70/11/30 Ip 


7901170444 DOCKET 50-850 P ’ ^ 

IE Into Ropt 30-280//0-37 «< 50-231/78-27 on 781 106 09 

ossis.!:r.'“ 

Oporotlon* NucUar Support Branch 79/11/30 9pF 
KHRlSTE*'*nor«I Power h Light Co 79/01/10 Ip 

rs; "5 , ‘-7.?;;.": :!-v=i 3.... 

KLLvfS"” " R-alon a. 'Atlanta. Office of the Director 
79/01/16 2pp. 

sacurlty plan eveluotlon rapt End withheld 
rTClOTOie, DOCHEI 00-291 .tSl'i'i.ttSin'i'lJoJ. •.••• »' 

'r- “ .€1' 

avSuabnity wUV 4»l»1 iwpl*»ent*t‘ori past /vu^ru n. i 

denladi Jlcenkee may emend , 79/01/23 OpP 

QT£Ll.Of ^ Operating R^actora 


901190125 DOCKET 30-231 ye^Jallcy MP-e9. 

Forward* ten f 1.4 “LfaSS JorJollcy year 1^79 

giving advance prejilym of ♦fcl.aoo for poi y 
FIEDLER, if Marsh l< NcLennan, Inc 79/01/ 5 p 

■901190135 DOCKET /"Tkev Point PI ant|^ MdU 4 

Forwards certified coplsa of Endoreement jh m P 
shewing 1979 advance premium „/oi/19 'Spp 

FIEDLER. J Marsh fc MeUennon, Inc. 79/01/13 -iPf 
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790JS20051 DDCKUT 50-251 Turkey Point Plant> Unit A 

Foruards Endorsefrent 45 to Policy (JF-i05 for 1979 advance 
premium of *400. 190 

FIEOLEn> J Marsh *< Mct-ennani Inc 79/01/17 2pp 


79012S0052 nOCKlTT 50-251 Turkey Point Plant, Unit 4 

Foruarde Endorsement 2S to Policy NF-227 for advance premium 
of C210, BOO 

FIEOLEP.J Harsh t, McLennan, Inc 79/01/17 2pp 


79012200BO DQfUFT 50-251 Turkey Point Plant, Unit 4 

raruiards Endorsement 2 to Policy Binder E0-2f> Issued by 
American Nuclear Insurers for 1979 advance premiums of 
«4, 650 

FIELDER, J Marsh ii McLennan, Inc 79/01/17 3pp 


7901020055 DOrKhT 50-201 Turkey Point Plant, Unit 4 

Roiiuest for oddl info re 770920 "Steam Oenerator Repair 
Kept” Including description of oneitc storage facility for 
replaced steam generator louiei assemblies, !< proposed 
surveillance requirements for steam generator 
aCIIMENCEn,A Operating Reactors Branch 1 70/12/15 5pp 


7901090237 l)0< KLT 50-251 Turkey Point Plant, Unit 4 
Responds to NRC 7Q1 129 Itr Containment purging during 
operation is under study 8, NRC will be notified of progress 
by 790201 Safety actuation signal circuits u/manual override 
featui e uere levieuied Administrative control is adequate 
UHRIO.R E Floi Idh Pouier !< Light Co 79/01/05 Ip 


790U70435 DOCKET 50-251 Turkey Point Plant, Unit 4 

llequests addi info re "Containment Structure Post-Tensioning 
8ys Fifth Veer Surveillance Repts, " submitted in 781010 tt 
701016 Itrs 

BCHMENCER, A Opoiating Reactors Branch 1 79/01/09 3pp 


7901190117 DOCKET 50-251 Turkey Point Plant, Unit 4 

Foriuards $4400 in connection ui/roqucsl for license amendment 
dtd 781322 

UMRIO,R E Florida Peuor t. Light Co 79/01/11 2pp 


7901220272 DOCKET 50-251 Turkey Point Plant, Unit 4 

Summary of 701210 meeting to discuss NRC revieu of steam 
generator leplacement program additional Info required prior 
to issuance of EIA 

ORDTCNHUISpH Operating Reactors Branch 1 79/01/09 4pp 


7901290193 DOCKET 50-251 Turkey Point Plant, Unit 4 

Forwards user manual for "DYNODE-P Version 2» A Nuclear Steam 
Supply Sys Transient Simulator for PWR's" dtd 780419 
<NAl-/6-67 Revision 5) Requests code approval for license 
application Forwards $13,100 check for Class I t< IV fees 
UHRIO.R t florlda Power & Light Co 79/01/19 Ip 


7901290I9Q DOCKET 50-251 Turkey Point Plant. Unit 4 

"OVNODE-P Version 2 A Nuclear Steam Supply Bys Transient 
Simulator for Prossurlied Water Reaetors-User Manual " 
Describes EORTRAN-IV program simulating NB9S of PWR, 
Including component simulation 8t geometry options 
« Florida Power t< Light Co NAI-76-67 78/04/19 lASpp 


7901300026 DOCKET 60-251 Turkey Point Plant. Unit 4 
Esplaln# applicability of 10CFR170, 22 Footnote 2 as 
justification for a Class 11 fee of $1200 Requests 
remittance of applicable fee 

HILLER, W 0 License Fee Management Branch 79/01/23 2pp. 


7901310070 DOCKET 50-251 Turkey Point Plant, Unit 4 

Notification of registration as uqer of Models PD-l.Atcor 
Vandenburgh,CSNI-BC~4a-220, C6NI-LL-2e-4 t> CSNI-AL-33-90 
UHRIO.R e Florida Power 1< Light Co 79/01/19 Ip 


7901300133 DDCKFT 50-251 Turkey Point F’lant, Unit 4 
Forwards "Bleam Oenerator Repair Rept, Revision 6 " 
UHRIO.R e Florlda Power 8< Light Co 79/01/26 2pp 


7901300137 DOCKET 50-251 Turkey Point Plant. Unit 4 

"Steam Oenerator Repair Rept, Revision 6 " Provides detailed 
description of onsite storage facility for repleced steam 
generator lower assemblies 

e Florida Power t< Light Co 79/01/26 ISpp 


7901170434 DOCKET 50-261 Turkey Point Plant, Unit 4 

Ack receipt of 781S27 Itr Informing NRC of steps taken to 
correct deviations noted In Insp Repts 50-250/78-27 fc 
50-251/78-27 

LONOj F 0 Region 2, Atlanta, Reactor Oporations Nuclear Support 

Branch 79/Ol/OB Ip 


7901170430 DOCKET 50-251 Turkey Point Plant, Unit 4 

Responds to NRC 781201 Itr re deviations noted In Insp Repts 
50-250/78-27 «< 50-251/70-27 Corrective actions established 
new cleaning fc housekeeping surveillance procedures 
UHRIO.R E Florida Power 4, Light Co 70/12/27 4pp 


7901170439 DOCKET 50-251 Turkey Point Plant, Unit 4 

Forwards IE Insp Repts 50-250/78-27 on 701106-09 U Notice of 
Violation 

LONO, F J Region 2, Atlanta, Reactor Operations Nucleer Support 

Dranch 70/12/01 2pp 


7901170441 DOCKET 50-251 Turkey Point Plant, Unit 4 
Notice qf Violation from insp on 701106-09 

• Region 2, Atlanta, Reactor Operations Nuclear Support Branch 
70/ 1 1 /30 ip 


7901170444 DOCKET 50-251 Turkey Point Plant. Unit 4 
IE Insp Rept 50-250/78-27 it 50-251/78-27 on 781106-09 
Noncompliance noted inadequate log-keeping procedures, 
failure to implement housekeeping St removal of combustible 
matls program & related surveillance 

VERDERV, E H ■ ELROD, S A , LEWIS, R C Region 3, Atkante, Reactor 

Operations Nuclear Support Branch 78/11/30 9pp 


7901100040 DOCKET 50-251 Turkey Point Plant, Unit 4 

Ack receipt of 701219 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/70-26 tt 
50-251/78-26 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility St Materials 

Safety Dranch 79/01/05 ip 


7901180052 DOCKET 50-251 Turkey Point Plant, Unit 4 

Responds to NRC 781122 Hr re violations noted In IB Insp 
Repts 50—250/78-26 St 50-251/70-26 Corrective actions doors 
closed & locked If necessary S, high radiation sign suspended 
from doorway 

UHRIO.R E Florida Power St Light Co 78/12/19 7pp 


7901180058 DOCKET 50-251 Turkey Point Plant, Unit 4 

Forwards Insp Repts 50-250/70-26 S, 50-251/70-26 on 781030- 
1103 St Notice of Violation 

O'REILLY, U P Region 2, Atlanta, Office of the Director 
70/11/22 2pp 


7901100065 DOCKET 50-251 Turkey Point Plant, Unit 4 
Notice of Violation from insp on 78i030-1103 

« Region 2, Atlanta, Office of the Director 78/11/21 2pp 


7901180078 DOCKET 50-251 Turkey Point Plant. Unit 4 

IE Insp Repts 50-250/70-26 St 50-251/70-26 on 701030-1103 
Noncompliance noted improper conteminated matl storage, 
refuse In containment, Improper posting S< locks on radiation 
area 

ZAVAOOSKI.R W , OIDSON, A F Region 2. Atlanta, Fuel Facility S. 

Materials Safety Dranch 79/11/21 lOpp 


7901100200 DOCKET 50-231 Turkey Point Plant, Unit 4 

Ack receipt of IE Insp Repts 50-250/70-28 S< 50-251/70-20 
No proprietary info 

UHRIO R E Florida Power Si Light Co 79/01/10 ip 


7901100309 DOCKET 50-851 Turkey Point Plant. Unit 4 
Forwards IE Insp Repts 50-850/70-20 S. 50-251/70-20 No 
noncomp 1 iance noted 

LONO.F U Region 2, Atlanta, Reactor Operatlone Nuclear Support 

Dranch 70/12/12 2pp 


7901100313 DOCKET 50-251 Turkey Point Plant, Unit 4 

IE Insp Repts 50-250/70-20 S< 30-251/78-20 No noneompi lance 
noted. Major areas Inspected results of startup tests re 
refuel of Unit 4 for Cycle S operationi independent review of 
activities affecting quality of reactor engineering dept 
VOOT -LOWELL, R J, MARTIN, R D Region 2, Atlanta, Reactor 

Operations Nuclear Support Branch 70/12/11 Spp 


7901220220 DOCKET 50-851 Turkey Point Plant, Unit 4 

Forwards IE Circular 79-08, "Fai lure of 120 Volt Vital AC 
Power Supplies " 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/01/16 2pp 


7901310129 DOCKET 30-251 Turkey Point Plant. Unit 4 

Forwards Insp Repts 50-250/78-30 S, 50-251/78-30 on 78I20S-07 
Si Notice of Violation 

LONO I F J Region 2, Atlanta, Raactor Operations Nuclear Support 

Branch 70/12/15 2pp 


7901310130 DOCKET 50-251 Turkey Point Plant. Unit 4 
Notice of Violation from insp on 781205-07 

o Region 2, Atlanta, Reactor Operations Nuclear Support Branch 
70/12/15 Ip 


7901310132 DOCKET 50-251 Turkey Point Plant, Unit 4 

IE Insp Repts 50-860/78-30 S< 50-251/70-30 on 7B120S-07 
Noncomp 1 iance noted failure to follow procedures for lineup 
of boric odd recirculation sys 

VERDERV. E H , LEWIS, R C Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 70/12/15 6pp 
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7901020024 DOCKET 50~S54 Oual-Ci t i »» Station. Unit I 
Buppl bptaf of Commonwaal th ErfMon Co on author 1 tatlon 
lUBftlon of NflDC t CltUans for * Bfttar Environ 

au«t li» con»uU«i btfor# thty «ra authorln4 to b» 
raprisantaO in procotilinaa Cortificatl of Svc ancl 
BTEPTOE, P UhaJn. Lincoln & Dials 73/^12/15 OPP 


79011102S7 DOCKET 50-aS4 Qjad-CltiOB Station. Unit I 

RaplV by NRDC t< CltlBin* for Brtltr Environ to tvppl 6rl»f 
of ComiBOnuifalth Edison Co A»»rrt» that util »rri In claimlno 
that only direct parsonal ca»a'"l>y^ca*« authorl latlon of 
lltlfitlon can confar standinj Certificata of Svc 
RDIBHAN.A 2 Natural Resource* Defense Council 


78/12719 3pp 


7901150270 DOCKET S0-2S4 Quad-Cities Station. Unit 1 
Inform* NRC of recent US Court of Appeal* decision for 
District of Columbia Circuit In "Inti Unlon.et al vs Matl 
Hipht to Work Legal Defense fc Education Poundati on» Inc. et al 
F 2d " 

ROIBNANiA Z Natural Besoorcet DePinse Council 7B/12/2i Ip 


79011B034B DOCKET 50-254 Quad-Cities Station. Unit 1 

State of IL contention* re emend* to operating license for 
transport of spant fuel between units Contentions assert 
applicant's submlttels are 1 ratuPf i c 1 ent H/affidavit i. 
Certificate of Bvc 

SEKULER.S N. . SCOTT. H J Illinois, State of 79/01/02 9pp 


790118035S DOCKET 50-254 Quad-Cities Etatlon. Unit I 

NRDC I. Cltliini for » Better Environ contentions re util's 
licsnse amend re transport of spant fuel between units 
Asserts propoied action violates NEPA 

RDI5KAN. A Z Natural Rasourca* Defense Council 70/12/06 7pp 


79O1290D0Q DOCKET 50-2S4 Ouad-Citiei Station. Unit 1 

Applicant's answer & notion to strike re contentions filed 
by petitioners to intervene NRDC. Cl tl jens for a Better 
Environ (< State of IL. Contentions fall to etats claim for 
which relief may be granted H/Certlf icate of Bvc 
D1ELAW8KI.AP Coaimonuealth Edison Co 79/01/12 27flp 


7901310060 DOCKET 50-254 Ouad-Cities Station, Unit I 

Forwards NRDC 6 Cltlien* for a Better Environ statement of 
contentions, Previously submitted informally to applicant 
tl NRC on 701206 to minimise challenges 

RDIS>!AN>A Z Natural Resourca* Definse Council, 78/12/28 Ip 


7901310064 DOCKET 50-254 Quad-Cities Btatlon, Unit 1 
NRDC 5 Citliens far s Better Environ stattment of 
contentions Asserts action would violate NEPA. provide 
no adequate analysis of alternatives it increase exposure of 
workers to radiation W/Cert i f i cate of Bvc 

ROISMAN.A Z Natural Resource* Dsf sme Coune 1 1 7B/12/2S epp 


7901100201 DOCKET 50-254 Quad-Cttlei Station. Unit I 

Forwards revised pages of Topical Bept CE-l-A. Revision 6, 
“OA Program " 

TURBAK.H 9 Comnonweelth Edison Co 79/01/02. 7pp 


7901100213 DOCKET 50-254 Quad-Cltle* Station. Unit I 
Responds to 701120 ti 29 NRC Itrs stating that review of 
c ontelnm ent purging up orations li manual bypass override 
circuitry hae been performad. Areas of eontermdsslpn of 
”^•*9 actuitlon signal circuits t. purgs penetration valve* 
REED, C. Commonwealth Edleon Co 79/01/02 9pp 


7901160062 DOCKET 90-254 Ouad-Cities Station, Unit 1 

Notification that NRC lelll estend govt Indsnnitu to ipsnt 
reactor fuel stored at a reactor site different then the one 
where It was generated 
CHILKiS J ConmlsBion 78/13/29. 9pp 


7901150149 DOCKET 50-254 Ouad-CItle* Station, Unit 1 

Forwards Nay 1978 Mark 1 containment projrim activity review 
Info, Provldii task-by-taeV summary, 

SOBONi L J Oanaral Elactric Co .Nuclear Energy Products Dlv 
79/01/09. 12pp 


7901290218 DOCKET 50-294 Quad-Cities Station. Unit 1 

Submits current Licensxrig status list ui/changes made since 
731120 submittal 

REED. C Commonwealth Edison Co 79/01/22 9pp 


7901040102 DOCKET 50-254 Quad-Cities Station, Un 1 1 1 

Forwards Federal Register notice of proposed issuance of 
amend to Facility operating license to allow operation 
during cycle 9 w/fuel type not previously used 
IPPDLITO.T A Operating Reactors Branch 3 70/12/20 5pp 


7901040138 DOCKET 50-254 Quad-Cities Station, Unit I 

floticB of proposed issuance of amend to facility operating 
license to allow nparation during cycle 3 w/fuel type not 
previously used 

s Operating Reactors Dranch 3 78/12/20 3pp 


790H20131 DOCKET 90-254 Quad-Cities Station, Unit 1 
Requests change to Amend 45 of License DPR-29 6 Amend 
44 of DPn-30. Tech Specs App A Amend will correct fire 
protection section to accurately describe present equipment 
install a tion 

REED.C Commonwealth Edison Co 79/01/00 8pp 


7901170331 DQCKET 50-254 Ouad-Cities Station. Unit 1 
Forwards NUREQ-0460 Volume 3, re NRC views on ATMS All 
options considered by NRC require installation of 
recirculation pump trip Sees no reason for delay Requests 
installation schedule within 90 days M/o end 

DENTON. H R Office of Nuclear Reactor Regulation 79/01/03 9pp 


790IB30199 DOCKET 50-254 Quad-Cities Station, Unit 1 
Hotificatlon of 790122-24 meeting in San Jose, C A w/ 
repr iienta t 1 vas of Mark I owners group to discuss Mark I 
long term program load definition rept t< related issues 14/ 
end agenda 

ORIMEO.C I Plant Systems Dranch 79/Ol/OB 4pp 


7901220083 DOCKET 50-254 Quad-Cities Station, Unit i 

Requests emergency Tech Spec change to allow operation in 
de-lnerted mode until sufficient supplies of nitrogen becoma 
available or sys load conditions permit Change needed by 
midnight 790121 

REED, C Commonwealth Edison Co 79/01/13 4pp 


7901240134 DOCKET 50-234 Quad-Cities Station. Unit I 
Informs NItC averaga ralaase rate for radlolodine 6 
radloaetive isatls in particulate form w/half-ltves greater 
than 0 days during calendar quarter from 7810O1-7B1B31, was 
1,6 times Tech Spec design objective Caused by leaking fuel 
KALIVIAHAKISiN Commonwealth Edison Co 79/0i/16 ip, 


79D12S0002 DOCKET 50-254 Quad-dtiss Station, Unit i 

Forwards IC Circular 79-02. "Fai lure of 120 Volk Vital AC 
power Supp lies " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/OI/lA 

epp 


7901180101 DOCKET 50-254 Quad-Cities Station. Unit I 

Respond* to NRC 780920 Itr re violations noted In IE Insp 
Rapt* 50-254/70-22 it 50-265/70-23 Requests that rapt be 
withheld <ref 10CFR2 7901 

REEDtC Commonwealth Edison Co 78/10/06 Ip 


7901040008 DOCKET 50-254 Quad-Cities Station. Unit 1 
Forward* IE Insp Rapt* 50-254/78-87 6 30-265/78-80 on 
7BilOB~D9 Nd none amp 1 i ancB noted 

FtORELUIiO Region 3, Chicago. Reactor Operations Nuclear Qupport 

Branch 78/11/30 2pp 


7901040013 DOCKET 50-254 Quad-Cities Station, Unit 1 

IE Imp Repts 50-254/78-27 I, 30-265/7B-8Q on 781108-09 No 
noncompliance noted Major areas Inspected initial training, 
replacement tr a 1 nlng . retraining of licensed I. nonlicensed 
personnel U raqual i f icatlon training 

URIOHT, C C , LITTLE. 14 8 Region 3, Chicago, Office of the 
Director 78/11/28 3pp 


7901180292 DOCKET 50-254 Quad-CItlee Station. Unit 1 
Notice of milting on 790109 u/BWR ijcenieit lacking 
recirculation pump trip to discuss ATWB ript criteria ti 
plint for .ijnplBffitntiftUQn. 

ROONEY. V L. Operating ^Raackors Branch 3 79/01/02 ip. 


7901040203 DOCKET 50-254 Quad-Cltle* Station. Unit 1 

Responds to NRC 781121 ItT re violation* noted in Insp Rept* 
50-234/78-23 4 50-263/78-24 on 7B 1 008-06 ti l3 Corrective 
action* pTOcadures changed to indicate frequency of lelsmtc 
reorder check* ti location of first aid kit* 

REED.C Cammonuealth Edison Co 7B/12/07 3pp 


7901930246 DOCKET 50-834 Quad-Cities Statlan, Unit 1 

*0 License DPR-19 tp support cor* 
Reload I Primary raferanea for; reload i» bated on OE gener 

•ffetts 

result In lmprev*d , margin of safety 

REEDiC. CBsMianwaplth Edison Co 79/Ol/lS 36pp 


7901040009 DOCKET 50-254 Quad-Cttis* Station, Unit I 
Forwards IE Insp Repts S0-254/7B-23 L 50-865/78-84 on 
781002-06 t. 13 «< Notice of Violation. 

DAVIS, A B Region 3. Chicago. Fuel Facility li Matartal* Saf'S’t^ 

Drench 78/11/81 2pp 
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790l0‘»0015 docket 90-29<» QuaiJ-CjtiBa Station* Unit 1 
Notice o( Violation froit insp on 78)002-06 it 13 

* Region 3* Chicago* Fuel Facility 8< Materials Safety Branch 

7a/ii*'i6 Ip 


7901040021 DOCKET 90-394 Quad-Cities Station* Unit 1 

IE Insp Rapts 50-254/70-23 1< 50-263/78-24 on 781002-06 «< 13 
Noncompl iance noted failure to adhere to pmergency plan 
Implementing procedures 

4XELB0N*U L . EBSIO. T H Region 3. Chicago, Fuel Facility (, 

Materials Safety Branch 70/11/16 6pp 


7901250123 DDCtiFT 50-254 Quad-Cities Station* Unit 1 
Foruards IE Insp Repts 50-294/78-26 Si 90-269/70-27 on 
701012-13,26-27 & llOB-09 No non c amp 1 1 anc e noted 

FIORELLIiG Region 3. Chicago* Reactor Dperoliona Nuclear Support 

Branch 70/12/22 2pp 


7901020106 DOCKET SO-255 Palisades Nuclear Plant 
Forwards Natl Pollution Discharge Ellml nation Sys 
n one onpl lance notification 

HOFFMAN* D P Consumers Poiuer Co 70/12/28 Ip 


7901020108 DOCKET 30-259 Palisades Nuclear Plant 

Foruards National Pollution Discharge Elimination Sys 
noncompliance notification incident PAL-7a-l 1-NC29 
•HITTLE, P C Consumers Power Co 78/12/11 Ip 


7901030068 DOCKET 90-299 Palisades Nuclear Plant 

In response to NRC 781129 Itr, advises that Cansumors Power 
Co will llritt containment purging to 90 h/yr Info re ability 
of containment Isolation valves to close will be provided by 
790301 

HOFFMAN*!} P Consumers Power Co 78/12/20 ip 


7901290127 DOCKET 90-254 Quad-Cities Station, Unit I 

IE Insp Repts 50-254/78-26 6 50-265/70-27 on 781012-13*26-27 
A 1108-09 No nontomp 1 lance noted Major areas inspected 
design changes mods* review of plant operations* LER 
followup on noncompliance S< prevlnusly unresolved items 
CHRISBOTIMAS, N . JACKIW. 1 N , KNDP , R C Region 3* Chicago, 
Office of the Director 78/12/22 6pp 


7901250001 DOCKET 50-294 Quad-Cities Station. Unit 1 

Aci receipt of 701207 Itr informing NRC of steps taken to 
correct vloletion noted In 78i 121 Itr 

DAVIS, A D Region 3* Chicago* Fuel Facility it Materials Safety 

Branch 79/01/15 ip 


7901230202 DOCKET 50-294 Quad-Cities Station, Unit 1 
Monthly operating rept for Dec 1978 
HANNUM, D Commonwealth Edison Co 78/12/31 2Spp 


7901000377 DOCKET 90-299 Palisades Nuclear Plant 

Forwards pages 6-1 & 6-la of Spec 6 3 incorporated in Tech 
Specs by Amend 32*dtd 771128 Pages inadvertently deleted 
from Amend 37* did 780301 Are intended to replace page 6-1 
ZIEMANNi 0 L Operating Reactors Branch 2 78/12/28 4pp 


7901090243 DOCKET 90-295 Palisades Nuclear Plant 

Informs that util has decided to replace steam genorators 
because of corrosion problems Repair program may begin In 
1981 Foriuarda "Palisades Plant Steam Oenerator Repair Rept “ 
Requests review by 790630 

HOFFMAN. D P Consumers Poiuer Co 79/01/03 2pp 


7901090247 DOCKET 50-299 Palisades Nuclear Plant 

"Pelisades Plant Steam Oenerator Repair Rept " Describes 
proposed replacement of steam generators due to corrosion- 
related problems Includes contingency planning for tubing 
repair No date set for repair start 
« Consumers Power Co 79/01/03 2S0p p 


790)040119 DOCKET 50-294 Quad-Cities Station. Unit I 
Forwards LER 7D-031/03L-0 

KALIVIANAH13, N Commonwealth Edison Co 78/12/14 ip 


7901040)24 DOCKET 90-294 Quad-Cities Station. Unit 1 

LER 70-031/031.-0 on 791122 pressure switch 1-9600-PB-3 to 
failed during el ecto-hy drawl Ic control pressure sensor 
functional surveillance due to setpoint drift Switch was 
recal ibr 

aWALES, J Commonwealth Edison Co 78/12/14, 2PP 


7901090244 DOCKET 90-239 Palisades Nuclear Plant 

Items 3 I 7 tc 3 1 21 of Table 3 1 of fire protection safety 
evaluation will not be completed until March 1979 due to 
problems in establishing design requirements li In 
procurement of malls 

HOFFMAN. D P Consumers Power Co 79/01/03 Ip 


7901180180 DOCKET 90-295 Palisades Nuclear Plant 

Foruards statement of internal cash flow as guarantee of 
payment of deferred premiums for 12 months ending 761130 
BORIS, N R Consumers Power Co 79/01/12 2pp 


7901090110 ROCKET 50-255 Palisades Nuclear Plant 

Responds to 701208 Itr w/Revlslon 7 to Topical Rept CPC-l-A* 
"QA Program Manual for Nuclear Power Plants " Concludes rept 

is atcspteble -o.iT.Tn 

HAAB8. W P Quality Assurance Branch 78/12/23 ip 


7901100372 DOCKFT 50-239 Palisades Nuclear Plant 

Forwards verification of plant Info on systematic evaluation 
program Safety Topic V-11 A "Requirements for Isolation of 
High & Low Pressure ays, " 

ZIEMANN.O I Operating Reactors Branch 2 78/12/21 /pp 


7901180126 DOCKET 90-255 Palisadoa Nuclear Plant 

Forwards draft evaluations of 9 systematic evaluation 
program topics Requests confirmation of facts or 
identification of errors Topics Include atmospheric 
transport ti battery capacity tests 

ZIEMANN.O L Operating Reactor# Branch 2 79/01/09 84pp 


7901240032 DOCKET 50-299 Palisades Nuclear Plant 

Requests evaluation of NRC reviews on certain systematic 
evaluation program topics re pipe breaks inside containment, 
Addl info needed from applicant for NRC to perform technical 
Bvaluati on 

ZIEMAMN.D L Operating Reactors Branch 2 79/01/11 3pp 


7901 160147 DOCKET 90-299 Palisades Nuclear Plant 

Ach receipt of Energy Int project scope rept Hill also 
request project scope rept from Dechtel C— E Is consultant 
Const phase is scheduled for 1981 refueling outoge 
HOFFMAN, D P Consumers Power Co. 79/01/12 Ip 


7901160296 DOCKET 90-295 Palisades Nuclear Plant 

Forwards documents updating 781218 submittal requesting Tech 
Spec changes to allow storage of highly enriched fuels in 
new spent fuel storage locations 

HOFFMANi D P Consumers Power Co 79/01/12 llpp 


7901160260 DOCKET 90-239 Palisades Nuclear Plant 

"Palisades New Fuel Storage Arr au-Cr 1 1 1 cal i t y Safety 
Analysts." Describes criticality sefaty analysis of proposed 
reduction in capacity of array, ti demonstrates compllancs w/ 
sugoested llttiHs 

HOFFMAN, D P Consumers Power Co XN-309 79/07/14 26pp 


7901160219 DOCKET 90-293 Pal isarias, Nuc 1 ear Plant 

OA progrom satlstlei crlbaria of lOCFHSO App D 6 therefore 
meets applicable requirements of lOCFR?! App E QA program i« 
designated CPC-l-A 

HOFFMAN. D P Consumers Power Co 79/01/11 Ip 


7901290304 DOCKET 90-253 palisades Nuclear Plant 

Anticipates need for addl info re seismic design bases to 
compere current criteria as part of systematic evaluation 
program Eipects to focus on significance of newer seismic 
design techniques 

STELLQ.V Division of Operating Reactors. 79/01/19, 3pp 


7901180144 POCKET 50-293 Palisades 
Forwards suppl Info for Tech Bpoc 
organization 

HOFFMAN. D P Consomers Power Co 


Nut leap Plant 
change dtd 701227 re plant 

79/01/12 7pp 


7901030220 POCKET 90-295 Palisades Nuclear Pl“nJ 

Forwards proposed change to Tech Specs fc PIBOO amend fee 
Change is administrative Requests Issuance by 79021S 
HOFFMAN. D P Consumers Powsr Co 70/12/27 Opp 


7901040270 DOCKET B0-2S5 Palisades Nuclear Plant 

Confirms reschedule of 7BI220 meeting to 790111 at Jackson* 

MI, to discuss latent insp by performance appraisal team at 
corporate office h nuclear facility ta/to/S 7 

HEpkER.J 0 Region 3, Chicago. Office of the Director 78/12/27 

Ip 


7901230016 DOCKET 30-299 Palisades Nuclear Plant 

Requests fee for 781002 filing re mod to emsrgercy power 
BUS Forwarded info in 781204 Itr on required Class 3 foe but 
have received no response Fee should be forwarded within IS 

miller, M D License Fee Management Branch 79/01/17 Ip- 


7901230241 DOCKET 90-239 palisades Nuclear Plant 

FQTWflnSf paj*! to vlacti^lc^l #quipintrit qua J 4flc-*tSon 

list reflecting conclusion that qualification requirements 
of Viking connectors need not be more stringent than those 
for Amphenol connectors 

HOFFMAN, D P Consumers Power Co 79/01/19 9pp 
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770124085^ DOCKET S0~259 Palija<tis Nuclear Plant 

AeI rrtelpt of 770103 Jtr I copy of "PaUsadis Plant Steam 
Oeneratar Repair Rept* uhlch ts claislfleil as application 
for llcenee amend Rei^uests Clast IV fee peymsni 
MILDER. H 0 Office of Administration 79/01/17 Ip 


7701290I&3 DOCKET 50>2S9 Palisades Nuclear Plant 

All requirements of Tech Spec 4 11 6 (eicept 4 11 &b ) ul 1 1 
be met by 77033tiWhen these particular netaorological t. 
drift studies urill terminate Pindlng* will be included 
w/1779 annual nonrad iolop 1 cal environ monitoring rept 
HOFFMAN. 0 P Consumers Power Co 77/01/22 Ip 


770130001a DUCKET SO-239 Palisades Nuclear Plant 

Bgstematic evaluation propram topic VIlI-.-S A forwarded by 
770107 1 tr was for the wrung unit Add i tional ly. Topic VII-3 
had B typographical error on page 19 Forwards corrections 
llEMANN.O L Operating Reactors Branch 2 77/01/22 9pp 


7701270293 DOCKET 90-29S Palisades Nuclear Plant 

Responds to NRC 7B1026 request for addl Info re automatic 
ECC8 realignment % isolation of reactor protection sys Spom 
non-saPety sys Due to prohlemg w/liiterpretatlon of tern 
“Isolation'’ recommends meating be scheduled to resolve item 
HOFFMAN. D P Consumers Power Co 77/01/29 2PF. 


7701310029 DOCKET 90-255 Palisades Nuclear Plant 

Forwards revised tables re systematic, evaluation program 
Topic V-11 A originally submitted 791221, Water clean-up sys 
valves item revised to reflect correct high-pressure to low- 
pressure interfaces 

BIXEL.D A Consumers Power Co 77/01/26 6pp 


790129002? DOCKET 90-295 Pall fades Nuclear Plant 

Forwards IE Circular 77-02. "Failure of 120 Volt Vital AC 
Power 6upp lies ’’ 

KEPPUER.O 0 Region 3i Chicago. Office of the Director 77/01/16 

Bpp 


7701120002 DOCKET 50-295 Palisades Nuclear Plant 

Forwards IE Imp Rept 50-299/7B-S9 Oh 781016-20 h Notice of 
Violat Ion 

FIDRELLItS Region 3. Chicago. Reactor Operations Nuclear Suppoi t 

Branch. 7s/ 12/01 2pp 


7701260103 DOCKET 50-255 PalUados Nuclear Plant 

IE Insp Rept 50-259/70-87 on 701117 No hone otnp 1 lance noted 
Major areas inspected sp ac lal. announced meeting held to 
discuss mgt insp to be conducted by members of special NRC 
inip team beginning 7B11S7 

HARNICK. R F , FOSTER. L E . KEPPLER.J 0 Region 3. Chicago. 
Office of the Director 7B/12/10 8pp 


7701 1 00284 DOCKET 50-555 Palisades Nuclear Plant 

Responds to NRC I tr re violations noted in IE Insp Rept 
90-239/70-25 Corrective actions personnel instructed not to 
blocV safety Injection actuation signal h dopartmentel 
procedures revised ta address issue of technical audits 
HOFFMAN, D P Consumers Power Co 76/12/27 4pp 


7701160031 DOCKET 50-299 Palisades Nuclear Plant 

Ack receipt of 701EO0 1 tr Informing NRC of steps taken to 

correct noncampl iane e identified In NRC 701119 itr 

Corrective action will be ejamined during future insp 

OAVIS.A B Region 3, Chicago. Fuel Facility h Materials Safetu 

Branch 77/01/08 ip ^ 


7701H60247 DOCKET 50-259 Palisades Nuclear Plant 

Ack lacelpt of 701319 Itr informing NRC of steps taken to 
correct violation rioted Iti IE Insp Rept 30-255/78-26 
FIDRELLI.O Region 3. Chicago. Reactor Operations Nuclear Suseorl 

Bronch 77/01 /IB |p 


7701020113 docket 50-259 Palisades Nuclear Plant 
Nail Pollution Discharge Elimination Sys possible 
noncompljance no 1 1 f lea tloii PA1_-7B~1 1-NC2S Neu trail j er tank 
releaso for Nov 1770 ill days) resulted in dally average of 
39 2mg/l TBS 

FOBESi R L consumers Power Co 79/12/11 Ip 


7701160264 DOCKET SO-255 Palisades Nuclear Plant 
Forwards monthly operating rept for Doc 1770 
ADAMS, W H Consumors Power Co 77/01/07 Ip 


7701160265 DOCKET 30-253 Palisades Nuclear Plant 
Monthly operating rept for Dec 1978 
DOLLNOW. D t Consumars Power Co 77/01/05 dpp 


7701120003 DOCKET 90-295 Palisade* Nuclsar Plant 
Notice of Violation from insp on 701016-20 

e Region 3. Chitago. Reactor Operations Nuclear Support Branch 
7B/11>29 2pp. 


7701120007 DOCKET 9(5-255 Pallsede* Nuclear Plant 

IE Insp Rept B0-89S/7fl-28 on 7B1016-20 NoncompUance noted 
failure to Implement procedure, perform aurvelUance 6 
technical audit, & improper ImplemsritatlDn of BA procurement 
r eaulremohfes 

hunter. D R . JOBOENSEN. D. L . MARNICK, R F Region 3. Chicago, 
Office of the Director 7B/11/87. Upp. 


7901050351 DOCKET 30-299 Palisades Nuclear Plant 

Responds to NRC 7B0421 Itr re violations noted In Insp Rept 
90-295/78-21 Corrective actlnni' overeeposed employee removed 
from work in radiation areas, h limited radiation eccess 
author! iatlon developed 

HOFFMAN, D P Consumers Power Co. 7B/12/O0 3pp 


T 90-299 Palisades Muclaar Plant 
tp Rept 90-299/70-27 on 781114-17 No 
(oted 

Region 3, Chitago, Reactor Operations Nuclear Support 
■•op. 


r Plant 

No noncompl lance 
tlohi, fact 1 1 ty 
g insp items 
F. Region 3, Chicago. 


7701170028 DOCKET 90-299 Palisades Nuclear Plant 

Reapondi to daflclency notid in IE Insp Rapt 90-299/78-26 
Corrective ac tions; audit h review of employee training 
records 

HOFFMAH, D P. Consumers Power Co 78/12/17 3pp 


7701U601DI POCKET 90-259 Palisades Nuclear Plant 

Forwards IE Imp Rept 30-295/70-87 es a result of 781117 
meeting No noncompltance noted. 

KEPPLERiJ 0. ' Region 3. Chicago, Office of the Director 78/12/20 

SpF 


7701310036 DOCKET 90-239 Palisades Nuclear Plant 

Forwards Revision 1 to Table 3a of "Semiannual Radioactive 
Effluent Release Rept for Jan-Juno 19/8 " 

HOFFMAN, D P Consumers PouiBr Co 79/01/25 2 pp 


7701100174 DOCKET 90-299 Palisades Nuclear Plant 
Forward* LER 7e-013/01X-l 

HOFFMAN, D P Cunsumers Power Co 79/01/03 Ip 


7901100177 DOCKET 50-29!) Palisadse Nuclear Plant 

LER 70-OI3/O1X— 1 on 700421 containment bldg air valve ua» 
opened during hot shutdouin resulting in a breach of 
containment I ntegr 1 ty , c aused by personnel error Notice 
posted t< personnel Instructed re proper procedures 
» Consumers Power Co 77/01/03 Ip 


7701120144 DOCKET 90-235 Palieades Nuclear Plant 
Forwards LER 7a-O4a/0aL-O 

HOFFMAN, 0 P Consumer* Power Co 79/01/08 Ip, 


7701J20147 DOCKET 90-299 Palisades Nuclear Plant 
LEr 78— 042/03L— 0 on 701207 failure to obtain equipment 
outage request review si gnatures, due to porsonnol oversight 
• Consumers Power Co 79/01/00 Ip 


7701180133 DflCKET 50-255 Palisades Nuclear Plant 
Forwards LER 7B-042/03L-1 

HOFPHAMj D P Consumers Power Co 77/01/07 Ip 


770U2015B DOCKET 90-259 Palisades Nuclear Plant 

LER 79-042/03L-1 on 781209 reactor was taken critical after 
repairs to boric acid gravity flaw feed line but prior to 
obtaining Equipment Outage Request (EOR) signatures, To 
prevent recurrence, s tar tup checklist will include EOR 
* Consumers Power Co 77/01/09 Jp 


7701160244 DOCKET 80-253 Palisados Nuclear Plant 
Forwards LFR 78-040/01 X-2 

HOFFMAN, D P Consumers Poiuar Co 79/01/18 Ip, 


7701160249 DOCKET 90-255 Palisades Nuclear Plant 

LER 70— 040/01X— 2 on 701120 during venting of volume control 
tank, leakage from open surge tank lightglass drain valve 
resulted In gaseous release 
» Consumers Power Co 79/01/12 ip 
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7<?0119010'i DOCKET 50-253 Palisades Nuclear Plant 
Forwards LER 7S-0d3/01T-0 

HDFFMAN< D P Cpnsumors Power Co 79/Ol/lt Ip 


7901190110 DOCKfeT 50-S35 Palisades Nuclear Plant 

LER 70-O43/O1T-O on 701231 during control rod drive 
mechanism e j ere 1 s 1 ng ■ rod 29 was driven too Par , r es u 1 1 inq in 
misalignment greater than 0 inches from remaining rods in 
group Caused by diversion of operator's attention 
» Consumers Power Co 79/01/16 Ip 


7901230227 DDutVFT 30-255 Palisades Nuclear Plant 
Forwards CER 78'0'1') /OdU-'O 

KOFFMAN, D P Consumers Power Co 79/01/18 Ip 


7901230228 DOCKET 00-255 Palisades Nuclear Plant 

LGR 7S-044/0aU-0 on 701219 during power ascension following 
plant startup, thermal discharges to lake caused 6 F Increase 
above ambient temp of receiving water Caused by damaged uier 
stop lags 

« Consumers Power Co 79/01/18 Ip 


7901300161 DUCK1-T 50-P55 F’allsadoB Nuclear Plant 
Forwards LEII 77 '064/03X-1 . Revl si on 
HOFFMAN. D P Consumers Puwor Co 79/01/24 Ip 


790130016S DOCKET 50-259 Palisades Nuclear Plant 

LEfl 77-064/l)3X-l on 771201 during normal op ere 1 1 on. HPSl 
pu)np-66D was removed from sve w/o functional test of pump 
pDwci ed from alternato electric bus Caused by administrative 
overs 1 gh t 

* Consumers Power Co 79/01/24 Ip 


7901310090 DQCKr 1 30-235 Palisades Nuclear Plant 
Forwards LER 70'‘O36/O3X-1 

HOFFMAN. D P Consumers Power Co 79/01/25 Ip 


7901310092 DOCKET 30-299 Palisades Nuclear Plant 

UER 70-O36/O3X-1 on 701021 during monthly surveHlanca of 
fire hose s tat i one. hose station 11 was found to hove 50-fDot 
hose instead of roqulrad 74~fQt)t hose Caused by personnel 
error 

» Consumers Powor Co 79/01/25 Ip 


7901160336 DOCKET 50-259 Orowns Ferry Nuclear Power Station. Unit 1 
Discusses NRL rOgulatlDOs re fire protection ti security 
at nuclear power plants In response to 0 Ruiter 701031 Itr 
to Prokmlro level of protection for plants was established 
following ? year period provided for public comments 
OOSSICK. L V Office of the Eiecutlve Director for Operations 
70/12/27 3pp 


7901160340 DOCKET 30-259 Drowns Ferry Nuclear Power 8tatlon. Unit 1 
Forwards. for NRC c On s Id ora 1 1 on. GH Ruiter 781031 Itr re fire 
protoclinn !< security reaulromonls at nuclear power plants 
PROXMIRE.W Senate 70/11/08 Ip 


7901050136 DOCKET 10-259 Drowns Ferry Nuclear Power Station. Unit 1 
Forwards revisions to 701219 physical security plan re 
bullet resistance of control room doors !i address change for 
Power Security Section Revisions withhold Iref 10CFR2 790) 
OIEECLAND. .» C Tennossoo Valley Authority 70/12/29 Ip 


7901190129 DOCKET 50-259 Drowns Ferry Nuclear Power Station. Unit 1 
Forwards notice of appointment of HG Parris as Manager of 
Power All corrospondonco should be addressed to him 
OILLEEAND. J E Tennessee Valley Authority 79/01/13 *P 


7901160149 DOCKET 30-259 Drowns Ferry Nuclear Power Station. Unit 1 
Forwards Nov 1970 Mark I containment program activity review 
info Provides task-by-task summary 

SODDN. L J Oenera) Electric Co .Nuclear Energy Products Dlv 
79/01/09 lapp 


7901260151 docket 50-259 Drowns Ferry Nuclear flower Station. Unit 1 
"Assessment of Water Temp Monitoring at the Browns Ferry 
Nuclear Plant " Describes computational method TVA intends 
to USB to demonstrate compliance w/thermal requirements 
UNGATE. C D Tennessee Valley Authority WM-20-1 -67-101 70/08/31 

SSpp 


7901030253 DOCKET 50-259 Drowns Ferry Nuclear Fewer Station. Unit 1 
Forwards recently issued Amends 46.42. 6 19 to Licenses 
DPR— 33. DPR— 52 S. DPR— 60. SER !< Notice of Issuance 
IPPOLITO. T A Operating Reactors Drench 3 7B/12/0B 2 pp 


7901030237 DOCKET 50-259 Drowns Ferry Nuclear Power Station. Unit 1 
Amends to operating licenses changing Tech Specs to 
establish limiting conditions for operation, survel 1 lance 
requirements for drywell to suppression chamber differential 
pressure control & soppression pool water level 
IPPOLITO, T A Operating Reactors Branch 3 70/12/00 34pp 


7901030260 DOCKET 50-259 Browns Ferry Nuclear Power Station. Unit 1 
SER supporting Amends 46.48. (< 19 to Licenses CPR-33. 0PR-S2. 

U DPn-60 

e Operating Reactors Branch 3 78/12/OB 5pp 


7901030262 DOCKET 50-259 Browns Ferry Nocloar Power Station, Unit I 
Notice of issuance of Amends 46,42 6 19 to Licenses OPn-33, 

DPR-52 ti DPR-6B 

IPPOLITQ. T A Operating Reactors Branch 3 70/12/00 2pp 


7901040073 DOCKFT 50-259 Drowns Ferry Nuclear Power Station. Unit 1 
Informs that TVA is continuing surveillance of reactor 
protection sys power supplies recommended by NRC 760007 Itr 
until solution Is reached 

OILLGLAND.J E Tennessee Valley Authority 70/18/29 tp 


7901IB0247 DOCKET 30-259 Drowns Ferry Nuclear Power Station, Unit 1 
Notice of 790103 meeting w/util re NRC evaluation of 
recirculation pump trip sys it sys electrical design 
CLARK. R J Dporailng Reactors Branch 3 79/01/02 }p 


7901090200 O0CKET 50-259 Drowns Ferry Nuclear Power Station. Unit 1 
Forwards proposed changes to Section 2 t thermal discharge 
limits of Tech Specs App 0 to Licenses DPR-33> DPR-S2 & 

DPR-60 W/encl changes, jus t I ficat Ion 6 "Assqssmont of Uoter 
Temp Monitoring at Drowns Ferry " 

MILLS. L M Tennessee Valley Authority 7^/01/05 Bpp 


7901090203 DOCKET SO-RS? Drowns Ferry Nuclpar Power Station. Unit 1 
“Assessment of Hater Tamp Monitoring at Drowns Ferry " 

Summarizes TVA's experience w/temp standards, describes 
monitoring sys used to obtain data b presents spatial Si 
temporal changes In Wheeler Reservoir 

UNOATE, C 0 Tennosseo Valley Authority HM-28-1-67-101 
78/03/30 49pp 


7901100400 DOCKET 50-239 Browns Ferry Nuclear Power Station. Unit 1 
Responds to concerns of constituent. E Helblg.re nucleer 
plants for eloctrical power Forwards 10CFR73 SS which covers 
required physical protection sys, NUREG 0170 re 
transportation of radioactive matl & NUREO 0332. 

ODSSICK.L V Office of the Executive Director for Operations 
79/01/05 8pp 


7901080174 DOCK! T 10-239 Drowns Fnrry Nuclear Power Station. Unit 1 
Forwards Endorsement 2 to Policy Dinder XD-30. XD-39 I. XB-40 


for TVA policy 

FIELDER. J Marsh b McLennan, Inc 


79/01/02 7pp 


7 = 


7901190100 DQCKFT 50-259 Drowns Ferry Nuclear Power Station, Unit 1 
Forwards certified copies of Endorsement 2 to Dinder EB-3S. 
Endorsement 2 to Dinder 1 :d- 39 b Eiidorsement 2 to ED-40 
FIEDLER, U Marsh b McLennan. lAC 79/01/16 4pp 


7901190110 DOCKET 50-259 Drowns Ferry Nuclear Power Station. Unit 1 
Forwards cerifled copies of Endorsement 45 to policy 
NF~199 for 1979 advance premium of $330,171 25 
FIEDLFR.J Marsh b McLennan, inc 79/01/16 2pp 


7901220071 DOCKET 50-259 Browns Ferry Nuclear Power Station, Unit 1 
Forwards endorsement 30 to Policy MF-66 for 1979 advance 
premium of *90. 170 55 

FIELDER, U Marsh b Mclennan, Inc 79/01/17 Spp 
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7yoiltOl69 DOCKET 50-85"? Qroun* FBrri( Nucltar Pquir Station> O’! it 1 
Suppl ropohs* tp NFIC 7Q1IS3 nquett fpr addl info to 
cotnplett reviou oP r«to«d analgsit for Cgcl* 3 op«ration 
Ratpondt oppclftcalli} to NRC concppns opreitid at 790103 
moating 

OILLELANDj \J E Tenncxsaa Vallag Authority 79/01/09 &pp 


7901100191 DOCKET 50-S39 Dpouns Ferry Nuclear Pouer Station. Unit 1 
FoTuiard* changes to Tech Specs requiring amend to Licenses 
OPR -33. DPR -92 b DPR-68 re standby gas treatment sys testing 
requirements Changes are determined to be Class 2 amend 
OILLELAND. J E Tennessee Valley Authority 79/01/10 ISpp 


7901170165 DOCKET 50-259 Browns Ferry Nuclear Power Station. Unit I 
Act NRC continuing investigation <u/QbU of malnteinlng 130 F 
minimum bolt-up temp for closure flanges t< adjacent head h 
shell matl Mill assist in investigation if needed 
OILLELANO. J E Tennessee Valley Authority 79/01/11 ip 


7901890308 DUCKET 00-259 Qrouns Ferry Nuclear Power Station. Unit 1 
Respondc to 7B090B Itr transmitting reload analysis for 
third fuel cycle incorporating prompt recirculation pump 
trip Into plant design Design unacceptable, schedules 790117 
meeting to resolve concerns 

IPPOLITO. T. A Operating Reactors Branch q 79/01/16 3pp 


7901290259 DOCKET 50-299 Browns Ferry Nuclear Power Station. Unit 1 
Ref NRC 790116 Itr provides add! Info re logic design of 
recirculation pump trip mod requested at 790117 meeting 
Anticipates limited operations after 790130 w/o approval 
OILLELAHD. J E Tennessee Valley Autho.rlty 79/01/23 4pp 


79012^0153 DOCKET 50-259 Browns Ferry Nuclear Pouer Station. Unit 1 
Responds to NRC 781207 Itr re violation noted in IE Tnsp 
Repts 50-259/70-30,50-260/70-33 & 50-296/7B'31 Corrective 
actions trip level setting on main steam line high radiation 
monitors were recallbr, 

OILLELANDi J E Tennessee Valley Authority 79/01/03 3pp 


7901260156 DOCKET 50-299 Brauns Ferry Nucleer Power Station. Unit i 
Forwards IE Insp Repts 90-259/70-30.50-260/78-33 !> 

80-896/78-31 on 781113-17 U Notice of Violation 

SUTHERLAND. J. T Region 2. Atlenta, Fuel Facility ti Materials 

Eafaty Branch 78/12/07. 2pp 


7961260159 DOCKET 50-859 Browns Ferry Nuclear Power Station. Unit 1 
Notice of Violation from Insp on 781113-17 

• Region 2. Atlanta. Fuel Facility it Materials Bafetu Branch 
78/12/07 tp 


7901860166 DOCKET 50-859 Browns Ferry Nuclear Power Station. Unit 1 
IE Insp 8«pt 50-259/70-30.50-260/78-33 «< 50-296/78-31 pn 
791113-17 Noncompl lance noted mein steam line high radiation 
monitor setpoints set too high 

JACKBDN. L L Region 2. Atlanta. Fuel Facility ti Hatirlals 

Safety Branch 73/12/07 7pp. 


7901120009 DOCKET 90-259 Browne Ferry Nuclear Power Station. Unit 1 
Fprwerds IE Insp Regie 50-299/73-29,90-260/78-38 b 80-296/ 

73-30 on 7aiO'3I-l loi No nancompl lance noted 

lIsNO, F J Region 8. Atlanta. Reactor Qperetlons Nuclear Support 

Branch 78/13/04 3pp. 


7;901i20016 DOCKET 90-299 Browns Ferry Nuclear Power Station. Unit 1 
IE Inep Repts 90-259/78-29.50-260/78-38 it 50-896/73-30 on 
701036-1103. No noncompliance noted Major areas 
Inspected, plant surveillance program of pipe support 4. 

‘ restraint sys tc refueling melnt 
BROOKS.E H r OOHNSDN.AH . NARTIN.R D Region 2. Atlenta. 
n.w«.r«tlons Nuclear Support Branch 78/11/30 llpp 


iUnt Ferry Nuclear Pouer Btation. Unit 1 

899/73-31 b 50-860/78-34 b 

It No nonconpllance noted 

.lanter Reactor Operations Nuclear Suppo-rt 


Ty Nuclear Power Station. Unit t 
/70-34 b 90-296/7B-38 on 
d Major areas inspected. 

Ban Franclscg. Reactor 
12/06 4pp 


sp Power Btattan. Unit 1 
/7B-31 b 

t| Facility b Materials 


7901180379 DOCKET 50-299 Drowns Perry Nuclear Power Station. Unit i 
IE Insp Repts 50-259/70-23, 50-860/78-31. 90-296/7B-29 No 
noncompll ance noted Major areas Inspected nonradiological 
environ protection including myt b administrative controls, 
site meteoirology b chemical discharges 

CUNNINGHAM. A L . HUFMAM. 0 W Region 2. Atlanta. Fuel Facllctu & 

Meterials Safety Branch 70/11/29 4pp * 


7901260240 DOCKET 50-259 Browns Ferry Mucleai Power Station. Unit I 
Forwards IE Insp ftept 50-259/78-35 No noncomp 1 lantc noted 
MURPHY. C E Region 2. Atlanta. Reactor Construction b Englneorino 

Support Branch 70/12/20 2pp 


7901260241 DOCKET 50-259 Drowns Ferry Nuclear Power Station. Unit 1 
IE Insp Rept 50-259/78-39 on 701218 No noncompliance noted 
Major areas Inspected ultrasonic eiaminatlon of 
recirculation noziles 

VANDOORN, P K , CONLON. T C Region 2. Atlanta. Reactor 

Construction t< Engineering Support Branch 78/12/20 3pp 


7901100001 DOCKET 50-859 Browns Ferry Nuclear Power Station. Unit I 
Act receipt of 7Q122B Itr informing NRC Of steps taken to 
correct violations noted in Insp Repts 50-259/78-27. 

90-260/70-30 b SO-296/70-26 on 701023-27 

SUTHERLAND. U T Region 2. Atlanta, Fuel Facility b Materials 

Safety Branch 79/01/08 Ip 


7901100003 DOCKET 50-259 BTOuns Ferry Nuclear Power Station. Unit I 
Responds to NRC 781127 Itr re violations noted in IE Insp 
Repts 50-259/78-27 . 90-260/78-30 b 50-296/76-26 Corrective 
actions personnel Informed of respiratory protection program 
b Tech Spec revision proposed 

QILLELAND.J E Tennessee Valley Authority 76/12/02 3pp 


7901180009 DOCKET 50-259 Drowns Ferry Nuclear Power Station. Unit I 
Forwards IE Insp Rept 90-259/70-27.90-260/78-30 b 
50-296/70-26 on 701023-27 b Notice of Violation 
SUTHERLAND. J T Region 2, Atlanta. Fuel Facility b Materials 

Safety Branch 70/11/27 2pp 


7901180012 DOCKET 50-259 Drowns Ferry Nuclear Power Btation, Unit 1 
Notice of violation from Insp on 781023-27 

« Region 2. Atlanta. Office of the Director 7D/11/24 Ip 


7901180016 DOCKET 50-859 Brauns Ferry Nuclear Power Station. Unit ) 

IE Insp Repts 50-259/78-27.90-260/78-30 b 50-296/78-26 on 

781023-27 Noncompl lance noted failure to follow procedures 

78-27-03.78-30-03 b 70-26-03 b failure to provide 

instruments that continuously indicate dose rats 

JACKSON. L L Region 2. Atlanta. Office of the Dliector 

01880N.A F Region 2. Atlanta. Fuel Facility b Materials Safety 

Branch 78/11/24 13pp 


7901190034 DOCKET 50-259 Drowns Perry Nuclear Power Station. Unit 1 
Informs applicant of con action In insp Ropt number ro Insp 
on 701212-14 tnsp Rept number should bo 50-299/70-33 rather 
than 50-259/70-31 

LONG.F J Region 2, Atlanta. Reactor Operations Nuclear Support 

Dranch 79/01/09 Ip 


7901220237 DOCKET 50-259 Drowns Ferry Nuclear Power Btation. Unit 1 
Forwards IE Circular 79-08. "Failure oP 120 Volt Vital AC 
Power 8up plies '■ 

Q'REIULY. JP Region 5, San Francisco, Office of the Director 
79/01/16 2pp 


7901160847 DOCKET 50-899 Browns Ferry Nuclear Power Station. Unit I 
Forwards monthly operating rept for Doc 197B 
DEUEA8E.J 0 Tennessee Valley Authority 79/01/10 Ip 


7901160249 DOCKET 50-899 Drouns Ferry Nuclear Power Btation, Unit I 
Monthly operating rept far Dec 1976 

DEUEABE. J O Tennessee Valley Authority 79/01/10 33pp 


7901300130 DOCKET 50-859 Brauns Ferry Nuclear Power Btation. Unit 1 
Forwards fish Impingement rept Por fourth quarter af 1978 
OILLELANDa J E Tennessee Valley Authority 79/01/23 t4pp 


7901030147 tOCKFT 50-859 Drouns Ferry Nuclear Power Station, Unit I 
Forwards LER 7B-037/03L-0 

FOX.H 8 Tennessee Valley Authority 78/12/29 ip 


7901030159 DOCKET 50-2S9 Drowns Ferry Nuclear Power Station, Unit I 
LER 78-037/031,-0 on 701201 during valve maintenance Chech, 
valve 1-71-S80 in reactor core isolation cooling sys found 
In open posl tl on. Caused by pin shearing on valve dish 
e Tennessee Valley Authority 78/12/29 2 pp 


7901040186 DOCKET 50-259 nrownt Ferry Nuclear Power Station. Unit 1 
Forwards LER 7S-039/03L-0 

FOX.H S Tennessee Valley Authority 70/12/29 ip 



DOCKETED ITEMS 


31 


7'?01040ia9 DOCKET 50-259 Oromns Ferr^ Nuclear Pouer Statloni Unit 1 
LER 7B-035/OdL-0 an 7aiS01 during testi one Uheeler Reservoir 
level monitoring sioltch failed to operate due to moisture 
short circuiting the amplifier printed circuit board Suiitch 
callbr >< returned to sve 

• Tennessee Valleg Authority 78/12/2B 3pp 


7901100214 DOCKET 50-259 Droupns Ferry Nuclear Power Station. Unit 1 
Forwards LER 78-O36/O3L-0 

FOX. H S Tennessee Valley Authority 79/01/03 Ip 


7901100216 DOCKET 50—259 Brouins Ferry Nuclear Power Station. On it i 
LER 7B-036/03L-0 on 7B1206 failure of scram accumulator 
level switch LB— 1-05-34 for control rod drivoline 18-07 
to give high accumulator level annunciation Cause unknown 
e Tennessee Valley Authority 78/12/27 2pp 


7901310030 DQCKFT 30-259 Browns Ferry Nuclear Power Station. Unit 1 
Final rept on Reportable Occurrence DFnO-SO-259/7B describee 
mods required to ensure min voltage levels 
FOXiH S Tennessee Valley Authority 79/01/25 2pp 


7901050156 DOCKET 50-260 Drowns Ferry Nuclear Power Station. Unit 2 
Forwards revisions to 7BI219 physical security plan re 
bullet resistance of control room doors !■ address change for 
Power Security Section Revisions withheld (ref 10CrR2 7901 
OILLELAND. J E Tennessee Valley Authority 70/12/29 ip 


7901160336 DOCKFl 30-260 Drowns Ferry Nuclear Power Station. Unit 2 
Discusses NRC regulations re fire protection 6 security 
at nuclear powsi plants in response to 0 Rulter 7B1031 1 tr 
to Proimire Level of protection for plants was established 
following 3 year period provided for public comments 
ODSSICK.L V Office of the Executive Director for Operations 
76/12/27 2pp 


7901160340 DOCKET 50-260 Browns Perry Nuclear Power Station. Unit 2 
Forwards. for NRC consideration. GH Rulter 7B103I Itr re fire 
protection 6 security requirements at nuclear power plants 
PROXtllRE.R Senate 70/11/08 Ip 


7901190129 DOCKET 50-260 Drowns Ferry Nuclear Power Station. Unit 2 
Forwards notice of appointment of HO Parris as Manager of 
Power All correspondence should be addressed to him 
GILLELAND.J F. Tennessee Valley Authority 79/01/15 Ip 


7901080174 DOCKET 50-260 Drowns Ferry Nuclear Power Station. Unit 2 
Forwards Endorsement 2 to Policy Binder XD-3B. XD-39 XD-40 

for TVA policy 

FIELDER, J Harsh t< McLennan. Inc 79/01/02 7pp 


7901190100 D0CKF.T 50-260 Drowns Ferry Nuclear Power Station, Unit 2 
Forwards certified copies of Endorsement 2 to Binder ED-33. 
Endorsement 2 to Binder EB-39 Endorsement 2 to E8-40 
FIEDLER. J Harsh K McLennan. Inc 79/01/16 4pp 


7901190HB DOCKFT 50-260 Diowns Ferry Nuclear Power Station. Unit 2 
Forwards cerified copies of Endorsement 45 to policy 
NF~198 for 1979 advance premium of *339. 171 23 
FIEDLER. J Harsh t< McLennan. Inc 79/01/16 2pp 


7901220071 docket 50-260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards Endorsement 38 to Policy MF-66 for 1979 advance 
premium of i98. 176 55 

FIELDER. J Harsh h McLennan. Inc 79/01/17 2pp 


7901030253 DOCKET 50-26Q Drowns Ferry Nuclear Power Station. Unit 2 
Forwards recently issued Amends 46.42. t< 19 to Licenses 
DPR-33. OPR-52 t< DPR~&S, 8ER 6 Notice of Issuance 
IPPOunO. T A Operating Reactors Branch 3 78/12/08 2pp 


7901030237 DOCKET 50-260 Qrouins Ferry Nucl eai Power Station, Unit 2 
Amends to operating licenses changing Tech Specs to 
establish limiting conditions for op erat 1 on, surve i 1 lance 
requirements for drywell to suppression chamber differential 
pressure cent? el 6 suppression pool water level 
IPPOLITO. T A Operating Reactors Branch 3 7S/12/0B 34pp 


7901030260 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
SER supporting Amends 46> 42. ti 19 to Licenses OPR -33. DPR -52. 

«< DPR -68 

* Operating Reactors Branch 3 78/12/08 Spp 


7901030262 DOCKET 50-260 Brouno Ferry Nuclear Power Station, Unit 2 
Notice of issuance of Amends 46.42 !< 19 to Licenses OPR-33, 

DPR-32 i< PPB-6B 

IPPOLITO. T A Operating Reactors Branch 3 78/12/08 2pp 


7901040073 DOCKET 50-260 Brawns Ferry Nuclear Power Station. Unit 2 
Informs that TVA Is continuing surveillance of reactor 
protection sye power supplies recemniendod by NRC 780007 Itr 
until solution is reached 

OILLELAND. J E Tennessee Volley Authority 78/12/29 Ip 


7901090200 ODCKF.T 50-260 Dreuns Ferry Nuclear Power Station. Unit 2 
Forwards proposed changes to Section 3 1 thermal discharge 
limits of Tech Specs App B to Licenses DPR-33. DPR- 52 t. 

DPH-6B W/encl changes, justification b “Assossment of Hater 
Temp Monitarlng at Browns Ferry 

HILLS.L M Tennessee Valley Authority 79/Ol/OS Bpp 


7901090203 DOCKET 50-260 Drowns Ferry Nuclear Pouter Station. Unit 2 
"Assessment of Water Temp Monitoring at Browns Ferry “ . 

Summariios TVA's experience u/temp standards. describes 
monitoring sys used to obtain data *. presents spatial 6 
temporal changes in Wheeler Reservoir 

UNQATE. C D Tennessee Valley Authority MM- 29- 1-67-1 01 

7B/0a/30 49pp 


7901100400 DOCKET 50—260 Drowns Ferry Nuclear Power Station. Unit 2 
Responds to concerns of c ans t i tuent. E Helbig.re nuclear 
plants for electrical power Forwards I0CFR73 53 which covers 
required physical protection sys.NUREO 0170 re 
transportation of radioactive ma 1 1 8. NUREO 0332 
OOSSICK. L V Office of the Executive Dlroctor for Operations 
79/01/05 8pp 


7901160149 DOCKET 30-260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards Nov 1978 Mark I containment program activity review 
Info Provldos task-by-task summary 

SODON. L \J General Electric Co .Nuclear Enorgu Products Div 
79/01/09 12pp 


79011B0151 DOCKET 30—260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards changes to Tech Specs requiring amend to Licenses 
DPR-33. DPR-52 8. DPR-6B re standby gas treatment sys testing 
requirements Changes are determined tp be Class 2 amend 
OILLELAND. J E Tennessee Valley Authority 79/01/10 13pp 


7901250223 DOCKFT 50—260 Drowns Ferry Nuclear Power Station. Unit 2 
Notification of 790122-24 meeting in San Jose, CA w/ 
representatives of Mark I owners group to discuss Mark I 
long torm program load definition rept 1. related Issues U/ 
enc I agenda 

GRIMES. C I Plant Systems Branch 79/01/08 4pp 


7901260151 DOCKET 50—260 Drowns Ferry Nuclear Power Station. Unit 2 
"Assessment of Water Temp Monitoring at the Drowns Ferry 
Nuclear Plant " Describes computational method TVA Intends 
to use to demonstrate compliance ui/thprmal requirements 
UNOATE, C D Tennessee Valley Authority WM-28-i -67-101 79/00/31 

SSpp 


7901120009 DOCKET 50-260 Drowns Ferry Nuclear Power Station. Unit 2 
Forwards IE Insp Repts 50-259/78-29. S0-260/7B-32 6 30-296/ 

79-30 on 701031-1103 No noncompl 1 ance noted 

LONO. F J Region 2. Atlanta. Reactor □perations Nuclear Support 

Branch 78/12/04 2pp 


7901120016 DOCKET 50-260 Browns Ferry Nuclear Power Qbatlon, Unit 2 
IE insp Repts 50-259/78-29.50-260/70-32 «< 50-296/79-30 on 
781030-1103 No noncompliance noted Major areas 
inspected plant surveillance prograin of pipe support it 
restraint sys 6 refueling malnt 

BROOKS. E H . JOHNSON. A H . MARTIN, R D Region 2. Atlanta. 

Reactor Operations Nuclear Support Branch 7B/M/30 llpp 


7901170397 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards IE Insp Repts 50-259/78-31 t< 50-260/78-34 tt 
SO-296/78-32 on 781128-1201 No noncomp 1 lane e noted 

LONO.F J Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 78/12/07 2pp 


7901170391 DOCKET 50-260 Browns Ferry Nuclear Power Station, Unit 2 
IE Insp Repts 50-259/78-31,50-260/70-34 & 50-296/70-32 on 
781120-1201 No none omp 1 lane o noted Major areas inspected 
plant operations it tour. 

PRICE. 0 B , DANCE. H C Region S. Ban Francisco. Reactor 

Operations NucIbbt Support Branch 7B/I2/06 App 


7901180001 DOCKFT 50-260 Browns Ferry Nuclear Power Btation, Unit 2 
Ack receipt of 781226 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/78-27. 

50-260/78-30 & 50-296/78-2* on 781023-27 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility it Materials 

Safety Branch 79/01/00 Ip 


7901180003 DOCKET 50-260 Browns Fairy Nuclaar Power Btation. Unit 2 
Responds to NRC 781127 Itr re violations noted in IE Insp 
Repts 50-259/78-27, 5O-26O/7B-30 «( 50-296/70-26 Corrective 
actions personnel Informed of respiratory protection program 
t< Tech Spec revision proposed 

OILLELAND, J E Tennessee Valley Authority 78/12/02 3pp 


7901180009 DOCKET 50-260 Browns Perry Nuclear Power Btation, Unit 2 
Forwards IE Insp Hopt 50-259/78-27,50-260/78-30* 

50-296/78-26 on 781023-27 * Notice of Violation m 

SUTHERLAND, J T. Region 2. Atlanta, Fuel Facility * MateriAls 
Safety Branch 78/11/27 2pp , , 
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■>901180012 DOCKET 50-2i0 Btowih Perru Nuclear Pouar Station. 
Nufcica of vloJatlDP from losp on 701023-27 ,o.,i/oa 

* R*alon 2. Atlanta, Offica of ths Director 78/11/24 


901180016 DOCKET 50-260 Browns Ferrij Nuclear Power Station, Unit 2 
JE Imp napts 50-259/78-27,50-260/70-30 U 50-296/70-26 on 
701023-27 Noncornpllante noted failure to follow procedurBS 
70-27-03.78-30-03 4i 78-26-03 1. failure to provide 
Instrumente that continuously indlcete dose rate 
UACKSDN.L L Heplon 2, Atlanta. Office of the 

OIB30N.A F Region 2. Atlanta. Fuel Facility !< Materials Safety 

Branch 78/11/24 13pp 


'901100375 DDCWET 50-260 Browns Ferry Nuclaar Power Station. Unit S 
Forwards IE Insp Sept 50-257/78-28.50-260/70-31 (t 
30-296/78-29 No noncompl iance noted 

SUTHERLAND. J T Region 2, Atlanta. Fuel Facility It Materials 

Safety Branch 7B/1H/15 2pp 


79011B0379 DOCKET 50-260 Brownt Ferry NucIbbt Powsr Station. Unit 2 
IE Insp Repts 50-259/70-29,50-260/70-31.50-296/78-29 No 
noncompliance notsd Major areas Inspected nonrad iological 
environ protection including mgt 1. administrative controls, 
site neteorologg tc chenlcal discharges 

CUNNINGHAM. A L . HUFHAM, J W Region 2. Atlanta, Fuel Facility 6 

Hateriali Safety Branch 7B/1I/29 4pp 


7901040127 docket SO-260 Brawns Ferry Nuclear Power Station. Unit 2 
LEfi 70-O22/O3L-O on 7B1202 reactor, turbine bldg l< refueling 
jone ventilation ejhaust monitor. RM-90-250. became 
inoperable Caused by moisture collected in sampling line oP 
moni tor 

a Tennessee Valley Authority 70/12/27 2pp 


7901120140 DOCKET 50-260 Drowns Ferry Nuclear Pouer Station. Unit 2 
Forwards LER 78- 023 /03L-0 

FOX. H 8 Tennessee Valley Authority 79/01/00 Ip 


7901120141 DOCKET 30—260 Browns Ferry Nuclear Power Station. Unit 2 
LER 7B-023/03L-0 on 781211 reactor high pressure switches 
Ps-3-204AMi Biceoded Tech Spec limits when Stat! c-Q-Ring 
9N-AA45 -< j 9)-TT pressure switch drifted out of tolerance 
• Tennessee Valley Authority 79/01/04 2pp 


7901220103 DOCKFT 50-260 Qrouins Ferry Nuclear Power Station. Unit »> 
Forwards LER 7e-024/03L-0 

FOX.HS Tennessee Valley Authority 79/01/16 Ip 


7901220110 DOCKET 50-260 Drowns Ferry Nuclear Power Station. Unit 2 
LER 7B-024/OBL-0 on 781217 drywell air Compressor suction 
valve FCV-32-6a failed to close due to 0-rlng failure within 
electropneumat 1 c control valve F8V-33-6B Latter valvn 
replaced 6 subsequent testing was satisfactory 
KRAUBE.L L Tennessee Valley Authority 79/Ol/lS 8pp 


'901190034 DOCKET 5O-260i Browns Ferry Nuclear Power Station, Unit 2 
Informs applicant of correction in Insp Kept number re Insp 
on 7BIBI2-H Insp Rapt number should be 50-259/78~33 rather 
than 50-259/70-31 

LONOiF J Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 79/01/09 ip 


>901820237 DOCKET 50-260 Browns Ferry Nuclear Power Station, Unit 2 
Forwards IE Circular 79-02. “Failure of 120 Volt Vital AC 
Power Supplies “ 

Q'REILLV.O P Region 5, Ban Francisco. Office of the nirector 

79/01/16 2pp 


'9O12601S2 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
Act receipt of 790102 itr informing NRC of steps talien to 
correct violation noted in IE Insp Repts 50-260/78-33, 
30-259/78-30 *t 50-296/78-31 

BUTHERLAHD, J T Region 2. Atlanta, Fuel Facility D Meteriala 

Safety Branch 79/01/16 Ip 


7901290399 DOCKET 50-261 H D Robinson Plant. Unit 2 

Notifies util of security plan deficiencies Forwards list of 
deficiencies t corrective mods needed Util may start an 
appeal which, if lost. would result in an order for mod tnrls 
withheld hef lOCFRS 790) 

IPPDLlTOiT A Operating Reactors Branch 3 79/01/11 L*j 


7901190225 DOCKET 50-861 H 0 Robinson Plant, Unit 2 

Responds to 781205 order requesting status of Suppl 2 to 

BER Open Items on mateorology h generic safety require 

addl work, but status rept will be updated monthly 

LEWIS. S H Office of the Eiecutive Legal Director 70/18/t>6 Ip 


7901030206 DOCKET SO-861 H B Robinson Plant, Unit P 

Ac k receipt of NRC 7BI 12B Itr Requests addl time to prepare 
responses re containment purging during normal plant 
operation 

UTLEY. E E Carolina Pomer t, Light Co 70/12/29 ip 


790186D153 DOCKET 50-260 Browns Ferry Nuclear Power Station, Unit 2 
Respoilds to NRC 701207 Ur re violation noted In IE Insp 
Repts 50-259/78-30.50-260/78-33 1< 50-296/70-01 Corrective 
actions trip level setting on main steam line high radiation 
monitors were recalibr 

OILLELAND. J E Tennessee Valley Authority 79/01/02 2pp 


7901030225 DDCKFT 50-261 K Q Robinson Plant, Unit P 
Ack receipt of DK Orimos Itr transmitting Revision 1 oP 
Draft RadlDloglcal Effluent Spec for PtIR’s NUREO-0133 
Requests extension of schedule for response to 79041S 
UTLEY, E E Carolina Power 6 Light Co 70/12/29 2pp 


7901860166 DOCKET 60-260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards IE Insp Repts 50-259/70-30,50-260/78-33 It 
50-296/78-31 on 781113-17 U Notice of Violation 
SUTHERLAND, J T Region 8. Atlanta. Fuel FacilUy h Materials 

Safety Branch. 78/18/07 8pp 


7901220030 DOCKET 50-261 H 0 Robinson Plant. Unit 2 
Denies 6D-dB<i eitenslon request for submittal of App I Tech 
Specs Requests submittal of completed portions by 790213 t. 
balance as soon as possible 

BCHWENCEn, A Dperatlng Reactors Oranch I 79/01/12 2pp 


7901860159 DOCKET 30-260 Drowns Ferry Nuclear Power Station, Unit 8 
Notice of Violation from insp on. 791113-17 

a Region 2, Atlanta. Fuel Facility 6 Materials Safety Branch 
70/12/07 Ip, 


7901260166 DOCKET 80-860 Browns Ferry Nuclear Power Station, Unit 2 
IE map Rapt 50-859/78-30.50-260/79-33 l< 50-296/70-31 on 
791113-17 None omp 11 ante noted main steam line high radiation 
monitor setpoint* set too high 

JACKSON, L L. Region 2. Atlanta, Fuel Facility h Materials 

Safety Branch 78/12/07 7pp 


7901160247 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards monthtg operating rept for Dec 1970 
DEHSASE.J 0 Tennessee Valley Authority 79/01/10 Ip 


7901160249 DOCKET 50-260 Browns Ferry Nuelear Power Station. Unit 2 
Konthly operating rept for Dec 1970 

DENEASEjJ 0 Tennessee Valley Authority 79/01/10 33pp 


7901300130 DOCKET 50-260 Broun* Ferry Nuclear Power Station. Unit 2 
Forwards fish impingement rept for fourth quarter of 197B 
OILLELAND, J E Tennessee Vallay Authority 79/01/23 14pp 


7901040114 DOCKET 50-260 Drown* Ferry Nuclear Power Station. Unit 2 
Addl Info on Reportable Occurrence 30-860/76-81 Subsequent 
investigation has shown sensor to have high ground leakage 
causing low signal output Isolation amplifier installed to 
altmlnate IcaVag*. 

F0X.H.8 Tennessee Valley Authority 7B/12/29 Ip 


7901040122 DQCKEX 50-860 Browns Ferry Nuclear Power Btatlon, Unit 2 
Forwards LER 78-022/03L-0 

FOlC, H S Tennessee Valley Authority 78/18/29 Ip 


7901240177 DOCKET 50-261 H Q Robinson Plant. Unit 2 
Provides Info re continued containment purging during iiormal 
plant operation raqueitad in 701120 Itr Actluns taken plane 
for unlimited purging initiated t. containment purge 
capability used to reduce high ambient temps 
UTLEY, E E Carolina Power 6 Light Co 79/01/19 Gpp 


7901300074 DOCKET 50-261 H 0 Robinson Plant. Unit 2 
Forwards design description re plant mod complying ui/NRC 
positions on on-site emergency power sys Mod scheduled in he 
Installnd during May 1979 refueling outage 
UTLEY, E E Carolina Power ti Light Co 79/01/84 ip 


7901300077 DOCKET 50-261 H 0 Robinson Plant, Unit 2 
“8ys Design Basis for Degraded Grid Voltage (. Emergency 
Power Sys had " Includes discussion of function t< design 
requirements, desi gn description h safety performance 
* Carolina Power L Light Co 79/01/24 6pp 


7901030038 DOCKET 50-261 H B Robinson Plant, Unit 2 
Forward* IE Insp Rapt SO-261/70-26 on 7SI03I-IIO3 No 
noncomp 1 lance not ad 

LONOi F J Region S. Atlanta. Reactor Operations Nuclear (ii.pe 4 rs 

Branch 7fl/ll/22 Spp 


7901030046 DOCKFT SQ-261 H 0, Robinson Plant, Unit 2 

IE Insp Rapt 50-261/70-26 on 701031-1103 No noncomp 1 iani e 
noted Major areas iiispactad plant aperatlons , LER followup, 

IE Circular follouiup, independent insp effort t< facll tou>s 
MCHENRY, T J , DELI8LC,0 A , DANCE, H C Region 2, Atlanta. 
of the Director 70/11/22 5pp 



DOCKETED ITEMS 


790122030B DDCKFT S0-J61 H D Robinson Plant, Unit S 
FoTwarOa IE Insp Rept 50-361/78-27 on 781128-1201 No 
noncDfuj! 1 j ancD notod 

l.ONOi F J Region 3, Atlanta, Reactor Operations Nuclear Support 

Branch 78/12/12 2pp 


7901320311 DOCKET 50-261 H U F<obinson Plant, Unit 2 

IE Tnsp Rept 50-261/7Q-27 on 701128-1201 No nnncomp 1 lance 

noted Major areas inspected licensee event FollouupiIE 

Bulletin toll oieup, p lant tour 5 independent insp effort 

DANCE, H C , KCHENRVp T J Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 78/12/12 dpp 


7901220361 CIDCKFT 50-261 H Q Robinson Plant, Unit 2 
Forwards lE Insp Rept 50-261/70 28 on 781127-1201 No 
noncoirp 1 lance noted 

SUTHEni.AND, U T Region 2, Atlanta, Fuel Facility Mateilals 

Safety Dranch 78/12/13 2pp 


790l2*>O364 DOCKET 50-261 H B Robinson Plant, Unit 2 

IE Insp Rept 50-261/78-28 on 781127-1201 No noncompliance 
noted Major areas inspected records, ropts f< procedures for 
controlling t< evaluating radioactive effluent releases 
JENKINS, 0 R , OIDSON, A F Region 2, Atlonta, Fuel Facility *< 

Materials Safety Branch 78/12/12 Spp 


7901S20243 DOCKFT 50-261 H B Robinson Plant, Un 1 1 2 

FOTuards IE Circular 79-02. ’Tailure of 120 Volt Vital AC 
Pouior Supplies " 

0'nCILLY,J P Region 5, San Francisco, Office of the Director 
79/01/16 2pp 


7901170164 DOCKFT 50-261 H B Robinson Plant. Unit 2 
Moriaard a monthly operating rept for Dec 1978 
BANKS, H n Caiollna Pouer Light Co 79/01/17 Ip 


7901170166 DOCKET 50-261 H □ Robinson Plant, Unit 3 
Monthly operating rept for Dec 1978 

WATFCIRD, M 1. C.Trollna Poiuot t< Light Co 79/01/04 Spp 


7901030077 DDCKF T >10-261 H D Robinsnii Plant, Unit 2 
Foruiords LER 78-O20/O3L-O 

rURfl, 8 J Carolina Pouior i. Light Co 78/12/27 Ip 


7901030079 DOCKET 50-261 H □ Robinson Plant, Unit S 

LEfl 7B-02B/03L-0 on 701124 const personnel dropped a piece 
of metal uhich damaged FI 1920 1V8U "C” header flou 
indicator Header uas i sola ted, me ter tube replaced i< flow 
Indicator tested successfully 

STARKEY, n B Carolina PouoT I. Light Co 78/12/27 2pp 


7901330209 DOCKET 00-261 11 Q Robinson Plant, Unit 2 
Forwards LER 70-O3O/O3L-O 

FURRiB J Carolina Power h Light Co 79/01/15 Ip 


7901030209 DOCKET 50-P61 H D Robinson Plant, Unit 2 

LCR 7B-030/OTL-0 on 781217 during test of "C" main stream 
isolation valve, valve stem would not travel full test 
distance Caused by misadjustod stum packing gland 
aTARKEY, R B Carolina Power h Light Co 79/01/15 2pp 


7901100294 UDCKl'T 50-263 Montieello Nuclear Generating Plant 
Comments on NRC 701124 i ecommondations re fire protection 
program based on 700731 test Proposes corrective actions to 
rsBolvD all deficiencies Lists submittals on fire protection 
question 

MAYER, L 0 Northern Btatee Power Co 79/01/04 70pp 


7901180370 DOCKET 50-263 Montieello Nuclear Generating Plant 
Requests assistance in obtaining answers to questions 
contained in 7805018 Itr to NRC Questions pertain to 
projected radioactive discharge from unit 
OADLER.S J Affiliation Unknown 78/12/29 Ip 


7901180383 DOCKET 50-263 Montieello Nuclear Generating Plant 
Requests Info re radioactive discharges of cur 1 es, krypton, 
iodine ti tritium Also seeks data re use of charcoal 
f 1 1 tering sy s 

OADLER.S J Affiliation Unknown 78/05/18 8pp 


7901110047 DOCKET 50-263 Montieello Nuclear Generating Plant 
Informs NRC that Northern States Pauier will soon begin 
shipping radioactive raatl using Model 0E~160O cask 
MAYER, L 0 Northern States Pouer Co 79/01/02 Ip 


7901160149 DOCKET 50-263 Montieello Nuclear Generating Plant 
Forwards Nov 1970 Mark I containment program activity review 
info Provides task-by-task summary 

SOD ON, L J General Electric Co .Nuclear Energy Products Oiv 

79/01/09 12pp 


7901190076 DOCKET 50-263 Montieello Nuclear Generating Plant 
Request copy of communication sent to MN Pollution Control 
Agency Board re petition to suspend Installation of new 
spent fuel storage racks 

DOLEZALi A T Minnesota, State of 78/12/21 Ip 


7901090190 DOCKET 50-263 Montieello Nuclear Generating Plant 
In response to NRC 781129 Itr, reviews safety actuation 
signal circuits it containment purging Points out that valves 
used for containment purging will close in run mode h cannot 
be operated w/manual switches 

MAYER, L 0 Northern States Power Co 79/01/03 4pp 


7901160304 DOCKET 50-263 Montieello Nuclear Generating Plant 
Forwards Revision 2 to rept "Asme Code Section Xi Inservice 
Insp }( Testing Program 1< Info Required for NRC Review of 
Requests for Relief from ASME Code Section XI Requirements 
W/att responses to request for addl Info on specific items 
MAYER, L 0 Northern States Pouer Co 79/Ol/OS 14pp 


790116030B DOCKET 50-263 Montieello Nuclear Generating Plant 
"A6MF Code Section XI Inservice Insp b Testing Program b 
Info Required for NRC Review of Requests for Relief from 
ASMS Code Section XI Requirements," Revision 2 
* Northern States Power Co 79/01/05 2Bpp 


7901250211 DOCKET 50-263 Montieello Nuclear Generating Plant 
Notification of 790122-24 meeting in San Jose.CA w/ 
representatives of Mark I Owners Group to discuss Mark t 
long term program load definition rept b related Issues U/ 
end agenda 

GRIMES, C I Plant Systems Branch 79/01/08 4pp 


7901160242 DOCKET 60-263 Montieello Nuclear Generating Plant 
Unable to, meet estimated 790115 submittal date for addl info 
re suppression pool temp transients because necessary 
analyses have not been completed by GE OE's schedule now 
calls for completion of work In March 1979 
MAYER, L 0 Northern Stotes Pouer Co 79/01/10 tp 


7701300020 DOCKET 50-263 Montieello Nuclear Generating Plant 
MoH f iCatJoii of unsatisfactory provisions of security plan 
Addl commitments most be incoipotated prior to release of 
security plan evaluation rept Enel withheld 
(ref 10CFR2 790) 

IPPOLITO, T A Qpelatlng Reactors Branch 3 79/01/24 3pp 


7901110045 DOCKET 50-263 Montieello Nuclear Generating Plant 
Forwards recent NRC memos on criteria In buckling of steel 
containment structures NRC believes Info does not adversely 
affect previous evaluation of the case 

KARMAN, M Office of the Executive Legal Director 78/12/21 llpp 


7901ia0S72 DOCKFT 50-263 Montieello Nuclear Generating Plant 
Forwards NURFO-0460, Vol 3, Dec 1978, “An 1 1 c ipa ted Transients 
U/a Scram for LWRs " W/out end 

KABMAN, M Office of the Executive Legal Director 70/12/23 Ip 


7901170032 DPCKFT 50-263 Montieello Nuclear Generating Plant 
Licensee requests extension of lime until 790126 to submit 
response to ABLD 701013 order because necessary NRC rept has 
not yofc been received Certificate of Sve end 

SIUDERO, J E Shaw, Pittman, Potts, b Trowbridge 78/12/28 Spp 
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DOCKETED ITEMS 


7^01160100 DOCKeT 50-263 Monti cello lJuclear Oeneratirjg Plant 
Raepotidt to noneompUanee noted in NflC 701313 
52-304, uhVeh had tripped for no clear reason on 700335i ua» 
replaced on 700603-04 Plant persnnnel will be instructed in 
oreparinQ work reovest authorl lat ions 

WACHTERiL J Northern States Power Co 70/13/21 2pp 


7901110257 DOCKET 50-265 Quad-Cities Station, Unit 2 

Heplg b NRDC i Citiiens for Getter Environ to suppl brief 
of Commotiuiealth Edison States util errs in clalraing only 
direct persona] case-by-case author! tat ion of litigation can 
confer standing Certificate of Bvc end 

ROIBMAM, A 7 Natural Resources Defense Council 78/12/19 5pp 


OUS0031 DOCKET SO -263 Hon 1 1 cel lo Nuclear Oeneratlng Plant 
Forwards IE Insp Rept 50-363/70-10 on 761105-00 Notice of 
Violation withheld (ref 10CFR2 790> -»ovn,/n;? 

HlNOiJA Regions. Atlanta. Safeguards Dranch 79/01/03 


7901150033 DOCKET 50-363 Honticello Nuclear Oeneratlng Plant 
IE Inso Rent 50-263/70-10 on 701105-00 Woncomp I iance noted 
access control Details withheld tref 10CFR2 7901 
CREED, J R . COO0UHN.J M , HIND, J A Region 3. Chicago. 

Safeguards Branch 7B/12/27 Ip 


tOl 100191 DOCKET 50-263 Monti cello Nuclear Generating Plant 
Forwards for revliu "Inservice Insp Examination Summary, 
Oct 9 to Nov B, 197B" to satisfy ASMET insp reporting 
requirements 

MAVERj L □ Hortborn States Power Co 


79/01/15 Ip 


7901100196 DOCKET 50-263 Monticello Nuclear Oeneratlng Plant 
"Inservlci Inip-Examinat I on Bunifflary.Dct 9 to Nov B 197B " 
tlJiih intervice Insp Results Indicate Integrity^ 
of sue has been cialntained w/no indication of degradation 
HANSEN. D B Northern States Power Co 70/11/09 lOlpp 


?01250030 DDCKET 50-363 Monticello Nuclear Oeneratlng Plant 
Forwards IE Circuler 79-02, “FailurB of 130 Volt Vital AC 
Power Supplies " 

KEPPLER. J 8 Region 3, Chicago. Office of the Diraclor 

8pp 


79/01/16 


901290142 DOCKET 50-263 Hontltello Nuclear Ooneratlng Plant 
Ack receipt of 701221 Itr Informing NRC of steps taken to 
correct violation noted in NRC 731213 Itr re worti performed 
w/o work request author I ration 

FIQRELLliO Region 3. Chicago. Reactor Operetlons Nuclear Buppert 

Branch 79/01/10 Ip 


901160053 DOCKET 50-363 Monticellg Nuclear Oeneratlng Plant 
Forwards monthly pperatlng rept for Dec 1970 
HAVER, L 0 Northern States Power Co 79/01/10 Ip 


7901150278 DOCKFT 50-265 Quad-Cities Station, Unit 3 
Informs Ijrc of recent US Court of Appeals decision for 
District of Columbia Circuit in "Inti Union, et al vs Natl 
Right to Nork Legal Defense 1. Education Found a 1 1 on, Inc , et al 
F. 3<) “ 

ROISHAN. A Z Natural Resources Defense Council 70/13/31 Ip 

79011B034B DOCKET 50-265 Ouad-Clties Station, Unit 3 

State of IL of contentions re amends to operating license 
for transport of spent fuel between units Contentions assert 
that applicant's submittals are insufficient W/affidavit I, 
Certificate of Bvc 

BERULER.B N lUinuis, State of 79/01/02 9pp 


7901100355 DOCKET 50-365 Quad-Cities Station, Unit 2 

NRDC 1. Cltiiens fur a Better Enviion contentions re util 
amend to license for transport of spent fuel between units 
Proposed action vloiales NFPA 

nOIBMAN, A 2 Natural Resources Defense Council 7U/12/06 /pp 

7901290003 DOCKET 50-265 Quad-flties Station. Unit 2 

Applicant's answer motion to strike contentions filed by 
petitioners to intervene NRDC.Citnens for a liettei Environ 
6 State of IL Contentions fail to state claim for which 
relief nay be gianted H/Cer 1 1 f ica t e of Sve 
DIELAWSMrA P Commonwealth Edison Co 79/01/12 27pp 


7901310060 DDCKET 50-365 Quad-Cities Station, Unit 2 

Forwards NRDC 6 Citizens for Better Environ statement nf 
contentions Pieviously submitted informally to applicant 
l« HHC on 7S1206 to itilnimiie challenges 

R0ISMAN. A 2 Natural Resources Defense Council 78/IS/3Q Ip 


7901310064 docket 50-265 Quad-Cities Station, Unit 2 
NRDC Sc Citizens for a Better Environ's statement of 
conteatlons Asserts action would violate NbPA, provide no 
adequate analysis of alternatives b increase exposure of 
workers to radiation Vl/Cert 1 f Icate of Sve 

RDISHAN.A Z Natural Resources Defense Council 78/lS/Sll llpp 


7901160056 DOCKET 50-363 Monticello Nuclear Oeneratlng Plant 
Monthly operating rept tor Dec 197B 

HVRABD.A U Northern Btates Power Co 79/01/03 App 


79D1100SQI DDCKET SO-365 Quad-Cities Station, Unit 3 

Forwards revised pages of Topical Rept CE-l-A, Revision 6, 
“QA PrO'graiTi " 

TtlFlBAK, M 5 Commonwealth Edison Co 79/01/02 7pp 


901030120 DOCKET 50-263 HenliceHo Nuclear Oeneratlng Plant 
Feruardt LER TB-OSO/OiT-O 

HAVER, L D Northern States Power CP 70/12/29 Ip 


7901030132 DOCKET 50-263 Monticello Nuclear Oaneratlng Plant 
LER 7B-030/01T-I) on 701210 d.urliig supv« 11 lane e, M0-2-64A 
recirculation loop 11 discharge bypass valva would not 
doss Cause Is unknown due to inaccessibility of valve 
BMITH. 0 R Morthern Btates Power Co 70/12/29 Ip 


90I090B42 DDCKET 50-263 Montlcetlo Nuclear Generating Plant 
Forwards revised LER 7B-030/0IX~l to correct typographical 
error In valvp identification number 
HAVER, L O Northern Slates Power Co 79/01/05 Ip 


7901090245 DOCKET 50-263 Monticello Nuclear OBnerating Plant 
LER 7B-030-0t!( Oh 781210 found that MD-2-54A, 
recirculation loop II discharge bypass valve would not 
claee Cause of failure not yet determined 
BMITHiO R Northern Btatai Power Co 79/01/05 ip 


'901090042 DOCKET 50-264 Dow Chemical Co 
Forwarde IE Insp Rept S0-264/7B-04 on 761116-17 Details 
withheld tref 10CFR2 7901 

HIND) vl A Region 3, Chicago, Safeguards Branch 79/01/02 8gp 


790109004B DOCKET 60-864 Dow Chemical Co 

IE Imp Rept SO-264/7B-04 on 781116-17 He noncompl lance 
noted Major areas inspected special nuclear matl control 6 
accountability including facility organization it operation 
measurement t< control s> inventory b shipping 

PATTERBON. J. P , HlNDi A Region 3. Chicago. Bafaguarde Branch 

70/18/27 ip 


7901080084 DOCKET 50-365 Quad-Cities Station. Unit 2 
Suppl brief of Conmanweal th Edison Co on authariiatlon 
queetlPn Members of NRDC *• Citieens for a Better Environ 
must be consulted before they are authorized be represented 
in proceedings Certificate of Bvc end 
BTEPTOEiP, lehaim Lincoln 6 Beal e 7B/12/15 6pp 


7901100313 naCKFT 50-865 Quad-Cities Station, Unit 2 

Responds to 70118B 1< 29 NRC Itrs stating that review of 
containment purging operations 6 manual bypass override 
circuitry has been performed Areas of concern design of 
safety actuation signal circuits b purge penotration valves 
REED, C Cemmonweal t h Edison Co 79/01/03 9pp 


7901180131 DDCKET 50-865 Quad-Cities Station, Unit 2 
Requests change to Amend 45 of License DPR-E9 6 Amend 
44 of DPR-30. Tech Specs App A Amend will correct fire 
protection section to accurately describe present equipment 
ini tal lation 

HEED, C Commonwealth Edison Co 79/01/QQ Bpp 


7901160062 DOCKET 50-265 Quad-Cities Gtation, Unit 3 

Notification that NRC will extend govt Indemnity tn spent 
reactor fuel stored at a reactor site diffeient than the o-no 
where it was generated 
CNILK.B J Coirmisaion 76/18/29 9pp 


7901 160149 DUCKET 50-865 Quad-Cities Station, Unit 2 

Forwards Nov 1970 Mark I containment program activity review 
info Provides task-by-task summary 

SQQQN.L J Seneral Electric Co iNuclear Energy Prodiii tp DIv 
79/01/09 lapp 


7901170331 DOCKET SO-265 Quad-Cities Station, Unit 2 
Forwards NUREO-0460 Velume 3, re NRC views on ATVJS All 
options considered by NRC require installation nf 
recirculation pump trip Sees no reason for delay Requests 
instellation schedule within 90 days U/o oncl 

DENTON, H. R Office of Nuclear Reactor Regulation 79/01/00 ffgici 


7901100392 docket 50-265 Ouad-Clties Staltan, Unit 2 
Notice of meeting on 790109 w/DWR licensees lacking 
recirculation pump trip ta discuss ATUS rept criteria t. 
plant for imp lementat i on 

BOONEV, V L Operating Reactors Branch 3 79/01/03 ip 



DOCKETED ITEMS 


3S 


7901240134 DOCKET 50-2&5 Ouad-CltlBS Station. Unit S 
Infortna NRC avorags Toloate rate for radioiodine *> 
radioactive diatls in particulate form u/half— lives greater 
than 8 days dui Ing calendar Quarter from 78100I**761231 > was 
1 6 tiraob Tech Spec design objective Caused by leaking foal 
KALlVIAMAKtS. N C ommonuea I th Edison Co 79701/16 Ip 


7901250199 DOCKET 50-265 Quad-Cities Station. Unit 2 
Notification of 790122—24 meeting in San Uose.CA w/ 
representatives of Hark I owners group to discuss Mark t 
long term p> ogram load definition rept Cc related issues U/ 
enc 1 agenda 

GRIMES. C I Plant Systems Branch 79/01/08 4pp 


790129021B DOCKET 50-265 Quad-Cities Station. Unit 2 

Submits current licensing status list le/cbanges made since 
781120 submittal 

RECn. C Commonuealth Edisen Co 79/01/22 9pp 


7901040000 DOCKET 50-265 Quad-Cltics Station. Unit 2 
Forwards IE Insp Bepts 50-354/78-27 «. 50-265/78-28 on 
781108-09 No noncompl ianco noted 

FIORELLI.O Region 3, Chicago. Reactor Operations Nuclear Support 

Dranch 78/11/30 2 pp 


7901040013 DUCKET 50-265 Ouad-Cities Station. Unit 2 

IE Insp llopts 50-954/70-37 h 50-265/78-28 on 701108-09 No 
noncompl iafice notud Major areas inspected initial training, 
replacement tra inlng. retraining of licensed *< nonliceosed 
personnel 6 ) equal 1 ftcatlon training 

WRIGHT. C <. . LITTLE. W S Region 3. Chicago. Office of the 
Director 78/11/98 3pp 


7901040203 UQCKFT 50-265 Quad-Cities Station. Unit 2 

Responds to NRC 781121 Itr re violations noted in Insp Repts 
50-234/78-93 b 50-265/78-24 on 781002-06 t< 13 Corrective 
actions procedures changed to indicate froquencij of seismic 
reorder chocks b location of first aid kits 
REED. C Commonwealth Edison Co 78/12/07 3pp 


7901260133 DOCKET 50-265 Quad-Cities Station. Unit 2 
Notice of Violation from insp on 781115-17 

• Region 3. Chicago. Reactor Operations Nuclear Support Dranch 
78/12/19 Ip 


7901260134 DOCKET SO-265 Quad-Cities Station. Unit 2 

IE Insp Rept 50-265/78-30 on 781115-17 Noncompliance noted 
local power range monitor not bgpassed when bgpasslng 
criterion was eiceeded 

CHOW. E . CRESWELL. J S , STREETER. J F Region 3. Chicago. 

Reactor Operations Nuclear Support Dranch 78/12/19 4pp 


7901230282 DOCKET 50-265 Quad-Cities Station. Unit 2 
Monthly operating rept for Dec 1978 
HANNUH. D Commonwealth Edison Co 78/12/31 23pp 


7901040136 DOCKET 30-265 Quad-Cities Btatien. Unit 2 
Forwards LER 78-037 /03L-0 

KALIVIANAKIS. N Commonwealth Edison Co 78/12/08 Ip 


7901040143 DOCKET 30-265 Quad-Cities Station, Unit 2 
LER 78-037/03L-0 on 781116 Unit 2 reactor bldg to 
suppression chamber vacuum bteaker valve 2-1601-20A failed 
to open Caused by failure of air line solenoid operator 
(valve 2-1601-50A) 

REED.M Commonwealth Edison Co 70/12/08 2pp 


7901040131 DOCKET 50-263 Qoad-Cities Station. Unit 2 
Forwards LER 78-03G/03L-0 

KALIVIANAKIS. N Commonwealth Edison Co 78/12/15 Ip 


7901040139 DOCKET 30-265 Quad-Cities Station. Unit 2 

LER 7Q-03B/03L-0 on 781123 during normal operation. drywe 1 1 
vent valve AD-1601-23 would not open Mechanical failure of 
solenoid air supply valve SO 2-1601~S2A prevented operation 
of drywell vent valve Solenoid valve was replaced b tested 
HANNUH, D Commonuealth Edison Co 78/12/13 2PP 


7901040009 DOCKET 50-365 Quad-Cities Station. Unit 2 
Forwards IE Imp Repts 50-254/78-23 b 50-263/70-24 on 
781002-06 b 13 b Notice of Violation 

DAVIS. A n Region 3. Chicago. Fuel Facility b Matorlals Safety 

Dranch 70/11/21 2pp 


7901040015 DOCKET 50-265 Quad-Cities Station. Unit 2 
Notice of Violation from insp on 701002-06 b 13 

* Region 3. Chicago, Fuel Facllllg b Materials Safety Branch 

78/11/16 Ip 


7901230177 DOCKET 50-265 Quad-Cities Station. Unit 2 
Fprwardi LER 78-040/03L-0 

KALIVIANAKIS. N Commonwealth Edison Co 79/01/08 Ip 


7901230IB2 DOCKET 50-265 Quad-Cities Station. Unit 2 
LER 78-040/03L-0 on 701921 during main steam line low 
pressure isolation survei I lance. pressure switch 
P8~2-261-30C tripped below Tech Spec min Caused by 
instrument drift Pressure switch recalibrated 
HOELLER.J Commonwealth Edison Co 79/Ol/OS Ip 


7901040021 DOCKET 50-265 Quad-Cl 11 es Station, Unit 2 

IE Inap Repts 50-254/70-23 b 50-263/70-24 on 781002-06 b 13 
Hon comp I lance noted failure to adhere to emergency plan 
Implementing procedures 

AXELSON. U L . ESBIO.T 11 Region 3. Chicago. Fuel Facility b 

Materials Safoty Branch 70/11/16 6pp 


79011Q0101 DDCKFT 30-265 Quad-Cities Station. Unit 2 

Responds to NRC 700920 Itr re violations noted in IE Insp 
Repts 50-254/78-22 b 50-265/78-23 Requests that rept be 
withhold (ref I0CFR2 /90) 

REED.C coromonwoajth Edison Co 78/10/06 Ip 


7901250001 
Atk reca 
correct 
DAVl a. A 
Branch 


docket 50-265 Quad-Cities Btatien. Unit 2 
ipt of /Q1207 Itr informing NRC of stops taken to 
violation noted in 701121 Itr , - 

D Region 3. Chicago. Fuel Facility b Materials Safety 

79/01/13 Ip 


7901250002 DOCKET SO-265 Quad-Cltles 
Forwards IE Circular 79 - 02 . "Fol 1 uro 
Power Bupplles ’’ 

KEPPLER.J 0 Region 3, Chicago, 

□pp 


Station. Unit 2 
oP ISO Volt Vital AC 

Clfflco oP the Director 


79/01/16 


7901250123 DOCKET SO-265 Quad-Cities Station, Unit 2 
For^rd. IE insp Repts 50-254/70-26 b 50-265/70-27 on 
701012-13.26-27 fc 1100-09 Mo noncompUance noted . . „ 

FIORELLI.O Region 3, Chicago, Reactor aperotlons Nuclear Support 

Branch 78/12/22 9pp 


7901250127 DOCKET 50-265 Quad-Cltles Station, Unit 2 

IE Insp Repts 50-254/78-26 b 50-265/78-27 on 701012-13.26-27 
b 1108-09 No noncompUance noted Major areas Inspected 
design changes b mods.rovlsw of plant op erations, LER 
followup on noncofflp 1 iance b previously unresolved items 
CHRIB80T1MA3, N , JACKIW, I N . KMDP. R C Region 3, Chicago, 
OPPlce of the Director 78/12/22 6pp 


7901260131 DOCKET 50-265 Quad-Cities Station, Unit 2 

Forwards Insp Rept 60-265/78-30 an 761119-17 b Notice of 
Violation 

FlORELLItO Region 3. Chicago, Reactor Dperatlons Nuclear Support 

Dranch 70/12/2* 2pp 


7901030070 DOCKFT 50-266 Point Beach Noc 1 oar ‘ Plant, Unit 1 
Forwards responses to NRC position PF-40 thru PF-49 re fire 
protection review in response to NRC 780B14 Itr 
BUR3TEIN, 9 Wisconsin Electric Power Co 78/12/29 73pp 


7901020249 DOCKET 50-266 Point Beach Nuclear Plant. Unit 1 
Notice of appearance by CA Barth for NRC in proceedings 
Certificate of five cncl 

DARTH.C A Office of the Executive Legal Director 78/12/28 2pp 


7901170347 DOCKET 50-266 Point Beach Nuclear Plant, Unit I 
Grants motion of 1 Icensee. intervenor Lakshore Citliens for 
Safe Energy. NRC b State of UI seeking dismissal of 
proceeding Withdrawal of intervenor removes all issues 
HILLER. H E Atomic Safety and Licensing Board Panel 79/01/00 

2pp 


7901230013 DOCKET 50-266 Point Beach Nuclear Plant. Unit 1 
Forwards NUREO/CR-0400, “Risk Assessment Review Group Rept 
to the US NRC" (Lewis Rept). providing recommendation for use 
of risk assessment methodology b assessment of WASH-1400 H/o 
enc 1 

BARTH, C A Office of the Executive Legal Director 79/01/11 Ip. 


7901080117 DOCKET 50-266 Point Beach Nuclear Plant. Unit 1 
Forwards responses to NRC 781206 request for addl info re 
spent fuel storage expansion of facility 

DUR8TEIN. a Wlscanitn Electric Power Co 79/01/03 23pp 


7901150066 DOCKET 50-266 Point Beach Nuclear Plant, Unit 1 
Ack receipt of NRC 781220 Itr re license amend fees for 
review of application Disagrees w/determlnation that reviews 
are necessary for each unit Wishes to disregard Unit I 
application 

DURBTEIN.8 Wisconsin Electiic Power Co 79/01/03 Ip 


7901220097 DOCKET 50-266 Point Beach Nuclear Plant, Unit 1 
Responds to 781128 Itr r* purging during normal operatlun 
Need for purging has been limited. but it is eesentlal that 
capability af in-containment activities at power be 
maintained ’ 

8URSTEIN. 8 Wisconsin Electric Power Co 79/01/16 3pp 



docketed items 


7V01 110350 DGCKET S0-26A Poirt BBath Niiclaar PUnfe. Unit 1 
Forward* IE fnsp Hapt* 5O-S*4/70-ja tc 50-301/78-31 on 
701004-06 h 24-27 No none orap 1 1 ane e no-tad 

DAVI5.A n nation 0, Chiogo. Fuel Facilltij 1< Material* Safatg 

Branch 7B/ 12/06 2pp 


7'?0U10352 DOCKET 50-266 Point Deach Mot lean Plant, Unit 1 
IE Inap Rapts 50-266/78-ia t 50-301/70-21 on 701004-06 t< 

24-27 No noncomp 1 lance noted Major area# inspected radiation 
protection programlaud i ta, qualification, training, procedures, 
instrumentat ion) 

eSEOER.L R Region 3, Chicago, Fuel Facilitg 6 Materials BaPatg 

Branch 78/12/01 llpp 


7?01030a77 DOCKET 50-266 Point Beach Uuclear Plant, Unit I 
Act receipt at 7B1103 Itr inPorining MRC of steps taken to 
correct vJ-olatlon* noted during insp ?, requests addl info re 
item 3 t, 4 w/ln 10 dags of receipt of Itr 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 70/12/26 

2pp 


7<?01 160103 DOCKET 50-266 Point Baach Nuclear Plant, Unit 1 
Forwards IE Insp Rept 50-266/78-23 6 30-301/78-24 on 
701113-17 S( Notice of Deviation 

DAVIS, A B Region 3, Chicago, Fuel FacilitV t- Materials Safety 

Branch 78/12/20 2pp 


7701160331 DOCKET 50-267 Fort St Vrain Nuclear Oenorating Station 
Forwards revised list of NfiC inspectors who were to be 
Issued per/ranenti non-emplDjeo, no-escort-roqu ired picture 
badges Regional inspectors are to be treated as employees 
not usually employed at site N/out end 

SEYFRIT, K V Region 4, Dallas, Office of the Director 77/01/03 
Ip 


7701300159 OnCKET 50-267 Fort Dt Vrain Nuclear Generating Station 
Forwards Endns sement 45 to Policy NF-172, Endorsement 2 to 
Binder EB-33, Endorsement 37 to Policy MF-67 t< Endorsement 2 
to Binder XD-33 all for calendar year 1777 
HaCK,D D Public Service Co of Colorado 77/01/26 7pp 


7701090050 DDCKFT 50-267 Fort St Vrsin Nuclear Oenerating Station 
Forwards Info re review of ''Safety Analysis Ropt Use of 
TKBS Fertile Fuel Particles in Fort St Vrain Fuel Elements." 
GLP-5640. June 1770 Addl info will be requested f< cost of 
review payable upon completion 

EPEIS.T P Advanced Reactors Branch 77/01/03 2pp 


7701170017 DQCKFT 50-267 Fort St Vrain Nuclear Generating Station 
Responds to NRC 700327 Itr establishing restraints for 
ciceeding 70X rated power operating limit Contends it is 
unnecessary to shutdown reactor to facilitate 8ys 21 
instrument calibr Requests concurrence 

MILLEN, C K Public Service Co of Colorado 78/07/11 U3pp 


7701160106 DOCKET 50-266 Point Beach Nuclear Plant, Unit I 
Notice oF Deviation from Insp on 701113-17 

• Region 3, Chicago, Fuel Facility tt Materials Safety Branch 
70/12/26 Ip 


7701160110 DOCKET 50-266 Point Deach Nuclear Plant. Unit 1 
IE Insp Repts 50-266/78-23 h 50-301/70-24 on 7B1 113-17 
Noncompl tanc » noted emergency call list was Inaccurate Ic 
out ot date 

AXEI-SDN. N L , ESSIO. T )< Region 3, Chicago, Fuel Facility & 

Materials Safety Branch 7B/12/26 lOpp 


79012S0040 DOCKET 50-266 Point Deach Nuclear Plant, Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 77/01/16 
Spp 


7901120100 DOCKET 50-266 Point Beach Nuclear Plant, Unit i 
Forwards monthly operating rept for Dec 1978 
BURSTS IN, 8 Wisconsin Electric Power Co 79/01/0? Ip 


7701180102 DOCKET SO-266 Point Deach Nuclear Plant. Unit 1 
Monthly operating rept far Dec 1778 
* Mlsconsin Electric Power Co 79/01/04 lOpp 


7901040115 DOCKET 50-266 Point Deach Nucltdr Plant, Unit 1 
Forwards LER 78-OI7/OIT-0 

BURSTEIN, 9 Hisconsln Electric Power Co 7B/12/20 Ip 


7701040118 DOCKET 50-266 Point Deach Nuclear Plant, Unit t 
LER 78-01 7/0 lT-0 on 701206 control rod K-7 control bank "D" 
bteame misaligned more than 15 in U caused quadrant flui 
tilt of more than 87. Caused by personnel error 
BURSTEIN, S Idtsconsln Electric Power Co 70/12/1? 4pp 


7901160263 DOCKET 50-266 Point Beacli Nuclear Plant, Un 1 1 1 
Forwards LER 7B-01B/01T-0 

BURSTEIN, 8. Wisconsin Electric Power Co 7B/12/H7 Ip 


7901160266 DOCKET 50-266 Point Beach Nuclear Plant, Unit 1 
LER 78-O10/O1T-O on 701817 during normal power operation, 
power range Channel 44 failed, causing 20X turbine runback 
Failure of Power Designs, Inc, Model UPMP-X54H power supply 
caused Instrument to fall 

BURSTEIN, 6 Wisconsin Electric Power Co 7B/12/29 2pp 


770U60213 DOCKET 50-266 Point Beach Nuclear Plant, Unit 1 
Forwards LER 7B-017/01T-0 

BURSTEIN, B Niscontin Electric Power Co 79/Ol/OB Ip 


7701160217 DOCKET 50-266 Pplnt Deach Nuclear Plant. Unit 1 
LER 70-017/01 T-0 on 7901828, both heat tracing circuit* of 
circuit 47 of tPia boric acid *y» u-ara Inoperable due to 
defactlvB potentiometer* In the Thermon Model 8CB controller 
for each circuit, 

BURSTEIN, S Nlsconsin Elactrlc Power Co 79/01/00 2pp 


7701170307 DOCKET 50-267 Fort St Vrain Nifclear Generating Station 
Act receipt of 7Bt030 4, 1117 retponse* re grade H-951 
BTaphlte. Forward* request for add) info Expect* SER to be 
issued by 790401 Findings of SER are contingent upon 
tueceseful Irradiation performance of N-4BI elemente 

‘ ced Reactors Branch 79/01/10 4pp. 


79010S026B DOCKET 50-267 Fort St Vrain Nuclear Generating Station 
Withdraws request for surveillance uf 0 test fuel elements, 

& insists that utility perform detailed surveillance un 
reference fuel, defined by NRC as a first-core loading In 
future, all mods should be submitted tn NRC for review 
SPE19. TP Advanced Reactors Branch 77/01/03 4pn 


790107024B DD-fKET 50-267 Fort 3t Vrain Nuclear Generating Station 
Forwards application for amend to App A of License DPR-34 re 
Tech Spec 4 2 ISiPrimory Coolant Depr essur i la t ion 6 Limiting 
Condition for □peratlon Basis 

MILLEN. C K Public Service Co of Colorado 79/01/03 Ip 


770109025) DOCKET 50-267 Fort 8t Vrain Nuclear Generating atotlon 
Application for amendment to App A of License DPR-34 to 
change Tech Spec 4 2 ISiPrlmsry Coolant Depre n turi >a 1 1 on ft 
Limiting Candltian for Operation Basis 

MILLEN, C K Public Service Co of Color.ldO 77/01/03 Opp 


7701160173 DOCKET 50-267 Fort 3t Vrain Nuclear OpneratlliQ Station 
Confirms conversation re utility Intent to use altcrnato 
cooling msthiod tACM) diesel generator for interim alternate 
cooling method loads until ACM sy* Is operational 
NABEHBDURG.D Public Service Co of Colorado 79/01/03 Ip 


7701100231 DOCKET 50-267 Fort 91 Vrain Nuclear Gonoratlng fltatioii 
Forwards result* of study re extending time to start PCRV 
d epres»ur I la 1 1 on In the event of loss of forced circulation 
Concludes there are less limiting conditions which increase 
the S hour time limit 

FULLER, J K Public Service Co of Colorado 79/01/04 0pp 


7701110090 DOCKET 50-267 Fort 9t Vrain Nuclear Ganerntlng Btatlon 
In response to Enel 3 of NRC 700826 1 tr, forward s comments re 
eiiiting shortcomings h proposed clarifications to current 
Tech Specs 

MILLEN, C K Public Service Co of Colorado 79/01/04 IVpp 


7901I2DD95 DOCKET 50-267 Fort 9t Vrain Nuclear Oenorating Station 
Forwards ORNL calculation of postulated DBDA tt loss of 
forced circulation ac c ident, LASL comments of PSC 780811 rept 
"Core Fluctuation Investigation Status tt Safety Rept," tt 
7B1215 Review Committee meeting minutes 
BPEISi T P Advanced Reactors Branch 77/01/04 ip, 


7901120104 DOCKET 50-267 Fort St Vrain Nuclear Oenerating Station 
Forwards "Rept fro NRC on the PSC Document Entitled Core 
Fluctuation Investigation Status t. Safety Evaluation Rept " 
Concludes It is unlikely that fluctuation problem Is 
causing serious structural damage a* result of core motion 
DENNETT, J G Los Alamos Scientific Laboratory 78/18/13 I7pp 


7901120107 DOCKET 50-267 Fort St Vrain Nuclear Generating Station 
Responds to NRC 781121 request for aid u/licenslng review re 
postulated DBDA U loss of forced circulation accidents, 

Concludes each of the new postulated cases results In max 

temp no greater than FBAR-«ssumed worst case 

BALL, S J Oak Ridge National Laboratory 78/12/21. Spp 


7901160171 DOCKET 50-267 Fort Bt Vrain Nuclear Oenerating Station 
Corrects misstatement in Itr P-78004 Should state that 
10,000 gallons of fuel provide at least 24-h of operation 
w/full Interim alternate cooling method 

NAREMBOURO, D Public Service Co of Colorado 79/01/09 Ip 



DOCKETED ITEMS 


37 


7901180172 DOrKET 50-267 Fort St Vrain Nuclear Generatino Station 
Fotuards Rept 0A-Ap954 entitled, “Effect of Nuclear Detector 
Dotaltbr on Fort St Vrain Reactor t< Suegested Corrective 
Measures." dtd Jan 1978 vorreccive 

FULLER.JK Public Service Co of Colorado 79/01/U 3pp 

docket 50-267 Fort St Vrain Nuclear Oenoratina Station 
Effect of Nuclear Detector Decalibr on Fort St Vrain 
Reactor U Suggested Corrective Measures “ Circuit designs to 
suppl current single-level trip setpoint w/" f 1 oating " trip 
-*** tolve the neutron detector decalibr problem 

«rru?f n I'r . MCEACHERN. D W General Atomic Co (subi 

Of Gulf Oil Coip ) 0A-A13954 79/01/31 68pp 

7901240084 DOCKFT 30-267 Fort &t Vrain Nuclear Generating Station 
Bummarg of 7Q12I4 meeting in Cethosda.MO re data on 781104 Jc 
781212 fluctuations at plant Foruards pei tlnent info 
KUCMYC^.O Advanced Reactors Branch 79/01/12 79pp 


Fort St Vrain Nuclear Generating Station 
IE Insp Rept 50-267/78-19 on 701U3-16 Nontomp 1 iancrnoted 
uihirr* In subsequent training lectures for 

•'“®n obtained 

DICKERSON. H N . JOHNSON. E H . MADSEN. 0 L Region 4. Dallas, 

Reactor Operations Nuclear Support Branch 78/12/04 7pp 

Vrain Nuclear Generating Station 
Foruards IE Bulletin 78-14. "Deterioration of Buna-N 
Components in ASCO-Sol enolde " 

SEYFRIT. K V Region 4. Dallas. Office of the Director 7B/12/19 

7901170375 DOCKET 50-267 Fort St Vrain Nuclear Oenerating Station 
Act receipt of 781227 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-267/78-19 

Branch' ° 79/Ol/05“®*2pp^' Operations Nuclear Support 


7901230196 DOCKET 50-26/ Fort St 
Foruards rept CA-A15094 “Effect 
Sanicro 31 at Elevated Temps " 
HESSMAN. 0 I- General Atomic fo 
79/01/17 2pp 


Vrain Nuclear Generating Station 
of an Aluminum Alloy on 

(subs of Gulf Oil Carp > 


7901170377 DOCKET 50-267 Fort St Vrain Nuclear Generating Station 
781116 Ur re violations noted in Insp Rapt 
50-267/78-19 Does not believe there is a violation or 
approved requalification program 

MILLEN. C K Public Service Co of Colorado 78/12/27 2pp 


7901230204 DOCKET 50-267 Fort St Vrain Nuclear Generating StatJi 
Effect of an Aluminum Alloy on Sanicro 31 at Elevated 
remps " Tinol rept on metallurgical esamination re potential 
of aluminum alloy chip Steam generator leak cracking from 
liquid metal embrittlement unlikely 

HOLKO. K H General Atomic Co (subs of Gulf Oil Coro ) 

OA-A 15094 70/11/30 45pp 


7901250070 OQCKFT 50-267 Fort 9t Vi aln Nuclear Generating Station 
Requests addl info to continue ravieu of surveillance plan 
fcr Typo PGX graphite Need to confirm 700301 fuel loading 
date 

SPEISi T P Advanced Reactors Branch 79/01/10 3pp 


7901000155 DOCKET 50-267 Port St Vrain Nuclear Generating Station 
Foruards monthly operating rept for Nov 197B 
NAREHUOURQ. D Public Service Co of Colorado 70/12/28 Ip 


79011S010B DOCKET 50-267 Fort St Vrain Nuclear Generating 
Foruards monthly operating rept for Dec 1970 
UAREMBOURO. D Public Service Co of Colorado 79/01/05 


Station 

Ip 




Monthly operating rept for Dec 1978 
GAHM. J W Public Service Co of Colorado 




79/01/05 7pp 


7901820169 DOCKF r 50-86/ Fort 9t Vrain Nuclear Generating Station 
Requosts addl Info for rovieu re H-4SI graphite Findings 
contingent on successful irradiation performance of H-4S1 
test elements 

8PEI8. T P Advanced Reactors Dranih 79/01/22 4pp 


7901300149 DOCKET 50-267 Fort St Vrain Nuclear Generating Station 
Forwards proposed changes to Tech Specs to reflect current 
administrative organization 6 controls 

MtUlCN.C K Public Service Co of Colorado 79/01/23 Ip 


7901300150 D(3fKET 50-267 Fort St Vrain Nuclear Generating Station 
Application for emend to Tech 8pecs Proposes changes in 
administrative controls dealing u/revieu h audit. safety 
limits 6 procedures 

MILLEN. C K Public Service Co of Colorado 79/01/23 80pp 


7901310038 DD('KET 50-267 Fort Bt Vrain Nuclear Generating Station 
Foruards draft copy of safety analysis rept for proposed 
restraint devices 

BMAWRTiF E Public Bervico Co of Colorado 79/01/25 Ip 


7901310061 DOCKET 50-267 Fort Bt Vrain Nuclear Oenerating Station 
8AR to evaluate Inetallatlon of regional restraint devices 
to restrain relative motion between adjacent refueling 
regions which would limit size of gap 
* Public Service Co of Colorado 79/01/11 25pp 


7901020239 DOCKET 50-267 Fort St Vr^ln Nuclear Oenerating Station 
Foruards IE Insp Rept 50-267/70-17 on 781024-26 No 
noncompl lance noted 

MADSEN. 0 Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 70/11/20 2pp 


79010S024S DOCKET 50-267 Fort 8t Vrain Nuclear Oenerating Station 
IE Insp Rept 50-867/78-17 on 781084-26 No noncompl iance 
noted Major area* inspected environ protection programs, 
eudi ts> monl torlnfl b surveillance 1< OC of analytical 
meaeurement* 

BROWN. 0 D . EVERETT. R J Region 3. Son Francisco. Fuel Facility 

l< Hatertols Safety Branch 78/11/17 6pp 


7901170068 DOCKET SO-867 Fort St Vrain Nuclear Generating Station 
Forward* IE Insp Rept 50-267/78-19 on 781113-16 «< Notice of 
Violation 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 70/12/OS 2pp 


7901030222 DOCKET 50-267 Fort St Vrain Nuclear Generating Station 
Forwards LER 7B-036/03L-0 

WAREMDDURO. D Public Service Co of Colorado 78/12/29 ip 


^ . in docket 50-867 Fort 9t Vrain Nuclear Generating Station 

LER 70-O36/O3L-O on 7B1129 1 of 2 engines which drive a 
single emergency generator failed to start 6 failed to 
declutch from generator after failing to start No cause 
identified Subsequent tests unable to repeat failure 
GAHM. J W Public Service Co of Colorado 78/12/20 3 pp 


7901150063 DOCKET 50-267 Fort St Vrain Nuclear Oenerating Stotion 
Forwards LER 7a-037/03L-0 

WAREMBOURG. D Public Service Co of Colorado 79/Ol/OB ip 


7901150065 DOCKET 50-867 Fort 8t Vrain Nuclear Generating Station 
LER 70— 037/03L— 0 on 7B1209 on 3 occasions. the core average 
outlet temp uas 1200 F or more while total primary coolant 
oxidants exceaded 10 0 ppm Caused twice by personnel error It 
once by mgt decision after oxidant Introduction 
OAHM.J W Public Service Co of Colorado 79/Ol/OB 4pp. 


7901230260 DOCKET 50-267 Fort St Vrain Nuclear Generating Stakion 
Forwards LER 78-039/03L-0 

WAREMBOURG. D Public Service Co of Colorado 79/01/16 Ip 


7901230268 DOCKET 50-267 Fort St Vrain Nuclear Oenerating Station 
LER 76-039/03L-0 on 781284 degraded mode operations occurred 
during 2 separate repair* to o buffer helium dryer purge 
valve Caused by leakage past valve seat Which required 
bypass of dryer 

OAHM.J M Public Service Co of Colorado 79/01/16 7pp 


79D13000B7 DOCKET 50-267 Fort St Vrain Nuclear Oenerating Stobion 
Forwards LER 78-040/03L-0 

WAREMBOURG. D Public Service Co of Colorado 79/01/22 Ip 


7901300090 DOCKET 50-267 Fort 8b Vrain Nuclear Oenerobing Sbablon 
LER 7a-040/03L-0 on 7B1227 upseb in maisbure rnsnibor 
nlbrogen supply sys caused coaling gai supply ba be 
unsbable Caused by severs upseb bo nlbrogen cooling sys) 
rcsulbonb bemp rise made debeebors inoperable 
GAHM. J. W Public Service Co of Colorado 79/01/22 3pp 


7901300110 DOCKET 50-267 Porb Sb Vrain Nuclear Oenerablng Sbablon 
Foruards LER 7S-037/03X-2i sup pi repb 

WAREMBOURG. D Public Service Co of Colorado 79/01/22 ip. 


7901170071 DOCKET 50-267 Forb Sb Vrain Nuclear Oenerablng Sbabion 
Nobtee of Vtolablon from insp on 701113-16 

• Region 4. Dalles. Office of bhe Director 78/12/04 Ip 


7901300112 DOCKET 50-267 Fort St Vrain Nuclear Generating Sbatlon 
LER 7a-027/03X-2 on 790112 during test, 3 of 12 HE circulator 
seal malfunction differential pressure switches (ITT Barton 
Model 2891 tripped pub«lde Tech Spec limits Caused by dirt 
accumulation in the switches 

OAHM.J W Public Service Co of Colorado 79/01/22 6pp 



DOCKETED ITEMS 




7V0)3C;^»i CuCKfcT 50-2i7 Fort St Vroln Ho£)»*r Ornorottn# Station 
Forward 1 Lf** 7*-0v9/9V*-l 

1iAF£Hsci,'<)6 C Public S«mcf Co of Colorido 79/01/24 ip 


790t3;C099 COrPST S0-2i7 Fort St Vrain Nucloar Oinrratlnji Station 
LER 70-CC3/991I-1 on 7&tiOI during rtvitui at actiont to bi 
taltn djrtrj loii of forcad circulptlon tv(nt< prinary 
coolant tdt (Cold not br dtpraouriiad uithin tima required 
CiJted b{ inadequate line etie 

CAIdt J W Public Service Co of Colorado 79/01/24 lSpp 


7901260043 DOCKFT 50-269 Oconee Nuclear Station. Unit 1 

Foeuards Aeiends 67 to DPR-3a «< DPn-47 «< Amend 64 to bPn-95, 
eafetv evolootioH *< notice of issuance In responso to /ttlJr"*’ 
request 

REIO.R U Operating Reactors Branch 4 79/01/11 2<ip 


7901260046 DOCKET 30-269 Oconee Nuclear Station, Unit 1 
ftfttnds 67,67 t< 64 to Ulcensea OPR-SO. »PI1"47 ». DPIt-93 
changing Tech Specs to eitend inoperap i ] I t^f period of 
reactor bldg spraq troln 

REIDiR M Operating Reactors Branch 4 79/01/11 Upp 


79313^0164 eCCr^T 50-*267 Fort St Vraln Nuclear Oenerating Station 
Foruardt tEfi 79-COI/03L-0 

WAREP8EUR3 D Public Service Co of Colerado 79/01/24 ip 


790I3C0170 CSCrET 10-267 Fort St Vraln Nuclear Oenerating Station 
79-001/031.-0 on 790102 tetal prlnarg coolant oildant 
Cc-Cf ntrat ion ticeeded lO /ol ppn uMIe core average outlet 
leap wet greater than 1200 F Caused bg low tenp ebiorbcr 
heatup. rtleatlng oaidant to prinarg coolant 
CAlRi j U Public Service Co of Colorado 79/01/24 Ip 


7901260050 DOCKET 50-269 Oconee Nuclear Station. Unit l 
Safetq evaluation in support of Amende 67.67 h 64 to 
Licenses DPR -30, 47 h 35 

* Operating Reactors Branch 4 79/01/11 2pp 


7901260034 DOCKET 30-269 Oconee Nuclear Station, Unit 1 

Notice of issuance of Amende 67, 67 t< 64 to Llcented DPR >IN. 
47 6 55 

REID, R M Operating Reactors Dranch 4 79/01/11 Hpp 


7901170162 COCpET 50-269 Dtonee Nuclear Station- Unit 1 
Requests NU$ Corp be added to ivc list for documents 
PAflfER.W 0 Dube Poucr Co 79/01/11 Ip 


7901140062 C0CK6T 50-269 Oconee Nuclear Station. Unit I 
Notlficatlcn that ifilC will eitend govt indemnity to spent 
reactor fuel stored at a reactor site different than the one 
when It was generated 
ChILK.SJ Caaaitsion 70/12/29 9pp 


7901290045 DOCKET SO-269 Oconco Nucleor Station. Unit 1 

Confirms understanding of proposed schodiilo for mod vioi-k tu 
HP IS 

REID, R Id Operating Reactors Branch 4 79/01/13 i7pp 


7901260176 DOCKET 50-269 Oconee Nuclear Otatlon, Unit I 
Forwards startup rept summary 
PARKER.H 0 Duke power Co 79/01/16 tp 


7-901160372 DOCKET 50-269 Oconte Nuclear Station. Unit 1 
Conceptual design of plant proposed progran for safe 
shutdown sys Is acceptable H/encl concept evaluation 

REiO.R U Operating Reactors Branch 4 7S/12/06 9pp 

7901000347 DOCKET 30-269 Oconpe Nuclear Station, Unit 1 

energency power sys submitted in 
770721 L 771007 itri re low voltage cenditions at offsite 
power supply (, Interaction between on h offelte emeraency 
power eysttms * * 

REIO.r If Operating Riactors Branch 4 78/12/20 3pp 

>901^0334 DOCKET 50-269 Oconte Nuclear Station, Unit 1 

rsi *■ License, 

^12l1'^^ ” respectively.wis aisdeted 7812|0 instead of 

REID-R H Operating Reactors Branch 4 70/12/22 2pp 

50-269 Oconee Nuclear station. Unit l 

'hrwards summary of 

^^11 s I •‘9'1‘oactlve .pent powdee 

."■mj'a!;.;:;!:;;;';, >* •• ........... 

PARKER, If 0 Duta Power Co 78/12/27 3^^ 

7901040046 DOCKET 50-269 Oconee Nuclear Station. Unit 1 

monitoring 1, reqiired 

";;:s “ ?r;:L;:rr "r;-" > 

TWO., u « j 's; 

!>“'•- »■. . 

LI. ..il " 

»eiD,» u *' ^.'..tln,*RlitU«*B **•?*•* *® W>-a6. 

r attng Reactor, Branch 4 7?/oi/o3 2pp 

KJ mis iirrUai^ir * 

purafni during normal plant ope^luoS '»"*«‘nm#nt 

saFeguard. aclualion arc«uTN/Jl«rt •ngine.rad 

features No changes in aeer.tl„l ! I* * ilFslgn override 
PARKER. H 0 Out. ?ow.r cr*%*^*Sr/«* "Ip'p”**"^ 

7901 170190 DOCKET 50-269 u . 

Forwards rept 'BMI f*’ * 

Adyametrlc tOCA Loads Evalueilni n*’ Owner's Oro„p 
PAflKO,.V 0 Dul. “ 

“"Jt 1 

Evaluation Program • outliJII. **’»'»metrlc LOCA Loads 

d.tjrmln. m.ro'.p^ipf^* •valuation b,., ^ datai^J”* 

ovaiwations ^ «»P9n»nt/»tpiietural 

-•r Co 7B/11/I0 9„ 


7v0i260177 docket 50-369 Oconee Nuclear 6tntlon« Unit I 
startup testing rept summary. Uni t 1. Cycle 5 
* Dule Power Co 79/01/16 i3pp 

7901230146 DOCKET 50-969 Oconee Nuclear Btatlon. Unit 1 
Updates Info re seismic qual i f icat 1 on of overhead 
transmission path from Keouoe Hydra Station to facltltu 
Currently 3 mods are required in order to complote seiomlc 
upgrade 

PARKER. W 0 Dube Power Co 79/01/10 Spp 

7901100346 DocKFT 50-269 Oconee Nuclear Station. Unit 1 
Act receipt of IE Insp Repts 30-269/78-31,30-970/70-29 t< 

^81114-17 No proprietary Info 
PARKER. U 0 Duke Power Co 70/12/98 Ip 

7901100394 docket 30-269 Oconee Nuclear Qlatton. Unit 1 
’**'’** 5O-269/70“31, 30-270/70-99 «< 

“U No noncompllanco noted 

10. u Region 2. Atlanta. Reactoi Oporatlqiis Nuclear (luppori 

uranen 78/12/13 app 

7901100367 DOCKET 30-269 Oconee Nuclear Station, Unit 1 
7an?ri?'S 90-269/78-31, 90-270/70-99 fc 30-987/70-31 0» 
revi.L. i* noncompliancB noted Hafor areae Inepectmd 
review of past-refueUng, isre power t, poieer-esca la t inn 

NucleIJ'LLl.rf*n^*'^’K in,, 2, Atlanta. Reactor (Jperatinns 

nuclear Support Branch 78/12/12 4pp 

7901100410 DOCKET 50-969 Oconee Nuclear Station. Unit 1 
S0-2S7/7a-32'’^i,‘7a!?2? 30-970/78-30 t. 

PARKE«,'wV“ S:krpiw^;"?q'^“ 

790)100423 DKKEt 50-269 Oconee Nuclear Station, Unit 1 
50-269/78-32,30-270/70-30 A 
nencompManerneted *“ 

Branch 78/ 12/07 '“"apj, B*»*:tnr Operations Nuclnar Suppnrt 

79011OT429 OOCKEt 50-269 Oconee Nuclear at.tiqn, Unit 1 
7I1 w-ao'w 50-270/78-30 A 30-207/70-^ o,, 

JAPE, F , LEWIS. R r “'tlons on open items 

Nuclear support Branch 'l/^S/OA 4 ^" «**'t 6r Opera 1 1 tine 
7901100433 DOCKET BO-969 Oconee Nuclear Station lln 1 f . 

eUTHERLAND.J T Reoio’n^o nbted 

Safety Branch 78/t2/*4 Spp “i**' ^“*1 Facility A tlatarlale 



DOCKETED ITEMS 
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7901100445 DOCKET bO-269 Oconee Nuclear Station. Unit 1 
IE Inap nopts S0-Si9/7a-30. SO-SrO/ 7S-aa t, 50-207/78-30 on 
7BH13-I7 No noncomp 1 lane B noted Major areas inspected 
adequacy h effectiveness of emergency organiiation 
PEHnaTTI, D J Region 2, Atlanta, Fuel Facility «< Materials 

Safety Dranch 70/12/13 15pp 


7901100332 DOCKET 50i-2fi9 Oconoo Nuclear Btation, Unit 1 
Act receipt of IE Insp Rep t 50-369/70-36,50-270/70-34 J< 
50-207/70-36 on 781206-00 No proprietary info 
PARKER, W O Duke Power Co 7S/ 12/29 Ip 


7901100336 DOCKET 50-269 QcondP Nuclear Station, Unit 1 
Forwards IE Insp Repts 30-269/70-36,50-270/70-34 h 
50-207/70-36 on 701206-00 No non c omp 1 1 anc e noted 
MURPHV, C E Region 2, Atlanta, Reactor Construction Ji 

Engineering Support Branch 70/12/31 3pp 


7901100340 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
IE Insp Repts 50-269/70-36,50-270/70-34 Si S0-257/7B-36 on 
701206-09 No noncompHance noted Major areas Inspected 
corrective actions on unresolved items, Unit 2 3rd outage 
Inservice insp records 

ECONOHOS, N , CONLQN, T E Region 2, Atlanta* Reactor 

Construction >< Engineering Support Dranch 70/12/21 Spp 


7901220219 DOCKET 50-269 Oconee Nuclear Btatlor, Unit 1 
Forwards IE Circular 79 - 02 , "Fallnr e of 120 UP 1 1 Vital AC 
Power Supplies " 

0'REILLV,J P Region 2, Atlanta, Office of the Director 

79/01/16 2pp 


7901290137 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Ack receipt of 790108 1 tr informing NRC of steps taken to 
correct vidlations noted In IE Insp Repts 90—269/78-27, 
50-270/73-26 U 30-207/70-27 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility ti Materials 

Safety Dranch 79/01/28 Ip 


7901290143 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Responds to NRC 701212 1 tr re violations noted in IE Insp 
Repts 50-269/70-27,50-270/70-26 l< 50-207/70-27 Corrective 
actions reducing radiation ospusures by addition of 1/2 inch 
lead shield to calibrator 6 stronger c a 1 1 br source ordered 
PARKER, W O Duke Power Co 79/01/00 Spp 


7901290146 DOCKET 50-869 Oconee Nuclear Station, Unit 1 
Forwards IE Insp Repts 90-269/73—27,30—270/70—26 ti 
50-207/70-27 on 7G1030-H03 J< Notice of Violation 
SUTHERLAND, J T Region 2, Atlanta, Fuel Facility fc Materials 

Safety Dranch 79/01/22 2pp 


7901110163 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Ack receipt of IE Insp Repts 50-269/70-34,30-270/78-3? It 
50-207/70-34 on 791206-09 No proprietary info 
PARKER, W 0 Duke Ppwer Co 70/12/39 Ip 


7901290148 DOCKET 90-269 Oconee Nuclear Station, Unit i 
NotieeafVlolatlonfratn Insp on 701030-1103 

e Region 2, Atlanta, Fuel Facility t, Materials Safety Dranch 

70/12/04 app 


7901110171 DOCKET 50-269 Oconee Nuclear Station. Unit 1 
Forwards IE Insp Repts 50-269/73-34,50-270/78-32 !< 

90-207/70-34 on 701206-09 No noncomp 1 1 anc e noted 

LONG, F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Dranch 7B/12/19 2pp 


7901110177 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
IE Insp Repts 50-269/70-34,30-270/78-32 t, 50-207/78-34 on 
781206-09 No none omp 1 lane e noted Major areas inspected plant 
procedures 

KELLOOO, P d Region 2, Atlanta, Reactor □perattens Nuclear 

Support Dranch 7B/I2/18 7pp 


7901180033 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Ack receipt of /51207 1 tr informing NRC of steps taken to 
correct violations noted Iti Insp Repts 50-267/78-29, 

50-270/70-24 6 30-287/70-25 

LONG, F J Region 2, Atlanta, Roactai Dperatlons Nuclear Support 

Branch 79/01/04 Ip 


7901100062 DOCKET 50-269 Oenneo Nuclear Station, Unit 1 
RoEponds to NRC 781115 1 tr re violations noted In IE Insp 
Rept 50-269/70-25,50-270/78-24 S< 50-207/73-23 Corrective 
actions will conform to minimum redundancy requirement for 
protective Instrumentation 

PARKER. U P Duke Power Co 78/1H/07 2pp 


7901180070 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Forwards IE Insp Rept 90-869/70-25.50-270/70-24 8, 

50-207/70-25 on 701018-20 h Notice of Violation 

LQNO, F J Region 8, Atlanta, Reactor Operations Nuclear Support 

Branch 78/11/15 2pp 


790U80073 DOCKET 30-269 Oconee Nuclear Statlen, Unit 1 
Notice of Violation from insp on 781010-80 

* Region 2, Atlanta, Office of the Director 7B/11/15 Ip 


7901100000 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
IE Insp Rept 50-269/78-25, 30-270/70-84 t, 50-207/70-25 on 
701010-20 Noncompliance noted failure to conform to minimum 
redundancy requirements for protective instrumentation 
JAPEtF . QUICK, D . LEMIS.R C Region 8, Atlanta, Office of tho 
Director 70/11/13 6pp 


7901170394 DOCKFT 50-269 Oconee Nuclear Station, Unit J 
Ack receipt of IE Insp Repts 50-269/78-33, 5O-27O//70-31 t< 
50-807/78-33 on 781187-1201 No proprietary info 
PARKER. W O Duke Power Co 79/01/09 Ip 


7901170397 DOCKET 50-869 Oconee Nuclear Btation, Unit 1 
Forwards IE Insp Repts 50-269/70-33,50-870/70-31 
50-207/70-33 on 701127-1801 No noncompHance noted 

LONG, F U Region 2, Atlanta, Reactor Operatidns Nuclear Support 

Branch 78/18/29 2pp 


7901290150 DOCKET 50-269 Oconee Nuclear Station, Unit i 
IE Insp Rept 30-269/70-27, 50-270/70-86 U 50-807/70-27 on 
701030-1 103 NoncDitipliance noted unlocked radiation areas, 
failure to follow procedures for transferring evaporator 
cuncentrates t, calibrating survey instruments 

H05EY, C M , COLLINS. D M , QIBSaN, A F Region 2, Atlanta. Fuel 

Facility Materials Safety Branch 70/12/04 12pp 


7901310038 DOCKET 50-269 OconeB Nuclear Station, Unit 1 

Forwards proposed Tech Spec revision for approval Objectivo 
is to define Inservice survei 1 lance program for steam 
generator tubing 

PARKER, W O DuVo Power Co 79/01/80 Hpp 


790119DD53 DOCKET 90-869 Oconee Nuclear Station, Unit 1 
Forwards monthly operating rept for Dec 1978 
PARKER, W O Duke Power Co 79/01/15 Ip 


7901190057 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Monthly operating rept for Dec 1970 
REAVIS, J A Duke Rower Co 79/01/15 IRpp 


7901040869 DOCKET 90-269 Oconee Nuclear Station, Unit 1 
Forwards Info re 781015 notification of reportable 
occurrence re operation w/abnormal degradation of reactor 
coolant sys pressure boundary during Cycle 4 Rept will be 
delayed until 701115 Extensive investigation remains 
PARKER, W O Duke Power Co ZR/IO/SO ip 


7901830857 DOCKET 90-269 □conea Nuclear Station, Unit I 
Forwards UER 70-O27/O3L-O 

PARKER, tl 0 Duke Power Co 79/01/15 Opp 


7901830262 DOCKET 50-269 Oconee Nuclear Btation. Unit I 
LER 70-027 /03L-0 on 701814 Tave etatalarm began to act 
erratically Power cord supplying Tave recorder shorted 
causing apparentlnoL realldrop in Tave of 13 F Cause of Tave 
cord short not Identified 

MILSDN.K R Duke Power Co 79/01/15 3pp 


7901170168 DaCKF.T 50-270 Oconee Nuclear Station, Unit 8 
Requests NUB Carp be added to sve list for documents. 
PARKER, U O Duke Power Co 79/01/11 ip 


7901030035 DOCKET 90-870 Oconee Nuclear Station, Unit 2 
Discusses issue of resin disposal S< forwards sumnary of 
proesdure by which processing of radioactive spent powdex 
resin will be control 1 ed. Expected to be formally implemented 
by 790119 Alternatives discussed 
PARKER, U 0 Duke Power Co 7S/12/27 Spp 


7901040046 DOCKET 50-270 Ocopee Nuclear Station, Unit 2 
Determines that no further salsmlc monitoring is required 
A long-term summary report will be submitted by 7902iS 
PARKER, N □ Duke Power Co 78/12/20 Ipp, 


7901170401 DOCKET 90-869 Oconee Nuclear Station, Unit 1 
IE Insp Repts 50-269/70-33,30-870/70-31 t< 50-207/76-33 on 
781187-1801 No noncomp I lance noted Major areas inspected 
plant surveillance program of pipe support t< restraint sys tt 
plant malnt progrom 

JOHNBDN, A H , BROOKS, E H > MARTIN. R D Region 8, Atlanta, 

Reactor Operations Nuclear Bupport Branch 70/12/26 lOpp, 


7901000347 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Accepts design of plant emergency ppuier sys submitted in 
770781 tt 771007 1 trs re low voltage conditions at offsite 
power supply it interaction be tween on & offsite emergency 
power sy s terns ' 

REID.R U Operotlng Reactors [Branch 4 70/12/20 3pp 
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7IIJ010803S4 DOCKEt 50-270 Oconee Nuclear Station) Unit 3 

Notification that Hr issuing /Amends b6, hb & 63 to Licenses 
t)PR-3Q>47 li SS respec t ivelg I UBS nisdated 76121B insteail of 
761219 

REIDrB H Operating Reaclars Branch 4 76/13722 2pp 


7?01100t';e DOCKET 50-270 Oconee Nuclear Station) Unit 3 
Respondf to NRC 761129 Itr requesting info re containment 
purging dorms normal plant operation 6 review of englneereil 
safeguards actuation circuitry ui/regard to design override 
features No changes In operation era necessary 
PARKERiM 0 Dute Power Co 79/01/05 6pp 


7901100360 DOCKET 50-270 Oconee Nuclear Station. Unit 3 
IE Insp Repts 50-569/70-36.90-270/78-34 S< 50-207/78-36 on 
781306-00 No noncomp 1 lance noted Major areas Inspected 
corrective actions on unresolved Items. Unit 2 3rd outage 
Inservice insp records 

EC0N0KD8. N ) CONLON. T E Region 2. Atlanta. Reactor 

Construction & Engineering Support Branch 70/12/21 Bpp 


7901100346 DOCKET 50-S70 Oconee Nuclear Station. Unit 2 
Ack receipt of IE Insp Repts 50-269/79-31.30-270/70-27 f, 
50-207/70-31 on 781114-17 No proprietary info 
PARKER. H 0 Duke Power Co 78/12/20 Ip 


7901160062 DOCKET 90-270 Oconee Nuclear Station, Unit 8 
Hotification that NRC ulll eitend govt indemnity to spent 
reactor fuel stored at a reactor site different than the one 
where it was generated 
CHILK.S J Commission 76/12/29 9pp 


7901100394 DOCKET 30-270 Oconee Nuclear Station. Unit 8 
Forwards IE Insp Repts 30-269/70-31 , 30-270/7E)-89 f< 

50-2B7/7B-31 on 701114-17 No none omp 1 i anc o noted 

LONOi F J Region 2. Atlanta. Reactor Operations Nuclear Uiipport 

Dranch 70/12/13 2pp 


7901160311 DOCKET 50-270 Oconee Nuclear Station. Unit 8 

Corrects 761206 Itr issuing approval of conceptual design of 
safe shutdown sys Ltr date changed to 761229 t< First 
docket number In upper left corner changed to 50-269 
flEIDjR U Operating Reactors Dranch 4 79/01/03 2pp 


790116D372 DOCKET 50-270 Oconee Nuclear Station. Unit 8 
Conceptual design of plant proposed program for safe 
shutdown sys is acceptable M/encl concept evaluation 
REID. R H Dperating Reactors Dranch 4 70/12/06 9pp 


7901 1701 SB DOCKET 50-270 Oconee Nuclear Station, Unit 8 
Forwards rept “BhM 177 Fuel Assembly Owner's Group 
Asynmetric LOCA Loads Evaluation Program, Phase 2 “ 
PARKER, N 0 Dube Power Co 79/Dl/ll tp 


7901170161 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
"B!<H 177 Fuel Assembly Owner's Oreup Asymmetric LOCA Loads 
Evaluation Program ” Outlines evaluation base & details to 
determine more specific leads t component/struc toral 
evaluations 

e Duke Power Co 76/11/10 9pp 


7901190001 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Responds to 760613 request for info re guide tube wear 
TAYLOR, J H Babcock k Mllcox Co 79/01/02 7pp 


7901230146 DOCKET 50-270 Oconee Nuclear Station. Unit 2 
Updates Info re seismic qua! If icatlon of overhead 
transmission path from Ksowee Hydra Station to facility 
Currently 3 mods are required in order to complate seismic 
upgrade 

PARKER. H 0 Duke Power Co 79/01/10 5pp 


7901260043 DOCKET 50-270 Dconee Nuclear Station, Unit 2 

Forwards Amends 67 to DPR-3a 6 DPR-47 ti Amend 64 to DPR-55. 
lafety evaluation & notice of Issuance In responee to 701883 
request 

REID. R. W Operating Reactors Branch 4 79/01/11 2pp 


7901360046 DOCKET 50-370 Oconee Nuclear Btatlon. Unit 3 
Amends 67.67 t. 64 to Licenses DPR-30. DPR-47 tc DPR-SS 
Changing Tech Specs to extend inoperability period of 
reactor bldg spray train 

REID.R H Operating Reactors Branch 4 79/01/11 Bpp 


7901260050 DOCKET 50-370 Oconee Nuclear Station, Unit 2 
Safety evaluation in support of Amends 67,67 b 64 to 
Licenses DPR-3a. 47 6 53 

e Operating Reactors Branch 4 79/Ol/U Spp 


79012600S4 DOCKET 50-270 Oconee Nuclear Station. Unit 2 

Notice of Issuance of Amandi 67,67 It 64 to Licenses DPH-3B, 
47 6 55 

REID.R M Operating Reectors Branch 4 79/01/11 Spp 


7901100359 DOCKET 30-270 Oconee Nuclear Gtntinn. Unit 5 
IE Insp Repts 30-569/76-31,50-270/78-29 50-207/78-31 on 

701114-17 No itoncamo 1 lance noted Mujnr are.is inspected 
review of post-refuel Ing, icru power t. pouior-ostalatlon 
tests 

BURNETT. P T , MARTIN, R D Region 3. Atlanta, Reactor llporntluna 

Nuclear lupport Dranch 76/12/12 4pp 


7901 1004 IB DOCKET 30-270 Oconee Nuclear Btatlon. Unit 2 
Ack receipt of IE Insp Ropts 50-269/70-33. 30-370/70-30 f< 
50-267/76—32 on 781127-30 No proprietary info 
PARKER, H 0 Duke Power Co 70/12/20 Ip 


7901100433 DOCKET SO-270 Oconee Nuclear Btotlon. Unit 2 
Forwards IC Insp Repts 50-269/78-32,50-270/70-30 S< 

50-307/70-33 on 701127-30 No noncomp I lanc e noted 

LONG, F J Region 3, Atlanta, Reactor □peratinns Nucloai [.upport 

□ranch 78/13/07 2pp 


7901100439 DOCKET 50-270 Oconee Nuclear Stall an, Unit 2 
IE Insp Repts 30-369/70-32,30-270/78-30 U 50-807/78-32 on 
701187-30 No noncompllance noted Major nroas Inspected 
llconsee event rep t s, 1 1 censeo actions on open Hems 
JAPE, F . LEWISiR C Region 2. Atlanta, fleflctor Opera 1 1 nns 

Nuclear Support Dranch 7B/13/06 4pp 


7901100433 DOCKET 30-270 Deoneo Nuclear Station, Unit 2 
Ack receipt of IE Insp Repts 50-269/70-30, 80 -3/0/70-20 6 
50-207/70-30 on 701113-17 No proprietary Info 
PARKER. W Q Duke Power Co 70/12/20 Ip 


7901100430 Docket 50-270 Oconee Nuclear Station. Unit 2 
Foruarda I£ Insp Repts 30-269/70-30.30-870/70-80 t< 

30-207/70-30 on 701113-17 No noncomp 1 1 one 0 noted 

SUTHERLAND, J T Region 2, Atlanta. Tuol raclltlu t< Hat*r)»1s 

Safety Dranch 70/12/14 Spp 


IE Insp Repts 30-269/70-30, 50-370/ /e-2ti''l!' 00-807/78-30 nil 
701113-17 Ho noncompllance noted Major areas inspected 
adequacy b effectiveness of emergency organ 1 lot inn 
PERROTTJ.D j Region 2, Atlanta, Fuel Fad I tty & Materials 
Safety Branch 70/13/13 ispp 


7901110163 DOCKET 50-870 Oconee Nuclear Station. Unit S 
Ack receipt of IE insp Repts 50-369/76-34,50-370/70-32 h 
00-287/78-34 on 701206-09 No proprietary Info 
PARKER, W O Duke Power Co 79/12/89 ig 




Forwards IE Insp Repts 50-269/70-34,30-870/70-32 «< 


No noncomp 1 lane 0 ncited 
Drs^eh 7a/12/19^‘’"3pJ, = Operations NucUar li.,ep»r 


7901290045 DOCKET 30-270 Deonet Nuclear Station, Unit 8 

^nflrms understanding of proposed schedule for mod work to 
KPlSi 

REID.R, H Operetlng Reactors Branch 4, 79/01/15 2pp 

7901100332 DOCKET 50-270 Oconee Nuclear Station, Unit 8 
50-269/76-36.50-870/78-34 I, 
781206-00, No proprietary info, 

PARKER, M 0 Duke Power Co 70/13/29, ip 

7901100336 DOCKET 30-270 Dconee Nucliar Station, Unit 2 
.2’'-!^'** *h‘P 50-269/78-36,50-270/78-34 t< 

No noncompllance noted. 

D S' Atlanta, Reactor Construction t, 

Englnsiring Support Branch 76/18/21 spp 


/vujiiut// uuuKfct 50-270 Dconee Nuclear Station, Unit 2 

50-869/70-34,50-2/0/70-38 k 50-807/70-34 on 
procedures^'’ noncompllance noted Major areas Inspectsd pUni 

Kor?irich 

7901170394 DOCKET 50-870 Dconee Nuclear Station. Unit 2 
Ack receipt of IE Insp Repts 30-269/70-33. S0-27O//7S-3J A 
parkIr'u®;''^ Oh 781127-I2gl Nq proprietary in ?0^ ® 

PARKER, W.O Duke Power Co 79/01/09 ip 

7901170397 DOCKET 50-270 Oconae Nuclear atatlon, Unit 8 
30-869/70-33.50-270/78-31 I 

LONO^f'^J^'^^ "'>'’«°"'P“ance noted 

D^an^h;'' 7a/i2/l^‘'"‘8p; OM-atlons NucU.r 
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7901 17040J DOCKET 50-270 Qcijnee Nuclear Stationi Unit 2 
IE tnsp Repts 50-269/70-33, 50-270/78-31 ft 30-207/78-33 on 
781127—1201 No none omp 1 lane e noted Major areas Inspected 
plant surveillance propram of pipe support *< restraint sgs & 
plant maint progradi 

JOHNSON, A H , aROOKS, E H , MARTIN, R 0 Region 2, Atlanta, 

Reactor Operations Nuclear Support Dranch 78/12/26 iOpp 


7901100653 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Ack receipt of 781207 Itr informing NRC of stops taken to 
correct violations noted In Insp Repts 50-269/70-25, 

50-270/70-24 f, 50-207/70-25 

LONS, F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/01/04 Ip 


7901180062 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Responds to NRC 701115 Itr re violations noted in IE Insp 
Rept 30-269/70-25,50-270/78-24 {< 50-207/70-25 Corrective 
actions sjl 1 1 conform to minimtum redundanetj requirement for 
protective instrumentation 

PARKER, J P Duke Poteer Co 70/12/07 2pp 


7901230256 DOCKET 30-270 Oconee Nuclear Station, Unit S 
Foruiards LER 70-O13/OIT~O 

PARKER, N 0 Duke Pouer Co 79/01/15 2p p 




LER 78-013/01T-0 on 7ai201 5 Inaccessible shock suppressors 
were Inoperable duo to oil level In reservoir Occurred after 
station «< vendor personnel failed to identify any inoperable 
suppressors No cause for loss of oil level Identified 
WILSON, K R Duke Pouer Co 79/01/15 Ip 


7901230240 DOCKET 30-271 Vermont Vankee Nuclear Pouer Station 
Foruards endorsements to Policy NF-109 U Policy MF-36 
CAREY, H k| Vermont Yankee Nuclear Power Corp 79/01 /IB 3pp 


7901160149 DOCKET 50-271 Vermont Yankee Nuclear Pouer Station 
Forusrds Nov 1976 Mark 1 containment program ectlvtty review 
info Provides task-by-task summary 

SODONi L J Oeneral Electric Co , Nuclear Energy Products Div 
79/01/09 12pp 


7901160070 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Forwards IE Insp Rept 50-269/78-25,50-270/78-24 ?< 

50—207/70—25 on 781010-20 Ic Notice of Violation 

LQN8,F J Region 2, Atlanta, Reactor Operations Nuclear buoport 

Dranch 78/11/15 2 pp 


7901100073 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Notice of Violation Pi om insp on 701OIB-2O 

» Region 2, Atlanta, Office of the Director 78/11/15 ip. 

7901100000 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
lie Insp Rept 50-269/78-25, 50-270/78-84 ?< 50-287/78-25 on 
ljBlOia-20 Nonconipl lance noted failure to conform to minimum 
redundancy requirements for protective instrumentat Ion 
JAPE, F , QUICKtD , LEWIS, R C Region 2, Atlanta, Office of the 
Director 70/11/16 6pp 


7901280219 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Forwards IE Circular 79-02, "Fa i lure of 120 Volt Vital AC 
Power Supplies " 

□ 'REILLY, J P Region 2, Atlanta, Office of the niroctor 

79/01/16 2pp 


7901^90137 DDCKET 50-270 Oconee Nuclear Station, Unit 2 
Ack receipt of 790100 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-869/70-27, 
501-270/78-26 6 50-287/70-27 

SUTHERLAND. J T Region 2, Atlanta, Fuel Facility & Materials 

Ba'fety Dranch 79/01/22 Ip 


7901290143 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Responds to NRC 781212 Itr re violations noted In IE Insp 
Repts 50-869/78-27,50-270/76-26 S< 50-207/78-27 Corrective 
actions reducing radiation exposures by addition of 1/2 inch 
lead shield to calibrator b stronger callbr source ordered 
PARKER, H 0 Duke Power Co 79/01/00 3p p 


7901290146 DDCKET 50-270 Oconee Nuclear Station. Unit 2 
Forwards IE Insp Repts 30-269/70-27, 50-270/78-26 b 
50-287/70-27 on 781030-1103 b Notice of Violation 
SUTHERLAND. J T Region 2. Atlanta, Fuel Facility b Materials 

Safety Dranch 79/01/22 2pp 


7901290148 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Notice of Violation from insp on 781030-1103 

e Reglen 2, Atlanta, ruel Facility b Materials Safety Branch 
70/12/04 2pp 


7901290150 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
IE Inep Rept 50-269/70-27,50-270/78-26 b 50-287/70-27 on 
7B1030-1103 Noncemp 1 lance noted unlocked radiation areas, 
failure to follow procedures for transferring evaporator 
concentrates b calibrating survey instruments 

H05EY, C M , COLLINS, D M , OIDSDN, A F Region 2, Atlante, Fuel 

Facility b Materials Safety Branch 76/i2/04 12pp 


7901310038 DDCKET 50-270 Oconee Nuclear Station, Unit 2 

Forward! proposed Tech Spec revision for approval Objective 
Is to define Inservice surveillance program for steam 
generator tubing 

PARKER, M D Duke Power Co 79/01/23 llpp 


7901190053 DOCKET SO-270 Oconee Nuclear Stab! on, Unit S 
Forwards monthly operating rept for Dec 1970 
PARKER, W 0 Duke Power Co 79/01/15 Ip 


7901190057 DOCKET 60-270 Oconee Nuclear Station, Unit 8 
Hanthly operating rept for Dec 1978 
REAVI9, J A Duke Power Co 79/01/15 10pp 


7901 1B0292 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Notice of meeting on 790109 u/DUR licensees lacking 
recirculation pump trip to discuss ATW5 rapt criteria b 
plans for imp lementa 1 1 on 

ROONEY, V L Operating Reactors Branch 3 79/01/02 Ip 


7901150209 DDCKET 50-87! Vermont Yankee Nuclear Power Station 
Forwards records found re safety items requiring decision or 
resolution before facility license was granted in 1971 
IPPDLITO,T A Operating Reactors Branch 3 78/09/21 SOlpp 


7901160301 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards Cycle 6 startup test rept submitted in accordance 
u/Tech Specs Section 6 7 A 1 

EDWARDS. 0 W Vermont Yankee Nuclear Pouer Corp 79/0k/05 Ip 


7901160306 DOCKET 30-271 Vermont Yankee Nuclear Power Station 
Test Rept startup began on 781010 following 3-week outage 
Describes process computer data chec ks, shutdoun margin 
tes t Ing, tn-sequenc e crlticalirud scraiti tes to, thermal 
hydraulic limits b pouer distribution 

» Vermont Yankee Nuclear Power Corp 79/01/05 lOpp 


7901150061 DDCKET SO-271 Vermont Yankee Nuclear Power Station 
OE Rept NED0-2tBBB "Hark I Containment Program-Load 
Definition Rept" was submitted to NRC on 781220 Rapt 
provides info defining hydrodynamic loads produced on 
containment sys during LOCA b should be Included on docket 
EDWARDS, D W Vermont Yankee Nuclear Pouer Corp 79/Ol/OS tp 


7901170121 DOCKET 50-871 Vermont Yankee Nuclear Power Station 
Forwards NUREO 0460, deta i 1 ing NRC position re ATWB lisue.All 
options require Installation of recirculation pump trips at 
BWRs Provides modified description of design requirements 
Requests schedule for RPT implementation within 90 days 
DENTON, H R Office of Nuclear Reactor Regulation 79/01/08 9pp 


7901250192 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Notification of 790122-24 moetlng in Son JosorCA u/ 
representatives of Mark I owners group to discuss fterk I 
long term program load definition rept b related iisuei. U/ 
end agenda 

ORIMES.C 1 Plant Systems Branch 79/01/06 4pp 


7901160159 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Provides justification for containment purging u/flow 
d lagram of primary containment atmospheric control sys 
VANOENBUROH, D, Vermont Yankee Nuclear Pouer Corp. 79/01/09 6pp. 


7901160302 DDCKET 50-271 Vermont Yankee Nuclear Power Btatton 
Proposee mod to App A of lleenea re containment purging 
during norma] operaticn Mod will limit uec of selected 
containment vent b purge valves during power operation to 
90-h per year 

VANDENBUROHr 0 Vermont Yankee Nuclear Power Corp. 79/01/09 4pp. 


7901030059 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards IE Bulletin 7B-14, "Deterioration of Buna-N 
Components in A8C0 Bolenolds " 

ORlERiB H Region i, Philadelphia, Office of the Director 
78/12/19 Ip 


7901050008 DOCKET 50-871 Vermont Yankee Nuclear Power Station 
Forwards IE fnsp Rept 30-271/78-23 on 781009-13 No 
noncamplianee noted 

CARLSON, R. T Region 1, Philadelphia, Reactor Construction b 

Engineering Support Dranch 7B/11/07 2pp 
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79OIOSO0O5 DOCKET SO-271 Vermont Vaitk«» Nuclear Pouer Station 7901170243 DOCKET 90-371 Vermont Yankee Nuclear Poiuer Station 

IE Imp Ropt 90-271/76-23 on 781009-13 No noncompUance Monthly operating rept for Dec 1978 

noteil Major area* incpeeted riofli to LPCl va lvn< reae tor SVQGHENi R M Vermont Yankee Nuclear Power Corp 79/01/la 

water cleanup flow cultch & spent Fuel rack 

FEIL. n A . EDNETEfl.a D Region 1, Philadelphia, Reactor 


Constru tion ti Engineerins Support Branch 78/11/07 4pp 


79010500 12 DOCKET 50-371 Vermont Yankee Nuclear Power Btatlon 
Act receipt ol^ 781S05 Itr informing NRC of steps taken to 
correct violations noted In Insp Rept 50-271/78-20 
SMITH. 4 H Region 1, Philadelphia, Fuel Facility It Materials 

Safety Br«nch 78/13/15 Ip 


79010500-17 docket 90-271 Vermont Yankee Nuclear Power Station 
Responds to NRC 781108 Itr re violations noted In Insp Rept 
90-271/78-20 Corrective actions personnel re-instruc tlon< 
locking of ar easi In s t a I let 1 on of self-closing doors 
doors 

MOODY. D E Vermont Yankee Nuclear Fouier Corp 78/12/05 2pp 


7901050021 DOCKET 50-271 Vermont Yank Be Nuclear Power Station 
Forwards IE Insp Rept 50-271/78-20 an 780918-22 t< Notice af 
Violation 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility fc Materials 

Safety Drench 78/11/09 3pp 


7901050023 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Notice af Viulatlan from Insp on 780918-22 

* Region I, Philadelphia, Fuel Facility E< Materials Safety 
Branch 78/11/07 Ip 


79010S002S DOCKET SD-271 Vermont Yankee Nuclear Power Station 
IE Insp Rept 50-271/70-20 on 780918-22 NoncompUance noted 
radlatian areas were improperly posted & barricaded 
TH0NV9,L H Region 1, Philadelphia, Fuel Facility li Katarials 

Safety Branch 78/1 I/OB bpp 


7901090097 DDCKET 50-271 Vermont Yankee Nuclear Power Station 
In response to IE Bulletin 7B-l2Ai P-oruiards ueld-wlre 
ccrtlf Ications assuring that non-conf hrmlng weld wire was 
not utad in the fabrication of reactor pressure vessel 
MDDDY.DE. Yenkee Atomic Electric Co 78/12/18 Bpp 


7901090317 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards LER 7B-034/03L-0 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/01/04 Ip 


7901090239 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
LER 7a-Q34/03L-0 on 7H1209 air ejector off gas monitor A uas 
behaving erratically drawing excessive traces Conditlun 
could not be reproduced {< cause is undetermined Test 
Instruments checked out normal 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/01/04 2PP 


790112015I> DOCKET 50-371 Vermont Yankee Nuclear Power Station 
Forwards LER 7a-035/03L-0 

CONUAY, W F Vermont Yankee Nuclear Power Corp 79/01/08 Ip 


7901130159 DDCKET 50-371 Vermont Yankee Nuclear Power Station 
LER 78-035/03L-0 on 781310 Indicated torus water level rose 
too fast Indication was false due to loss nf water In the 
reference leg of the torus level transmitters, 

LT-1A-19-3DA/D 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/01/00 2pp 

790117019G DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forward* LER 79-002/01P-0 

CONNAV.tf F Vermont Yankee Nuclear Power Corp 79/01 /tl |p 

7901170303 DOCKET 50—271 Vermont Yankee Nuclear Power Station 
LER 79-002/01P-0 on 7B0111 flow disturbance occurrod tn 
sampling sys to the extent that radiation monitors were 
Inoperable Caused by passible flow blockage In sample eye 
component Corrective action rept will follow 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/01/11 2pp 

7901190106- DOCKET 50-271 Vermont Yankee Nuclear Power Btatlon 
Forwards LER 7B-O20/OIT-1 

CONWAV.U F Vermont Yankee Nuclear Power Corp 79/01/15 Ip 


7901000347 DOCKET 50-271 Varmant Yankee Nucliir Power Station 
Atk rtcaipt of 781128 Itr Infurming HRC of steps taken to 
correct violations noted In IE Insp Rept 50-271/78-22 
ORIER, B H Region I, Ph 1 ladalph is, Office of the Olrector 

78/12/21 Ip 


7901190109 DOCKET 50—271 Vermont Yankee Nuclear Power Qlation 
LER 7B-030/01T-1 on 780701 growing crack was observed in 
torus shell adjacent to weld Caused by failure of a certain 
welding process to produce the desired results in 
me tal 1 urgical properties 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/01/15 App 


7901000251 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Responds to NRC 781 1D& Itr re violatkon noted in Insp Rept 
60-271/78-33 Corrective actions submits Info re alleged 
infractions of rifualing procedures for centinuous 
monitoring 

MOODY, D, E Vermont Yankee Nuclear Power Corp, 7B/kl/2& Spp 


7901080299 DDCKET 80—271 Vermont Yankee Nuclesr Pouisr Btatlon 
Forwards IE Insp Rept 50-371/78-22 on 781003-06 & Notice of 
Violation. 

BRUNHERa E J Region t, Philadsl phia. Reactor Operations Nuclear 

Support Branch 70/11/06 2pp. 


7901080297 DOCKET 60-271 Vermont Yankee Nuclear Power Btatlon 
Notice of Violation from insp on 781003-06. 

a Raglan I, Philadelphia, Reactor aperations Nuclear Support 
Branch 78/11/06 Ip. 


7901290216 DDCKET 90-271 Vermont Yankee Nuclear Power Station 
Forwards LER 79-002/Q1T-0 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/01/35 


7901290219 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
LER 79— 003/01 T-0 on 790111 control rootn locat od recorder foi 
off gas radiation monitors l7-l50At,Q exhibited anomalous 
Indications Caused by flow blockage in sampling sys flow 
meter 

CQNWAYtM F Vermont Yankee Nuclear Power Corp 79/01/35 ifpp 




— iiiusivar wenerasing ucacion, wnit I 

Informs NRC of delay in completing 29 action Items to comply 
u/Technical positions 9 9-1, App A, contained In 770914 Itr 
rTiXlJS! 1*=“*''* 25 items, half of which are completed 

79%I/I2 ^ 1 Service Electric 1, Oas Co of New Jersey 


790108-0250 DOCKET 50—271 Vermont Yankee Nuclear Power Btatlon 
IE Insp Rept 5D-371/78-23 on 781003-06 Noncompl lance noted 
failure to barricade high radlatlpn area l< failure to follow 
refueling procedure 

8TETKA, T F . KALHAN, 0 ■ MCCABE, E C Region 1, Philadelphia, 

Reactor Operations Nuclear Support Branch. 78/11/06 lOpp 


7901020344 DOCKET 90-272 Salem Nuclear Oeneratlng Station, Unit I 
In t ervanor a ' first set of interrogatories Intervenors Alfred 
Eleanor Coleman are represented by Poblica Advocate of NJ 
Ouestlons are based on licensee's application for Increased 
capacity fuel racks Certificate of Bve end 
POTTER, R H. Mew Jersey, State of 78/11/21 8pp. 


1 .; I T , r ueneraung station, Unil 

Advisee that various doe uments, such as application t, amends, 
license change requeet, ti responses to NRC queries, are being 
cover on behalf of applicant, 
WETTERHAHM, M J, Conner, Moore 1, Corber 78/12/00 3pp 


vuiu.ju,'o,x UOCKET 50-272 8sl*n Nuclear Oenaratlng Station, Unit I 
Order denying intervener* A E Coleman*' 701 109 motion to 
convene ABLB to receive public teHimony, A1 to deni** rsqueit 

*"**"*’ boneultant* w/all documents of 

pleadings in proceeding 

MILHOLLIN, G L Atomic Safety and Licensing Board Panel 
9pp 


/a/ 1 3/ 1 5 
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790I1V0015 DOCKET 50*872 Salafn Nuclear Generating Station. Unit 1 
Act receipt of 78120Q Itr transmitting 780513 Itr re 
application to amend license for expanding spent fuel 
storage capacity Requests ASLD to treat Itr as limited 
appearance statement 

SMITH. B H Office of the Executive Legal Director 78/12/22 Ip 


7901170021 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Fortuards D Steuiart 781208 Itr transmitting a 70DS13 Itr 
to NRC Requests treatment of 780513 Itr as limited 
appearance statement 

SMITH.D H Office of the Executive Legal Director 7B/12/2a Ip 


7901190024 DOCKET 50-272 Balem Nuclear Generating Station. Unit I 
Forwards 7B0513 Itr l< request ack of receipt 
STCWART. D H Neic Jeisey. State of 78/12/08 ip 


7901190020 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Exprasses concern re application to modify existing permits 
for storage of nuclear fuel Requests minimal extension of 
time to store nuclear fuel at facility !< suggests halting of 
nuclear activities in NJ pending decision 
STEWART.H D New Jersey. State of 78/05/13 Ip 


7901)70033 DCCKr.T 50-272 Salem Nuclear Oenerating Station. Un) t 1 
Requests evaluation of NflC Insp rept referenced in 701113 
article in the Wilmington Nows Forwards copy of article *i 
7BM24 constituent's Itr for the record 
ROTH. W V Senate 78/12/13 5pp 


79011B0201 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Requests opportunity to review info from A3EA Inc re 
encapsulati on of spent fuel i ods in container of synthetic 
coi undum 

COLEMAN. A C Affiliation Unknown 79/01/02 ip 


790HA0163 DOCKFT 30-272 Salem Nuclear Generating Station. Unit 1 
Confirms 790105 telephone conversation Provides estimated 
1970 E 1983 spent fuel storage values 

16HNS0N.A C Public Service Electric & Oas Co of New Jersey 
79/01/08 Ip 


7901230175 QOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Submits original affidavit for withholding Exxon Nuclear 
rept "Evaluation of Storage Racks Corrosion program. Boral 
Stainless Steel" from public disclosure 

LIDRIZ7I.F P Public Service Electric b Gas Co of New Jersey 
79/01/10 4pp 


7901170IS9 DOCKET 50-272 Salem Nuclear Generating Station. Unit I 
Requests Tech Spec variance re boron concentration In boric 
acid l< injection tanks based on 790112 occurrence resulting 
in low concentrations 

MIDURA.H J Public Service Electric & Gas Co. of New JersdU 
79/01/12 9pp 


7901230348 DOCKET 50-272 Salem Nuclear Oenerating Station. Unit 1 
Confirms 790U2 telcon authorlilng Tech Spec change to 
License DPR-70 re operability of boron injection tank 
EISENMUT.D O Division of Operating Reactors 79/Ot/lS 2pp 


7901220298 DOCKET 50-272 Salem Nuclear Oeneretlng Station. Uiitt 1 
Forwards safety evaluation ti EIA re licensee 771110 request 
for authorization to increase storage capacity of spent fuel 
storage pool 

8CHWENCER. A Operating Reactors Branch 1 79/Oi/iS 2pp 


7901220304 DOCKET 50-272 Salem Nuclear Oenerating Station. Unit 1 
Safety evaluation re mod of spent fuel storage pool to 
increase storage capacity Proposed mods acc ep tab lei radiation 
exposure increaee to individuals would be negligible 
» Office of Nuclear Reactor Regulation 79/01/15 20pp 


7901190152 DOCKET 30-S72 Belem Nuclear Oenerating Btation. Unit 1 
Responds to 7B1214 Itr r« charges of safety hazards States 
rept "Individual Site Ratings from IC Employee Survey on 
Evaluation of Licensees" was subjective Forwards addl 
documents 

CDSBICK.L V Office of the Executive Director for Operations 
79/01/10 4pp 


7901190153 DOCKET 30-272 Salem Nuclear Generating fitatlan. Unit 1 
Requests briefing from NRC staff ro several Wilmington 
newspaper articles concerning serious safety hazards 
DIDEN.JR Senate 78/19/14 Ip 


7901170263 DOCKET 50-272 Balem Nuclear Generating Station. Unit 1 
Forwards certified Endorsement 2 to Binder )(D-60 <1979 
annual premium endorsement) 

CORREA. C Marsh It McLennan. Inc 79/01/12 3pp 


7901220107 DOCKET 50-272 Salem Nuclear Generating Station. Unit I 
Forwards Westinghouse Rept "Evaluatlun of the Reactor 
Coolant Sys Considering Bgbeompartment Pressur 1 latl on 
Following a LOCA for Unit “ ,.o . 

ANDERSON. T M Westinghouse Electric Lorp 79/01/12 ip 


7901220111 DOCKET 50-2/S Salem Nuclear Generating Station. Unit 1 
"Evaluation of the Reactor Coolant Sys Considering 
Subcomparlment Pressurization Following a LBCA for Unit" re 
conversion of translsnt mass distribution code prasBures to 
forces. !. interior concrete structure* 

« Westinghouse Electric Corp 79/01/12, 02pp 


7901020104 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Forwards statement of veri Pleat 1 or) for Amend 43 to license 
application 

MITTL.R U Public Service Electric b Gas Co 
78/12/21 3pp 


of New Jersey 


7901080161 DOCKET 50-272 Salem Nuclear Generating Btation. Unit 1 
Forwards addl info in. support of application to increase 

futfl OtordflP capacity Data concarn® stt'STlQth oP rsCK® 
b rack flexibility 

LIDRIZZI.F P public Service Electric t< Gas Co of New Jersey 
78/12/22 13pp 


79010B0162 DOCKET 50-272 Salem Nuclear Oaneratlng Station. Unit 1 
Forwards Exxon Nuclear Co. Inc 701109 report XN-N8-TP— 009. 

"Fuel Storage Racks Corrosion Program. Doral-Btain loss 
Steel " Rept withheld (ref 10CFR2 790) 

LiDRtZZt.r P public Service Electric t< Gas Co of Now Jersey, 
79/01/04 5pp 


7901090237 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Submits addl info in support of application to increase 
spent fuel storage capacity Data concerns fuel assembly 
dlmens Ions, answers to question 27 on rack design 5. man-rem 

LlBRlZZI.F P Public Service Electric I. Gas Co of New Jersey 
79/01/04 4pp 


7901220309 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
EIA re mod of spent fust peels to increase storage capacity. 
Determine* proposed mods to be cob t—vf feet tve Concludes EIB 
ie not necessary 

a Office of Nuclear Reactor Regulation 79/01/15 39pp 


7901230160 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Forwards request for amend w/analysls of changes to License 
DPR- 7 O 1 ref lec t 1 ng an emergency request for relief from 
action stotement of safety Tech Specs Amend fee end. 

LIDRIZZI.F P Public Service Electric l< Oas Co of New Jersey. 
79/01/13 Opp 


7901300027 DOCKET 30-272 Salem Nuclear Generating Station. Unit 1 
Responds to 781201 Itr «i affidavit AU~7B-B4 by withholding 
rept' "Dynamic Analysie of the Reactor Coolant Sys for Loe* 
of Coolant Accidents Salem Nuclear Generating Stations 
I ti H. " (Tif |iOCFR2 790), 

PARR. □ D, Llg)it Water Reactor* Drancfi 3 79/01/22 3pp 


7901300061 DOCKET SO-272 Salem Nuclear Generating Btation. Unit 1 
Forwerds requeit for amend to OU St analysis of change* in 
anticipation of need for relief from section 3 0 4 of safety 
Tech Specs Change would permit entry into operation mod* 
until start of refusUng. 

LlBRlZZiiF P Public Service Electric ti Gas Co of New Jersey 
79/01/22 Spp 


7901180345 DOCKET 50-272 Salem Nucl’ear Generating Btation. Unit 1 
Forwards IE Insp Repts 30-272/78-26 & 30-311/78-40 on 781015 
it 701118 No noncompl ianca noted 

DRUNNERiE J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Dranch 78/12/13 2pp 


7901180352 DOCKET 30-272 Baleen Nuclear Generating Stationi Unit 1 
IE Insp Repts 50-272/70-26 t( S0-aH/7B-40 on 781015 t< 

781118 No noneomp I lance noted Major areas inspec t sd' g 1 ant 
tour. QA pregram. test proredurs* comparison of const w/ 

FSAR 

NORRHOLiHi L S . NICHOLAS. H H . KEIMIG. R R Region 1. 

Ph 1 1 ade I phis. Reactor Operations Nuclear Support Dranch. 78/12/1 
ISpp 


7901020042 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Ack receipt of 781204 itr Informing NBC of step* taken to 
correct violations noted in Insp Rept 30-272/78-27 
aR{ER)B,H Region 1. Philadelphia. Office of the Director 
76/12/15 Ip 


7901020050 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Respond* to NRC 7B11B2 Itr re deficiencies noted in Insp 
Rept 30-272/78-27 Corrective action* administrative 
procedure review will continue t coeipreh en# Ive training 
program for supervisory personnel Implemented. 

SCHNEIDER. F W Public Service Electric tc Ga* Co of New Jerael^. 
78/12/04 Spp 
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7901020053 DOCKET 50-272 Salam Nuclaar Generating StatloOi Onlt 1 
Foruarde JE Insp ftept 50-272/70-27 on 731031-1103 
ORIER.B H Raglon l> PhlladB 1 ph la. Office of the Oireeto-r 
78/11/22 2pp 


7901OSOO&O DOCKET 50-272 Salon Mutleer Oanerating Station. Unit I 
IE Inep Rept 50-272/73-27 on 701031-1103 Ho nontomp 1 lane o 
noted Major area Inipected adnlniltrative control of 
oafetg-related malnt b aurvolllance beating 
KISTEfl. H Q . IIMHEBNAN.R P , BhUKACK. H H Region t. 
Philadelphia. Office of the Director 7B/11/J7 9pp 


7901030050 DQCKCT 50-272 Salem Nuclear Generating Station. Unit I 
Fortoardi IE Bulletin 78-14. '’Deterioration of 6una-N 
Componenta in ASCO Solenoida " 

ORtER.D H Region 1. Philadelphia. Office of the Director 

70/12/19 Ip 


7901030195 DOCKET 50-272 Qalcffl Huclear Oanerating Station. Unit 1 
ForuJarda Hov 197B Uaiteuater Treatment Ropt for teuage 
treatment plant 

HIDURA.H J Put lie Service Electric b Oas Co of Mew Jeraeg 
70/18/08 2pp 


7901030076 DOCKET 50-272 Salem Nuclear Oeneratlng Station. Unit I 
Forwarda Impingement Monitoring Program Rept SO for Hov 
197B Provide! rcaults nf dallg cooling water aga b eve uator 
aga acreen aatnplinga 

LIORIIZI.F P Public Service Electric b Oaa Co of (feu Jerseg 
78/12/15 6Spp 


7901030013 DOCKET 50-272 Salem Hoclear Oeneratlng Station. Unit 1 
Foriaarda Dlacharge Monitoring Repta Informa that mail 
removed from main circulating water fc collected on traveling 
aercane uas depoaited at Quinton landfill 

MIDURA.H J Public Sorvlc* Electric fc Oaa Co of Now -Jeraeg 
78/12/27 14pp 


7901160205 DOCKET 90-272 Salem Nuclear Oonoratlng Station. Unit 1 
LCR 70-003/031.-0 on 701813 Number 13 duilllarg feed pump 
tripped on overapeed because governor operating speed uas 
set at 4200 rpm Governor speed < eaet b 3 tests confirmed 
op arab i 1 1 tg 

K APPLE. A N Public Service Electric b Gaa Co of Neu Jeraeu 

79/01/10 Ip 


7901160273 DOCKET 50-272 Salem Nuclear Oonoratlng Station. Unit 1 
Forwards LEB 7a-0B5/03U-0 

LIDR11Z1.F P Public Service Electric b Oas Co of Neu Jersau 
79/01/10 2pp 


7901160277 DOCKET 50-272 Belem Nuclear Generating Station. Unit } 
LCR 7B-0B.3/O3L-O on 7B1EU sve water flow through fan co.Jl 
unit uaa less than required 2500 gal per minute Causod siheh 
solenoid control toil developed an open circuit 
KAPPLE. A U Public Service Electric b Oas Cb of Nou. .forseij 
79/01/10 Ip 


79D1B20091 DOCKET 30-278 Salem Nuclear Generating Station. Unit ) 
Forwards LER 7e-000/03L-0 

LIQRIIZI.F P Public Service Electric b Oas Co of New .(eiteg 
79/01/15 2pp 


7901220075 DOCKET 50-272 Salcto Nuclear Oeneratlng Station, Unit l 
LER 78~080/03L— O on 7B128D leal rate test showed eicosslv* 
seal leakage b air lock uas declared inoperable Caused bp 
failure of outer door seal from normal wear of the seal 
during air lock opeiatlon 

KAPPLE. A N Public Service Electrlr b Oas Co of Now .lerse.) 
79/01/13 Ip 


1901230135 DOCKET 50-272 Salem Nuclear Generating Station. Unit i 
Forwards LEB 79-004/03L-D 

LlDRIZZIiF P Public Service Electric b Oas Co of New ilmig 
79/01/ la Dpp 


790U6024B DOCKET 50-872 Salem Nuclear Oeneratlng Station, Unit I 
Forward* month Jy operating rept for Doq 1970 
MIDURA.H J Public Service Electric b Oas Co of New Jerieg 
79/01/10 tp 


7901160269 DOCKET 50-872 Salem Nuclear Oeneratlng Station. Unit I 
Month Ig operating rept for Dec 197B 

MILLER. L K Public Service Electric b Oas Co of New Jersey 
79/01/10 I4pp 


7901860173 DOCKET 50-272 Salem Nuclear Oeneratlng Station. Unit I 
Rept on unit sfiutdouns b power roductioni In Dec 1970 
HILLER. U. K Public Service Electric b Oas Co of New Jersey 
79/01/10. Ip 


7901020116 DOCKET 50-272 Salem Nuclear Oeneratlng Station. Unit t 
Forwards LER 7B-077/03L-0 

LlBRIZZl.F P Public Service Electric *< Qa* Co of New Jersey. 
7S/ia/26 Ip 


7901S301SB DOCKET 50-272 Salem Nuclear Generating Station. Miili i 
LEB 79-004/03L-0 on 790103 Loop 4 Channel IV was 100 pit lon 
high Caused by steam pressure transmitter being froion by nii 
outside air damper directing cold air onto the sensing 
1 ines 

KAPPLE. A W Public Serviro Electric b Oas Co of Now .lei etu 

79/Ol/ia Ip 


7901240188 DOCKET 50-272 Salem Nuclear Oonoratlng Stotlim. Uiiil 1 
Forward* LER 79-001/03L-0 

LtDRIZZI.F P Public Service Electric b Oas Co of New ■.leree.j 
79/01/ IB 3pp 


7901240130 DOCKET 50-272 Salem Nuclear Oeneratlng Sbatinh. U.iil l 
LER 79-aai/03L-0 on 790108 during normal operation, the (In 1./ 
cantainment fan coil unit shifted to slow speed. but nil 
indication of SVC water flow was noted Caused by burned m.i 
coil in solenoid SV- 624. supplying control air for I2iiifj.j I 
KAPPLE, A W Public Service Electric b Oas Co of New .(••sty 
79/01 /IB ip 


7901020128 DOCKET 50-272 Salem Nuclear Generating Station. Unit I 
LER 7a-D77/03L-0 on 701 12B pressurlier level read 1054 
higher than othar channels Calibr Of sensor showed Tech Spec 
limit far law level trip was sicseded by 2% due tb Failure 
of strain gauga in pressurlier level sensor 
KAPPLE. A U Public Borvlce Electric b Oas Co of New Jersey 
78/18/26 3pp 


7991080152 DOCKET 50-872 Salem Nuclear Oenirating Station. Unit t 
Forward* LER 7B-07a/03L-0 

LIBRIZZI.F P Public Service Electric b Oas Co. ap Mew Jersey 
78/12/2B ip 


7901S60S06 DOCKET 50-272 Salem Nuclear Generating Stotinn. Unis i 
Forward* LCR 78-0aS/03L-0 

LISRIZZI.F P Public Service Electric b Oas Co of Nau .Iprsey 
79/01/22 Ip 


790126030B DOCKET 50-378 Bolero Nuclear Oeneiatlng Slat I on. li.ils i 
LER 78-002/03L-0 on 7B128Q lero flow uas Indlrated «n iila. t 
vent recorder because of froten condensation in transmitter 
sensing lines Caused by de-onergtisd temporary heal trai ing 
KAPPLE. A 14 Public Service Electric b Oas Co of New .lerits 
79/01 /8a 3pp 


clear Generating Station. Unit 1 
ia) checks showed deviation 
It of etBani gonarator 13 

trie b Gal Co of Klaw Jersey. 


7901290231 DOCKET 30-272 Salem Nurtear Oeneratlng Btatlnn. U'.lt 1 
Forwards LER 7B-094/03L-0 

LIOfllZZliF P Public Service Electric b Oes Co of New lettis 
79/01/22 3bp 


ng Station. Unit 1 
of New Jersey 


Station. Unit 1 
BVtl channel 
Ippad par 
lines 

of New Jersey 


itatlon. Unit 1 
dP Mew Jersey, 


7901290223 DOCKET 50-272 Salem Nuclear Oeneratlng Station. «"i.s t 
LER 76-0a4/D3L-0 on 701127 boron injection lank rendeied 
inoperable due to reduced boron concentration resulting free 
safety Injection 

KLOSOUICZ.P C. Public Service Electric b Oas Co of Ntw (eis** 
79/01/22. Ip 


7901090284 DOCKET 30-572 Salem Nuclear Generating Btaiinn if-iS I 
LEB 70-07 6/03L-0 on 7B12QB during surveillance of 
mateorploglcal instrumsnts. noted that normal power had 
failed b inverter had not shifted to batteries No cauts f"* 
failure dlscerneilj Inverter tested satisfactorily 
KAPPLE. A W Public Service Electric b Oas Co of Hew vJsrsi« 
79/01/03 ip 
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7'701090185 DOCKET S0-27E Salem Nuclear Generating Stationi Unit 1 
Forwards LER 7S-0B1/O3L-0 

LIBRIZZI.F P Public Service Electric f< Gas Co of Nete Jeraeg 
79/01/04 Ip 


7901090193 DOCKET 30-272 Salem Nuclear Generating Station. Unit i 
LER 78-OS1/03L-0 on 731206 noted that aump pump magnetrol 
was overdue for calibr Caused bg incorrect assignment of 
r aspons 1 b 1 1 1 tg for 10 month calibr surveillance 
K. APPLE. A W Public Sei vice Cleclric t. Gas Co of Neui Jersey 

79/01/04 Ip 


7901160204 DOCKET SO-272 Salem Nuclear Generating Station. Unit 1 
Foriuards LER ;0-OB3/03L-0 

UIQniZZliF P Public Service Electric ’< Gas Co of Neui Jersey 
7*7/0 1/10 3pp 


7901160223 DOCKET 30-274 U 8 Geological Survey Research Reactor 
Forwards 1978 Annual Rept by Oeologicol Survey for TRIOA 
Rertc tor 

RUSLING.D H Interior. Dept of. U B Geological Survey 79/01/12 
IP 

7'7{>1 160227 DOCKET 30-274 U S Oeologicol Survey Research Reactor 
1*978 Annual Rept for TRIGA Reactor Prime function uas to 
provldo neutrons foi various research programs Irradiations 
were also done for other govt agencies 

* Interior. Dept of. U S Geoioglcal Survey 76/12/31 0pp 


7901160163 DOCKET 30-278 Diablo Canyon Nuclear Power Plant. Unit 1 
"8p B c 1 f i cat ions. Tes ts. i< Installation of Wires 8< Cables for 
the. Oiablo Canyon Nuclear Poiiior Project." IEEE rept 
r 76-430-9 Describes process of selecting wires h cables !< 
criteria foi fire {< environ tests 

DAN* F J Pacific Gas t. Electric Co 76/05/04 9pp 


7901150230 DUCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards info re proccdut es for seismic retesting of Class 
1C electrical equipment Submitted per NRC request for review 
prior to equipment retesting 

CRANE.P A Pacific Gas A Electric Co 70/12/06 ip 


7*901130241 DOCKET 30-273 Diablo Canyon Nuclear Power Plant. Unit 1 
“Qelsmic Test Procedure for Diablo Canyon 123 volts DC 
6uJitchgeai Distribution Panel Mold Case Circuit Drealiars " 

Reviews mounting methods employed during seismic testing of 
safety related electrical equipment 

CEVijUKI.F W . NIELSEN. D . COLWELL. J W Pacific Gas «i Electric Co 
70/11/30 3Qpp 


790lia0?6S DUCKLT 30-273 Diablo Canyon Nuclear Power Plant. Unit 1 
Reciuests guidance re stipulation on question 45 Indicates 
anger at NRC h intervenor rejection of stipulation Requests 
action re items sent to warehouse storage 
FALUIN. J F Pacific Gas «. Electric Co 70/12/10 2pp 


7901230143 DUCKI T 50-273 Diablo Canyon Nuclear Power Plant. Unit ) 
Re-aponds to 780723 Itr & forwards results of component 
tharmal analysis re steam line break accidents Qualification 
program provides safety margin for accidents 
CRANE.P A Pacific Gas t< Electric Co 73/18/10 BBpp 


7901230147 DUCKET 30-273 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards descriptions of water solid overpressure protection 
sgo. 1. method used to dotermlne secondary set point Responds 
to pioposal til install secondary setpoint of 450 psi into 
control sys for power operated relief valves 
CRANE.P A Pacific Gas t< Electric Co 78/12/19 84pp 


7901360106 DOCKET 50-873 Diablo Canyon Nuclear Power Plant. Unit 1 
Ref 701207 Itr submitting tables Forwards related rept 
describing analysis of large-break LOCA in support of F8AR 

CRANE.P A Pacific Gas !< Electric Co 70/12/19 6pp 

7901290267 DUCKFT SO-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Fopwards info in response to requirements of BER Suppl 0 re 
piping mod. effect of contairimont tilting on safety-related 
S 1 J a . equ i pmont to bo retested elec trica 1 1 y. faul t protective 
sus t< fire protection sys 

CRANE.P A Pacific Gas t< Electric Co 70/12/19 llpp 


79011Q0120 DOCKET 30-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards “Reactor Containment Qldg Integrated Leak Rate 
Te»fc. 701030-1101 " 

CRANE.P. A Pacific Gas t< Electric Co 70/12/26 Ip 


7901100122 DOCKET 50-875 Diablo Canyon Nuclear Power Plant. Unit I 
"Re-actor Containment Qldg Intergrated Leah Rate Test. 
701030-1101 " Conducted to measure reactor containment 
lealage rale during type A test at reduced preseure of 83 
p s i 9 

» Pacific Gas <« Fleetrlc Co 70/12/26 73pp 


7901100076 DUCKET 50-273 Diablo Canyon Nuclear Power Plant. Unit 1 
Notice that Nov 1970 radiological effluent Tech Specs for 
PWR 6 BUR facilities require preparationn of Offsite Dose 
Calculation Manual Enel describes contents of manual liquid 
effluent concentration, setpoints. gas effluents. etc 
STOLZ. J F Light Water Reactors Branch 1 79/01/03 Qpp 


7901160202 DOCKET 30-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards seismic test procedures for fire pump controller, 
vital ioad center auxiliary relay panels. 123 volts DC • 

switehgeqr distribution panel (< fan cooler motor controller 
CRANE.P A Pacific Gas t< Electric Co 79/01/03 Ip 


7901160200 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
"Seismic Test Procedure for Diablo Canyon Fire Pump 
Controller " Demonstrates main contacts of controller do not 
chatter in open state during seismie event 

YOUNG. R A . HERDST. J E . NIELSEN. D Pacific Oat ti Electric Co 
70/12/29 5pp 


/901 160212 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit i 
"Seismic Test Procedure for Diablo Canyon Vital Load Center 
Auxiliary Relay Panels " Demonstrates relays are capable of 
changing state during seismic event. If safety function 
requires them to do so 

YOUNG. R A . HERBST, J E . NIELSEN. J W Pacific Gas t. Electric Co 
70/12/22 7pp 


7901160216 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
"Seismic Test Procedure for Diablo Canyon 125 volt DC 
Switchgear Distribution Panel Molded Case Circuit Breakers 
Addendum 1 " Demonstrates circuit breakers do not 
inadvertently open or close during seismic test sequences 
LEVIJOKI.E W . HERBST. J E . NIELSEN. D Pacific Gas b Electric Co 
70/12/20 5pp 


7901160294 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
"Seismic Test Procedure for Diablo Canyon Fan Cooler Motor 
Controller " Testa demonstrate that controllers change state 
on command during seismic event 

YOUNG. R A . HERBST, J E , NIELSEN, D Pacific Gas t, Electric Co 
79/01/04 4pp, 


7901160290 DOCKET 50-273 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards procedures for seismic retesting of Class IE 
electrical equipment 

CRANE.P A Pacific Gas t. Electric Co 79/01/04 tp 


7901170257 DOCKET 30-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Ack receipt of 701206 Itr t. requests typograhical 
corrections to Amends 1 << 4 to CPPR-39 ti CPPR-69 
respectively 

M0RR1S8EY.J C Pacific Gas t< Electric Co. 79/01/11 ip 


7901300134 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit I 
Responds to 701130 Itr requesting addl info re number of OC 
Inspectors indicated in figure 13 1-4 of Amend 73 Will 
submit info In Amend 74 Addendum to Wyle Lab teit rept 50233 
re seismic test procedure was end in 790106 Itr 
CRANE.P A Pacific Gas fc Electric Co 79/01/23 ip 


7901100229 DOCKET 30-275 Diablo Canyon Nuclear Power Plant. Unit i 
Notification of availability of "Intereervlee Procedures for 
Instructional Sys Development. " TRADOC Pamphlet 380-30 
referenced in NUREO-0219, "Nuclear Security Personnel for 
Power Plants " 

BE8AW. W J Division of Document Control 78/11/20 3pp 


7812290095 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit t 
Forwards Itr from fire protection consultants Oage-Babcocit fe 
Associates concurring w/fire protection SER Requests Itr 
be placed in' the PDR 

BENAROVAiV Auxiliary Systems Branch 78/18/22 Ip 


7901030043 DOCKF.T 50-275 Diablo Canyon Nuclear Power Plant. Unit i 
Applicant's response to Intervenors ' petition for directed 
certification review of "Reconsideration of Board's Drder 
of 700905" re qualification of security expert Asserts 
decision of Board is sound l< should not bo upset „ , . 

NORTON. D Bruce Norton MORRISSEY. J C , CRANE.P A Pacific Gas t. 
Electric Co 78/18/05 6pp 


7901180073 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit I 
Provides notice that BN Kristovlch wilt appear on behalf of 
intervenors Beenlc Bhorellno Preservation Conference. Ban 
Luis Obispo Mothers for Peace. Ecology Action Club. 8 Silver 
ti J Forster Certificate of Bve end 

DRI8T0VICH. 8 M Center for Law in the Public Interest 70/18/05. 
3pp 
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790Jl2007i DOCHET SO-S75 Dlabto Carujon Hue I par Power Planfci Unit 1 
Int«rvBnoT» Seonie ShOTeline Pruervatlan Con#erBncBi San 
Lul> Oblepo Mathers for Peace< Sandra Si lver< Eco 1 agy Action 
Club tn (John Forster file second suppl response to 
applicant's interrogator 1 es Certificate of Sue end 
FLEI8CHAKER> D S Af f i 1 1 a 1 1 on Un k noun 78/12/05 4pp 


7901020020 DOCKET 50-275 Diablo Canyon Hutlear Power Plant> Unit 1 
Mimarandun h Or d ert ALAD-5t4) Petition For directed 
certification of OD Coaiey as eipert in security is denied 
Balcman'i dissenting opinion enc I 

KAOINS.G E Atomic Safety and Licensing Appeal Panel 70/12/22 
Bpp 


7901110065 DOCKET 50-275 Diablo Canyon Muclear Power Plant< Unit 1 
Urges KRC to refuse issuance of operating permit Prefers 
solar energy 

OOULD.3 Affiliation Uninown 78/12/23 Ip 


790)110085 DOCKET SO-27S Diablo Canyon Nuclear Power Plant, Unit 1 
Urges halting of power plant operation 
COTTON, J 8 Affiliation Unknown 7B/I2/23 Ip 


7901110093 DOCKET S0-27S Diablo Canyon Nuclear Power Plant, Unit 1 
Opposes decision to grant operating permit 
POMS, A A Aff 1 1 latlon Untnaun 78/12/26 Ip 


7901110099 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Protests the licensing of f at i 1 1 ty, Supports natural energy 
sources, espacia 1 1 y solar energy 

WHETSTONE, A Affiliation Unknown 78/12/26 Ip 


7901110105 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Aequesti const be stopped because of proiimity to earthquake 
fault 

SANDERS, M Affiliation Unknown 70/12/28 Ip 


7901110111 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Urges AELB to refuse issuancB of operating pcrmlt- 
8T0NE,D Affiliation Unknown 78/12/28 ip 


7901220047 DOCKET 50-27 5 Diablo Canyon Nuclear Power Plant, Unit 1 
Forwards non-proprietary version of responses to questions 
220 1 through 220 6 from 780725 Itr ti application for 
withholding proprietary info from public discloeure 
CRANE.P A Pacific Oas & Electric Co 78/12/27 06pp 


7901290000 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Requests by joint intorvenors Bcentc. Shoreline Preservation 
Conferenc a, Ban Luis Obispo Nothers for Peace, Ecology Action 
Club, 8 Silver ti J Forster for directed certification of 
subpoena Issue Documentation b Certificate of Sve end 
FLEieCHAKERi D Affiliation Unknown PHILLIPS,^ R , KRI8T0VICN,S 
Center for Law in the Public Interest 78/i2/3i, 54pp 


7901250116 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit I 
Submits corrections to 781231 request for directed 
certification lubmitted by joint Intervenori Certificate of 
8vc end 

FLEIBCHAKER, D Affiliation Unknown 79/01/D4 2pp. 


7901250SB3 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Oppose! const permit U questions disposal of nuclear wastes 
HENKE, P Af f 1 1 iat ion Unknown 79/01/04 2PP , 


79012S0290 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Opposes const permit since plant is situated near earthquake 
fault 

KIENER, U D Affiliation Unknown 79/01/16 Ip 


7901KS0296 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Raquosti NRC refuse to grant license Eipressei concern ra 
Hosgrl Fault near site 

UARRENiC Affiliation Unknown 79/01/10 Ip 


7901220140 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Applicant k NRC have until 79O|i0 to file responses to 
intervanor's 781231 motion for directed certification 
DUFLOfH, E Atomic Safety and Licensing Appeal Panel 79/01/12 Ip 


790111OD74 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Believes subj facility is vital to State of CA energy needs 
Urges startup as soon as possible 
SUMMER 8, U B Affiliation Unknown 70/18/10 3 pp 


7701300186 DOCKET 50-275 Dleblo Canyon Nuclear Power Plant, Unit 1 
Foruarifs Amend 74 to license application including fflstl for 
FSAR Chapter 13, H/end Certificate of Sve 

‘ ^ '01/25, 8pp 


79013001B9 DOCKET SO-875 Diablo Canyon Nudoat Power Plant, Unit l 
Amend 74 to license application Removes 6 inserts matl re 
FSAR Chapter 13 

SHACKELFORD, D W Pacific Qas 6 Electric Co 79/01/25 30pp 


7901170169 docket 50-273 Diablo Canyon Nuclear Power Plant, Unit 1 
Forwards summary of steam generator water hammer test 
verifying that full flow of one motor-driven auiillary 
feedwater pump was Included in April 1977 test program 
Asserts water hammer will not occur in Feedwater eys 
CRANE.P A Pacific Gas Jc Electric Co 79/01/12 Spp 


7901170105 DDCKFT 50-275 Diablo Canyon Nuclear Power Plant, Unit ) 
Forwards addl info re containment polar cranes k turblno 
bldg cranes per discussion m Sections 3 0 5 4 8 9 1 of 

SER Suppt 8 

CRANE.P A Pacific Oas k Electric Co 79/01/12 4pn 


7901220235 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit | 
Forwards IE Circular 79-02, “Failure of 120 Volt Vital AL 
Power Supp lies ' 

ENQELKEN, R M Region 5, Ban Francisco, Office of the Utrnclrr 
79/01/16 7pp 


7901110334 DOCKET 50-H75 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards IE Insp Repts 50-275/70-15 h 50-323/78-15 on /flllOf. 

-09 No noncompllance noted 

SPENCER, 0 5 Region 5, San Francisco, Reactor Construe ttnn h 

Engineering Support Dranch 70/12/01 3pp 


7901U0336 DOCKET 50-275 Diablo Canyon Nudeor Power Plant, Unit I 
IE Insp Repts 50-275/70-15 6 50-323/70-15 on 701106-09 
He noncompl lance noted Major areas inspected licensee 
action on reported i tens, component 6 pipe support work t, 
electrical mods 

KIRSCH, D F , DISMQP.T U , ECKHARDT.J H Region 5, Dnr> 

Francisco, Reactor Construction 6 Engineering Support lit anrh 
78/12/01 15pp 


7901250340 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit I 
Forward! IE Insp Rept 5'0-275/7B- 19 on 701101-30 No 
noncompliance noted 

CREUS.U L Region 5, San Francisco, Reactor Operattans Niiiitat 

Support Dranch 78/12/15 2pp 


7901250350 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Untl I 
IE Insp Rept 50-275/76-19 on 701101-30 No noncomp 1 1 otic e 
noted Major areas Inspected preoperational testing, test 
instrument cal tbr, preoperational test controls t< QA/OCtPlont 
staff review committee activities & plant tour 
YDUN8.T , BTERNDERO.DM Region 5, San Francisco, ff»«i lof 

Operattans Nuclear Gupport Branch 78/12/13 4pp 


7901040236 DDCKFT 50-275 Diablo Canyon Nuclear Power Plont, Unll I 
IE Circular 7B-19 "Manual Override (Bypass) of Safety Dyt 
Actuation Signals " Recommends review of safety actuation 
signal circuits having manual override feature to ontiir# 
that overriding one signal does not cause bypass of othors 
• Office of Inspection 6 Enforcement 78/12/29 4pp 


79O1OQ0OD2 DOCKET 50-275 Diablo Canyon Nuclear Power plant. Unit i 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Safety Bys Actuation Bignals " 

ENOELKEN, R H Region S, San Francisco, Office of the Dlrstto'' 
70/12/29 Ip 


7901020266 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, llnl I l 
Ack receipt of 781211 Hr Informing NRC of action taken to 
satisfy depth/thlcknes s ratio deficiency of turbine bldg 
column webs 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Dlrecier 
70/12/21 ip 


7901020290 DOCKET 30-275 Diablo Canyon Nuclear Power Plaiil, Unit l 
Discusses reportable situation re turbine bldg column depthr 
thickness ratios, which exceeded allowable levels Mod 
consists of welding iti ffener plates between column flanges 
Corrective action is complete 

CRANEiP A Pacific Oas k Electric Co 76/12/11 2p p 


79010S019B DOCKET B0-27S Diablo Canyon Nuclear Power Plant, tinil ) 
Ack receipt of 701213 Hr re discrepancy in matl 
documentation Rept will be reviewed 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Okre/tr*- 
7B/ 12/20 tp 


79D10S020D DOCKET 50-875 Diablo Canyon Nuclear Power Planl vhm-i s. q 
Confirms 761114 rept of discrepancy in matl documentatisn 
Queitionable test i eports were found for purchased small 
structural shapes angle iron, flat bar, tubing k tubing 
fittings No unacceptable matl has been found to date 
CRANE, P A Pacific Oas k Electric Co 70/18/13 app 
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701314OJB7 DDCKFT 50-279 Diatjo Canyon Nuclear Pouer Plant, Wnit 1 
Transcript of 7Q1206 hearina in Avila Beach. CA Pp 4290-4489 
BOHEHS.E . MARTIN, W E , DRIQHT, 0 0 Atonic Safety and Licensing 
Board Panel 70/12/06 235pp 


781S220104 DOCKET 50-279 Diablo Canyon Nuclear Pouier Plant, l/nlt 1 
Transcript of 7B1211 hearing at Avila Beach. CA Pp 4063-5101 
BDUERS.E , MARTIN, H E , DRIQHT, G □ Atonic Safety and Licensing 
Board Panel 7B/13/11 23app 


7812220001 DOCKET 50 275 Diablo Canyon Nuclear Pouer Plant, i/nlt 1 
Transcript of 7B1212 hearing at Avila Beach. CA Pp 9102-5308 
dowers, E , MARTIN, W C , BRIGHT, 0 0 Atonic Safety and Licensing 
Hoard Panel 78/12/12 206pp 


70122BOO20 DOCKET 50 275 Diablo Canyon Nuclear Power Plant, Onit 1 
Transcript of 701215 hearing at Avila Beach. CA Pp 5707-5097 
DOWERS, E . MARTIN, H r , DRIQHT, 0 D Atonic Safety and Licensing 
Board Panel 70/12/15 l^lpp 


7012200023 DOCKET 30 275 Diablo Canyon Nut 1 ear Power Plant, Unit 1 
Transcript of 701216 hearing at Avila Deach.CA Pp 5090-6101 
D0HERB,E . MARTIN, W E , 0RIOHT, 0 8 Atenlc Safety and Licensing 
Board Panel 70/12/16 204pp 


7901 t 1032? DOCKET 50-277 Peach Dotton Atomic Power Station, Unit S 
Time within which Connission nay determine to reviete 
decision ALAB-509 is extended until 79011B 

CHILK, B J Office of the Secretary of the CotnmiSslon 7B/12/24 
3pp 


7901190152 DOCKET 30-277 Peach Bottom Atomic Power Station. Unit 2 
Responds to 781214 Itr re charges oP safety haiards States 
ropt "Individual Site Ratings from IE Employee Survey on 
Evaluation of Licensees" was subjective Forwards add! 
documents 

GOSSICKiL V Office of the Executive Director for Operations 
79/01/10 4pp 


7901190153 DOCKET 30-277 Peach Bottom Atomic Pouier Station. Unit 2 
Requests briefing from NRC stafp re several Milmington 
newspaper articles concerning serious safety haiards 
BIDEN.J R Senate 78/12/14 Ip 


7901160149 DOCKET 50-277 Peach Bottom Atomic Power Station. Unit 2 
Forwards Nov 1978 Mark 1 containment program activity review 
info Provides task-by-tas k summary 

SQBON, L J Oanetal Electric Co .Nuclear Energy Products Div 
79/01/09 12pp 


7901110204 DOCKET 90-279 Diablo Canyon Nuclear Power Plant. Unit t 
Transcript of ABLE 790103 hearings Pp 6990-7174 
DDWERS, E Atomic Safety and Licensing Board Panel 79/01/03 
225pp 


7901160339 DOCKET 50-2/5 Diablo Canyon Nuc lear Power Plant. Unit 1 
Transcript of 790104 hearing in Avila Deach.CA Pp 7175-7396 
DOWERS, E , MARTIN, W E , BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/01/04 221pp 


7901220001 DtlCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit I 
Transcript of 790105 hearing in Avila Beach, CA re analysis 
of stainless steel tanks M/encl professional qualifications 
of witnesses, {< conditions for safe-shutdown Pp 7397-7605 
ODUERS, E . MARTIN, W E , BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/01/05 2Dapp 


7901170027 DOCKET 50-273 Diablo Canyon Nuclear Power Plant, Unit 1 
Transcript of 790106 hearing in Avila Deach.CA Pp 7606-7697 
DDWERS. E . MARTIN, U E , BRIGHT, O 0 Atomic Safety and Licensing 
Board Panel 79/01/06 9lpp 


7901220007 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Transcript of 790103 hearing in Avila Deach.CA Pp 7690-7QB4 
DDWERB, E , MARTIN, W E . BRIGHT, 0 D Atomic Safety and Licensing 
Board Panel 79/01/08 IBEpp 


7901220002 DOCKET 90-275 Diablo Canyon Nuclear Power Plant, Unit I 
Transcript of 790109 hearing in Avila Deach.CA re discussion 
of actual metal strengths Pp 7085-8149 

DDWERS. E . MARTIN. W E . BRIGHT. 0 0 Atomic Safety and Licensing 
Doord Panel 79/01/09 B60pp 


7901260204 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit I 
Transcript of 790110 hearing at Avila Deach,CA Pp 0146- 
0393 9uppl 7, May 1970 t, Suppl 0, Nov 1978 to SER end as 
part of hearing record 

DOWERS. E , MARTIN, W E . BRIGHT. 0 0 Atomic Safety and Licensing 
Board Panel 79/01/10 430pp 


7901220004 DOCKET 90-27S Diablo Canyon Nuclear Power Plant, Unit 1 
Transcript of 790111 meeting in Avila BeachiCA re project 
manager's responsibilities Pp 8354-8544 

BOWERS, E , MARTIN, W E , BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/01/U I90pp 


7901220037 DOCKET 90-273 Diablo Canyon Nucloar Power Plant, Unit 1 
Transcript of 790112 hearing in Avila BeachiCA Pp 0945- 
0725 

DOWERS, E , MARTIN, W E . DfilOHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/01/12 IGOpp 


7901240320 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit i 
Transcript of 770115 hearing in Avila Deach.CA re necessity 
to subpoena for daposltions of Drs Trifunac !i Luco 
Pp Q726-Q73B 

BOWERS, E > MARTIN, W E , BRIGHT, O 0 Atomic Safety and Licensing 
Board Panel 79/01/15 12pp 


7901020014 DOCKET 90-277 Peach Bottom Atomic Power Station, Unit 2 
Orants motions seeking mods in schedule 6 procedures edopied 
in decision ALAB-509 Discusses implications of granting 
motions on original hearing schedule 

DUELO, M E Atomic Safety and Licensing Appeal Panel 78/12/21 
5pp 


7901100236 DOCKET 50-277 Peach Dottom Atomic Power Station. Unit 2 
Responds to NRC 781129 Itr re containment purging during 
normal plant operation t, safety actuation signal circuits 
which Incorporate manual override features Will submit Tech 
Specs change limiting use of 10 in valve flow path 
DAUTROFF.SL Philadelphia Electric Co 79/Ol/OS 3pp 


7901250201 DOCKET 50-277 Peach Bottom Atomic Power Station, Unit 2 
NatlFlcatlon of 790122-24 meeting In San Uase.CA w/ 
representatives of Mark I owners group to discuss Mark I 
long term program load definition rept ti related issues, W/ 
encl agenda 

GRIMES. C I Plant Systems Branch 79/01/08 4pp 


7901160214 DOCKET 50-277 Peach Bottom Atomic Power Btation, Unit 2 
Forwards application for amend to Licenses DPR— 44 I, DPR-56 
u/encl application amend fee 

BRADLEY, E J Philadelphia Electric Co 79/01/12 ip 


7901160220 DOCKET 50-277 Peach Sattom Atomic Power Statian. Unit 2 
Application for amend to Licenses DPR-44 6 DPR-S6 re shock 
supp res sons , mod to high pressure svc water sys & mod of 
language relating to audits Certificate of Svc encl, 

BRADLEY, E U , DAVER.E 0 Philadelphia Electric Co 79/01/11 
15pp 


7701230170 DOCKET 50-277 Peach Bottom Atomic Power Station, Unit 2 
Forwards "Rept of Plant 6tart-up Following Third Refueling 
□utags Sept-Qct 1978 " 

ALDEN, W M Philadelphia Electric Co 79/01/(6 Ip 


7901230137 DOCKET 90-277 Peach Dottom Atomic Power Station, Unit 2 
"Rept Of Plant Otart-up Following Third Rofipoling Outage 
8ept-Dct 1770 " Assures that Unit 2 refueling outage caused 
no conditions or sys characteristics to diminish safe 
operati on 

ULRlCHiWT Philadelphia Electric Co 70/10/31 t2pp 


7901260170 DOCKET 50-277 Peach Bottom Atomic Power Station. Unit 2 
Forwards application for anvoTid to operating licensee U 41600 
filing fee 

DRADLEYiE J Philadelphia Electric Co 77/01/23 ip 


7901260104 DOCKET 50-277 Peach Dottom Atomic Power Station. Unit 2 
Application for license amendment Revises "Estimated 
Chemical Usage" table in Tech Specs M/Cer t i f Icate of Svc t, 

Teble 224-1 

BAUERA, E 0 . BRADLEY. C U Philadelphia Electric Co, 77/01/22 

app 


7901040312 DOCKET 50-277 Peach Bottom Atomic Power Station. Unit 2 
Forwards IE Insp Repts 50-277/78-27 L 50-278/78-32 on 
781030-1103 t, Notice of Violation 

BRUNNER, £ J Region l. Philadelphia, Reactor Operations Nuclea 

Support Branch 78/11/27 2pp 


7901040317 docket 90—277 Peach Bottom Atomic Power Station. Unit 2 
Notice of Violation from Insp on 701030-1103 

« Region I, Philadelphia, Reactor Qperatlans Nuclear SupDort 
Branch 70/11/22 ip 


7901040322 DOCKET 90-277 Peach Bottom Atomic Power Station. Unit S 
IE Insp Repts 50-277/78-27 1, SO-278/78-32 on 701030-1103 
Noncompliance no ted; f a 1 1 tire to maintain a high radation area 
door in locked condition at Unit 3 

OREENMAN.E 0 Reg'ion 1, Phi ladel phla, Reactor Operations 

Nuclear Support Drench 70/11/22 lOpp 



DOCKETtO ITEMS 


7901i00457 DOCKET 50-377 Paach Bottom At omit Pouar Station. Onlt 2 
30-277/78-30 Sc 90-276/78-33 on 
7fllli3— J7 Ua none ompl 1 anc B noted 

DRUNHSR.E J Region 1. Philadelphia. Reactor Operations Hutloar 

Support Branch 7B712/06 2pp 


TflOl 1004A0 DOCKET 30-277 Peach Botton Atomic Pouer Station. Unit 3 
IE Insp Repts 30-277/78-30 !« 50-278/70-33 on 781113-17 
Mo none ompl i ance noted Meinr areas inspected plant 
operations IncLuding facility tours. log h record reviews 
& revised insp program 

eREENMAW. E 0 . MCCABE. E C Region S. Philadelphia. Reactor 

Operations Kutlear Support Branch 78/12/03 4pp 


7901180347 DOCKET 30-277 Peach Bottom Atomic Power Station. Unit 2 
Forwards IE itisp Repts 50-277/78-26 U 50-276/70-31 on 
7S1033 Mo none omp 1 iance noted 

BRUNNER. E xl Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 78/12/08 2pp 


7901180350 DOCKET 90-277 Peach Bottom Atomic Pouer Station. Unit 2 
IE Insp Repts 30-877/78-23 C. 50-270/70-31 an 781033 No 
noncomplianCB noted Major area Inspsctad review of 
electrical equipment qoa 1 1 f lea 1 1 on test data 
OREEMMAN.E 0 . FIMKEL.A E . EONETER, 3 D Region 1. 
Philadelphia. Reactor Operations Nuclear Support Grancb 70/12/07 
3pp 


7901020074 DOCKET 50-277 Peach Bottom Atomic Pouer Station. Unit 2 
Act receipt of 78I20S Itr Informing NRC of steps taken to 
correct vlplatlons noted in Insp Repts 50-377/70-23 h 
30-378/76-30 

BRUMNER.E J Region 1, Philadelphia. Reactor Operations HueJaar 

Support Branch 78/12/15 Ip 


7901020070 DOCKET 50-277 Peach Bottom Atomic Power Station. Unit 2 
Responds to flRC 781114 Itr re violations noted In Insp 
Repts 50-277/78-23 1. 90-278/70-30 Corrective actions nuclear 
audit plan amended to Include separate audit covering 
"actions taken to correct deficiencies ” 

DALTROFF.S L Philadelphia Electric Co 78/12/05 2pp 


79010200B8 DOCKET 50-277 Peach Bottom Atomic Pouer Station. Unit 2 
Forwards IE Insp Repts 30-277/70-25 t< 30-270/78-30 on 
780830-0901 (■ Notice of Violation 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 73/11/14 2pp 


7901020091 DOCKET 50-277 Peach Bottom Atomic Pouer Station. Unit 2 
Notice of Violation from insp on 780030-0901 

• Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 78/11/07 Ip 


7901020100 DOCKET 90—277 Peach Bottom Atomic Power Station. Unit 2 
IE Insp Repts 50-277/78-25 t. 50-278/78-30 on 780930-0901 
Noncompliance noted* audits of actions taken to correct 
deficiencies no-t performed at least once per six months bg 
Operations t< Safety Review cominlttes 

OREENMAM. E G . BECKHAM. 0 H . HCCADE.E C Region 1. Philadelphia. 
Office of the Director 78/11/07 6pp 


7901030042 DOCKET 50-277 Poach Dattom Atomic Power Station. Unit 2 
Fot wards IE Bulletin 78— 14. "Detertaratlon of Dune-N 
Coeipanents in ASCO Solenoids " 

ORIER.B H Region I. Phi 1 adolphta. Office of the Director 
70/12/19 ip 


7901090192 DOCKET 30-277 Peach Bottom Atomic Power Station. Unit 2 
Forwards "Thermal Monitoring Rapt 84 for Oct 1978 '• 

NtLLSEYilf D, Philadelphia Electric Co 79/01/02 Ip 


790109019& DOCKET 90-277 Peach Bottom Atomic Power Station. Unit 2 
"Thermal Monitoring Rapt 64 for Oct I97B" for Units 2 fc 3 
Discueies therirsl (< biological monitoring probloms Monthly 
operation was within all applicable thermal criterto 
* Philadelphia Electric Co 78/10/31 llpp 


7901170234 SOCKET 50-277 Peach Bottom Atomic Ponuar Station. Unit 2 
Forwards manthlg opepating rept for Dec 1970 
COONEY. M U Philadelphia Electric Co 79/01/12 tp 


7901170237 DOCKET 50-277 Peach Bottom Atomic Power Station. Unit 3 
Mantblg operating rapt for Dec 1978 

AUDEN. H M Philadalphia Electric Co 79/01/12 9pp 


79OH00230 DOCKET 50-277 Peach Bottom Atomic Power Station. Unit 2 
UER 78-O40/O3L-O on 781304' snrvol 1 lance tost revealed 
failure of "A" channel main steam line high flow circuitry 
In primary containment isolation signal logic used to 
provide Oroup I laolal Ion. due to failure of 3A-K30A relay 
COONEY. M d Phi ladslf hia Elactrlc Co 70/12/28. Ip 


79D1220133 DOCKET 50-277 Peach Bottotn Atomic Pnwer Station. Unit 2 
Reportable Occurrence 2-79-1/lP on 790104 review of 
safeguard cable routing identified 8 cables impioperlij 
designated as iion-taf eguard cables Caused by improper 
designation of cables during design phase 
ULLRICH.M T Philadelphia Electric Co 79/01/04 2pp 


7901220093 DOCKET 50-277 Peach Bottom Atomic Pouer Station. Unit 3 
Reportable Occurrence 3-79-2-lP on 790108 gaseous roloase 
rate cicesded allowable Tech Spec limits for Instontaneous 
release rate Caused by failure to maintain reactor coolant 
temp sufficiently low to prevent vaponiation during molnt 
ULLRICH. W T Philadelphia Electric Co 79/01/08 2pp 


7701220143 DOCKET 50-277 Peach Bottom Atomic Power Station. Unit / 
Reportablo Occurrence 2-79-2/lP on 790108 cable spread room 
cardoi sys disabled no fire uatch pasted for 51/2 hours 
Caused by personneL error 

ULLRICH. W T Philadelphia Electric Co 79/01/09 Ij. 


7901190003 DOCKET 50-377 Poach Bottom Atomic Pouer Station. Unit J 
LER 70-O49/O3L-O on 781210 surveillance testing revealod ’B" 
rod block monitor set points had shifted upwards appro). 157. 
Caused by failure of Zener Diode in flou bias circuitry 
power supply 

CODNEY.HJ Philadelphia Electric Co 79/01/10 Ip 


7901S5ai6Ci DOCKET 50-277 Peach Bottom Atomic Pouer Otatloii. Unit 3 
Forwards LER 79-00 I/O I T-0 

COOMEV.MJ Philadelphia Electric Co 79/01/18 3pp 


7901230171 DOCKET 50-277 Peach Bottom Atomic Pouet 3tntlnn. Unlk J 
LER 79-OOl/OlX-O on 790104 design errors in cable 
designations were identified Ten cables found to bo 
designatod nonsafeguard Caused by Improper designation of 
cables during design phase New cable routing cnmploted 
COONEY. MU Philadelphia Electric Co 79/01/18 Ip 


7T0k250t&9 DDCKET 30-377 Peach Bottom Atomic Pouer Btatioii. Ui.it / 
LER 70-O31/'O3L-O on 701227 dui Ing loutiiie survol 1 lanch lest, 
setpoint of pressure switch found to be approx 10’/. In sxcesi 
of Tech Sppc limit Caused by sheared lockdown scrow on 
setpoint adjust Pressure switch recollbr l< roturnod to uvr 
COaNEV.Md Philadelphia Electric Co 79/01/10 Ip 


7901300140 DOCKEI 30-277 Peach Bottom Atomic Pouer Station. Unit 
LER 7B-050/03L-0 on 701221 dui ing routine surveillance lost, 
time to reach rated V t. Hi for C5 diesel uos 11 soconite. h 
13 seconds for E3 diesel Probably due to faulty Hooduard 
governor 

COOMEY.rl J Philadelphia Electric Co 79/01/19 Ip 


7901020014 DOCKET SO-278 Peach Bottom Atomic Pouer Station. Hull i 
Grants nations seeking mods In schedule h procoditres oduplfd 
In decision ALAU-509 Dlsrusses implications of granting 
motions on original hearing schedule 

DUFLO. M E Atomic Safety and Licensing Appeal Panel /Il/I2i-'I 
5pp 


790IU0329 DOCKET 50-278 Peach Bottom Atomic Pouor Blatlnn. Unll f 
Time within which Commission may detera)lne to review 
decision ALAO-509 is extended until 790113 

CItILK.B J Office of the Secretary of the Commission /(f/l.3fJh 

3pp 


7901190152 DOCKET 50-270 Peach Bottom Atomic Pouer Station. Unit ,l 
Responds to 701214 Itr re charges of safety haiards Otalea 
rapt "Individual 81te Ratings from IF Employee Survey on 
Evaluation of Licensees" uss subjective Forwards add 1 
documents 

O03SICK. L V Office of tho Executive Director for OperAtiiii.s 
79/Oi/lO 4pp 


7901190133 DOCKET 50— 27B Poach Dottnm Atomic Power Otation. D.iil 
Requests hrieftny from NRC staff re several Mllmlnolun 
newspaper articles concerning serious safety haiards 
niDEH, J R Senate 70/12/14 ip 


7901100236 DOCKET 50—276 Peach Bottom Atomic Power Stall un. lloll j 
Reepands to NRC 701129 Itr ro containment puiglng during 
normal plant operation b safety actuation signal circuit* 
which incorporate manual override features Mill submit Tatn 
Specs change timitlng use of 18 in valve flow path 
OALTROFF.a L Fhiiadelphle Electric Co 79'01/02 3pp 


7901160149 DOCKET 50—270 Peach Bottom Atomic Power Station. Unit | 
Forward* Nov 1970 Mark 1 containment program activity revieiu 
info Provides task-by-task summary 

6GB0ff) L %/ General Electric Co .Nuclear Energy Products Div 
79/01/09 I2pp 



DOCKETED ITEMS 


7901160214 DOCK! T 50-27B Poach Bottom Atofinc Poujor Statjon. 
FoTUards application for amend to Licoiises DPR-44 1< DPR— 56 
u/encl application amend fee 

BRADLEY. E J Philadelphia Flectiic Co 79/01/12 Ip 


Unit 


3 


/901l60t.20 DOCKET 50-27Q Peach Bottom Atomic Pouier Station. Unit 
Application for amend to Licenses DPR-44 f, DPn-56 re shacl 
suppressors, mod to high pressure sve uiater sgs l< mod of 
language lelating to audits Certificate of Sve end 
CRADLEYiC J . BAUER, E 0 Philadelphia Electric Co 79/01/11 
lUpp 


7901040312 DOCKET S0~27B Poach Bottom Atomic Power Station. Unit 3 
Forwards IE insp Repts 30-277/78-29 !, 50-270/70-32 on 
7B1030-1103 t< Notice of Violation 

K *' Philadelphia, Reactor Operations Nuclear 

Support Branch 78/11/27 2pp 


.-.uiueuji/ uuLKti &0-278 Peach Bottom Atomic Power Station. 


vni c 


WWVVWMI rifviriJb rt 

Notice of Violation from insp on 701030-1103 
Branch”*^78/ll/2r'’lp*‘’’^‘^’ Nuclear Support 


50-278 Peach Bottom Atomic Power Station. Unit 3 
Notification of 790122-24 meeting in Ban Jose. CA w/ 
representatives of Mark I owners group to discuss Mark I 
long term progi am load definition rept K related issues W/ 
enc 1 eg enda 

0RIHE8, C I Plant Systems Branch 79/01/03 4pp 


7901040322 DOCKET 50-270 Peach Bottom Atomic Power Station, Unit 3 
IE Insp Repts 50-277/78-29 !< S0-27S/7B-3B on 781030-1103 
Noncompl lance noted failure to maintain a high radation area 
door in locked condition at Unit 3 

GREENMAN, E 0 Region 1. Philadelphia. Reactor Operations 

Nuclear Support Branch 70/11/22 lOpp 


790t260170 DOrUrT 50-270 Peach Bottom Atomic Power Station. Unit 3 
For ward B application for amend to operating licenses J< *1600 
riling fee 

BRADLEY. E J Philariulphla Electric Co 79/01/23 Ip 


I 3U’“rVo Peach uotio/n Atomic Power Station* Unit 3 
Forwards IE Insp Repts 50-277/78-30 (. 50-270/78-33 on 
701113-17 No noncomp 1 1 anc e noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 70/12/06 2pp 


7901260184 DOCKET DO-270 Peach OoLtom Atomic i'ower Station. Unit 3 
Application for license amendment Revises "Estimated 
Chomical Usage" table in Tech Specs Ui/Cer 1 1 f ica te of Sve U 
Table 224-1 

BAUERA. E 0 . BRADLEY. E J Philadelphia Electric Co 79/01/22 

Bpp 


79010S0334 DOCKr T S0-27B Pooch Bottom. Atomic Power Station. Unit 3 
Foriuard s Amend 49 to License DPR~36 

IPPOUITOi T A Operating Reactors Branch 3 /8/12/15 2pp 


79010S0341 DOCKET SO-278 Peach Bottom Atomic Power Station. Unit 3 
Amend 49 to I icciiso DPIl-56 changing Tech Specs re interim 
Ettas time porntitted for rcactoi cote isolation cooling 
ogs to bo out of s/c 

IPPDLITD.T A Dporatlng Reuctois Bronrh 3 78/12/15 5pp 


790103034/ DOCKET DO-f'/O Peach Bottom Atomic Power Station. Unit 3 
Safety evaluation supporting Aniend 49 to License DPR-66 
Concludes proposed amend will nut be mimical to common 
defend e. sucur 1 ty or public health {i safety 
•i Off let! of Nticleitr Ileartnr Regulation 79/12/15 4p p 


7901000350 BUCKET 50-2/0 Poach Bottom Atomic Power Station. Unit 3 
Notice of Isdiiancu of Amend 49 to I iconso DPR-S6 
IPPOLITO. T A Dporatlng Reactors Branch 3 /B/12/15 2pp 


7901020074 DDIKFT SO-, ’1/0 (>eoch Bottom Atomic Power Station, Unit 3 
Act ruceipt of /BISOS Itr informing NRC of steps taken to 
correct vlolntlono noted in Insp Repts S0-2///78-25 I. 

80-270/70-30 

BRUNNER I E Region I. Ph 1 lade Iph la. Reactor Operations Nuclear 

Support Branch 70/12/15 Ip 


790l0200’/0 IIDCKEI 50-270 Peach Bottom Atomic Power Station, Unit 3 
Responds to NRC 701114 Itr rn viulotiuns ncitud in Insp 
Repts 30-277/ /B-P3 (< M)-270/70-3O Corrective actions nuclear 
audit plan aErtonded to include sep.irate audit covering 
"’ocllons taken to correct deficiencies " 

DALTROFr.S I Philadelphia Electric Co 78/12/05 2pp 


790)020085 DCILKET SO-2/0 Poach Bottom AtoEslc Power Station. Unit 3 
Forwards Ifc Insp Repts 50-277/VB-P5 «, 30-378/78-30 on 
780030-0901 '< Notice of Vinlotioni 

BRUNNER. F J Region I. Philadelphia. Reactor Operations Nuclear 

Support Branch 70/11/14 Ppp 


79010K0091 DtiCKEI 50-270 Poach Bottom Atomic Power Station, Unit 3 
Notice of Violation from insp on 780030-0901 

e Region 1. Philadelphia. Reartor Operations Nuclear Support 

Branch 78/11/07 Ip 


7901080100 DOCKET 50-270 Peach Bottom Atomic Power Station. Unit 3 
IC Insp Repts 50-277/78-83 «< 50-278/70-30 on 700830-0901 
Noncomp 1 iance noted audits of actions taken to correct 
dePic 1 one 1 es not performed at least once per sli Enonths by 
Operatiens 6 Safety Review coEsmittee 

OREENMAN.F S . CLCKMAN, D H , (ICCABL.t C Region 1, Philadelphia, 
Office of the Director 78/11/07 6pp 


7901030043 DCiCKFT 50-270 Peach BoltOEii AtOEHic Power Station, Unit 3 
Forwards IF Bulletin 7P-i4. "Do t ei lot n 1 1 nn of Buna-N 
Coisponcnts In ASCO Solenoids ’’ 

ORIER.B H ftogion I, Ph i laiio Ipli la. Office of the Director 
70/12/19 Ip 


7901100460 DOCKET 50-270 Peach Bottom Atomic Power Station. Unit 3 
IE Insp Repts 50-2/7/78-30 50-278/78-33 on 781113-17 

No noncomp 1 lance noted Najor areas inspected plant 
operations including facility tours, log t< record revl ews 
5 revised insp program 

OREENMAN. E G . MCCABE. E C Region 1. Philadelphia. Reactor 

Operations Nuclear Support nranch 78/12/05 4pp 


7901100347 DOCKCT 50-27B Peach Bottom Atomic Power Station. Unit 3 
Forwards IE Insp Repts 50-277/78-23 t< 50-278/78-31 on 
701023 No noncompl lance noted 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 78/12/08 2pp 


7901180350 DOCKET 50-2/8 Peach Bottom Atomic Power Station. Unit 3 
IE Insp Repts 50-277/7B-2G J, 50-270/70-31 an 781023 No 
noncomp 1 sance notcil Major area inspected review of 
electrical equipment qualification test data 
OREENMAN. E 0 . FINKCL. A E , EDNETER, S D Region 1, 

Philadelphia. Reactor Operations Nuclear Support Branch 70/18/07 

□pp 


7901090192 DOCKET 50-273 Peach Bottom AtofEiic Power Station. Unit 3 
Forwards "TherEiial Monitoring Rept 64 for Oct 1978 " 

WILLBEY.H 0 Philadelphia Electric Co 79/01/02 Ip 


7901090196 DOCKET 50-278 Poach Bottom Atomic Power Station. Unit 3 
"Thermal Monitoring Rept 64 for Oct 1978“ for Units 2 I. 3 
Discusses thermal Sc biological monitoring problems Monthly 
operation was within all applicable thermal criteria 
* Philadelphia Electric Co 78/10/31 llpp 


7901220090 DOCKET 50-278 Peach Bottom Atomic Power Station. Unit 3 
Reportable Occurrence 3-79-2-lP on 790100 gaseous release 
rate eiceeded allowable Tech Spec llEnits for instantaneous 
release rate Caused by failure to maintain reactor coolant 
temp sufficiently lew to prevent vaporiiation during malnt 
ULLRICH. U T Philadelphia Electric Co 79/01/00 2pp 


7901220143 DOCKET 50-278 Peach Gottorn Atomic Power Station. Unit 3 
Reportable Occurrence ?~79~2/IP on 790108 cable spread room 
cardoi sys disabled tc no fire watch posted for Sl/2 hours 
Caused by personnel error 

ULLRICH.H T Philadelphia Electric Co 79/01/09 Ip 


7901220153 DOCKET 50-278 Peach Gottorn Atomic Power Station. Unit 3 
Reportable Occurrence 2-79-1/IP on 790104 review of 
safeguard cable routing identified 8 cables improperly 
designated as non-safeguard cables Caused by improper 
designation of cables during design phase 
ULLRICH, W T Philadelphia Electric Co 79/01/04 2pp 


7901250166 DOCKET 50-278 Peach Dottom Atomic Power Station. Unit 3 
Forwards LER 79-OOl/OlT-O 

COONEY, M J Philadelphia Electric Co 79/01/10 3pp 


7901250171 DOCKET 50-278 Poach Bottom Atomic Power Station. Unit 3 
LER 79-OOl/OlT-O on 790104 design errors in cable 
designations were identifioit Ton cables found to be 
designated nonsafeguard Caused by improper designation Of 
cables during design phase New cable routing completed 
COONEY.M 0 Philadelphia Electric Co 79/01/18 Ip 


7901190090 DCICKFT S0-27B Poach Bottom Atomic Power Station. Unit 3 
LER 78-024/03L-0 on 7Dl2i2 reactor core isolation cooling 
valve Mo-13-15 failed to c lose, during surveillance test 
6 11 Caused by coc ked .pack ing follower jamming valve stem 
COONEY.M J Philadelphia Electric Co 79/01/11 Ip 



DOCKETED ITEMS 


7901030243 DOCKET 50-260 Surrg Power Station. Unit I 

Requeits revision to security plan to incorporate Slscovered 
deficiency Eniel withheld Cref 10CFR3 790> 

SCHWENCEHvJl Dperatinp Reactors Branch 1 TB/ia/lS 2pp 


7901100147 DOCKET 50-200 Burry Power Station. Un>t ! 

Forwards revisions to modified amended security plan 
Includes amend to incorporate comment contained In NRC 
701213 Itr Rovistons withheld Iref lOCFRBS 790> 

STALL 1 NO 9i C H Virginia Electric A Power Co 79701/12 Ip 


7901020048 DOCKET 30-2B0 Burry Power Station. Unit I 
Forwards SEB o.m VEPCO't program for repair of steam 
generator. State has 10 dags from issuance of SEB in which to 
file petition for leave to intervene 

CUTCHlN.J M Office of the Eiecutive Legal Director 79/12/15 Ip 


790102006a DOCKET 50-200 9urry Power Station. Unit 1 

Forwards 781295 8ER re 770017 submittal concerning steam 
generator repair program 

BCHMENCERi A Operating Reactors Branch 1 70/12/19 2pp 


7901090250 DOCKET 90-280 Surry Power Station. Unit 1 

Forwards info re cooling water discharge temp change rate Un 
7Bl227i condenser cooling water outlet temp to James River 
Increased by 9 9 F & was In eicess of rate permitted by Tech 
Specs Caused hg closed waterboios 

STALLINGS. C H Virginia Electric L Power Co 79/01/05 Ip 


7901120146 DOCKET 50-200 Surry Power Station. Unit 1 

Informs NRC of organiieti anal changes in executive mgt of 
nuclear power station const h operations activities U/att 
organl tatlcnal charts 

BAUH.E A Virginia Electric t< PoUiar Co 79/01/05 hpp 


7901130060 DOCKET 50-200 Surry Power Station. Unit 1 

Forwards supp I Info to operating licenses DPR-32 & DPn-37 
for 781226 proposed Tech Specs change 79 re axial power 
distribution monitnrlng h axial flux difference 
8TALL1N0S. C H Virginia Electric l< Power Co 79/01/09 CJpp 


7901150112 DDCKKT 50-280 Surry Power Station. Unit 1 
Forwards topical rept VEP-FRN-23 "Vepco FLAME Model " 
THOMAS. H N Virginia Electric 6 Power Co 79/01/09 Ip 


7901020070 DOCKET 30~2B0 Surry Power Station. Unit 1 

BER for steam generator repair program concludes that health 
tc safety of public will not be endangered i. activities wiJl 
be conducted In compliance u/Commlsslon regulations 
a Office of Nuclear Reactor Regulation 70/12/19 57pp 


7901180031 docket S0-2B0 Surry Power Station. Unit 1 
State of VA does not renuest hearing re safety issues 
State does riot waive right to raise issues in appropriate 
proceedings before NRC or in any other forum at a later 
time 

OAHBARDELLA, fl Virginia. State of 70/12/20 2pp 


7901110333 DOCKET 50-28D Surry Power Station. Unit 1 

R»q,uests thorough EIS on VEPCO's proposed steam generator 
replacement h asks ComtnlsslDn bo hold public hearing 
reiiulrlng VEPCO to show cause why haiardoue procedure should 

be allowed 

ALLEN. J North Anna Environmental Coalition 7B/I2/29 2pp 


7901 1901 34 DOCKET 30-280 Surry Power Station. Unit 1 
Btrongly supports North Anna Environmental Coalition's 
rsquest for full hearing t< a complete E18 on proposed 
prajec t 

6UNDH0Lrt.J AfPlllatlon Unknown 79/01/00 Ip 


7901230234 DOCKET SO-2SO Surry Power Station. Unit 1 

Rtq.utBts partial refund for overpayment of indemnity fee 
per 760615 invoice 542-70 

PROFFITT. H L Virginia Electric Si Power Co 79/01/17 ip 


7901020196 DOCKET 50-200 Surry Power Station. Unit I 

Forwards proposed Tech Spec Change 71. amending license to 
reflect reorganiiatlon of Production Qperations Dept onsite 
ti offilta. & to incorporate several minor corrections 
BTALLlNDSiC M Virginia Electric ti Power Cu 70/12/20 IBpp 


79D11S0136 DOCKET SD-SBO Burry Power Station. Unit I 

Responds to NRC 761204 Hr re topical rept VEP-FRD-23 May 
wish to kowsT priority of rslvew Rsguested references 9 t. IS 
Of rept contain proprietary matl received from Mestinghouse 
THOMAS.WN Virginia Electric & Power Co. 76/12/20 ip 


7901100442 DOCKET 90-200 Burry Power Station. Unit 1 
Farwsrds Amend 46 to License DPR-3S 

BCHUEKCER.A Operating Reactors Branch 1 70/12/29 2 pp 


ry Power Station. Unit I 
oeetfying license conditions re 

, 78/12/29 3pp 


1 

) PR-32 
inder 

■ lam 


790! 1501 16 DOCKET 90-200 Surry Power Station. Unit I 

“Vepco FLAKE Model " Util developed 3 d imens Iona 1 ( x. y. i > 
modified diffusion therory cal cula t loiisl model desi gii.iteii ns 
Vepco FLAKE Model Accuracy of model is demonstrated through 
comparisons taken at Units I 6 2 

□ECK.W C Virginia Electric L Power Co VEP-PrD- 24 7B/10/lt 
lOQpp 


790115DU6 DOCKET 50-200 Burry Power Station. Unit I 

“Vepco FLAME Model “ Util developed 3 dimensinnal (x.y. i). 
modified diffusion theory calculat I onal model deslgiiatoil ns 
Vepco FLAME Model Accuracy of model is demonstToted through 
comparisons taken at Units 1 ti 2 

DECK. W C Virginia Electric «< Power Co vrP-FRD-24 /O/lo/ II 
lOOpp 


7901190119 DOCKET 50-2B0 Burry Power Btetinn. Unit 1 

Responds to NRC 790109 Itr re leakage testing of c nntalnmor.t 
personnel air lock States intention to conform to NI1C 
interpretation of retiuircments in App J to 10CFR30 re 
air lock testings 

BTALLIHOS.C M Virginia Electric U Power Co 79/01/09 Ip 


79011&0174 DOCKET 50-260 Surry Power Station. Unit 1 

On 701231. condenser cooling water outlet temp to James River 
IncTeased by 3. 5 F 6 than decreesed by 3 F Temp thungo was 
in excess of Tech Spec max change No evidence of advoiso 
effects on river or its inhabitants 

8TALLINQ8. C M Virginia Electric «< Power Cu 79/01/18 kp 


7901290047 DOCKET 50-260 Surry Power Station. Unit 1 

Forwards notice of proposed issuance of emends to licenses 
32 tc 37 In response to 761226 roAOest re Tech bpcc changes 
SCMNENCER.A Operating Reactors Branch 1 79/01/19 i.'pp 


7901 250093 DOCKET 50-200 Surry Power Station. Unit 1 
Notification of consideration of Issuance of amends to 
licenses DPR-32 h 37 rsvising Tech Specs to reevaluate [ Citl 
using an approved model 

SCHWENCER. A Operating Reactors Branch 1 79/01/13 lift 


7901250057 DOCKET 50-2B0 Burry Power Station. Unit 1 

Comments on need for environ Impact analysis re rctiuestcd 
amend authoriting increase in number of steam generator 
tubes which can be plugged u/o reactor power decrease 
EIS or EIA should be required 

CUTCHlN.J H Office of the Executive Legal Director 79/01/13 

Ip 


7901190134 DOCKET SO-2BO Surry Power Station. Unit 1 

Response to 700710 Itr has been delayed beyond expected 
submittal date of 790119 Proposed Tech Spec change. offslle 
dose calculation manual t< process control program uiikl be 
submitted by 790226 

8TALL1N0S. C W Virginia Electric *< Power Co 79/01/16 Ip 


7901300055 DOCKET SO-2BO Surry Power Station. Unit 1 
Forwards “Surry Unit 1 End of Cycle 3 Onsite Fuel 
Eiamlnatlon of 17x17 Demonstration Assemblies After Two 
Cycles of Exposure " Rept provides sufficient Info to 
complata NRC review of WCAP-8870/B279 

ANDERSONiT K Uestlnghouse Electric Corp 79/01/10 2pa 


3pp 

7901300056 DOCKET 90-360 Surry Power Blatlon. Unit 1 

"Surry Unit 1 End of Cycle 3 Onsite Fuel Examination of 17i 
17 De/Aonstration Assemblies After Two Cycles of Exposure " 
Includes operating history t< results of onsito fuel astambly 
t. onsite fuel rod /ess embly examinations 
« Westlnghouse Electric Corp 78/12/31 21pp 


DOCKETED ITEMS 


Bt 


790)330207 DOCKET SO-SSO Surry Pouer Station. Unit 1 
Corrsets error In Tech Spats for amend to license 
transmitted by 7S1SS8 Itr 

8TALL1N0B.C M Virginia Electric t< Power Co 79/01/19 Spp 


7901390133 DOCKET 30-380 Surry Power Station, Unit 1 

Poruards Amend 47 to DPR-32, Amend 4i to DPR-37. El A. no 1 1 c e of 
Issuance & negative declaration 

SCHWENCER. A Operating Reactors Branch 1 79/01/30 3pp 


7901390137 DOCKET SO-BSO Burry Power Station, Unit 1 

Amend 47 to DPR-33 & Amend 46 to DPn-37 approving steam 
generator repair program If certain licensing procedures 
are observed 

8ENHUT, D 0 Assistant Director for Systems It Projects 
79/01/19 6pp 


7901390133 DOCKET 50-360 Surry Power Station, Unit 1 

EIA for steam generator repair program Proposed license 
amend will not significantly affect quality of human 
environ 

« Office of Nuclear Reactor Regulation 79/01/30 34pp 


7901390140 DOCKET 50-380 Surry Power Station, Unit 1 

Notice of Issuance of Amend 47 to DPR-33 t. Amend 46 to 
DPR-37 tt negative declaration 

8CHW6NCBR, A Operating Reactors Branch I 79/01/30 3pp 


7901390310 DOCKET 50-3B0' Surry Power Station, Unit I 

Application for proposed Tech Spec changes re ECCS Involves 
significant haisrds Class IV fee of 913,300 required 
DIOOSiR M License Foe Management Branch 79/01/33 Ip 


7901030316 DOCKET 50-380 Surry Power Station, Unit 1 
Forwards IE Insp Rept SO-360/7B-31 t, 50-381/76-31 on 
781016-19 No noncomp 1 lance noted 

LONO, F J Region 3, Atlanta, Reactor Operations Nuclear Support 

Branch 76/11/16 3pp 


7901030330 DOCKET 50-880 Burry Power Station, Unit 1 

IE Insp Rept 50-360/78-3! fc 50-361/78-3) on 781016-19 No 
noncompllanee noted Major areas Inspected routine 
unannounced insp of malnt, followup of LER & previous 
enforcement matters 

LEHIS.R C , 8K0LDB, J L Region 3, Atlanta, Reactor Operations 

Nuclear Support Drench 78/11/15 6pp 


7901130030 DOCKET 50-300 Burry Power Station, Unit I 
Forwards IB Insp Rspts 50-380/78-32 U 50-881/70-32 on 
761115-17 No noncompllanee noted 

KENNA. N B Region 2, Atlanta, Safeguards Oranch 7B/IS/05 Spp 


7901130027 DOCKET SO-SBO Burry Power Station, Unit 1 

IE Insp Repts 50-380/78-33 tt 50-381/78-32 on 781115-17 No 
noncompllanee noted Major areas inspected physical security 
plan re security organiiatlon, physical barriers fc 
communication controls 

HENNESSEY, R 0 . OILLEBPIE, F P Region 3, Chicago, Seftguards 

Branch 78/18/04 4pp 


7901390049 DOCKET 50-380 Surry Power Station, Unit 1 
Forwards IE Insp Repti 50-300/ /a-33 £< 50-281/78-33 on 
781106-30 No noncompllanee noted 

UONO.F d Region 3, Atlanta, Reactor Operations Nuclear Support 

Branch 70/13/19 2pp. 


7901290054 DOCKET 50-300 Surry Power Station, Unit I 

IE Insp Rept 50-880/76-33 t< 50-361/76-33 No noncompl 1 anes 
noted Major areas Inspected plant operations, LERs, plant 
physical protection barriers, p lant malnt activities li 
previously Idsntlfltd unreaolved items 

DURKE, D J , LEUI8, R C Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 70/12/19 6pp. 


7901080150 DOCKET 50-380 Surry Power Station, Unit I 

Presents results of Insp op steam generator ti preventive 
plugging program Also requests that operations be extended 
for 6 months of equivalent full power from completion of 
inip,uhich modifies 760683 proposal 

STALLlNOSiC M Virginia Electric 6 Rower Co 70/12/29 IBpp 


7901330313 DOCKET 50-300 Surry Power Station. Unit 1 

Forwards IE Circular 79-08, "Failure of 180 Volt Vital AC 
Power Supplies " 

OP'REILLY>J P Region S, Atlanta, Office of the Director 
79/01/16 9pp, 


7901190052 DOCKET 50-300 Surry Power Station, Unit 1 
Forwards monthly operating rept for Dec 1976 
STALLIN08, C H Virginia Electric 6 Power Co 79/01/16 Ip 


790U90055 DOCKET 50-380 Surry Power Station, Unit t 
Monthly operating rept for Dec 1978 

COSTELLO, D d Virginia Electric 6 Power Co 79/01/04 


7901030141 DOCKET 50-380 Burry Power Station, Unit 1 
Forwards LER 7B-043/03L-0 

STALL INOS, C M Virginia Electric l< Power Co 78/12/87. ip. 


7901030144 DOCKET 50-260 Surry Power Station, Unit 1 

LER 7B-043/03L-0 on 781129 low temp alarm 6 rapid Increase 
in level were noted In boric acid storage tank A during 
valve llne’up to transfer boric acid from storage tank 6 to 
A Caused by erroneous opening of l-CH-74 

BAUCOM, T L Virginia Electric L Power Co 76/12/32 2pp. 


7901080167 DOCKET 50-380 Surry Power Station, Unit 1 
Forwards LER 70-O5O/OIT-O 

STAULINOB, C M Virginia Electric «i Power Co 79/01/02 Ip 


7901060191 DOCKET 50-260 Surry Power Station, Unit 1 

LER 76-050/01 T-0 on 761220 Nesting house notified VEPCO of 
Input error in current U0CA-ECC8 analy si s, increasing peak 
clad temp 20 F Cause was alternate modeling methodology used 
in analyilng containment pressure response effects 
8TENART, M L Virginia Electric tt Power Co 79/01/02 Spp 


7901090330 DOCKET 50-280 Surry Power Station, Unit 1 
Forwards LER 78-045/03L-0, 78-046/03L-0 b 78-049/03L-0 
6TALLIN08.C M Virginia Electric li Power Co. 79/01/04 ip 


7901090237 DOCKET 50-280 Surry Power Station, Unit 1 

LER 7a-O45/03L-O on 701205 radiation rac order, RR-175, stopped 
printing Caused by froien bushing in print mschanlsn 
BAUCOM, T L Virginia Electric «< Power Co 79/01/02 Spp 


7901090330 DOCKET 50-280 8urry Power Station, Unit 1 

LER 78-046/03L-0 on 781211 during routine surveillance, 
discovered failure of heat tracing circuit 3SA (panel 3) 
Unit 1 boron injection tank recirculation to boric acid 
tank Caused by boric acid attack on heat tracing circuit 
BAUCOM, T L Virginia Electric *t Power Co 79/01/02 2pp 


7901090234 DOCKET 50-280 Surry Power Station, Unit 1 

LER 7B-O49/03L-O on 781219 conduct of PT-39B ravealed 3 
snubbers w/flutd levels less than target level Caused by 
leaking tube fittings 

BAUCOM, T L Virginia Electric & Power Co 79/01/02 2pp 


7901090166 DOCKET 50-300 Surry Power Station. Unit 1 
Forwsrds LER 7B-047/OOL-O ti 78-04B/03L-0. 

0TALLlNoa,C M Virginia Electric 6 Power Co. 79/01/05 Ip 


7901090190 DOCKET 50-380 Surry Power Station. Unit 1 

LER 7e-047/03L-0' on 701211 primary to secondary leakage In 
stasm gsnerator C exeaeded 0 3 gpm due to leakage through S 
steam generator tubes 

STENART.M L Virginia Electric b Power Co 79/01/05 2pp. 


7901090197 DOCKET 50-280 Sorry Power Station. Unit I 

LER 7B-046/03L-0 on 78120? 3 control rod assomblles dropped 
during rod urgent failure alarm investigation Caueeri by a 
faulty phase control circuit card in the rod control power 
cabinet 

STENART.M L Virginia Electric it Power Co. 79/01/05. 2pp 


7901100171 DOCKET S0-2B0 Burry Power Statiun, Unit t 
Forwards LER 79-OOl/OlX-O 

STAULINOB. C. M Virginia Electric b Power Co 79/01/15 tp 


7901100175 DOCKET 50-380 Sorry Power Station, Unit 1 

LER 79-001/01X~0 on 790103 potential non-conservatism noted 
In calculations performed In monitoring heat flu* hot 
chennel factor Caused by failure of sys b procedures used 
for relevant surveillance Input values adjusted, 

STEWART, W L Virginia Electric b Power Co, 79/Ol/lS 3pp 


7901050343 DOCKET 50-281 Burry Power atetion, Unit 2 

Requists revision to security plan to Incorporate discovered 
deficiency Enel withheld <rsf 10CFR2 7901. 

SCHHENCER.A Operating Reactors Branch 1. 70/12/13. 2pp 


7901030048 DOCKET 50-301 Burry Power Btatton, Unit 2 
Forwards 8ER on VEPCO 's program for repair of steam 
generator. State has 10 dags from issuance of SER In which to 
fits petition for leave to intervene 

CUTCHINiJ M Office of the Executive Legal Director. 78/12/15 ip. 


7901080068 DOCKET 50-381 Burry Power Btatlon, Unit 3 

Forwards 781215 SER re 770617 submittal cencarnlng steam 
generator repair program 

BCHWENCER.A Operating Reactors Branch 1 76/12/15. 2pp 


43pp 
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DOCKETED ITEMS 


7901030070 DOCKET 80-861 Sorry fowor Station- Unit S 

8ER for steoA gonarotor ropalr grosran* eoncludoi that haalth 
t< aafttg of public loitl not br endangarcd l< activities ulll 
bs conducted In compliance bi/CowRilislon reguletioni 
a Office of Nuclear Reactor Regulation. 79/12/13' S7gp 


7'90U10333 ODCKET 60-261 Burry Power Station- Unit 8 

Roquetts thorough EIB on VEPCO's proposeil tteani generator 
replacement U asks Cominlssion to held public hearing 
requiring VEPCD to shoui cause why hstardous procedure should 
be allowsd 

ALLENt J North Anna Environmental Coalition 76/18/89 2pp 


7901180031 DOCKET 80-281 Surry Power Station. Unit 8 
State of UA does not reques't hearing re safety Issues 
State doee not uaive right to raise issues in appropriate 
proceedings before NSC or in any other forum at a later 
time 

OAHBARDELLA- A Virginia, State of 76/18/20 8pp 


7901190104 DOCKET 90-881 Burry Power Station- Unit 2 
Strongly supports North Anna Environmental Coalltion^s 
request for full hearing l< a complete EIS on proposed 
project. 

BUNOHOt-H, J Affiliation Unknown 79/01/08 Ip 


7901080186 DOCKET S0-8B1 Burry Power Station, Unit 2 

Forwards propossil Tech Spec Change 7l>aieending license to 
reflect reorgand i ntton of Production Operationt Dept onsite 
t< offslto. it to incorporate several minor cerrectioni 
STALLINOSiC H. Virginia Electric «< Power Co 7S/18/SB ISpp 


79010B0139 DOCKET 90-861 Surry Power Station. Unit 8 

Respondo to NRC 761189 Itr re containment purging during 
normal plant operation Units operate u/sub-attnospherie 
containment per Tech Specs. Canteinment purging operations 
not allowed !< procedures provided tg prevent override 
BTALLINOB, C, M Virginia Electric ti Power Co 79/01/, P3 ip 


7901090290 DOCKET 90-2B1 Surru Power Station. Unit 2 

Forwards info re cooling water discharge temp change rata On 
7S18S74 condenser cooling water outlet temp to Jamee River 
Increased by S 9 F h was In axcets of rate permitted by Toeh 
apaes. Caused by cloead uaterboiei 

STALL I NOS. C. M Virginia Elec trl e «< Power Co 79/01/05 Ip 


7901180146 DOCKET 90-861 Surry Power Station. Unit 8 

Informs NRC of organl letienal changes in executive mgt of 
nuclear power station const ti oparaiions activities, vt/att 
organliatl onal charts. 

BAUM. E. A. Virginia Electric L Power Co 79/01/09 4pp. 


7901190D8B DOCKET 90-SSl Surry Power Station- Unit S 

Forwards suppl Info to operating licenses DPR-33 h DPR-37 
for 781886 proposed Tech Specs chenge 79 re ailal power 
dlttrlbution monitoring & axial flui difference. 

8TALLINO81C M. Virginia Electric It Power Co 79/01/09 3pp. 


7901190118 DOCKET 90-861 Surry Pawcr Station, Unit 8 
Forwards topical rapt VEP-FRN-23 "Vepco FLAKE Hodel. “ 
THOMAS. W N. Viiglnla Electric It Power Co 79/01/09 Ip 


79011 90116 DOCKET 90-861 Burry Power Station, Unit 8 

"Vepeii FLAME Model." Util developed 3 dlneni 1 anal ( >, y. 1 1 
modified diffusion therory calculatlonal model designated as 
Vtpeo FLAME Hodel. Accuracy of model Is demonstrated through 
eo-mparlsens taken at Units 16 8 

BECK.W.C, Virginia Elactrlc 6 Power Co. VEP-FRD-a4, 79/10/31 
lOOpp 


790119011? DOCKET 90-801 Surry Power Btetion. Unit 8 

ReepOMds to NRC 790109 Itr re leakage testing of containment 
peraonnel air lock States Intention to conform to NRC 
interpretation of requlremente In App J to tOCFR90 re 
eir lock tasting*. 

BTALLlNOa. C M Virginia Elactrlc 6 Power Co 79/01/09. Ip 


7901190136 DOCKET 90-881 Burry Power Station, Unit 8 

Reepondt to NRC 761804 Ur rs topical rapt VEP-FRD-S3 May 
wish to lowar priority of reivew.Requseted referincte 9 6 12 
of rapt contain proprtatary matl raceivad from Nestlnghousi. 
TN0MA8.W.N Virginia Elactrlc 6 Fewer Co. 76/18/80 ip, 


7901190134 DOCKET 90-201 Sorry Power Station, Unit 2 
Response to 760710 Itr has been delayed beyond expected 
submittal date of 790115 Proposed Tech Spec change, of f site 
dose calculation manual it process control program will be 
submitted by 790828 

STALL I NOS, C M Virginia Electric t Power Co 79/01/16 


7901830207 DOCKET 90-201 Burry Power Station, Unit 2 
Corrects errO'r In Tech Specs for amend to license 
transmitted by 761220 Itr 

STALLINGS, C N Virginia Electric l< Power Co 79/01/19 Spp 


7901890047 DOCKET 90-891 Surry Power Station, Unit 2 

Forwards notice of proposed issuance of amends to licenses 
32 t( 37 in response to 761226 request re Tech Spec changes 
BCHHENCER, A Operating Reactors Branch 1 79/01/15 Spp 


7901250093 DOCKET SO-SBl Surry Power Station, Unit 2 
Notifleatien of consideration of issuance of amends to 
licenses DPR-32 I, 37 revising Tech Specs to reevaluate ECCB 
using an approved model 

SCHWCNCER- A Operating Reactors Branch I 79/Ot/ia 5pp 


7901290097 DOCKET 90-861 Sorry Power Station, Unit 2 

Comments on need for environ impact analysis re requested 
amend authorising increase in number of steam generator 
tubes which can be plugged w/o reactor power decrease 
EIB or EIA should be required 

CUTCHIN. J (1 Office of the Executive Legal Director 79/01/15 
If 


7901290123 DOCKET 90-881 Burry Power Station. Unit 2 

Forwards Amend 47 to DPR-32. Amend 46 to DPR-37, EIA, notice of 
issuance L negative declaration 

8CHHENCER,A Operating Reactors Branch I 79/01/20 2pp 


7901S90127 DOCKET 90-8BI Surry Power Station, Unit 2 

Amend 47 to DPR-32 L Amend 46 to DPfi-37 approving steam 
generator repair program if certain licensing procedura* 
are obeerved 

BENIIUT.D 0 Assistant Director for Systems 1. Projects 
79/01/19 App 


7901890132 DOCKET 90-281 Surry Power Station, Unit 8 
EIA for steam generator repair program Proposed license 
amsnd will not significantly affect quality of human 
environ. 

e Office of Nuclear Reactor Regulation 79/01/20. &4pp 


7901290140 DOCKET 90-261 Burry Power Station. Unit 2 
Notice of issuance of Amend 47 to DPn-33 L Amend 46 to 
DFE-37 t< negative declaration 

BCHNCNCER.A Oporatlng Reactors Branch 1 79/01/20, Hpp 


7901290310 DOCKET 60-201 Burry Power Station, Unit 8 

Application for proposed Tech Spec changes re ECC8 Involves 
significant haiards Class IV fee of *181300 required. 

D1OO0, R M License Fee Management Branch 79/01/23 Ip 


7901020816 DOCKET 90-801 Burry Power Station. Unit 2 
Forwards IE Insp Repb 90-200/78-31 I. 90-261/78-31 on 
781016-1? No noncompliance noted 

loro. F U Region 2, Atlanta. Reactor Operations Nuclear aupf oe q 

Branch 76/11/16 2pp, 


7901080880 DOCKET 90-291 Burry Power Station, Unit 8 

IE Insp Rept SO-20O/7B-31 li S0-S91/7B-31 on 761016-19 No 
nontompliance noted Major areas inspected routine 
unannounced inep of malnt, fol louup of LER L previous 
enforeemenb mattars 

LEVIIB.R C, , BKOLDSi J L Region 2, Atlanta, Reactor Opirill iims 

Nuclear Support Branch 76/11/19 6pp 


7901180080 DOCKET 90-881 Surry Pouor Station, Unit 8 
Forwards IE Insp Rapts 90-890/70-32 ti 90-861/78-38 on 
781119-17 No noneompllance notsd 

KENNA.U R. Region 8, Atlanta, Safeguards Branch 78/18/09 i^pit 


7901180087 DOCKET 50-201 8urry Power Station, Unit 8 

IE Insp Rspts 50-280/78-38 l< 90-801/78-38 on 781119-17 No 
noncomplianea noted Major areas Intpscted physical aecurlly 
plan re security prganliation, physical barriers L 
communication controls 

HENNESSEY, R. 0 . GILLESFIE.FP Regions, Chicago. 6«fi|virdq 

Branch. 70/12/04 4pp 


7901180174 DOCKET 50-291 Surry Powar Station, Unit 8 

Qn 781831. condenpor cooling uatar outlet temp to Oemes River 
Ineraaied by 3. 5,F V then decreaied by 3 F. Temp change was 
in ekctss of Tech Spec max change. Mo evidence of advert* 
effects on river or Its inhahftents. 

aTALLlNOB.C M. Virgin!* Electric S Power Co. 79/01/19 Ip 


7901220313 DOCKET 90-881 Burry Power Station, Unit 8 

Forward* IE Circular 79-08, "Failure of 120 Volt Vital AC 
Powir Supplies " 

OP 'REILLY, J. P, Region 8, Atlanta. Office of the Director 
79/01/16, 9pp 



DOCKETED ITEMS 


S3 


770127004-? DOCKET 30-231 Surry Power Station, Unit 2 
PoruiarilB IC Insp Repts 30-280/73-33 & 30-281/70-33 on 
73110&— 3 D I^D noncomp 1 ianco note,! 

L0N3. F J Region 2, Atlanta, Reactor Operations Nuclear 

Draneh 73/12/17 2pp ' 


Support 


7701000316 DOCKET 50-202 Prairie Island Nuclear Station. Unit I 
Forwards IE Insp Repts 50-202/78-17 6 50-306/70-17 on 
701003-31 No noncomp Harce noted 

F1DRELH,0 Region 3. Chicago, Office of the Director 70/11/30 

2pp 


7701390DSA DOCKET 50-201 Surry Power Station, Unit 2 

IE Insp Rept SO-200/7B-33 tc 50-201/70-33 No none omp 1 lance 
noted Major areas Inspected plant operations, LERs, plant 
physical protection barr 1 er s, p lant malnt activities U 
previously identified unresolved items 

DURKEi D J f LEWIS, R C Region 2, Atlanta, Reactor Operations 

Nuclear Support Dranch 7B/12/1? 6pp 


7901170052 DOCKET S0-2B1 Surry Power Station, Unit 2 
Forwards monthly operating rept for Dec 1770 
STALL 1 NBS, C M Virginia Electric t Power Co 79/01/16 Ip 


7701190053 DOCKET 30-201 Sorry Power Station, Unit 2 
Monthly operating rept for Dec 177B 

COBTELLO, 0 J Virginia Electric 6 Power Co 79/01/04 43pp 


7701300020 DOCKFT 30-282 Prairie Island Nuclear Station. Unit 1 
Nottricatlon of unsatisfactory previsions of security plan 
Addl c oinmi tmen t s must be Incorporated prior to release of 
security plon evaluation rept End withheld 
irof 10CFR2 770) 

IPPQLITO. T A Operating Reactors Branch 3 77/01/24 3pp 


7901030215 DOCKET 30-202 Prairie Island Nuclear Station, Unit I 
rorwards change to Revision 3 to security plan t< concludes 
that change does not decrooso effectiveness of plan Requests 
that one I bo withheld (ref 10CPR2 790) 

HAVER, U D Northern States Power Co 70/12/27 Ip 


7901100268 DOCKET 30-282 Prairie Island Nuclear Station, Unit 1 
Forwards review S< responses to NRC positions re fire 
protsetion program in response to NRC 781121 Itr Some 
responses are Incomplete pending further evaluation These 
Items will be closed by 770302 

MAYER, L. D Northern States Power Co 77/01/02 35pp 


7901160239 DOCKET 80-282 Pralrlo Island Nuclear Station, Unit I 
Forwards corrected pages for responses originally submitted 
on 770102 re NRC evaluation of Mre protection plan 
HAVER, L O Northern Btatos Power Co 79/01/07 3pp 


770100032! DOCKET 50-202 Prairie Island Nuclear Station, Unit I 
IE Insp Rept 50-232/78-17 6 50-306/70-17 on 701003-31 No 
noncompliance noted Major areas inspected plant 
operations, rad lat Ion protection, malnt, preparation for 
refuel ing 

FEIERADEND, C D , UARNICK, R F Region 3. Chicago, Office of the 
Director 78/11/27 4pp 


7901080203 DOCKET 50-202 Pralrlo Island Nuclear Station. Unit I 
Forwards IE Insp Repts 50-282/78-15 h 50-306/70-16 on 781031 
tc 781101-03 6 Notice of Violation Notice of Violation 
withheld frof 10CFR2 770) 

HIND, J A Region 3, Chicago, Safeguards Branch 70/12/04 2pp 


7701030205 DOCKET 50-202 Prairie Island Nuclear Station, Unit 1 
IE Insp Repts 50-282/70-15 L 50-306/78-16 on 701031-1103 
Noncompliance noted In area of physical barriers/ 
malnt re security plan Details withheld (rof 10CFR2 790) 
BELANGER. J L . aCHWAN. C A , HIND, J A Region 3. Chicago, 

Safeguards Branch 70/12/04 Ip 


7701050354 DOCKET 50-202 Prairie Island Nuclear Station, Unit 1 
Responds to NRC 701114 Itr re violation noted in Insp Repts 
50-282/70-14 {* 50-306/70-15 Corrective actions retraining t. 
retesting of employee who was observed in controlled area 
w/d wearing protective equipment 

WACHTER.L J Northern States Power Co 78/12/06 Ip 


7701110036 DOCKET 50-282 Prairie Island Nuclear Station, Unit 1 
Act receipt of 781206 Itr Informing NRC of steps talien to 
correct noncompliance identified In NRC 781114 Itr 

FIORELLliO Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/01/01 Ip 


7701I100BO DOCKET 50-202 Prairie Island Nuclear Station, Unit 1 
Forwards monthly operating rept for Dec 1970 
HAVER, L D Northern States Power Co 79/01/08 Ip 


7901110082 DOCKET 50-202 Prairie Island Nuclear Station, Unit 1 
Monthly operating rept for Dec 1978 

HUNSTAD, A A Northern States Power Co 79/01/02 Spp 


7901110061 DOCKET 30-2B2 Prairie Island Nuclear Station, Unit 1 
Repts on review of 770521 evaluation of potential 
consuquencBS of postulated fuel handling accident Inside 
containment Requests applicant propose Tech Specs to 
contrtil use of purge 

8CHUENCER,A Operating Reactors Branch 1 79/01/03 2pp 

79011 IOOB9 DOCKET 50-282 Prairie Island Nuclear Station, Unit 1 
In roaponse to NRC 701129 Ur, discusses plans for 
dealing w/poisible reduction of eff ectlvenee* of automatic 
isolation of containment purge valves 
MAYER# L 0 Northern States Power Co 79/01/05 3pp 

7901110124 DOCKET 50-202 Prairie Island Nuclear Btatlon. Unit 1 
Forui»r<f» "Gpn»ric MBchanical Si Th*rm«l Hydraulic 
for Elion Nuclear 14xH Rpload Fu*l Ai»*mbll»* W/Zlrc^loy 
Ould« TubP* for Wot tinghoutip a-Loop Prn»urii*r Wfttor 
Reactora ’’ Withheld (ref 10CFn2. 790) „ 

MAYERit- Northorn Pow»r Co 79/01/00 6pp 

7901160210 DOCKET 50-282 Prairie leland Nuclear Station, Unit I 
Responds to NRC 790103 Ur Forwards evaluation of potential 
consoquonces of postulated fuel hand 1 ing accident Inside 
containment, B.euUs indicate charcoal filtration U requlr.d 
to shou acceptable consequences ,oyniyia Tub 

MAVERj I- 0* Northern Pouj*r Co 79/01/12 7pp 


7901260157 DOCKET 30-282 Prairie Island ‘ 

Forwards nonproprietary version of >IN"hlF-7B 34<NP), 

MAYER I L 0 Northern States Power Co. 79/01/p.3 Epp, 


7901310034 DOCKET 30-284 Idaho State Univ Reeearch Reactor 
Requests dupllcetes of Amend 10 to Indemnity Agreement E-49 
so licensee can submit signed copies 
NILSDNiA E Idaho State Univ 78/10/18 Ip 


7901110077 DOCKET 50-285 Fort Calhoun Station, Unit 1 
Forwards "Fire Detector Analysis" superseding 
previous rept, "Fire Protection Program Review " Rept 
proposes to Install 150 more fire detectors by Apr 1980 
Rept available in CF 

SHORT,! E Omaha Public Power District 79/01/00 Ip 


7901040074 DOCKET 50-383 Fort Calhoun Station, Unit 1 

Forwards info about Amend 40 re completion of mod for fire 
protection as specified in 8ER Delays in meeting 
imp 1 ementet i on date of Dec l"?73 due to late deliveries of 
air flow monitors 

SHORT,! E Omaha Public Power District 70/12/27 Ip 


7901030053 DOCKET 50-283 Fort Calhoun Btation, Unit I 
Forwards responses to NRC 781129 Ur re practice of 
containment purging during normal plant operations 
Justification for unlimited purging la provided u/evaluatlon 
of safety actuation signal circuits 

SHORT,! E Omaha Public Power District 70/12/28 7pp 


7701030071 DOCKET 50-205 Fort Calhoun Station, Unit 1 
Forward* updated description of operational QA prog re 
admlnl itratlve changes, appl icabl 1 ity of fire protection 
program fc paellng radioactive matle for shipment 
SHORT,! E Omaha Public Power District 78/12/89 35pf 


7901260160 DOCKET 30-202 Prairla Island Nuclear ^ 

MOanerle Mechanical «. Thermal Hydraul Ic Design 
Nuclear 14X14 Reload Fuel Aseembllai w/Zlrealoy 
fnr Westlnghouse B-Loop Pressurliad Hater Reactors Studios 

rQDK;D J . PATTERSON, J.F , NECHODOM- W 9 E«xon Nuclear Co , Inc 
^°ub; of E.VoS Co^p ) U-NF-7e-34<NP) 78/11/30 I35pp. 

7901230050 DOCKET 30-282 Pralrlo Islend Nuclear ' 

Forwards IE Circular 79-02. "Failure of 120 VoU Vital AC 

^KEP^LERTi'** "Region 3. Chicago, Office of the Director 79/01/16 

Bpp 


7901080423 DOCKET 50-288 Fort Calhoun Station, Unit 1 
Forwards description of OA prograsi for facility per 

S^T e‘ Omaha Public Power District 78/18/29 36pp. 

ip 
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79011?0asi DOCKET 80-28S Fort CaJhoun 8k«tloni Unit 1 

Forward* application for amend to licanio DPR-'dO to provide 
relief from the imp I etoent a tlon date* for fire detector t> air 
flow monitor riodt 

VOIOT<K H LeQooof) Lambi UeltiM fc MaeRa# 79./01/15 Ip 


7701170293 DOCKET 90-203 Fort Calhoun Btationi Unit I 

Application for amend to Llcenio DPR-40j to provide relief 
from apaelfled ieplementatlon date* for fire detactor tr air 
flow monitor modi M/propoeed amend b dlicuieion 
SHORT. T E Omaha Public Power Dletrlet 79/01/12 tpp 


7901230290 DOCKET 90-209 Fort Calhoun Station. Unit 1 

Forwards application for license amend b design description 
containing proposed Tech Specs b safetg discussion 
Certificate of Sve end. 

* UeBoeuf. Lamb. Lelbg 4 MaeRa* 79/01/22 Spp 


7901230253 DOCKET 90-209 Fort Calhoun Station. Unit 1 

Application to amend Tech Spec Section 9 0 to specify fire 
brigade site of 9 menhirs Prepoied changes do not involva 
■Ignlftcant haiardi Propotid Tech Spec b safitg discussion 
enc 1 

BHDftT. T. E Omaha Public Power District 79/01/19. 4pp 


7701020117 DOCKET 90-289 Fort Calhoun Station. Unit 1 

Forwards IE Intp Rept 90-209/76-14 on 701023-27 b Notice of 
Violation. 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Rucliar Support 

Branch 70/11/20 2pp 


7901020122 DOCKET 90-289 Fort Calhoun Station. Unit 1 
Notice of Violation from Insp on 701023-27 

e Region 4. Della*. Reactor OperatlDns Nuclear Support Branch 
70/ 11/20 Ip. 


7901020131 DOCKET 90-2B3 Fort Calhoun Station. Unit I 

IE Imp Rept go-2B9/7a-14 on 701023-27 Noncomp 1 lane e noted 
hgdraulie aheck lupprtiiora ware not vituallij Impacted & 
ralated OA program was deficient 

JOHNSON. U 0 I BQVTER.N C . VERDUZCO.O H Region 4. Dallai. 

Reactor Dporatiom Nuclear Support Branch 7B/11/S0 9pp. 

^901170419 DOCKET 90-289 Fort Calhoun Station. Unit 1 
Foruarde IE Insp Rept 90-209/70-19 on 781113-14 No 
noneompllanea noted 

HADBENtO.L Region 4. Dallai. Reactor Operatloni Nuclear Support 

Branch 78/12/05 2pp 


790U70429 DOCKET 90-209 Fort Calhoun Station. Unit 1 
IE Imp Rept 90-209/70-19 on 7aill3-14.Na noneompllanea 
noted. Major areas impacted: lurvail lanci. me Int & plant 
oparatlona activities during refueling outage 
JOHNSON. U D , CUFPtE A Region 4. Dallaa. Office of the 

Director HADBEN.O.L Region 4. Dallai. Reactor aperatiom 

Kuelear Support Branch. 70/12/04 Bpp, 


'*901100221 DOCKET B0-2B9 Fort Calhoun Station. Unit 1 
Forward* IE Imp Rapt 90-269/70-16 on 701119-17 No 
none omp 1 lanct noted. 

tUlDSEN.O 1. Region 4. Dallai. Reactor Oparationi Nuclear Ruppnrt 

Branch 7S/12/11 2pp 


7901160226 DOCKET 90-209 Fort Calhoun Station. Unit 1 
IE Imp Rapt 90-289/7B-16 on 701119-17 No noneompllanea 
notad. Major area* Impacted radiation protection program re 
proeedurea. p 1 annlngt prepare t Ion. rad lo log lea 1 training, 
espoavri control b contamlnatad matl control, 

HURRAY. B.. DRONN.O 0. Region 4. Dalle*. Fuel Facility b 
Materials Safatg Branch 70/12/07. 6pp, 


7901040174 DOCKET 90-269 Fort Calhoun Btition. Unit 1 
Forward* IE Dullatln 70-14. "Datarloratlen of Buna-N 
Components in ASCO Solenoids " 

BEYFRIT. K. V. Region 4. Dallas. Office of the Director. 70/12/19. 
If. 


790U00049 DOCKET 90-209 Fort Calhoun Station. Unit 1 

Ack raetlpi of 781207 itr informing KRC of atop* taken to 
correct violations noted In IE tnap Rept 90-289/76-14, 

MADSEN. 0. U. Region 4. Dallas. Reactor Operations Nuelaar Support 
Branch. 73/12/26 Ip 


7901100091 DOCKET 90-209 Fort Calhoun Station. Unit 1 

Raapondi to NRC 761120 Itr re violations noted In Imp Rspt 
90-209/76-14. Corree tiva actlonaraccep tanca criteria for 
anubtar resarvtor oil levels developed b all aubject 
snuhbart visuallv Inspected b found to h* operable 
SHDRT.T.E. Omaha Fublle Power District. 70/12/07. 3pp. 


7901190126 DOCKET 90-269 Fort Calhoun Station. 

Foruerflo monthlg operating rept for Dec 1978 

SHORT. T E Omaha Public Power District 79/01/09 Ip 


7901150127 DOCKET 90-269 Fort Calhoun Station. Unit 1 
Monthly operating rept for Dec 1978 

MICKLE. B J Omaha Public Power District 79/01/09 13pp 


7901030104 DOCKET 90-289 Fort Calhoun Station. Unit I 
Forwards LER 76-040/03L-0 

ANDREH8.R L Omaha Public Power District 70/12/28 Ip 


7901030110 DOCKET 50-289 Fort Calhoun Station. Unit 1 

LER 78-040/03L-0 on 701309 during performance of type B b C 
containment leak rate tests.noted that total leakage 
erceeded Tech Spec limits Leakage caused by penetrations to 
containment purge valves 

CQNNOULEYi J . PETERSON. 0 Omaha Public Power District 70/12/7} 
SPP 


7901090226 DOCKET 90-209 Fort Calhoun Station. Unit 1 
forward* LER 7a-041/03L-0 

ANDREWS. R L Omaha Public Power District 79/01/02 tp 


7901090220 DOCKET 90~2B9 Fort Calhoun Station. Unit 1 

LER 78-041 /03L-0 on 701207 air flow rate through charcoel 
filter unit* VA-26A. VA-26B b VA-66 found to he less than 
Tech Specs Ceust undetermined, investigation Is currently 
proceeding 

KUSEK.L . ANDREWS. R Omaha Public Power District 79/01/03 bpp 


7901100278 DOCKET 90-289 Fort Calhoun Station. Unit 1 
Forward* LER 7B-045/01T-0 

ANDREMB.R L Omaha Public Power District 79/01/02 Ip 


7901100280 DOCKET 90-289 Fort Calhoun Station. Unit 1 

LER 7a-049/0IT-0 on 781220 during plant heatup. 1 praisura 

channel for power operated relief valve IPORVt syi was 

responding Operator pulled recorder fuse* causing POHV 

valves to open, then closed them to terminate transient 

OATES. 0 . ANOREHS. R. Omaha Public Powar District 79/01/03 4gp 


7901170202 DOCKET 30-289 Fort Calhoun Station. Unit 1 
Forwards LER 7S-040/03L-1 

ANDREWa.R L Omaha Public Power District. 79/01/09 Ip 


7901170208 DOCKET 90-289 Fort Calhoun Station. Unit 1 
LER 7a-04O/O3L-l on 701209 during 1978 refueling outege, 
conteinment leak rata exceeded limits Penetretlons were 
repaired b leakage was reduced to below limits. 

COMNOLLEY. J . PETERBDN.O Pmehe Public Power District 79/Ol/W 
2pp 


79013D0147 DOCKET 90-209 Fort Calhoun Station. Unit 1 
Forwards LER 78-046/03L-0 

ANDREMS.R.L Omaha Public Power District 79/01/24 Ip. 


7901300197 DOCKET 90-289 Fort Calhoun Station. Unit 1 
LER 78-046/031.-0 on 781227 during operation, a small leak 
developed at wald on charging pump CH-IA connactlon to 
dsAinara 1 1 ltd water line Caused by vibration of piping In 
avc Crack was ground out b rawalded 

BTEVEN8.J . JONES. D. Omaha Public Power District 79/01/19 If. 


79010S01SB DOCKET 90-286 Indian Point Station. Unit 3 
Branch review flnda fire protection program acceptable, 
subject to resolution of Incomplete items RisuHi are 
prasintad In draft SER. 

LA IN AS. 0 Plant Systems Branch 78/12/20 2pp. 


7901230040 DOCKET 90-266 Indian Point Station. Unit 3 

Reply of Hudson River Fishermen's Association to commenta by 
lleenaaa. Power Authority of NY.EPA b NRC. Urges Commission to 
find that NRC retains full jurisdiction under NEPA b that 
EPA proceeding* provide convenient forum 

CHASIS.e.i SANDLER. R Natural Reteurce* Defence Council. 79/01/13 
13pp 


7901020016 DOCKET 90-286 Indian Point Btatlon. Unit 3 
NY ha* received cople* of licencing correepondenee to 
applicante a* party to procetdlngs. b documants are on file 
at local 4* Uathlngion PDRs NY may continue to reeatva NRC 
licensing correepondenee for the coming year 
8CHWENCER. A Operating Reactors Branch 1 70/18/21. Ip 


7901040324 DOCKET 90-286 Indian Point Station. Unit 3 
NY haa received coplaa of licensing correspondence to 
applicants a* party to proceadlngt. b documants are on fill 
at local b Uashlngton PDRs, NY mag continue to racalva NRC 
licanalng corraspondenct for the coming year 
eCHWENCER. A. Operating Reactors Branch 1. 78/12/21. if 
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7901180313 DOCKET 90-286 Indian Point Station. Unit 3 

Dr LR Quarlci. mambar of tha Doard. raiiuasta changing avc list 
to roflact a ehanga In his address 

SKRUTSKIiR H Atomic Safety and Licensing Appeal Panel 79/01/04 
IP 


7901300146 DOCKET S0-SB6 Indian Point Station. Unit 3 

Intends to cooiment on request to amend ET8 Section 4 1 Sa 
raquiroments to change from present environ monitoring to 
program for long term evaluation of Impact Requests 
schedule for eomments. etc 

CURRAN. T P Meu York. State of 79/01/86 Ip 


7901030263 DOCKET 90-286 Indian Point Station, Unit 3 

Notice of Issuance of Amendment 19 to License DPR-9 b DPR-64 
ti Amend 43 to License DPR-26 

SCHNENCERi A Operating Reactors Branch 1 7S/12/21 2pp 


7901180238 DOCKET 90-286 Indian Point Station. Unit 3 
EIA for Indian Point Unit l.a. t< 3 Tech Spec changes 
concludes that proposed amend ulll not be Inimical to common 
security or public health << safaty 
e Oparatlng Reactors Branch 1, 79/01/03 3pp 


7901120241 DOCKET 90-206 Indian Point Station. Unit 3 

Notice of issuance of Amends 30,44 b 30 to Licenses DPR-3, 
DPR-a6 b DPfl-64i respectively 

SCHWENCER.A. Operating Reactors Branch 1 79/01/02 3pp 


7901090329 DOCKET 90-286 Indian Point Station. Unit 3 
poruardt Amend 19 to License DPR-64 

SCHWENCER.A Operating Reactors Branch 1 78/12/21 4pp 


7901090338 DOCKET 90-2B6 Indian Point Station, Unit 3 

Amend 19 to Facility Operating Llcanse 0Pfl-64 revises Tech 
Spec# to allow usa of morpholine In sacondary side b its 
discharge tu the river when used b to provide for chengc in 
entrainment survival sampling station 

BCHWENCEH.A Operating Reactors Branch 1 70/12/21 0pp- 


7901080249 DOCKET 90-286 Indian Point Station. Unit 3 
Accepts proposal to install 3 alarms on the annunciator 
panel to preclude occurrence of non-alarmed conditions which 
could prevent automatic start of diesel generators 
SCHWENCER.A Operating Roactors Branch 1 78/12/21 spp 


7901100189 DOCKET 90-286 Indian Point Station. Unit 3 

Util will not approve the OA programs of radioactive matl 
carriers until NRC approves of util's compllence u/shlpplng 
package requirements of 10CFR71 91<dl 

EARLY. P J. Power Authority Btete of New York 78/12/28 Ip 


7901190198 DOCKET 90-886 Indian Point Station. Unit 3 

Informs that facility OA program for shipping packages will 
be revised per NRC requirements 

EARLY. P.J Power Authority State of New York. 78/18/80. Ip 


7901180840 DOCKET 90-886 Indian Point Station, Unit 3 
Forwards Amend 21 to License DPR-64, EIA b notice of 
issuancs/negatlve declaration 

BCHWENCER.A Operating Reactors Branch 1 79/01/02 3pp 


7901120246 DOCKET 90-886 Indian Point Station, Unit 3 

Amend 81 to License DPR-64 revising Tech Specs re environ 
sampling stations for drinking water b sgbrolselon period for 
radiological b non-radlologlcal rspte. 

BCHWENCER.A. Operating Reactors Branch 1 79/01/03 llpp 


7901180890 DOCKET 90-886 Indian Point Station. Unit 3 

EIA concluding that Verplanck well sample location may be 
replaced by New York City aqueduct tap water sample location 
in environ Tech Bpacs. 

* Office of Nuclear Reactor Regulation 79/01/02. 4pp. 


7901190030 DOCKET 90-286 Indian Point Station. Unit 3 

EI3 concluding that stlimination of eapllclt 401 Certificate 
inplngement levels b action requirements Is acceptable 
* Office of Nuclear Reactor Regulation 79/01/02 3pp. 


790US0044 DOCKET 90-286 Indian Point Station. Unit 3 

Notice of Issuance of Amend 20 to License DPR-S. A/nanri 44 to 
License DPR“64.Amend 20 to License DPR-64 b negative 
dec larat ion 

SCHWENCER.A Operating Reactors Branch 1 79/01/02 3pp 


790110D819 DOCKET 50-286 Indian Point Station, Unit 3 
Reports data re containment purging during normal plant 
operation requested In NRC 781128 Itr cannot be completed by 
79010S but will be submitted by 790226 

EARLV.P J Power Authority State of New York 79/01/03 Ip 


7901330278 DOCKET 50-286 Indian Point Station, Unit 3 

Responds to 790210 Itr b forwards steam generator operating 
history questionalrc covering operating cond 1 tions. b 1 oud own 
Info, water chemistry Info, stop valve testing t< tube 
degradation history 

EARLV.P J Power Authority State of New York 79/01/16 14pp 


7901300093 DOCKET 90-286 Indian Point Station. Unit 3 

As of 7903 10. ne 1 ther Con Ed nor LeBoeuf > Lamb , Lei by & MacRae 
may act as "agent" for licensee before NRC for Tech Spec 
changes, even if Con Ed b licensee jointly submit proposed 
ETS changes 

EARLV.P J Power Authority State of New York 79/01/84 Ip 


7901310089 DOCKET 90-206 Indian Point Station. Unit 3 

IE Insp Rept 50-286/78-32 on 701127-29 Noncompliance noted 
failure to post documents required by 10CFR19 

NEELY. D.R . BERABIAN.J A • CROCKER. H W Region 1. Philadelphia. 

Fuel Facility b Materials Safety Branch 78/18/14 9pp, 


7901310083 docket 90-286 Indian Point Station. Unit 3 

Forwards Insp Rept 90-2B6/7B— 32 on 781187-29 b Notice of 
Vloletlon 

0HITH.O H Region 1. Phi ladelphia. Fuel Facility «. Materials 

Safety Branch 78/12/lB 8pp 


7901310084 DOCKET 90-286 Indian Point Station. Unit 3 
Notice of Violation from Inep on 701127—89 

* Region 1. Philadelphia. Fuel Facility b Materials Safety 

Branch 70/18/14 Ip 


7901030040 DOCKET 90-2B6 Indian Point Station. Unit 3 
Forwards IE Bulletin 78-14, "Deterioration of Buna-N 
Components in ABCO Solenoids *' 

ORIER.D H. Region 1. Philadelphia. Office of the Director. 
78/12/19 Ip 


7901040231 DOCKET 00-206 Indian Point Station. Unit 3 

Ack receipt of 781206 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 90-286/78-89 

MARTIN, W O Region I, Phi ladel phia. Safeguards Branch 73/12/20 

ip 


7901040232 DOCKET 90-286 Indian Point Station. Unit 3 
Forwards Insp Rept BO-2B6/7B-29 on 781002-06 W Notice 
of Violation Notice of Violation withhold (ref I0CFH8 790). 
MARTIN.W 0 Region li Philadelphia. Safeguards Branch 

78/11/13 


7901120256 DOCKET 90-286 Indian Point Station. Unit 3 
Notice of issuance of Amend 21 to Provisional Operating 
License DPR-9. Amend 4S to Llcanse DPR-26, Amend 31 to License 
DPR-64. b negative declaration 

SCHWENCER.A Operating Reactors Branch 1 79/01/02 3pp 


7901190021 DOCKET 90-286 Indian Point Station. Unit 3 

Forwards Amend 20 to Facility License DPB-64.eiA b notice of 
issuance/negative declaration 

SCHWENCER.A. Operating Reactors Branch 1. 79/01/02. 4pp 


7901190029 DOCKET 90-286 Indian Point Station. Unit 3 

Amend 20 to License DPR-64 revising Environ Tech Specs to 
delete specific delly impingement limits b eubatitute 
NY limits. 

BCHWENCER.A Operetlng Reactors Branch 1 79/01/02. 6pp 
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79010S0130 DCCKET 50-SS6 Indian Point Stationi Unit 3 
Forwarda LER 78-033/04X~l 

CAHILL) M J Conaolidated Edison Co o# tJ«w York 79701/02 Ip 


7901000139 DOCKET 80-28i> Indian Point Station. Unit 3 

LER 78'0S3/D4X-I on 7aOB18 anali/sli indicates 10 tine* the 
norn for Hudion Rivar aiiuatit vraetation activltg Sanple 
container split open U causad aanple to become contaminated 
before analgils 

HASClULLIiS Consolidated Edison Co of Neui York 79/OI/OS 3pp 


77ai29Dl&l DOCKET SQ-SBi Indian Point Station. Unit 3 
Forutards LER 7B-03B/04T-0 

CAHILL. U J Consolidated Edison Co of Heu York 79/01/11. ip 


7701290167 DOCKET 90-286 Indian Point Station. Unit 3 
LER 7a-038/04T-0 on 781212 Teledgne Isotopes rept showed 
activltg of precipitation senple taken from Eastviiw on 
781031 which exceeded control station level Caused bg 
tritium reliases from nearbg nfp facllitg 

HASCIULLI.9 Consolidated Edison Co of New York 79/01/11 3pp 


7901170160 DOCKET 80-287 Oconee Mutlear Station. Unit 3 
Rstuests NOS Carp be added to svc list for docuiitanti 
PARKER.H □ Duke Power Co 77/01/11 Ip 


7901030085 DOCKET 90-267 Dconee Huclear Station. Unit 3 
Discusses Issue of rssln disposal & forwards summarg of 
procedure by which proceselng of radioactive spent poudei 
resin will be controlled Expected to be formally Implemented 
by 790119 Alternatives discussed 
PARKER, H O Duke Power Co 78/12/27 Spp 


7901040046 DOCKET 90-287 Oconee Nucltsr Stationi Unit 3 
Detarisinei that no further seismic monitoring is roqulrod 
A long-term summary report will be submitted by 790215 
PARKER. U 0 Duki Power Co 76/12/28 ipp 


7901DB0347 DOCKET 90-287 Oconee Nuclear Station. Unit 3 
Accepte design of plant tmergencg power igt submitted In 
770781 -b 771007 Itrs re low voltage conditions at offsite 
power aupplg b Interaction batueen on b offsite emergency 
power systems 

REID. R. if Operating Jleactors Drench 4 78/12/20 3pp 


7901230146 DOCKET 90-207 Oeenee Nuclear Station. Unit 3 
Updates Info re seismic nual if icat ion qf overhead 
tratiimlaslon path from Keouiee Hydra Station to facility 
Currently 3 mods are reyglred in order to complete seismic 
upgrade 

PARKER, M D Duke Power Co 79/01/lB 5 pp 


/vujwouunw uuuntT 30-287 Oconee Nuclear Station, Unit 3 
Forwards Amends 67 to DPR-3a b DPR-47 b Amend 64 to DPR- 39 , 
lafety evaluation b notice of issuance In reiponBo to 791883 
request. 

REIDiR W, Operating Reactors Drench 4 79/01/11 2pp 


7901860046 DOCKET 80-207 Oconee Nuclear etatlon. Unit 3 
Amends 67.67 b 64 to Licenses DPR-GB. DPR-47 b DPR-55 
changing Tech Bpecs to extend Inoperob 1 1 1 ty period of 
reactor bldg spray train 

HEIDiR U Operating Reactors Branch 4 79/01/11 


79018600SO DOCKET 50-887 Qconoe Nuclear Etatlon, Unit 3 
Safety ovaluation in support of Amsnds 67.67 b 64 to 
Licenses DPR- 38. 47 b 59 

» Operating Reattors Branch 4 79/01/11 2pp 


79012600S4 DOCKET aO~2B7 Oconee Nuclear Btetion. Unit 3 

Notice of issuance of Amends 67,67 b 64 to Licenses DPR-DO. 
47 b 99 

REIDiH W Operating Reactors Branch 4 79/01/11 Spp. 


7901890049 DOCKET 90-287 Oconee Nuclear Qbatlon. Unit 3 

Confirms understanding of proposed schedule for mod work to 
HP IB 

REID.R W Operating Reactors Branch 4 79/01/19 app 


7901100338 DOCKET 90-207 Oconee Nuclear Btatlon, Unit 3 
Ack; receipt of IE Imp Rept 90-269/78-36,90-870/78-34 b 
90-287/78-36 on 781206-08 No proprietary Info, 

PARKER. M 0 Duke Power Co, 78/12/29 Ip 


7901100336 DOCKET 90-087 Oconse Nuclear Btatlon, Unit 3 
Forwards IE Insp Repts 50-P69/7B-36. 30-270/78-34 b 
90-887/78-36 on 761206-08 No noncompliance noted, 

MURPHY. C E Region 2. Atlanta. Reactor Conetruction b 

Engineering Support Branch 78/12/21 2pp. 


7901080394 DOCKET 50-287 Oconee Nuclear Btatlon. Unit 3 

Nstlflcatian that Itr issuing Amends 66.66 b 63 to Licenses 
DPR-3B. 47 b 99 rsspec 1 1 ve ly. ue s misdated 781216 instead oP 
7B1219, 

REID. R. M Operating Reactors Drench 4 78/12/82 2pp 


7901100198 DOCKET 50-287 Dconee Nuclear Station. Unit 3 
Rssponds tp NRC 701129 Itr reRueittng info re containment 
purging during normal plant optretlon b rivicui of engineered 
safeguards actuatinn circuitry u/regerd to design ovarrlda 
ftatures No changes in operation are neceisary 
PARKER, M D Duke Power Co. 79/01/09. &pp 


7901160062 DOCKET 90-287 Dconee Nuclear Btatlon. Unit 3 
Notification that NRC will eitind govt indemnity to spent 
reactor fuel stored at a reactor site different than the one 
where It was generated. 

CHILH. B. J Commission 7B/ 12/89 9pp 


7901160311 DOCKET 90-28? Dconta Nuclear Station. Unit 3 

Correcte 7BIS06 Itr issuing approval of conceptual design of 
safe shutdown sys Ltr data changed to 781229 b first 
docket number in upper left corner changed to 80-269. 

REIB, R M Dparating Reactore Branch 4 79/01/03 2 pp 


7901160372 DOCKET 90-897 Oconat Nuclear Stattan, Unit 3 
Concaptual design of plant proposed program for safe 
shutdown sys Is acceptable W/enel concept ovaluation. 
REID.R H. Operating Reactors Branch 4, 78/12/06 9 pp 


7901170158 docket 90-207 Oconee Nuclear Station. Unit 3 
Forwards rept '*BbW 177 Fuel Assembly Duntr'e Croup 
Asymmetric LOCA Loads Evaluation Program. Phase 2 “ 

PARKEJli H. 0 Duka Power Co, 79/01/lJ. ip. 

90-087 Oconse Nuclear Station. Unit 3 
BbH 177 Fuel Assembly Duntf's Croup Aiyismatrlc LDCA Laad 
Evaluation Program " Outlines evaluation base b detalle t 
datermina mare specific leads b coeiponent/etructural 

• Duke Pouar Co 78/11/10, 9pp, 


90-887 Dconee Nuclear Station. Unit 3 
TAWn2'^*i ’00*13 reyueet for Info re guide tube wear. 
TAYLOR, d.H, Babcock b Nile ox Co, 79/D1/02 7pp. 


790I10D340 DOCKET 90-287 Oconee Nuclear Btatlon. Unit 3 
IE Insp Repts 90-269/78-36,30-270/78-34 b 90-287/78-36 on 
701SO6~OB. Ho noncompliance noted. Major areas Inspected: 
corrective actions on unresolved items, Unit 2 3rd outage 
InservIcB insp records. 

ECONOMOBi N . CDNLDN, T E Region 2 . Atlanta. Reactor 
Construction b Engineering Support Branch. 78/12/21 Spp, 


/vuikuu346 DOCKET 50-287 OcDnao Nuclear Station. Unit 3 
Aek receipt of IE Insp Repts 90-269/78-31,50-270/78-29 b 
50-2B7/7B-31 on 731114-17, No proprietary info. 

PARKER, M O Duke Power Co 78/12/28, ip. 


7901100354 DOCKET 50-807 Oconee Nuclear Station. Unit 3 
Forwards IE insp Repts 50-269/70-31.90-270/78-29 b 
90-237 /70— 31 on 7Q1H4-17 No noncompliance noted 

LDNO.f j Region 2, Atlanta. Reactor Operations Nuclear 8uag«rl 

Branch 73/12/13 2 pp 


^ nuciaar ecacion. unit 3 

THi I SO "869/78-31, 90-270/73-29 b 90-267/78-31 on 

noneomplience noted Major areas inepeeted: 
review of poat-refueling, laro power b power-escalation 

a' R D, Region 2. Atlanta, Reactor Operakimn 
Nuclear Support Branch. 78 / 12 / 12 , 4 pp «F*rmss*n 


7901100418 DOCKET 90-267 Oconeo Nuclear Btatlon, Unit 3 

90 - 237 / 73 - 32 “^ S0-27O/7B-3O b 

PARKBo^w^/s^^ on 78 1 127-30. No proprietary info 
PARKHR»W, 0 Duti« Po\iier Co, 76/1S/S8, Ip, 

790U00429 DOCKET 90-287 Oconee Nuclear Station, Unit 3 

W- 2 S? M-=70/?S-3rb 

No noncompliance noted. 

Br^^ch, 73/12/07. '"’2?p. Operations Nuclear Mugg*, 


7901100429 DOCKET 90-287 Oconee Nuclear Btatlon, Unit 3 

78ll87-3o"No*noncom’(4®“^“’®°I®^®''’®"®® “0-887/73-32 an 

781127 30. No noncompliance noted. Major areas Inaaected 

iA^rr" SI open IfcSIS. 

Nuclear BupJSrl Br;nch ‘lAs/Oi OMratloft. 
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7V01100433 DOCKET 30-207 Oconee Nuclear Btatlorii Unit 3 
Ack receipt of IE Inep Repta 30“269/7B-30« 30-270/70-28 b 
30-287/78-30 on 701113—17 No proprietarg info 
PARKER. H 0 Duke Power Co 70/12/20 Ip 


7901100430 DOCKET 80-287 Oconee Nuclear Station. Unit 3 
Ferwarda IE Inap Repta 90-269/78-30,50-270/78-20 b 
50-287/78-30 on 781113-17 No noncomp 1 lane e noted 
6UTHERL.AND. J T Region 2. Atlanta. Fuel Facilltg b liaterlala 

Safetv Oranch 78/12/14 2pp 


7901100443 DOCKET 50-207 Oconee Nuclear Station, Unit 3 
IE Inap Repta 50-269/70-30,30-270/70-28 b 90-207/70-30 on 
781113-17 No noncomp I lance noted Major arena inspected 
adequacg b ef fee ttveneas of omergency organliation 
PERROTTl.D J Region 2, Atlanta, Fuel Facilitg b Materials 

Bafetg Branch 78/12/13 19pp 


7901110163 DOCKET 50-287 Oconee Nuclear Station. Unit 3 
Ack receipt of IE Inep Repta 90-269/70-34,50-270/70-32 b 
30-207/70-34 on 701206-09 No proprietarg Info 
PARKER, U 0 Duke Power Co 70/12/29 Ip 


7901110171 DOCKET 30-207 Qconae Nuclear Station, Unit 3 
Forwards IE Inap Repta 80.-269/70-34, 30-270/70-32 b 
50-287/78-34 on 781206-09 No none opip I lance noted 

LONO, F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 7B/12/19 2pp 


7901110177 DOCKET 50-287 Oconee Nuclear Station, Unit 3 
IE Inap Repta 30-269/78-34,30-270/70-32 b 30-207/70-34 on 
781206-09 No noncompllance noted Major areas inspected plant 
preeaduret 

KEtUOOO, P J Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 70/12/10 7pp 


7901170394 DOCKET 80-287 Oconee Nuclear Station. Unit 3 
Ack receipt of IE Inap Repta 30-269/78-33, 50-270/ /7S-31 b 
50-207/70-33 on 701127-1201 No proprietarg Info 
PARKER, M 0 Duke Power Co 79/01/09 Ip 


7901170397 DOCKET 80-287 Oconee Nuclear Station. Unit 3 
Forward 1 IE Imp Repta 50-269/70-33, 50-270/70-31 b 
50-207/70-33 on 7BJ1S7-1201 No noncompllance noted 

LONO, F J Region 2, Atlanta, Reactor Dperatlona Nuclear Support 

Branch 78/12/29. app 


7901290137 DOCKET 30-287 Oconee Nuclear Station.. Unit 3 
Ack receipt of 79010B Itr informing NHC op steps taken to 
correct violations noted in IE Inap Repta 30-269/7S-27, 
S0-270/7B-2A b 50-207/70-27 

SUTHERLAND, U T Region 2, Atlanta, Fuel Facility & Materials 

Bafetg Branch 79/01/22 Ip 


7901290143 DOCKET 30-287 Oconee Nuclear Station, Unit 3 
Responds to NRC 701212 Itr re violations noted In IE Inap 
Repta 50-269/78-27,90-270/78-26 b 50-207/70-27 Corrective 
actions reducing radiation exposures by addition of 1/2 inch 
lead shield to calibrator b stronger callbr source ordered 
PARKER, H 0 Duke Power Co 79/01/0’3 3pp 


7901290146 DOCKET 30—287 Oconee Nuclear Station, Unit 3 
Forwards IE Inap Repts 30-269/78-27,50-270/70-26 b 
80-287/70-27 on 781030-1103 b Notice of Violation 
SUTHERLAND, J T Region 2. Atlanta, Fuel Facility fc rtaterloJs 

Safety Branch 79/01/22 2pp 


79'01290148 DOCKET 80-207 Oconee Nuclear Station, Unit 3 
Notice of Violation fro/i) inap on 701030-1103 

Region 2. Atlanta, Fuel Facility b Materials Safety Branch 
78/12/04 2pp 


7901290158 DOCKET 30-287 Oconee Nuclear Station, Unit 3 
IE tnsp Rept 50-269/70-27. 50-270/78-26 b 30-207/70-27 on 
701030-1103 Noncompllance noted unlocked radiation areas, 
failure to Pollnuj procedures for transferring evaporator 
concentrates b calibrating survey Instruments 
MOSEV.C N , COLLINS, D M , OIQ80N,A F Region 2. Atlanta, 

Facility b Materials Safety Branch 78/12/04 12pp 


Fuel 


7901310032 DOCKET 30-207 Oconee Nuclear Station, Unit 3 

Forwards propoaed Toch Spec revision for approval abjective 
la to define ins* rv ice aurve lllance program for steam 
generator tubing 

PARKER, W 0 Duke Power Co 79/01/23 llpp 


7901190053 DOCKET 30-267 Oconee Nuclear Station, Unit 3 
Forwards monthly operating rept for Dec 1970 
PARKER, W 0 Duke Power Co 79/01/15 ip 


7901190087 DOCKET 30-207 Oconee Nuclear Station, Unit 3 
Monthly operating rept for Dec 1970 
REAVIS, J A Duke Power Co 79/01/15 18pp 


7901170401 DOCKET 50-207 Oconee Nuclear Station, Unit 3 
IE Insp Repts 50-269/70-33, 5O-270/7B-31 b 50-287/78-33 on 
761127-1201 No noncompllance noted Major arias inspected 
plont aurviillance program of pipe support b restraint sgs b 
plant malnt program 

UQHNSON, A H , BROOKS. E H , MARTIN, R D Region 2, Atlanta. 

Reactor Operations Nuclear Support Branch 76/12/26 lOpp 


7901180053 DOCKET 30-207 Oconee Nuclear Station, Unit 3 
Ack receipt of 761207 Itr Informing NRC of steps taken to 
correct violations noted In Insp Repts 50-269/78-25, 

50-270/70-24 b 50-287/70-25 

LONB.F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/01/04 Ip 


79011B0062 DOCKET 50-267 Oconee Nuclear Station, Unit 3 
Retpondt to NRC 701113 Itr re violations noted In IE Insp 
Rept 80-269/78-28,30-270/70-24 b 50-207/70-25 Corrective 
actions. win conform to minimum redundancy requirement for 
protective instrumentation 
PARKER, J.P Duke Power Co, 70/12/07 2pp 


79OU0OO7O DOCKET 80-287 Oconee Nuclear Station, Unit 3 
Forward 1 IE Inep Rept 50-269/78-25,50-270/70-24 b 
80-287/78-28 on 781016-20 b Notice of Violation 

LONO, F J, Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 78/11/15. 2pp, 


7901180073 DOCKET 80-2B7 Oconee Nuclear Station, Unit 3 
Notice of Violation from Insp on 781018-20' 

a Region 2, Atlanta, Office of the Director 78/11/18 Ip 


7901180080 DOCKET. 80-287 Oconee Nuclear Station, Unit 3 
IE Insp Rept 80-269/78-85,50-270/78-24 b 50-287/78-28 on 
781018-20, Noncompllance noted: failure to conform to minimum 
redundancy requiremente for protective inetrumentatlon. 

UAPE, F , QUICK, O > LEWIS, R C Region 2, Atlanta, Office of the 
Dlractor 78/11/15 6pp. 


7901220219 DOCKET 50-207 Oconee Nuclear Station, Unit 3 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/01/16 2pp 


7901040160 DOCKET 50-287 Oconae Nuclear Station, Unit 3 
Forwards LER 70-01 7/03L-0 

PARKER, W O Duke Power Co 78/12/89 3pp 


7901040161 DOCKET 30-207 Oconee Nuclear Station, Unit 3 

LER 7B-017/03L-0 on 701129 analog channels A b C tripped due 
to apparent drift In the narrow-range pressure transmitters 
Caused by temp or humidity transients In the penetration 
room, 

H1L6DN, K R Duke Power Co 70/18/29 Ip 


7901120109 DOCKET 30-287 Oconee Nuclear Station, Unit 3 
Forwards LER 76-021/03L-0 

PARKER, M 0 Duke Power Co 79/01/03 Spp 


7901120113 DOCKET 50-207 Oconee Nuclear Station. Unit 3 

UER 7a-OBl/03L-0 on 7B120B. roae tor protection sys channel A 
temp read low, would have prevented channel from tripping at 
required temp level Caused by candiblons In the penetration 
resul ting from leakage of valve 3FDN~46, 

WILSON, K R Duke Power Co 79/Ol/OS Ip 


7901120122 DOCKET 30-287 Oconee Nuclear Station, Unit 3 
Forwards LER 7B-020/03L-0 

PARKER, U Q. Duke Power Co 79/01/00 2pp 


7901120126 DOCKET 80-287 Oconee Nuclear Station. Unit 3 
LER 7a-020/03L-0 On 781200 quadrant power tilt exceeded 
eteady stete 1 Iml tl nucl ear overpower trip setpoints reduced 
No cause yet determined 

WtLSON.K.R Duke Power Co 79/01/00 Ip 


7901120127 DOCKET 30-287 Oconee Nuclear Station, Unit 3 
Forwapde LER 7a-019/03L-0, 

PARKER, W 0 Duke Power Co 79/01/09 2pp 


7901130129 DOCKET 50-287 Oconee Nuclear Station. Unit 3 

LER 7a-*'Ot9/03L-0 on 781807 both trains of reactor bldg vent 
sys were inoperable due to excess water In filters Caused by 
steam leakage from 3PDI4-S31 
WILSON, K R Duke Power Co 79/01/09 Ip 


790123019S DOCKET 50-207 Oconee Nuclear Btetlon. Unit 3 
Forwards LER 7S-01B/03L-0 

PARKER, hi 0 Duke Power Co 79/01/13 Spp. 
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7701S30S43 DOCKET SO^SQ? Ocone* Nuclrar Stitloni Unit 3 
LER 7B-DI8/0DU~0 on 781129 tnglnttrti la^tguartff Channil A 
manuallu tripptd for ripalrs Channel B tripped ipurlouslg 
caucing KPIiLPI !■ tldg <prag actuation Bypassing of channala 
was Intentiona li planned operator action prevented damage 
mUSOWiK R Cuke Power Co 79/01/15 Ip 


79012302^7 DOCKET 50-267 Oconee Nuclear Station. Unit 3 
Forward I LER 7e-022/03L-0 

PARKER. U 0 Duke Power Co 79/01/15 Bp p 


7901230272 DOCKET 50-3B7 Oconee Nuclear Station. Unit 3 
LER 76-022/03L-0 on 7B1212 isolation valve 3FDH-I&6 failed 
to dote under tgs presiure Incident has occurred tteforei 
valves appear to be unsuitable for long-term operation in 
the sys environment 

LEUIS.S R Duke Power Co 79/01/15 2pp 


7901240160 DOCKET 50-287 Otonee Nuclear Station. Unit 3 
Forwards corrected Reportable Occurrence Rept RD-267/7B-19 
erlginellg subeiitted 790109 
PARKER. H O Dube Power Co 79/01/ IB Ip 


7901240162 DOCKET 50-287 Oconee Nuclear Station. Unit 3 
Raportahla Oecurranto Rapt RO-207/79-19 on 781207: both 
trains of reaeter bldg penetration room vent illat Ion sgs 
were Inoperable due to penetration room filters saturation 
PARKER. H 0 Duke Power Co 79/01/0? Ip 


7901310040 DOCKET 50-287 Oconee Hudear Station. Unit 3 
Forwards LEB 70-O23/O3L-O 
PARKER, H 0 Duke Power Co 79/01/24 2pp 


7901310042 DOCKET 50-287 Oconee Nueliir Station. Unit 3 
LER 78-023 /03L-0 on 781 220. T eactor bldg sprag pump 38 
Inoperable due to high vibration Caused by impeller having 
worked loose from impeller itiaft 
LERIS. 8 R Duka Power Co 79/01/24 IP 


7901170161 DOCKET 50-289 Three Mile Island Nuclear Station, link 
"BhW 177 Fuel Assemblg Owner's Group Asymmetric LDCA Loadi 
Evaluation Program ” Outlines evaluation base b details to 
determine more specific loads ti component/stroctural 
evaluations 

e Duke Power Co 70/11/10 9pp 


7901190081 DOCKET 50-889 Throe Mile Island Nuclear Statton, l/nj t * 
Responds to 780613 request for info ro guide tube uaar 
TAVLQR.J H Babcock i< Ullcoi Co 79/01/02 7pp 


7901080008 DOCKET 50-889 Three Mile Island Nuclear Station. Unit >' 
Porwirds Amend 47 to License DPR-50, supp lemint to safety 'I 

evaluation t. notica of issuanca 

REID.R U Operating Reactors Branch 4 78/12/82 2pp > 

j 

7901080014 DOCKET 50-889 Three Nile Island Nuclear Station. Unit I \ 
Amend 47 to Operating License DPR-50 revising Tech BptCt to ' 

add surveillanca rtqulremants for steam generator tubsa 
REID.R tl Operating Reactors Branch 4 78/18/23 29pp ‘ 


7901080018 DOCKET 50-289 Three Mite Island Nuclear Station. Unit 1 
BER supplement to Amend 47 to License DPR-50. Cone 1 udtl that 
proposed Tech Spec changes re added surveillance 
requirementt for steam generator tubes do not involve 
significant haiards t. are icceptable 
* Operating Reactors Branch 4 78/12/23, 6pp. 


7901080031 DOCKET 50-88? Three Mile Island Nuclear Station. Unit I 
Notice of issuance of Amend 47 to License tPR-50 
FAIRTILE.M B, Operating Reactors Branch 4 70/12/28 S$t 


7901030074 DOCKET 50-889 Thrae Mile Island Nuclear BtatUn. Unit I 
Responds to 781113 request for addl Info Foruardi aniueri 
to questions re out-of-core detectors, heat balance eheett h 
calculations t overpower trip bistable settings 
HERBEIN.J, 0 Metropolitan Edison Co. 70/12/26 3pp. 


7901260081 DOCKET 50-886 Read College Research Reactor 
Forward! IE Imp Rapt 50-280/76-04 on 701204-05 
No nencompllance noted 

CREHB. J L Region 5. Ban Franc 1 see, Reactor apirattons Nuclear 

Support Branch 70/12/18 2pp. 


7901030001 DOCKET 50-289 Three Mil# Iiland Nuclear Station. Vnlt I 
Forwards Tech Specs Change Request 87 to amend App A of 
License DPR-80 re removal of gata betuiaen spent fuel pools 
weighing 5,000 lbs over limit of 3,000 lbs. H/Ctrtl f Uatd of 
Bve t< check for *4,000 

HERBEIN.J 0 Metropolitan Edison Co 78/12/86. tlpp 


7901260005 DOCKET 50-208 Reed CoHige Research Reactor 
IE Imp Ropt 50-208/78-04 on 701204-05 No none onpl lance 
noted Major areas Inspcc bed. fac i I itg operations, malnt, 
survelUance. eptralor requalif 1 cablon. r tvlau t, audit (< 
aiper iAcnts 

JOHNBON.P H . HORN.A J , BTERNBERO, 0 M Region S. San 

Francisco. Reactor Operations Nuclear Support Branch 70/18/18 


7901100163 DOCKET 50-889 Thrae Mile Island Nuclear Statian. Uni* 1 
Forwards Tech Spec Change Request 86 to amend App A of 
License DPR-80 (, Certificate of Bve Change provides Tith 
Specs for Cycle S operation of Unit 1 ui/antlclpated startup 
of 790314 

HERBElNiJ 0 Metropolitan Edison Co 78/12/26, 72pp, 


7901030087 DOCKET 80-889 Thras Mils Island Nuclear Station. Unit I 
Lbr of 781213 to NRC contains an error on page 2. tins 4 the 
C-channsl tray identified as 141 should ha identified as 
241 

MERBEIH, J 0. Metropolitan Edison Co 78/12/86 ip. 


7901030063 DOCKET 30-889 Thras Mils Island Nuclear Station. Unit 1 
Forwards results of ■tud'ies conducted re Table 3 2 of TJ4I-1 
Ftra Protection 8ER. Results include protection of emirgtncg 
feedwater pump. effect of water spray, alarm circuit 
supervision t, remote shutdown iteiions 
HERBEIN.J 0 Metropolitan Edison Co 70/12/88 8pp. 


7901030072 DOCKET 50-889 Thrae Mile Island Nuclear Btation. Unit 1 
Forwerds copy of 781881 reeponeei to NRC 701808 Ur re 
proposed schedule for implementing email break LOCA long 
term solution Initial rtsponiis were incomplete due to 
elerlcel error. 

HERBEIN.J 0 Mitropollten Edison Co, 78/18/89 Ip 


7901100243 DOCKET 50-889 Three Mile Island Nuclear BtatUn. UrII I 
Responds to NRC 781189 Ur. Review indicates no enginearad 
safeguards aebuetlon eyetem circuits ut/manual override can 
be bypeeeed during normal operation. Other evaluations to be 
completad by 790316 

HERBEIN.J. 0 Metropolitan Edison Co 79/01/04 8pp 


0-289 Throe Mile Island Nuclear Station. Unit 1 
a slip for security plan implemantatiorv 
" to p Ian. rtf lec ting rovlstd schedule 
in Co 79/01/22, ip. 


7901150060 docket 50-289 Three Mile telend Nuclear Sbetlon. IWIfc I 
Forwards Tech Spec change request BB requesting amend to App 
A Of Lic«nt« OPR-50 

HERBEIN.J. 0 Metropolitan Edison Co. 79/01/04. Ip. 


'ter Btatlen, Unit 1 
no 

eniultante, 
nouledge 
23. Ip 


7901150072 DOCKET 50-289 Three Mile lilend Nuclear Btatlan. IMIt | 
Tech Spec change request 80 in support of request to change 
onct-through steam generator presiure temp limit per App A 
of License DPH-go. 

» Metropollten Edison Co 79/01/04. 9pp. 


50-M9 Thrae Mile Island Nuclear Station. Unit 1 
"f adequate ceih flow (, forecaet data for 
uliL **«‘*/S juerenteelng retrospective premiums 

Edison 770701 Ur. Annual 
I 2 aveilabli in Central FUee. 

HERBEIN.J Q Metropolitan Edlaon Co 76/12/29, 4pp, 


'"'’■e nils isiano Nuclear Station, vni 
•Chengs request 07 to UPt 
e one-tlmi-only basis, Info coneerni 
product! ^ reitaee of gaseous fieilan 

HERBEIN.J 0 Metropollten Edison Co. 79/01/i 1, tOpp 


®DDKET 50-869 Thrti Hile Island Nuclear Btation. Unit 1 
protection”* *^**"*”^ * *** KB-56 re itcondary financial 
MOREAUiN.N OPU Berviee Corp, 79/01/82 4pp, 


Forw^vS. Nuclear Station. IMtb i 

7 B 110 a^N«^n»il!*'* ??"** *0“»e’^7e-21 I, 80-380/78-34 on 
"“"'""iPHance noted 

oniTHfO H, Rtgion Fuil F«clHtu k 

Sa^tig Branch 7 e/U/ 17 » 8pp, racuiig v 
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7'90}OB031S DOCKET 80-289 Thr«B Mile Itland Nuclear Statlon> Unit I 
IE Inep Repte 30-209/78-31 t< S0-320/7B-34 on 7BU08 Wo 
noncomplianee noted Haj^or area inepected obtorvatlon of 
Uccntea conducted emtrgencu drill 

DONALDBOW.D . JACK9DW. T . 0TOHR. J P Region 1. Philadelphia, 

Fool Facility fc Materials Safety Branch 70/11/16 3pp 


7901100430 DOCKET SQ-809 Three Mile Island Nuclear Station. Unit 1 
Foruardi IE Insp Rept 5O-209/7B-2O on 701106-09 No 
noncomplianee noted 

BRUNWESi E J Region li Philadelphia. Reactor Operations Wuc 1 aar 

Support Branch 70/11/30 Spp 


7901100434 DOCKET S0-2B9 Three Mile Island Nuclear Station, Unit 1 
IE Imp Rept 80-289/78-80 on 781106-09 No noncomplianee 
noted.Major areas inspected administrative control of safety 
related calibrations (> surveillance calibrations of safety 
components 

CONTE. R . BLUHBERO, N Region 1, Philadelphia. Reactor 

Operations Nuclear Support Branch 78/11/27 ISpp 


7901030028 DOCKET 30-209 Three Mile Island Nuclear Station. Unit I 
Forwards IE Bulletin 70-14. ’'Deterioration of Dona-N 
Components in ASCO Solenoids " 

ORIER.B H. Region 1. Philadelphia. Office of the Director 
7B/12/19 Ip 


7901180093 DOCKET 50-889 Three Mile Island Nuclear Station. Unit 1 
Forwards noncomplianee notification 78-26 On 781226. samp li 
takan from Industrial uaste filter sys discharge w/pH of 
9 l.esceedlng pernissiblo pH range 6 0-9 0 Corrective 
action pH cell replaced 

TRDFFER.O J Metropolitan Edison Co 79/01/03 3pp 


7901100141 DOCKET 50-289 Three Mile Island Nuclear Station. Unit 1 
Forwards monthly opsratlng rept for Dac 1978 
MERBEIN. JO Metropolitan Edison Co 79/01/12 Ip 


7901180142 DOCKET S0-2B9 Three Mile Island Nuclear Station, Unit 1 
Monthly operating rept Per Dec 197B 

MITCHELL. D 0 Metropolitan Edison Co 79/01/10 6pp 


7901300075 DOCKET 50-289 Three Mile Island Nuclear Station, Unit 1 
Forwards LER 79-001 /OlT-1 

HEWBEIN.J 0 Metropolitan Edison Co 79/01/22 Ip 


7901300080 DOCKET 50-289 Three Mile Island Nuclear Station, Unit 1 
LER 79-OOl/OlT-l on 780106 informed by DfcW that difference 
between reactor power as Indicated by out— of-coro 
instrumentation & as calculated by heat balance nay exceed’ 

4X of full power Tech Spec change initiated 
STANLEY. M S Metropolitan Edison Co 79/01/32 Spp 


7901230172 DOCKET 50-293 Pilgrim Nuclear Power Btatlon. Unit 1 
Forward* results of S fire protection analysts retiMlred by 
safety evaluation supporting Amend 35 to Licenie DPR~3S. 
Provide* new imp lemontatlon date «f 790301 for air manifold 
breathing system mod 

ANDOONINI. 0 C Boston Edison Co 79/01/16 2pp 


7901230121 DOCKET 50-293 Pilgrim Nuclear Powtr Station. Unit 1 
Forward* Endorsement 36 to Iniurane* Policy MF-58 Issued 
781214. setting forth 1979 advance, standard ti reserve 
premiums 

F0UL6HAM.P A Boston Edison Co 79/01/16. 2pp. 


7901300128 DOCKET 30-293 Pilgrim Nuelser Power Station, Unit 1 
Forwerd* Endorsement 2 to Binder XB-31 , Endorsement 2 to 
Binder EB-31 b Endoreenent 48 to Binder NF-i8B 
FOULaHAM.P, A Boston Edison Co, 79/01/34. Spp 


7901160149 DOCKET 50-293 Pilgrim Nuclear Power Btatlon. Unit t 
Forward* Nov 1970 Mork I containment program activity review 
Info. Provides tash-by-task summary, 

SOBONtU J, Oenerel Electric Co .Nuclear Energy Products Dlv 
79/01/09. 12pp 


7901100292 DOCKET 50-293 Pilgrim Nucltar Power Station, Unit 1 
Notice of meeting on 79010? w/DUR licensees lacking' 
rkclrculetlon pump trip to discuss ATMS rept criteria h 
plan* for implementation 

ROONEY. V.L. Operating Reactors Branch 3 79/01/02, ip 


7901040084 DOCKET 50-293 Pilgrim Nuclear Powar Station. Unit I 
Forwards Amend 35 to License 0PR-3S 

IPPOLltO. T, A Operating Reactors Branch 3. 70/12/21 Spp. 


7901040086 DOCKET 50-293 Pilgrim Nuclear Power atmtion. Unit i 
Amend 33 to License DPR-35< chang Ing Tech Specs re fire 
protection sys t< adding conditions re complstlon of facility 
mods it administrative controls for fire protection 
IPPOLITD.T A Operating Reactors Branch 3 78/12/31 tipp 


7901040007 DOCKET SO-293 Pilgrim Nuclear Power Station* Unit 1 
SER supporting Amend 35 to License DPA-3S Concludes that 
proposed amend is acceptable 

* Office of Nuclear Reactor Regulation 78/13/31 S9pp 


79010400S9 DOCKET 50-293 Pilgrim Nuclear Power Station, Unit 1 
Notice of Issuance of Amend 33 to License DPR-3S 
IPPQLITQ, T A Operating Reactors Branch 3 78/12/21 2pp 


7901170002 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
NRC requires recirulatlon pump trip installation in DMRs 
Forwards NUREO-0460 u/RPT design requirements to be 
implemented as soon as possible Requests schedule for RPT 
implementation 

DENTON, H,R Office of Nuc tear React or Regulation 79/Ol/OB 9pp 


7901250206 OBCKET 50-393 Pilgrim Nuclear Power Station, Unit 1 
Notification of 790122-24 meeting in San Jose.CA u/ 
representatives of Mark I owners group to discuss Mark 1 
long term program load definition rept ti related issues M/ 
end agenda 

CRIMESrC. 1 Plant Systems Branch 7’9'/01/08 4pp 


7901170212 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
Responds to NRC 70112? Itr re containment purging during 
normal plant operation, Presents review of override circuitry 
it schedule for completion of evaluation justifying purging 
during power operation 

ANDOONINI, 0 C Boston Edison Co 79/01/09 2pp 


7901170225 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit t 
Informs OS rept NEDD-aiBBa, "Mark I Containment Program 
Load-Definition Rept" was transmitted to NRC u/LJ Sobon 
781228 Itr ti should be Included i'n facility docket 
ANDOONINI. 0 C Boston Edison Co 79/01/09 Ip 


7901330149 DOCKET 50-293 Pilgrim Nud eor Power Btatlon. Unit 1 
Requests extension to 79050! for preparation of offsite 
Dose Calculation Manual because of conflicting commltmento Ir 
tint constralnti. 

ANDQONINItO C Boston Edison Co 79/01/16 2pp. 


7901310012 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
Forwards Amend 36 to DPR-35i safety evaluation k notlco of 

Itsuanc a 

1PPDL1T8. T A Operating Reactors Branch 3 79/01/17 2pp 


7901310013 DOCKET 50-293 Pilgrim Nuclaar Power Station. Unit I 
Amend 36 to License DPR-35' ehang es Tech Specs re ’receipt, 
possesslan b use of byproduct, source k special nuclear matl. 
Outlines sealed source contamination gul del Ines. surve i 1 lance 
Tequirementl *< reporting requirements, 

IPPOLITQ.T A Operating Reactors Bra'nch 3 79/01/17 7pp 


7901310014 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
Supports Amend 36 to Lleenee DPR-35 Comprehensive teeting fc 
surveillance program provides add! assurance that leakage 
from radioactive matl sources remains within allowable 
limits. 

a Office of Nuclear Reactor Regulation 79/01/17. 4pp 


7901310015 DOCKET 90-293 Pilgrim Nuclear Power Station. Unit 1 
Notice of Issuance of Amend 36 to License DPR-3S.Amsnd 
changes license 4c Tech Specs re receipt, posseteien ti use of 
byproduct. source k special nuclaar matl, 

IPPOLITO.TA Operating Reactors Branch 3 79/01/17. Spp 


7901030002 DOCKET 50-293 Pilgrim Nuclaar Power Station. Unit 1 
Forwarde IE Bulletin 78-14. "Deterioration of Euna-N 
Componenta in A8CQ Solenoids " 

ORIER.B H Region 1. Philadelphia. Offica of the Director 
78/12/19 Ip 


7901320017 DOCKET 50-393 Pilgrim Nuclear Power Station. Unit t 
Ack recolpt of 76k215 Itr Informing NRC of stops takon to 
corrset violation noted In IE Insp Rept 50-293/78-26 on 
791030-1103 

BRUNNER. E.J Region t. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/09 Ip 


7901220020 DOCKET 50-293 Pllp'rlm Nuclaar Power Station. Unit I 
Reepends to NRC 7B1130 Itr re vleletlon noted In IE Insp 
Rept 50-293/78-86 on 7B1030-1 103, Corrective actione.QA audit 
personnel directed to assure compliance w/30-day reporting 
requirement 

ANDOONINI.O C Boston Edison Co. 78/12/15 2pp 
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790iaS003& 0DCM.ET SO-293 Pilgriffl Nuclear Peuer St«tlan> Unit 1 
Foruard* Intft Ropt 30-893/70-8* on 781030-1103 U Notice o# 

Via Ut Ion 

BRUNNER. E 0 Region 1. Philadelphia. Reactor Operatlont Nuclear 

Supparfc Branch 70/11/30 2pp 


7901820031 DOCKET 90-293 Pllgriro Nuclear Power Station. Unit 1 
Notice of Violation from insp on 701030-1103 

» Region l> Philadelphia. Roactor Operation* Noclear Support 
Branch 79/11/23 Ip 


7901220034 DOCKET 30-293 PllgTlm Nucloar Power Statloin. Unit 1 
IE Insp Rept 90-293/79-2* on 781030-1103 Nanconp 1 lance 
noted failure to Porward audit rcptc to nigt uithln time 
designated bg Tech Specs 

NAPUDA.O . KEHOE. D . KISTER. H 0 Region 1. Philadelphia. 

Reactor Operations Nuclear Support Dranch 7B/11/28 1*PP 


7901190174 DOCKET 30-293 Pilgrim Nuclear Power Station. Unit 1 
Act receipt of 791820 Itr Informing NHC of steps taken to 
correct violations noted in IE Insp Rept 50-293/79-25 
BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/12 Ip 


7901190176 DOCKET 50-293 Pllgrini Nuclear Power Station. Unit 1 
Responds to NRC 781128 Itr re violation noted in IE Insp 
Rept 30-293/78-25 Corrective actions Itiued isenin to Watch 
Engineers reemphasl i ing reapons 1 bl I itg to check all 
Instructions against normal operating procedures 
ANDDONINI.C C Boston Edison Co 78/12/20 2pp 


7901190177 DOCKET SO-293 Pilgrim Nuclear Power Station. Unit 1 
Forwards IE Inep Rept 90-293/79-23 on 781022-24.30.31 h 
1101-03. 6 Notice of Violation 

BRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 78/11/28 2pp 


7901190180 DOCKET 90-293 Pilgrim Nuclear Power Btatlan. Unit 1 
Notice of Violation for insp on 781022-84.30.31 & 1101-03 
« Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 78/11/22 Ip 


7901190183 DOCKET 90-293 Pilgrim Nuclear Power Station. Unit 1 
IE Insp Rept 30-293/79-89 on 791022-24.30.31 b 1101-03 
Noncompl lance noted failure to follau valve beating 
procedure 

ARCHITZEU.R . FOLEY. T . KCCAQE.E C Region 1. Philadelphia. 

Reactor Operations Nuclear Support Branch 79/11/22 12pp 


7901170227 DOCKET 90-293 Pilgrim Nuclear Power Station. Unit I 
Forwards monthly operating rept for Dec 1979 
nCOUIRE.P J Boston Edison Co 79/01/11 Ip 


7901170230 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
Monthly operating rept for Dec 197B 
MATHIS. C 0 Boston Edison Co 79/01/9? 6pp 


7901030113 DOCKET 90-293 Pilgrim Nuclear Power Station. Unit 1 
Forwards LER 7B-09S/03L-0 

MCGUIRE. P J Boston Edison Co 78/12/29 Ip 


7901030117 DOCKET 90-293 Pilgrim Nuclear Power Station. Unit I 
LER 76-039/03L-0 On 791202 during co-ntrol rod pattern change 
(c ecrom test, control rad drives 46-39 b SB-3? could not be 
scrammed from reactor protection sgs test h monitor panel 
C916. caused hg scran pilot valves not bleeding down 
MATHIS. C J Boston Edison Co 7G/18/27. 8pp 


7901 170191 DOCKET 90-393 Pilgrim Nuclear Power Station. Unit 1 
Forward* LER 7B-096/03L-0 

MCOUlREiP. J Boston Edison Co 79/01/10 Ip. 


7901170194 DOCKET 50-293 Pilgrim Nuclear Pow*r Station. Unit 1 
LER 78-096/03L-0 on 7B12I2 pulling power fugo to diesel 
generator smoke iletector panel caused no alarm in the main 
control room Caused by discrepancy between actual sys wiring 
ti that spaclfled by vendor 

MATHIS. C J Boston Edison Co 79/01/10 Ip 


7901260102 DOCKET 90-293 Pilgrim Nuclear Puwer Station. Unit 1 
Forwards LER 78-057/03L-0 

MCOUIRE. P. J, Boston Edison Co 79/01/22 Ip. 


7901260189 DOCKET 90-293 Pilgrim Nuclear Power Station. Unit 1 
LER 7B-097/03L-0 on 781230' wh 1 It oparattng In full floiu 
test.HPCl tripped. Investigation revealed low level in oil 
sump A overflow pit around turbine filled u/o i 1 . Caus e d by 
disconnected fitting for discharge pressure gage oil pump. 
MATHIS. C J Boston Edison Co. 79/01/22 Ip 


7901260142 DOCKET 90-294 Michigan State Unlv Research Reactor 
Forwards lE Insp Rapt 50-294/7B-03 on 701119-17 No 
none ompl lance noted. 

HIND. J A Region 3. Chicago. Safeguards Dranch 79/12/21 2pp 


7901260147 DOCKET 90-294 Michigan State Unlv. Research Reactor 
IE Insp Rept 50-294/78-03 on 7B1119-17 No noncompl lance 
noted Haior areas inspected mat! control h accountability. 
Details withheld from disclosure (ref 10CFR2 790) 

FINLEY. A Q ■ HIND. J A Region 3. Chicago. Safeguards Branch 

79/12/19 Ip 


7901120078 DOCKET 90-299 Zion Nuclear Power Station. Unit 1 
Intarvenor State of IL requests that applicant make security 
plans for subj facility availablo Certificate of Bve oncl. 
8EHULER.9 N Illinois. State of 7B/12/11 2pp 


7901190251 DOCKET 90-299 Zion Nuclear Power Station. Unit 1 
Responds to E Ryan 781120 Itr forwarded by Senator Bayh. 

Bayh Informs that applicant's sspansion of spent fuel pool 
storage program has been accepted by NRC both from safety h 
environ perspectives 

0D8SICK. L V Office of the Executive Director for Operation* 
7B/1S/2B 3pp. 


79011902&D DOCKET 90-299 Zion Nuclsar Power Btation. Unit 1 
ReguBst NRC consideration of Ryan 701120 Itr 
BAYH. 9 Sonate 79/12/04 3pp 


7901100201 DOCKET 90-299 Zion Nuclear Power Station. Unit 1 
Forwardt revised pages of Topical Rapt CE-l-A. Revision 6. 
"OA Program " 

TURDAK.M S Comnonuealth Edison Co 79/01/02 7pp 


7901100213 DOCKET 90-299 Zion Nuclear Power Btation. Unit 1 
Responds to 7B112B It 29 NRC Itrs stating that revtsw of 
containment purging operations 6 manual bypass override 
circuitry has been performed Areas of concorn design of 
safety actuation signal circuits (< purgs penetration valves 
REED. C Commonwealth Edison Co 79/01/02 9pp 


7901290218 DOCKET 90-299 Zion Nuclear Power Station. Unit 1 
Submits current licensing status list u/chaiiges mads since 
781120 submittal 

REED. C. Commonweal bh Edison Co. 79/01/22. 9pp 


7901020101 DOCKET 90-299 Zion Nuclear Power Btation. Unit 1 
Responds to 791027 l^r requeeting a change to license to 
fxtand F delta H rod bou penalty curve ti equivalent fuel 
power hours clad collapse limlti to Include higher region 
average Fuel hurnups. Review to be coeipleted by 790201 
SCHHENCER. A Operating Reactors Branch 1 79/12/19. 2pp 


7901020114 DOCKET 90-899 Zion Nuclear Power Btation. Unit 1 
Forwards revlslen to proposed Ilcenee change re filter 
testing In response to NRC 790321 request to provide addl 
limiting cendttiohs for operation b surveillance 
requirements for Installed filter sy*. 

REED.C Commonwealth Edison Co 7B/12/19. 81pp 


7901090298 DOCKET 90-299 Zion Nuclear Power Station. Unit 1 
Raqueets change to license b Tech Specs. Amend will remove 
surveillance requirements for a number of valves physically 
removed from sys due to plant mod h correct typographical 
error. 

REED.C Cammonuealth Edison Co 76/12/22 6pp. 


7901030091 DOCKET 90-299 Zion Nuclsar Power Station. Unit 1 
Announces revised schedule for ECC8 evolution, completion 
date postponed to 790815 

NAUOHTON. HF Commonwealth Edison Co 7B/12/27 2pp 


790109013B DOCKET 00-899 Zion Nuclear Power Station. Unit 1 
Forwards "Environ Dose Pathway Study, Spring 1977-Fall 1978." 
Include* maaturemint* of gamma radiation dote from airborne 
effluents. 1—131 In air milk pathway b aquatic tritium h 
progress of similar studies at other factlltias 
OILLIOn. 0 R Commonwealth Edison Co 78/12/27. 23pp 


7901170256 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
Repts that dUB to revised ECC8 analysis, tub j facility is 
currently operating w/an FO limit of 1,B6. Ravloed ECCB 
analysis u/appr oprlate Tech Spec change will be expedited b 
eubmltted to NRC for review within 2 to 3 ueoke 
REEDj C, Commonwealth Edison Co 79/01/10, 2pp 


7901310093 DOCKET 80-299 Zion Nuclear Power Station. Unit I 
Requests contlnusd priority for safsty svsluatlon of N-1 
loop operation. Enc 1 memo from Managsr of Power Supply 
smphasixes importance of N-l operation in unit expsnditurei. 
REED.C. Commonwealth Edison Co. 79/01/23 2pp 
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7901230002 DOCKET 50-295 Zjon NucUar Pouor Station. Unit I 
FonwaTdS IE Circular 79-02. "Fai luro of 120 Volt Vital AC 
PflUBr avpplias " 

KBPPLER. vJ 0 Roglon 3. Chicajo. Office of the Director 79/01/16 

Qpp 


7901160326 DOCKET SO-295 Zion Nuclear Power Station. Unit 1 
LCR 78-i33/03L-0 on 7Bl 103 fuel tuildlnj area radiation 
monitor. OREOOOS. cont inued to “high alarm “ Caused by 
a damaged detector cable cable connector Cable ti detector 
housing replaced & monitor was restored to svc 
NEVER. B A Commonwealth Edison Co 79/01/03 Ip 


7901110032 DOCKET SO-295 Zion Nuclear Power Station. Unit 1 

Forwards IE Insp flept 50-295/76-27 t< 50-30A/7B-27 on 7901230292 DOCKET 50-295 Zion Nuclear Power Station. Unit I 

70102S-27 & 781108-09 No noncorapliance noted Forwards LER 78-137/03L-0 

FIORELLl.O Reflion 3, Chicago. Reactor Operations Nuclear Support HANDKE. N E Commonwealth Edison Co 79/Ol/OS ip 

Branch 78/12/07 2pp 


7901110037 DOCKET 80-293 Zion Nuclear Power Station. Unit 1 
IE Insp Flept 30-293/70-27 «< 50-304/70-87 on 7B1025-27 J. 

701109-09 No noncomp Hance noted Maior areas inspected 
conduct of operations. Independent Insp.LER & action on 
conunitmentB 

BOYD. D C . KNDP.R C Region 3, Chicago, Office of the Director 
70/12/08 7pp 


7901040047 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
Forward B IE Insp Rspts 50-295/78-20 tt 80-304/7B-8B on 
701118-17 Steps have already been taken to correct item of 
none omp 1 i once ^ 

HIND. J. A Region 3. Chicago, Safeguards Branch 78/18/23 2pp 


7901040056 DOCKET 50-295 Zion Nuclear Power Station. Unit I 
IE Insp Rapt 50-295/70-28 It S0-304/7B-2S on 781115-17 
None omp I i ance noted re testing t< maint of security 
•Bulpment Details withheld irof 10CFR2 790) 

DEtANOER.v) L . HOWFLU. J C , COOQURN. J M Region 3, Chicago, 

Safeguards Draoch 78/12/22 Ip 


7901180113 DOCKET 50-895 Zion Nuclear Power Station, Unit I 
Forwards monthly operating rept for Dec 1978 
WANDKE, N E Commonwealth Edison Co 79/01/09 Ip 


7901180115 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
Monthly operating rept for Dec I97B 

vlEFFEtlB. J. Commonwealth Edison Co 79/01/00 I Ipp 


790104O16S DOCKET 50-893 Zion Nuclear Power Station, Unit 1 
Forwards LER 78-119/99X-0 

MANDKE. N E Commonwealth Edison Co 78/18/13 ip 


7901040163 DOCKET 50-293 Zion Nuclear Power Btatlon. Unit I 
LER 70-1 19/99X-0 on 781102 employee who was eoHbrating a 
steam generator failed to verify proper bistable position, 
causing a safety injection which lasted 1 minute 
HEI88. d F Commonwealth Edison Co 78/18/13 Ip 


7901040176 DOCKET 50-898 Zion Nuclear Power Station. Unit 1 
Forwards LER 7D-124/03L-0 

HANDKE. N E Commonwealth Edison Co 70/12/19 ip 


7901040179 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
LCR 7fl-124/0SL-0 on 781180 during quarterly eafeguards 
actuation tast<PT-10>, IFCV-PR24D U 1FCV-MD17A failed to 
clos*. placing containment isolation sys in degraded mode.dui 
to failure to vent of ABCO 8320 Solenoid valvee 
UOPLINI. D Commonwealth Edison Co 78/12/19 Ip 


7901230294 DOCKET 30-293 Zion Nuclear Power Station. Unit 1 
LER 7a-137/03U-0 on 781211 operators noticed 1F1S43 failed 
low Caused by broken fuseholder In power supply Hagen Model 
4111085-001 Fuseholder replaced t< channel returned to svc 
HANSEN. P M Commonwealth Edison Co 79/01/08 Ip 


7901230288 DOCKET 30-295 Zion Nuclear Power Statien. Unit 1 
Forwards LER 7a-136/03L-0 

UANDKE.N E Commonwealth Edison, Co 79/01/10 Ip 


7901230290 DOCKET 50-293 Zion Nuclear Power Station. Unit I 
LER 7e-136/03L-0 on 781211 during testing of aircraft firs 
detection, sys failed to trip fan b close diesel room intake 
damper Caused by blown fuses in control bo« 6 froien 
pneumatic control valve Fuses replaced 
KURTH. H H Commonwealth Edison Co 79/Oi/lO tp 


7901030156 DOCKET 30-296 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards revisions to 701219 physical security plan re 
bullet resistance of control room doors t. add) ess change for 
Power Security Section Revisions withheld (ref 10CFR2 7901 
OILLELAND. J E Tennessee Valley Authority 70/12/29 Ip 


7901160336 DOCKET 30-296 Brown's Ferry Nuclear Power Station. Unit 3 
Discusses NRC regulations re fire protection b security 
at nuclear power plants in response to 0 Ruiter 781031 Itr 
to Proimire Level of protection for plants was established 
following 2 year period provided for public comments 
0088ICK. L V Office of the Executive Director for Operations 
78/12/27 2pp 


7901)60340 DOCKET 30-296 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards, for NRC consideration. OH Ruiter 781031 Itr re fire 
protection b security requirements at nuclear power plants 
PROXMIRE. H senate 7B/11/0B Ip 


7901190189 DOCKET 30-296 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards notice of appointment of HO Parris as Manager of 
Power All correspondence should be addressed to him 
OILLELAND. J E Tennessee Valley Authority 79/01/13 tp 


7901000174 DOCKET 50-296 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards Endorsement 2 to Policy Binder XD-30,XD-39 b XB-40 
for TVA policy 

FIELDER. J Marsh b McLennan. Inc 79/01/02 7pp 


7901190100 DOCKET 50-296 Brown's Ferry Nuclear Power Station, Unit 3 
Forwards cortified copies of Endorsement 2 to Binder ED-38. 
Endorsement 2 to Binder ED-39 b Endorsement 2 to EB-40 
FIEDLER, 0 Marsh b McLennan, Inc 79/01/16 4pp 


7901040153 DOCKET SO-295 Zion Nuclear Power Btatlon, I 
Forwmrtls LER 78-186/03L— 0, 

HANDKE. N.E. Commonwealth Edison Co 70/12/82 ip 


7 


7901040159 DOCKET 30-295 ZUn Nuclear Power Station. Unit 1 
LER 70-136/O3L-O on 701183 during survol 1 lance, not ad that 
iFT-583 road less than other flow channels on C stsaf" 
generator Caused by XMTR being out of tolerance) XMTR was low 

CAHPDELL.J Commonwealth Edison Co 7B/12/RB Ip 


7 


7901160Z09 
Forwards 
HANDKE. H 


DOCKET 30-895 Zion Nuclear power Station, Unit I 
LER 7B-l3a/03U-0 

E. Commonwealth Edison Co 73/12/80 Ip 


7901160218 DOCKET 50-295 Zion Nuclear Power Btatlon. Unit 1 
LER 78~13?/03U-0 on 701205 during inadvertent safety 
In jeetlon, the ID diesel generator failed to start Caused 
bij control nir fitting leak 

KRAHCZAKiA T Commonwealth Edison Co 70/18/80 Ip 


7901160375 
Forward* 
HANDKEi N 


DOCKFT 50-295 Zion Nuclear Power Station. Unit 1 
LER 70-133/'O3L-O 

E Commonwealth Edison Co 79/01/05 Ip 
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79(>tO302'&S DOCKET S0~29& Droun 'a Fai'ry Njclaar Pousr Stationi Unit 3, 
Notica of iatuantc of Aoianis 46( A8 b 19 to Licen*e» DPR“33< 

DPR'Sa !< DPR-6H 

IPPDLITO. T A Operating flaactors Branch 3 70/ia/OB 2pp 


7901090200 DOCKET 50-296 DTouin's ferr\( Nuclear Pouor Station. Unit 3 
Foruarda propoied changai to Section 2 1 thermal dlicharB* 

)l<nlts of Tech Bpeca App D to Llcentes OPR-33. DPR-93 (< 

DPR-AB U/tnc 1 changes, jut tt ficatlon "Attstinent af Water 
Temp Monitoring at arownt Farrg " 

MILLS. L M TBuneitee Valley Authority 79/01/03 Bpp 


7901090B03 DUCKET 50-296 Bpouin't Farry Nuclear Power Btation. Unit □ 
"Atteetment of Water Temp Monitoring at Brount Ferry " 

Bummariiet TVA't eaperiesice u/temp etandard-i. dettrlbe t 
monitoring tyt used to obtain data b preeente ipetial t 
temporal changes in Hheelar Reservoir 

UMGATE. C D Tennessee Valley Authority WM-28-1-67-101 
7a/0B/30 49pp 


7901100400 DOCKET 50-296 Drown '» Ferry Nuclear Power Station. Unit 3 
Raspands to concerns of conskttuant. E Helblg.re nuclear 
plants for electrical power Forwards 10CFR73 99 which covers 
raqulrad physical protection syl.NUREO 0170 re 
transportation of radioactive niatl & NUREO 0332 
OOSStCK.L V. Office of the Eiecutlve Director for Operations 
79/01/09 Spp 


7901160149 DOCKET 90-296 Brown's Ferry Nuclear Power Btation. Unit 3 
Forwards Nov 197a Hark I containment program activity review 
Info Provides taifc-by-tast summary 

BOSON. L J Oeneral Electric Co .Nuclear Energy Products Div 
79/01/09 lapp 


7901180131 DOCKET 50-296 Brown's Ferry Nuclear Poutr Station. Unit 3 
Forwards changes to Tach Specs requiring amend to Licenses 
DPR-33. &PH-82 U DPR-6B re standby gas treatment eyi testing 
requirements Changes ere determined to be Class S amend 
OILLELAND.J E Tannessae Valley Authority 79/01/10 18pp, 


7901160247 DOCKET 90-896 Brown's Ferry Nucksar Power Station. Unit 3 
Notice of 790103 meeting w/util re NRC evaluation qf 
recirculation pump trip sys 5 sys electrical design, 

CLARK. R ti Operating Reactors Branch 3 79/01/03 Ip 


7901030057 DOCKET SO-296 Brown's Ferry KucJear Power Station. Unit 3 
Responds to 760906 Itr L end summary of feedwater sparger 
it control rod drive notile Insp t. repair program during 
racent outage. 

OILLELAND. W E Tennessee Valley Authority 70/18/29 8pp. 


7901820099 DOCKET 90-896 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards request to change Tech Specs by adding conservatiem 
to nai critical power ratio operating limit due to concern 
that REDV transient code ie deficient in conservatively 
predicting prassurliatlon transients 

OILLELAND.UE Tennessee Val ley Authority 79/01/19 3pp 


7901120009 DOCKET 90-876 Drown's Perry Nwcliar Power Station. Unit 3 
Forwards fE Jnsp Repts 90-899/78-89. SO-K6O/70-32 I, 90-296/ 

78-30 on 7B103i-ii03 No noncompl 1 ence noted 

LONOiF J Region 2. Atlanta, Raactor Oparations Nuclear Support 

Branch 78/18/04 8pp. 


7901180016 DOCKET BO-296 Drown 's Farry Nuclear Power Station, Unit 3 
IE Insp Repts 90-299/78-29. 90-260/7 B-3B »> 80-896/76-30 on 
761030-1103 No itsncomp ilance noted Major areas 
inspected plant surveillance program of pipe support ti 
restraint sys 6 refueling nalnt 

BRDOKe.E M . JOlHNBON, A H , MARTIN. R.D Region S, Atlanta, 

Reector Operatiqns Nuclear Bupport Branch 78/11/30, llpp 


79011703B7 DOCKET 90-876 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards IE Insp Repts 50-837/76-31 R 90-860/70-34 & 

90-296/78-32 on 781188-1201 No nonconpll ence noted 

LONOiF J Region 8. Atlante. Reactor Operations Nuclear Support 

Draneh. 76/12/07, 2pp 


7901170391 DOCKET 90-896 Brown's Ferry Nuclear Power Station. Unit 3 
IE Insp Repts 90-899/70-31. 90-260/76-34 ti 50-894/70-38 on 
761126-1201 No nonconpllence noted. Major areas inspected, 
plant operations 4 tour 

FRICE.D, 8 > DANCE.H C, Region 9. Ban Frenclico. fleactor 
Oparations Nuclear Support Branch. 70/18/06 qpp. 


7‘701tBODDl DOCKET 30-296 Brown's Ferry Nuclear Power atetion. Unit 3 
Act receipt of 70183B Itr informing NRC of steps taken to 
correct violationi noted in Insp Repte 90-899/70-27. 

50-860/70-30 t< 90-294/78-26 on 781023-87 

SUTHERLAND. J T Region 2. Atlenta. Fuel Facility t. Materials 
Safety Branch. 79/01/08. ip. 


79011B0003 DOCKET 50-296 Brown's Ferry Nuclear Power Btation. Unit 3 
Responds to NRC 7B1127 itr re violations noted in IE Insp 
Repts 50-259/78-27.90-260/78-30 I. 90-896/76-26 Corrective 
actions personnel informed of respiratory protection program 
& Tech Spec revision proposed 

OILLELAND. J E Tennessee Valley Authority 70/12/02 3pp 


7901100009 DOCKET 50-296 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards IE Insp Rept 50-899/70-27.90-260/70-30 
90-296/78-25 on 781023-27 !< Notice of Violation 
SUTHERLAND. J T Region 2, Atlanta, Fuel Facility b ffaterlats 

Safety Branch 7B/1I/27 2pp 


7901100012 DOCKET 50-296 Brown's Ferry Nuclear Power Station. Unit 3 
Notice of violation from insp on 701083-27 

* Region 2, Atlanta, Office of the Director 70/11/24. Ip 


7901100016 DOCKET 90-296 Brown's Ferry Nucleer Power Stetlon. Unit 3 
IE Intp Repts 90-239/70-27,30-860/70-30 (. 90-296/70-86 Pn 
701023-27 Noncompl lance noted failure to follow procedures 
7B-B7'03. 78-30-03 5 7B-86-03 i. failure to provide 
Instruments that continuously indicatt dose rate 
JaCKSOn.L L Region 8, Atlanta, Offlcs of the Director 

OIB0ON.A F Region 2. Atlante. Fuel Facility i< Metiriale Bafcty 

Branch, 70/11/84 I3pp 


7901100375 DOCKET 50-296 Qroun ' s Ferry Nuclear Power Btetlon. Unit 3 
Forwards lE insp Rojt 50-299/70-80.90-860/70-31 fc 
SD-896/7B-89 No noncumpl lance noted 

SUTHERLAND.U T Region 8. Atlanta. Fuel Facility t( Hatarlals 

Safety Branch 7S/12/1S Bpp 


7901100379 DOCKET 30-294 Brown's Ftrry Nuclear Power Btation. Unit 3 
IE Insp Repts 90-899/78-28, 90-860/70-31 . 90-296/70-29, No 
noncompl lane e noted. Major areas Inspected nonradiolog lea I 
anvlron protection including mgt b administrative controls, 
eite meteoralogy b chemical discharges 

CUNNINOHAMi A L . HUFMAM. J W Region 2. Atlanta. Fual Facility 4 
Materials Safety Dranch 70/11/29 4pp. 


7901190034 DOCKET 90-296 Brown's Ferry Nuclear Power Btation. Unit 3 
Informs applicant of correction in Insp Rspt number re insp 
on 701812-14 Insp Rept number should be 50-299/70-33 rather 
than 90-299/70-31 

LDNOiF. vf Region 2. Atlanta. Reector Operations Nuclear Bupport 

Dranch 79/01/09 tp 


7901880237 DOCKET 90-296 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards IE Circular 79-02. ''Failure of 120 Volt Vital AC 
Power Supp I ies. " 

O'REILLVi J, p, Raglon 9. San Francisco, Office of the Director 
79/01/16 2pp. 


7901860153 DOCKET 90-296 Brown '1 Ferry Nuclear Power Station. Unit 3 
Responds to NRC 7S1S07 Itr re violation noted in IE Insp 
Repts 90-299/70-30, 50-860/70-33 4 90-294/70-31 Corrsetlva 
ections'irip level setting on main steam line high radiation 
monitors were recallbr 

OILLELAND. J E. Tennessee Valley Authority 79/01/02 2pp. 


7901260194 DOCKET 50-296 Brown's Ferry Nuclear Power Station. Unit 3 
Forwards IE Insp Rapts 90-299/70-30.50-860/76-33 4 
90-896/70-31 on 781113-17 4 Notice of Violation. 

SUTHERLAND, O. T Region 8. Atlanta, Fuel Facility 4 HateTlcU 

Safety Branch 76/12/07 Spp. 


7901860199 DOCKET 90-896 Brpwn's Ferry Nuclear Power Station. Unit 3 
Notice of 'Violation from tnip on 701113-17. 

« Region 8. Atlante. Fuel Facility 4 Hatariale Safety Branch 
70/12/07 ip 


7901 S60 166 DOCKET 50-896 Brown's Ferry Nuclear Power Station. Unit 3 
IE Insp Rapt 90-299/70-30,90-860/70-33 4 90-296/76-31 on 
791 1 13-17. Honcompliance Tiated:main ttaam line high radiation 
monitor setpoints set too high 

JACK8QN.L.L. Region 3, Atlanta. Fual Facility 4 Materlali 

Safety Branch. 76/12/07 7pp 


7901080180 DOCKET 90-294 Brown's Ferry Nuclear Power Statlan. Unit 3 
FoTWards IE Insp Rapt 90-296/70-20 on 701023-26. No 
noncoMpl lance noted 

LONO. F J, Region S, Atlante. Reactor Operations Nuclear Support 

Branch. TB/ll/Zl, 2pg 


7901020186 DOCKET 90-296 Brown's Ferry Nuclear Power Btetlgn. Unit 3 
IE Insp Rapt 50-296/70-28 on 761083-26 No noncompl iance 
noted Major areas inepected, preparation for refueling (1 
refueling activities 

V0OT~LDhlELL.R. 0, MARTIN, R.D. Region 2. Atlanta, Reactor 
Oparationi Muetaar Support Branch. 70/11/20, Spp. 



DOCKETED ITEMS 


63 


7901100363 DOCKET 80-396 Droyn's Ferry Nuclear Payer Stationi Unit 3 
Foryardt 3 pages of Tech Specs containing surveillance 
raquipement inadvertently omitted from 770S38 Inservlce insp 
t( testing program submittal 

OILLELAND.J E Tennessee Valley Authority 79/01/04 4pp 


7901160347 DOCKET 90-296 Droun's Ferry Nuclear Pouer Stationi Unit 3 
Forwards monthly operating ropt Por Dec 197B 
DEWEA9B. U 0 Tennessee Valley Authority 79/01/10 Ip 


7901160349 DOCKET 30-896 Brown's Ferry Nuclear Power Stationi Unit : 
Monthly operating rept Por Dec 1978 

DEUEABEiO 0 Tennessee Valley Authority 79/01/10 33pp 


7901000130 DOCKET 90-896 Drown 's Ferry Nuclear Power Stationi Unit 3 
Forwards fish impingement rept for fourth quarter of 1978 
OJLLELANDiJ E Tennessee Valley Authority 79/01/23 14pp 


7901080119 DOCKET 90-296 Brown's Ferry Nuclear Power Stationi Unit 3 
Forwards UER 78-033/031.— 0 

FOXiM 6 Tennessee Valley Authority 78/12/23 Ip 


7901080183 DOCKET 90-296 Brown's Ferry Nuclear Power Stationi Unit 3 
LER 70-033/03L-0 an 781134 during’ master refuel test 
instruction! RCIC tripped on overspeed t< we’s inoperable 
Electro-Oovernor-Regulatori Elecbro-Oovernor-Mechanlsm & ramp 
generator were replaced 6 RCIC proved operable 
« Tennessee Valley Authority 78/13/88 8pp 


7901100891 DOCKET 90-896 Brown's Ferry Nuclear Power Stationi Unit 3 
Provides followup Info to 781813 Itr re reportable 
occurrence OFRO-90-296/7833 Cites excessive water leakage 
rate for isolation valve pairs (< describes valve equipment 
FOXiH B Tennoile# Valley Authority. 79/01/04 3pp 


7901170319 DOCKET 90-896 Brown's Ferry Nuclear Power atatloni Unit 3 
Forwardt LER 70-O34/O3L-O, 

FOXiH. 8, Tennessee Valley Authority 79/01/12 ip 


7901230220 DOCKET 50-298 Cooper Nuclear Station 

Notification of 790132-84 meeting in San JoseiCA w/ 
representatives of Hark I owners group to discuss Mark I 
long term program load definition rept 6 related issues H/ 
end agenda 

ORIHESi C I Plant Systems Branch 79/Ol/OS 4pp 


7901180189 DOCKET 90-898 Cooper Nuclear Station 

Forwards App A to Amend 39 of QA Programi wh ich identifies 
exceptions which util proposes to make to "Orange Book " 

Also reiterates previous request to approve revised QA 

program w/eiception of this proposed Section 8 0 

PILANT. J H Nebraska Public Power District 79/01/09 32pp 


7901080898 DOCKET 50-890 Cooper Nuclear Station 

Forwards IE Insp Rept 30-890/78-19 on 781108-09 No 
non comp llance noted 

MADSEN I 0 U Region 4i Dallasi Reactor Operations Nuclear Support 

Branch 78/11/88 8pp 


7901080896 DOCKET 50-898 Cooper Nuclear Station 

IE Insp Rept 50-890/78-19 on 7BliO0-O9 No none omp 1 ianc e 
noted Major areas inspected licensee's emergency planning 
programi instruments l< suppl ieSi dri I Is ti internal audit 
program 

MURRAYiO I HARRISDNiH C i BRONNi 0 D Region 4i Dallas. Reactor 

Operations Nuclear Support Branch 78/11/37 9pp 


7901890044 DOCKET 50-298 Cooper Nuclear Station 

Forwards IE Insp Rept 50-39B/7B-20 on 701188-1201 No 
noncompliance noted 

MAD SEN 1 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 78/18/18 2pp 


7901290048 DOCKET 90-290 Cooper Nuclear Station 

IE Insp Rept 50-398/70-80 on 70IISB-18O1 No noneompllance 
noted Major areas inspected plant operations! design changesi 
spent fuel rack mods L follow-up items 

JOHNSON, E H , BOVTERiN C , MADSEN. 0 L Region 4. Dallas. 

Reactor Operations Nuclear Support Branch 78/18/19 7pp 


7901170283 DOCKET 90-296 Drown's Ferry Nuclear Power Station. Unit 3 
LER 70-O34/O3L-O on 781216 during normal operation! the 
relief valve on discharge of standby liquid control pump 
3A PCV-63-512 was observed to open at wrong set pressure 
Caused by maladjustment of Crosby 1X2 Style JM WK valve 
KRAUSEi L L Tennessee Valley Authority 79/01/12 2pp 


7901040167 DOCKET 90-29B Cooper Nuclear Station 

Forwards IE Bulletin 78-14, "Deterioration of Buna-N 
Components in ASCQ Solenoids " 

BEYFRITiK V Region 4, Dallas, Office of the Director 70/12/19 

Ip 


7901310023 DOCKET 90-297 North Carolina State Unlv PULSTAR Reactor 
flubmlts reportable occurrence on 790115 confinement Fan I 
failed to start When transferred to auxiliary generator, 
smoke was observed from Fan 1 load transfer cabinet Caused 
by fusee openlngi smoke caused by trip coll overheating 
BOHANNON, J R North Carolina State Unlv 79/01/84 2pp 


7901100233 DOCKET 90-298 Cooper Nuclear Station 

Forwards info as requested in NUREO-0312 outlining proposed 
insp plan re planned feedwater noixle insp program for April 
1979 W/lnsp results L summary of repairs made in fall of 
1976 

PILANT, J M Nebraska Public Power District 78/12/87 App 


7901240806 DOCKET 90-898 Cooper Nuclear Station 

Qubmlts Revision 9 of physical security plan Requests plan 
be withhold Iref 10CFR2, 790) 

PILANT, J M Nebraska Public Power District 79/01/32 2pp 


'901170384 DOCKET 50-298 Cooper Nuelear Station 
Provides info on weld cracks on high density fuel storage 
racks identified in Insp Rept 90-890/78-80 The only cracks 
uiero ii> aluminum uelds by the Lackenby Co A apacial work 
procedure was developed to repair critical welds 






7901160149 DOCKET 90-898 Cooper Nuclear Station 

Forwards Nov 1978 Mark 1 containment program activity review 
info, Providee task-by-task summary _ , ^ 

SOBON, L J General Electric Co .Nuclear Energy Products Div, 
79/01/09, ISpp 


7901100895 DOCKET 50-898 Cooper Nuelear Station 
Forwards monthly oper rept for Dec 1978 
LESSORiL C Nebraska Public Power District 


79/01/05 


Ip 


7901100198 DOCKET 90-290 Cooper Nuelear Station 

Requests that OE Rept NEDD-21000r "Mark 1 Containment 
Program-Load Definition Rept" transmitted on 701228 be 
included in facility docket. ,„i„,ii._ 

PILANT. 0 M Nebraska Public Power District 79/01/03 


7901 100897 DOCKET 60-298 Co 
Monthly operating rept fo 
DOREB.R I W.hraekB Puhli 


7901170014 DOCKET 60-298 Cooper Nuclear Station 
Forwards revised list of NRC inspectors who are 
permanent picture badges U discusses procedures 
indoctrinitlon for othor NRC viiiioro W/o onci 
SEVFRIT.K, V. Region 4, Dallas, Office of the 
Ip. 


to be Issued 
«< 

Director 79/01/03 


7901170149 DOCKET 90-898 Cooper Nuelear Station 

Responds to 781189 Hr re containment purging Utility will 
use 3rd alternative or unlimited purging during power 
operation through itandby pas treatment lys ‘*‘*5“**** 

purge Isolation valves t< manual "vsrrlds of 
PILANT, J,M Nebraska Public Power District 


79/01/04 2pp 


WILLIAMS, M 0, Nebraska Public power uiscriec /e/te/xv >|> 


7901120130 DOCKET 90-898 Cooper Nuclear Station 

Forwards LER 78-037/03L-0 n 

LEBaOR, L C Nebraska Public Power District 78/12/27 app 


7901100170 DOCKET 90-298 Cooper Nuclear Station 

Rssponds to 771213 raquast for addl Info re suppression pool 
temp trensients. Earl ier commitmant to supply results of 
plant unique anelysts of parametars as function 
certain dtpressurl na** ’P translanti f 

PILANT, J.M Nebraska Public Power District 79/01/09 ip 


7901120132 DOCKET 50-898 Cooper Nuclear Station 

LER 7a-037/03L-0 on 781801 during normal oparatlon, pressure 
recorder PC-PR-9tSA was found reading full scale (< declared 
inopereble Cause was isolated to a bad amplifier circuit 
boATd 

PHILLIPS, D,L Nebraska Public Power District. 70/18/87 Ip 



docketed items 


7901300104 DOCKET 50-398 Ciiaoar Nuclaar Station 
FoTuaris LER 78'03B/'03L“0 

LESSOHi L C Mebraska Public Power Oietrlct 78712/27 Sff 


790'1300107 DOCKET 50-29B Cooper Nuclear Station 

LER 78-03a/03U-0 on 7B120B durlnfl normal operat lofip one 
Strothers Walls cross connect valve failed to open doting 
mrvelllancB procedure CaoteiJ bv mfg error 
DOAN< P F tlebraela Public Power District 7S/12/27 Ip 


79011&01O3 DOCKET S0-30t Point Daoch Nuclear Plant. Unit 2 
Forward* IE Insp Kept 50-266/7B'aa It 90-301/78-24 on 
7Bllia-17 It Notice of Deviation 

DAVIS. A B Region 3, Chicago. Fuel Facility h Material* Selita 

Draneb 70/12/2B Spp ' 


790I1'&0106 DOCKET 90-301 Point Oeach Nuclear Plant. Unit 2 
Notice of Deviation from Inip on 761113-17 

* Region 3. Chicago. Fuel Facility It Material* Safety Drtnti) 
7a/13/2£i Ip 


7901300116 DOCKET 30~29B Cooper Nucloar Station 
Forward* LER 7B-Oa9/03L-0 

LEESOR.L C Nebraska Public Pouar District 79/01/05 app 


7901300117 DOCKET 50-290 Cooper Nuclear Station 

LER 7a-039/03L-0 on 781206 while parforinlng surveillance 
test after No J diesel generator was out of svc for 
fflainti diesel engine Failed to reach full speed Caused by 
reduced air pr««sora 

LAURENCE. L I Nebraska Public Power District 79/01/05 Ip 


7901030070 DOCKET 50-301 Point Beach Nuclear Plant. Unit 3 
Forwards reeponsas to NRC position PF— 40 thru RF-49 re fire 
protection review in rasponsa to HRC 700614 Itr 
BUR5TE1M. 9 Hleconsin Electric Power Co 78/12/29 73pp 


7901020249 DOCKET 30-301 Point Beach Nuclear Plant. Unit 2 
Hatice of appearance by CA Barth for NRC In precaedlngs 
Certificate of 0vc end „ 

OAriTK. C A Office of the E»ecutlvo Legal Director 70/12/2B 


2pp 


790H&0110 DOCKET 30-301 Point Beach Nuclear Plant. Unit 2 
IE Insp Repts 30-2*6/76-23 I. 80-301/70-24 on 781113-17 
None onp I lance noted emergency call list was inaccurate 1. 
out of date 

AXELSDNi If L r €8010. T H Region 3< Chicago, Fuel Facillku It 

Materials Safety Branch 7B/13/2& tOpp 


7901290040 DOCKET 90-301 Paint Beach Nuclear Plant. Unit 2 
Forwards IE Circular 79-02, "Fallura of 120 Volt Vital AC 
Power Supplies " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/01/11. 
8pp 


7901120100 DOCKET 90-301 Point Beach Nuclear Plant. Unit 2 
Forwards monthly operating rept For Dec 1970 
BURBTEIH. 8 Misconsin Electric Power Co 79/01/09 Ip. 


7901120108 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Monthly operating rapt for Dec 197B 
* tllsconsln Electric Power Co 79/01/04 lOpp 


7901170347 DOCKET 80-301 Point Beach Nuclear Plant. Unit 2 
Grants motion of 1 ic ensee. Intervanor Uakshor# Citliens for 
Safe Energy. NRC t. State of HI saaklng dismissal of 
proceadlng Withdrawal of intervenbr rsmovei all issues 
MILLER, li 6 Atomic Safety and Licensing Board Panel 79/Ol/OB 
Spp 


7901230013 DDCKET 50-301 Point Beach MucIbBT Plant. Unit 2 
Forwards MUREO/CR-0400. “Risk Aisetsment Review Group Rapt 
to tho US NRC" (Lewis Rep t 1. provt d ing reconmendatlon for use 
of risk assessment ovetfiodology I. assessment of HASH- 1400 H/o 

BARTH.C A Office of the Eiecutlv# Legal Director 79/01/11 Ij 


7901000117 DOCKET 30-301 Point Baach Nuclear Plant. Unit 2 
Forwards responses to NRC 7B1206 request for addl info re 
spent fuel storage expansion of facility 

BURQTEIN. S Wisconsin Electric Power Co 79/01/03 23pp 


7901040144 DOCKET 90-301 Point Beach Nuclear Plant. Unit 2 
Forward* LCR 73-012/017-0 

BUR8TEIN. 8 Misconsin Electric Power Co 76/12/28 Ip 


7901040130 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
LER 7B~Ot2/01T-O on 781209 primary loop "A" resistance l*ap 
detector manifold isolatad to replace leaking orifice 
flange gasket Took 2 of 4 ovortemp & overpower temp 
dlffarence channels out of svc Caused by personnel error, 
BURSTEIII.B Misconsin Electric Power Co 7D/1S/22 2pp 


79010S0296 DOCKET 90-302 Crystal River Nuclear Plant. Unit 3 
Discusses NRC visit of 781120-1201 re revlsw fire 
protection program End are lists of staff concerns t< 
revised list of questions originally submitted by NRC on 
761114 

REID.r U Operating Reactors Branch 4 78/12/20 26pp. 


790115006* DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Ad receipt of NRC 7S1220 Itr re license amend fees far 
review of application Disagrees w/deterntnatl on that revlsiiit 
are necessary for each unit Wishes to ifliregard Unit 1 
application 

DURBTEIK.S Wisconsin Electric Power Co 79/01/05 Ip 


7901100136 noCKET 50-302 Crystal River Nuclear Plant, Unit 3 
Responds to 781280 request for info re fire 
protection program Forward* answer* to questions re comblnsd 
fire & security emergency plan. fire brigade equipment. aharsd 
tmergency equipment It operetlon. teatlng. I< maintenance 
BTEhlART.W P Florliia Power Corp 79/01/09 19pp 


7901220097 DOCKET 90-301 Point Death Nuclear Plant, Unit 2 
Respond* to 761 12B Itr re purging during normal operation. 
Need for purging has been limited, but it Is essential that 
capability of In-containment activities at power be 
maintained 

DURBTelM. B HUconsln Electric Power Co. 79/01/16 3pp 


7901100208 DOCKET 90-3Q1 Point Beach Nuclear Plant. Unit 2 
Advises that Cycle * reload will begin on 790406 Discusses 
plans re Cycle 6 reload core Point* out that verification of 
core design will he performed by means of standard startup 
physic* tests 

BURBTEIN.6 Wisconsin Electric Power Co 76/ 12/89 Spp 


7901030277 DOCKET 50-301 Point Beach Nuclear Plant, Unit 2 
Ack receipt of 761102 itr informing NRC of stsps taken to 
correct violations noted during Insp It requests addl Info re 
Item 3 It 4 w/ln 10 day* of receipt of Itr, 

KEPPLER.J 0 Region 3, Chicago, Office of the Director. 79/12/26 

Spp 


7901110350 DOCKET 50-301 Point Boad. Nuclear Plant, Unit 2 
Forwards IE Insp Hepts 5&-26*/7e-ig I, 50-301/78-21 on 
70IOO4-O6 6 24-27 No noncompllance noted. 

-X Facility It Materials Safety 


Plant, Unit 8 
n 7B1004-06 t( 
spec ted. rad tabton 
Inlng. prncedures, 

illby & Haterlalf Bsfaty 


7901080196 ODCKET 50-302 Crystal Rlvar Nuclsar Plant, Unit 3 
Forwards Endnrsement 2 to Polity Binder Xll-39 for FL Power 
Carp policy 

FIELDER. J Marsh I, McLennan. Inc 79/01/02 Ip 


7901190133 DDCKET 50-302 Crystal Rlvor Nuclsar Plant. Unit 3 
Forwards cerifled copies of Endorsement 28 to policy 'NF-9t 
FIEDLER, 0 Harsh It McLennan, Inc. 79/01/19. 2pp 


79012200*0 DOCKET 90-302 Crystal Rlvsr Nuclsar Plant. Unit 3 
Forwards Endorsement 2 to Policy Binder ED-39 for 1979 
advance prenluni of 44,690. 

FIEDLER, J Marsh & McLennan. Inc 79/01/17 2pp 


7901220069 DOCKET 90-302 Crystal River Nuclear Plant, Unit 3 
ForiaardB Endorsement 32 to Policy NF-195 for 1979 advance 
premium of «25B,923.04. 

FlEOLER, tf Marsh f. McLennan, Inc 79/01/17 2pp. 


7901170161 docket 90-302 Crystal River Nuclear Plant, Unit 3 
"OltW 177 Fual Assembly Owner's Group Asymmetric LoCA Leads 
Evaluation Program Outline* evaluation base l< details to 
detarmlne ffiurt specific loads I. component/structural 
evaluations 

» Duk* Power Co. 7e/ll/l0, 9pp. 


7901190081 DOCKET 90-302 Crystal River Nucleer Plant, Unit 3 
Respond* to 780*13 requsst for Info ra guide tube wear, 
TAVLOR.J, H. Babcock t< Wilcox Co, 79/01/02 7pp, 


7901300120 docket 90-302 Crystal River Nuclear Plant. Unit 3 
Responds to NRC 780BD3 Itr, Forwards addl Info re decay heat 
pump— lA sheft failur* U/ancl tech Info Ii tset repts. 

STEWART, W P. Florida Power Corp 78/08/31 7pp 



DOCKETED ITEMS 


7901300121 DOCKET 30-302 Crg»tal River Nuclear Plant, Unit 3 
Ttaif for decag heat humps lA l< IB baseline data bu asternal 
accelerometer Data provides sound basis for future pumo 


analgsls at end of decay heat svc cgcli 
planning * 

* Florida Power Corp 70/OB/3O 42pp 


pump 

to allow for maint 


7901110122 DOCKET 50'302 Crystal River Nuclear Plant# Unit 3 
Ack receipt of 781219 1 tr informing NRC of steps taken to 
correct violations noted in Insp Hcpt S0-30a/7B-39 

LONO, F J Region S. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/02 Ip 


7901300122 DOCKET 30-302 Crgstal River Nuclear Plant. Unit 3 
Decag heat pump 1-A vibration analgsls bg eiternal 
accelerometer Data Indicates faulty operation of bearing 
assembly tc prompted recommendation that bearings be 
replaced 

* Florida Power Corp 78/08/28 45pp 


7901110137 DOCKET 30-303 Crgstal River Nuclear Plant. Unit 3 
Responds to 781201 NRC Itr re violation noted In Insp Rept 
50-302/7B-29 Corrective actions shift supervisors 
instructed to be careful in completing jumper records g. 
monthly review of outstanding jumpers t clearances now dona 
STEWART, W P Florida Power *, Light Co 70/12/19 2pp 


7901060363 DOCKET 30-302 Crystal River Nuclear Plant, Unit 3 
Requests addl info on proposed reactor coolant pump power 
monitor Requests that info be submitted within 30 dags. 
REID. R W Operating Reactors Branch 4 78/12/22 3pp 


7901110149 docket 80-302 Crystal River Nuclear Plant. Unit 3 
Forwards IE Insp Rept 30-302/78-29 on 781106-09 «, Notice 
of Violation 

LONO. F J Region 2, Atlanta. Reactor Dperatlons Nuclear 

Branch 78/12/01 2p 


Support 


7901160028 DOCKET 30—302 Crgstal River Nuclear Plant, Unit 3 
Forwards Amend 17 to DPR-72, oaf etg evaluation t, notice of 

issuance 

REID. R M Operating Reactors Branch 4 79/01/04 2pp 


7901110159 DOCKET 30-302 Crystal River Nuclear Plant. Unit 3 
Notice of Violation from Insp on 781106-09 

RoaclaV Operations Nuclear Support Branch 

75/ 1 1 /3u 1 p 


7901160034 DOCKET 30-302 Crgstal tflvor Nuclear Plant, Unit 3 
Amend 17 to DPR— 72 revising Tech Specs to delete requirement 
to maintain sodium thiosulfate tank operable while it Is 
also required to be isolated, add surveillance to ECCS valves 
h change discharge temp monitoring locations 
REID. R W Operating Reactors Branch 4 79/01/04 40pp. 


7901160038 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
Safety evaluetton In support of Amend 17 to DPR-72 
* Office of Nuclear Reactor Regulation 70/12/04 4pp 


7901110176 DOCKET 30—302 Crystal River Nuclear Plant# Unit 3 
IE Insp Nept 50-302/7B-29 on 781106-09 None omp 1 1 anc o noted 
failure to follow procedures for jumper log 

Region 2. Atlanta# Reactor Operations 
76/11/30 7pp 


DANCE, H C . QUIRK. D R 
Nuclear Support Branch 


7901110156 DOCKET 30-302 Crgstal River Nuclear Plant. Un 1 1 3 
Ack receipt of 781219 Itr informing NRC of stops taken to 
correct violations noted in Insp Rapt 50-302/78-26 

Branch 79/01/03 “"’ip' aperations Nuclear Support 


7901160042 DOCKET 30-302 Crgstal River Nuclear Plant. Unit 3 
Notice of Issuance of Amend 17 to DPR-7a revising Toch Specs 
to delete requirement to maintain sodium thiosulfate tank 
operable while it is also required to be isolated 
REID. R W Operating Reactors Branch 4 79/01/04 3PP 


7901160361 DOCKET 80-302 Crystal River Nuclear Plant. Unit 3 
Summary of 781219 meeting re forthcoming application for 
power Increase Plan to effect increase at start of Cgcls 2 
operations scheduled for mid-June 1979 

NELSON. C C Operating Reactors Branch 4 79/01/05 3pp 


7901170172 DOCKET 30-302 Crystal River Nuclear Plant, Unit 3 
Responds to 781127 request t, forwards review of override 
circuitry at Unit 3 u/ justification for continuous purging 
BTEMARTiU P Florida Power Corp 79/01/10 6pp 


7901180177 DOCKET 90-302 Crystal River Nuclear Plant, Unit 3 
Forwards single failure analysis of the proposed tong term 
ECCS mod for the small break LQCA Par 781107 Itr. forwards 
Oilbsrt Assoclatas 781122 rept "High Pressure Injection 8gs 
Analysis" for plant 

STEWART# W P. Florida Power Corp 79/01/12 4pp 


7901180170 DOCKET 30-302 Crystal River Nuclear Plant, Unit 3 
Hilbert Assoclatas Rept 1998 "High Pressure Injection 8gt 
Analgsls" re p lant. Discusses effect on HP! of opening make- 
up It purification pump discharge headrr valvea 
» Hilbert Associates, Inc HAl-1998 78/11/22. 13pp 


7901110160 DOCKET 30-302 Crystal River Nuclear Plant. 
Responds to NRC Itr of 781129 re violation noted in 
Rept 30 302/70—26 Corrective actions satisfactory 
performance of neit scheduled surveillance procedure 
Indicated corrective action was taken 
STEWART, W P Florida Power Corp 78/12/19 Spp 


Unit 3 
Insp 

SP-132 


7901M016S DOCKET 30-302 Crystal River Nuclear Plant# Unit 3 
Forwards IE Insp Rept 30-302/70-26 on 781023-27 I# Notice of 
Violation 

LONO I F J Region 2. Atlanta, Reactor Bperations Nuclear Suaoort 

Branch 78/11/2? 2p p 


7901110160 DOCKET 30-302 Crystal River Nuclear Plant# 
Notice of Violation from Insp on 701023-27 
a Region 2, Atlanta, Reactor Operations Nuclear 
70/11/29 Ip 


Unit 3 
Support 


Branch 


7901110172 DOCKET 30-302 Crystal River Nuclear Plant# Unit 3 
IE Insp Rept 30-302/78-26 on 781023-27 None otnpl lance noted 
failure to take corrective action on data that was out of 
tolerance 

KELLOOO, P J , OUZTS, J E , FORD, E J Region 2, Atlanta, Reactor 

Operations Nuclear Support Branch 70/11/13 9pp 


7901170399 DOCKET 50-302 Crystal River Nuclear Plant. Un 1 1 3 
Ack receipt of 781229 Itr Informing NRC of steps taken to 
correct vtotatloni noted In Insp Rept 30-302/78-27 

KENNA. M D Region 2# Atlanta. Safeguards Branch 79/01/00 Ip 


7901260080 DOCKET 30-302 Crystal Rlvsr Nuclsar Plant. Unit 3 
Notification of 790123 meeting w/util In Bethesda, MD to 
discuss App 1 Tech Specs 

NELSON, C Operating Raactors Branch 4 79/01/12 2pp 


7901230273 DOCKET 30-302 Crystal River Nuclear Plant# Unit 3 
Forwards "Non-Linear Tima History Seismic Analysis for the 
Crystal River Unit 3 High Density Spent Fuel Storage Racks 
Other info re storaga of spent fuel will ba submitted by 
790201. Affidavit of WP Stewart end. 

STEWART, W P. Florida Power Corp. 79/01/ IB 3pp 


7901230277 DOCKET 30-302 Crystal River Nuclear Plant, Unit 0 
"Non-Linear Time History Seismic Analysis for Crystal River 
Unit 3 High Density Spent Fuel Storage Rads " Oiscusias 
fret standing storage racks, applicable cod ee. standards, 
specs ti acceptance criterion 

« Florida Power Corp NES B1AQ324 70/09/13 30pp 


7901220199 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards IE Circular 79-02. "Failure of 120 Vital Volt AC 
Power Supplies " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/01/16 Ip 


7901130122 DOCKET 50-302 Crystal River Nuclear Plant# Unit 3 
Forwards monthly operating rept for Doc 1978 
STEWART. W P Florida Power Corp 79/01/09 ip 


7901130124 DOCKET 30-302 Crystal River Nuclear Plant# Unit 3 
Monthly operating rept for Dec 1978 
KENNEDY. R. W Florida Pmuor Corp 79/01/01. Spp 


7901090184 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 7B-066/03L— O 

BTEWART.W P Florida Power Corp 79/01/03 Ip 


7901230248 DOCKET 30-302 Crystal River Nuclear Plant. Unit 3 
Reports thet util will utlllie the inssrvlce insp program 
for cede Class 1.2 It 3 pumps k valves for a 20-month period 
which begen 781113, This complies w/8ectton g(4)(lv} of 
iOCFtmo. 33a 

BTEMARTiN P Florida Power Corp 79/01/19 2pp 


7901Q901B7 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
LER 78— 066/03L— 0 on 781208 during Surveillance procedure 
8P-34S. low flow 6 imbalance fan loads woro experienced due 
to unknown cause 

COPPER# J Florida Payer Carp 78/12/29 2pp 



790J090191 DOCfc^ET 50-303 Crijatal aivor Nutlsap Plant. Unit 3 
Foruiards UER 7 a-* 026 / 0 . 1 L -0 suppJ mfa 
BTEWAflT.W P Fiorl'da Pouel' Corp 79/01/03 Ip 


DOCKETED ITEMS 

790139021? DOCHET 50-302 Crystal Plvar Nuclaar Plant. Unit 3 
LER 70-O73/O3L-O on 781820 atmotpharlc tamp Indicator 
rapidly fluctuatad *^/-b F Cause could not be determined 
cooper. 0 Florida Power Corp 79/01/19 3pp 


7901090195 oaCRET 30-302 Crystal River Nuclear Plant. Unit 3 
Lgfl 70-086/091,-0 on 701214 dlFference of more than 2 
standard doviatlone oslstod potWEen preoperatlonal study l« 
operational Study of animal abundance of benthic iy» in 
discharge basin, due to natural variation or sampling mathoda 
» Florida pouer Core 70/12/27 2pp 

7901150107 DOCKET 50-302 Crystal River Nuclear Plunt. Unit 3 

Forwards LER 70-O67/O3L-O 

STEMART. H P Florida Power Corp 79/01/08 Ip 

7901 150109 DDCKET SO-302 Crystal River Nuclear Plant, Unit 3 
LER 70-O67/O3L-O on 701005 noted that "M" relay in sctuatlo.n 
channel cabrnet 2A was stickins Caused by improper relay 
alignment dot to cable stress from incoming J In*, proven ting 
relay reset 

COOPER, J Florida Power Corp 79/01/03 2pp 

79011S0MI DDCRET SO-302 Crystal River Nuclear Plant. Unit 3 

Forwards LER 70-060 /03L—0 

BTEWART. M P Florida Power Corp 79/01/08 Ip 


7901290247 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 70-073/031-0 

BTEWART.H P Florida Power Corp 79/01/84 Ip 


7901290249 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 7a-a79/0'3L-0 on 701230 chemical radiation sampling 
revealed reactor coolant dose equivalent 1-131 eicaadad 
L 0 microcurie par gram Caused by expected tranalqiit tpllee 
COOPER I J Florida Power Corp 79/01/28 3Spp 


79013100S5 DOCKET 50-302 Crystal River Nuclear Plant. Unit .1 
Forwards LER 79-001 /03L-0 

BTEWART.M-P Florida power Corp 79/01/25 Ip 


7901310057 DOCKET 30-302 Crystal River Nuclear Plant. Unit 'l 
LER 79-001/03L-0 on 790101 during operating daily 
surveillance log survey (5P-300>. noted that pressure In •B* 
core flood tank was 630 psi Caused by operator en or durlni 
repress uriiati on 

COOPER. J Florida Power Corp 79/01/84 8pp 


7901150114 DOCKET 30-302 Crystal River Nuclear Plant, Unit 3 
LER 7B'06B/03L-0 on 7B1213 noted that absolute position 
indication for Rod 5. Croup 6 tuas fluctuating 10 to 1554 
caused by several sticking reed switches 
COOPER, J Florida Power Corp 79/01/03 2pp. 


790H2007B DOCKET 50-304 Zion Nuclear Power Station* Unit j 
Intervanor State of IL requests that applicant make seiurlly 
plans for subj facility available CertiFlcate of Ovc end 
SEKULER. S N Illinois, State of 7B/12/il 2pp 


7901160230 DOCKET SO-302 Crystal River Nuclear Plant. Unit 3 
Forwards LFR 70-O69/O3L-O 

BTEWPRT. W P Florida Power Corp 79/OJ/tO Ip 


7901160232 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 7a-069/03L-0 on 781213 whU* performing surveillance 
proc. dure. BDS-OP-a. light did not illuminate 

tested Relay "L” in enginearei saFeguaTds cobfosb C-4 was 
de-energii»d, but stuck plunger was In anergiied position 
CBDFER, d Florida power CbrP 70/12/13 2pp 


7901150251 DOCKET 50-304 Zion Nuclear Power Station. Uiitl 3 
Responds to E Ryan 761180 Itr forwarded by Banator Deyh 
Bayh Informs that applicant's ekpanslon of spent fuel pool 
storage program has been accepted by NEC both from tefetv t 
■nvlron pBrspeCtlves 

ODSSICK.L V Office of the Fuecutlve Director for (Ipera 1 1 one 
78/12/80 3pp 


7901150260 DOCKET SQ-304 Zion Nuclear Power Station. Ihtit 3 
Request NRC consideration of Ryan 78tl20 Hr 
DAVH. B Senate, 78/18/04 3pp 


7901160851 DPCKET 50-302 Crystal River Nuclear Plant. 

Forwards LER 70-O7O/OJL-O 

BTEHART.W P Florida Power Corp 79/01/10 Ip 


Unit 3 


7901160233 DOCKET SO-302 Crystal River Nuclear Plant, Unit 3 
LER Ta-O/O/BSL-O on 791815 low flow ^ . . 

auxiliary bldg eihaust Investigation showed that AHF-HD had 
ejected all blades Caused by possible damage that occurred 
during event 70-O64/O3L-O 

CDOPERiJ Florida Power Corp 79/Ol/QB 2pp 


7901240133 DOCKET 50-302 Crystal Rlvir Nuclear Plant. 

Forwards LER 78-071/03L-0 

STEWART. W P Florida Power Corp 79/01/19 ip, 


Unit 3 


7901240139 DOCKET 50-302 Crystal Rlvar Nuclear Plant, Unit 3 
LER 7B-071/03L-D on 7B12S4 failure of sample pump for 
radiation monitor RMA-6 Caused by worn ti distorted carbon 
v«n«9 pump 

COOPERiiJ Florida Power Corp 79/01/15 app 


7901260141 DOCKET 50-302 Crystal River Nudear 
Forwards LER 7B-072/03L-0 
STEWART, H P Florida Power Corp, 79/01/19 


Pt ant. 
IP 


Unit 3 


7901020101 DOCKET SD-304 Zion Nuclear Power Station. Unlk J 
Responds to 701027 Hr requesting a change to license ko 
Bktend F delta H rod bow penalty curve b equivalent fuel 
power hours clad collapse limits to include higher rrgien 
average fuel burnupi Review to be completed by 790301 
SCHldENCER.A Operating Reactors Dranch I /U/ 1.1/19 


7901020114 DDCKEt 50-304 Zion Nuclear Fouar Btatlon. Uni I .• 
Foruiards revision to proposed license change re flltes 
tasting In response to NRC 7SD321 request to pravlila ayal 
limiting conditisns for operation 1, surveillance 
raquirements for Instelled filter sys 
REED.C Commonwealth Edison Co 78/12/19. 21pp 


7901030091 DOCKET 80-304 Zion Nuclear Power atotlon. 11. H I 2 
Announces revised schedule for ECC8 evalutlon complellan 
date postponed to 790215 

NAUOHTCIN.VI r CommonweaUh Edison Co 70/12/8/ Hep 


7901O9D13B DOCKET 50-304 Zion Nuclear Power fitatlan. U»lt W 
Forwards "Environ Dos* Pathway Study. Bprlng l9//"lall 19 tj» - 
includes measurements of gamma radiation dose from airte.^y 
effluents, t-iai in air milk pathway (. aquatic tritium h 
progress of similar studies at other faeilitlea 
OILLIDM.J R Commonwealth Edison Co 7B/ 12/27 J Itt 


7901260145 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LEW 78-07a/03L-0 on 781227 ‘ d UP 1 ng normal testing sequence of 
reactor bldg charcoal fJJtsr bank, aiathy 1 Iodine removal 
efficiency determined to be less than 99K contrary to Tech 
Spec 3642 Caused by pollutants deteriorating charcoal, 
COOPER. J Florida Power Corp 79/01/17 2pp 


7901090298 aaCKET 30-304 Zion Nuclear Power Btatluii. 16. 1 1 
Requests change te license (i Tech Specs Amend will raao.i 
surveillance requirements for a number of valveb physsiaii,^ 
removed from sys due to plant mod t< correct typogiapMsai 
error 

REEDiC, Commonwealth Edison Co 70/12/32 6pp 


7901290234 DOCKET 50-302 Cnjital Rlvir Nuclear Plant, Unit 3 
Forwards UER 78-074/03L-0 

BTEHART.H P Florida Power Corp 79/01/23 ip 


7901290235 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 70-O74/O3L-O bn 701229, noted that during heat balance 
calculation survaillanc eCaP-312) an escesslv* quadrant power 
tilt aqisted Caused by Impropar selection of tamp channel 
for dalti T cold control 

COOPERjJ Florida Power Corp 79/01/19 2pp. 


7901290814 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 7e-D73/03L-0. 

STEWART. W P Florida Power Corp 79/01/24 ip. 


7901100201 DOCKET 50-304 Zion Nuclear Power 0tatloi». «"ll rf 
Forwards revised pages of Topicel Rept CE-l-A. Revisin', a 
"QA Program " 

TURDAK, H 0 Commonwealth Edison Co 79/01/08 7fP 


7901100213 DOCKET 50-304 Zlqn Nuclear Power Stetiam. 2 

Responds to 781128 t. 29 NRC Itrs Stating that review »l 
containment purging operations it manual bypass ovsersde 
circuitry has been performed Areas of concern design qr 
safety actuation signal circuits t. purge penetrakion «kHw. 
REED.C, Commonwialth Edison Co 79/01/02 9pp 
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7901170S96 DOCKET 50—304 Zion Nuclear Pou/er Statior^ Unit E 
Repts that: due to revised ECC8 analysisi sub j facilitg is 
currently operating u/an FQ limit of 1 06 Revised ECCS 
analysis u/appropr iate Tech Spec change mill be etpedited h 
submitted to NRC for revieu uiithin 3 to 3 ueeks 
REEDiC Commonaiealth Edlsoti Co 79/Ol/JO 2pp 


7901S9021B DOCKET 90—304 Zion Nuclear Pouier Btatiant Unit 2 
aubmits current licensing status list u/changes made since 
781120 submittal 

REED> C Commonwealth Edison Co 79/01/33 9pp 


7901180S69 DOCKET 50-304 Zion Nuclear Pouer Stationi Unit 2 
Notice of meeting on 790118 to discuss revised ECCS 
evaluation 

OLBHAN) L Operating Reactors Branch 1 79/01/11 Ip 


7901310093 DOCKET SO-304 Zion Nuclear Pouier Stationi Unit 2 
Requests continued priority for safety evaluation of N-1 
loop operation Enel memo from Manager of Pouier Supply 
emphasises importance of N-1 operation in unit espendi tures 
REEDtC Commonuialth Edison Co 79/01/23 2pp 


7901040047 DOCKET 50-304 Zion Nuclear Pouer Stationi Unit 3 
Foruarde IE Insp Repts 90-299/78-38 b 80-304/78-20 on 
781118-17 Steps have already been taken to correct item of 
noneompllance 

HINDi J A Region 3i Chlcagoi Safeguards Branch 70/13/33 Spp 


7901040096 DOCKET 90-304 Zion Nuclear Pouer Stationi Unit 3 
IE InSp Rept 90-299/78-28 !< 50-304/7B-3B on 7B1119-17 
Noneompl lanci noted re testing b raaint of security 
squlpment Details uiifchheld (ref 10CFR8 790) 

BELANOER.J L.> HONEUL. J. C . CQOaURNivltl Region 3. Chicago. 

Safeguards Branch 78/12/22 Ip 


7901110032 DOCKET 90-304 Zion Nuclear Pouer Stationi Unit 2 
Forwards IE Insp Rept 30-399/70-27 U 90-304/78-37 on 
781029-27 «< 781108-09 No noneompllance noted 

FIORELLI.O Region 3i Chicagoi Reactor Operations Nuclear Support 

Branch. 78/12/07 2pp 


7901110037 DOCKET 90-304 Zion Nuclear Pouer Btatlom Unit 3 
IE Insp Rept 90-299/78-37 b 80-304/78-37 on 781029-27 b 
781108-09 No noneompllance noted Major areas tnspectsd 
conduct of operatlonsi independent inspiLER b action on 
commi tments 

BOVD.D C 1 KNOP. R. C Region 3> Chlcagoi Office of the Director 
78/12/09 7pp, 


790)290002 DOCKET 90-304 Zion Nuclear Pouer Station. Unit 2 
Forwards IE Circular 79-02. ''Failure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER. J 0 Region 3i Chicago. Office of the Director. 79/01/16 

Bpp 


7901040134 DOCKET 90-304 Zion Nuclear Pouer Station. Unit 2 
Forwards LER 78-07 4/03L-0 

IrlANOKE. N. E Commonwealth Edison Co 78/12/14 Ip 


7901040137 DOCKET 90-304 Zion Nuclear Power Station. Unit 2 
LER 7B-074/03L-0 on 781114. during surveillance level XMTfiS 
2 LT-9S6 b -997 ware found out of tolerance Caused by 
Magnetrol series 82 XMTRB being out of tolerance due to 
instrument drift. 

CAMPBELL. J. Commonwealth Edison Co 78/13/14 Ip 


7901040147 DOCKET 90-304 Zion Nuclear Pouer Btatlon. Unit 2 
Forwards LER 7S-073/03L-0. 

HANDKE.N E Commonwealth Edison Co. 78/12/14. tp 


7901040149 DOCKET 90-304 Zion Nuclear Power Station. Unit 2 
LER 78-073/03L-0 on 701114 level XMTR 2LT-990 wae out of 
tolerencs by 6 7X In ite operating rangei 2LT-991 was out of 
sve due to water In XMTR<DV 22-3-78-141) Magnetrols series 
82 XHTR out of tolsranea due to instrument drift 
CAMPBELL. J. Commonwealth Edison Co. 78/13/14. ip. 


7901230136 DOCKET 90-304 Zion Nuclear Power Statiom Unit 2 
Forwards LER 77-073/03X-1. 

WANDKE.N E Commonwaalth Edison Co 79/01/11 Ip 


7901230139 DOCKET 90-304 Zion Nuclear Powar Station. Unit 2 
LER ZZ-OZS/OOX-l on 771306, during normal operation tha 2B 
staam ganertor leva! indicator 3LT-947 was reading high 
compared to 2 redundant channala Caused by sticking internal 
parts 

BANA8.E. 8 Commonwaalth Ediaon Co 79/01 /OB Ip. 


7901230216 DOCKET 90-304 Zion Nuclear Powar Station. Unit 3 
Forwards LER 7B-028/03X-1 "Update " 

HANDKE.N. E, Commonwealth Edison Co 79/01/11. Ip 


790IS30219 DOCKET 80-304 Zion Nuclear Power Station. Unit 3 
LER-032/03X- 1 on 780323 grab samples not obtained from 4 
Tech Spec rad monitors which were inoperable Caused by 
personnel error 

VAN LAERE, J R Commonwealth Edison Co 79/01/1! 2pp 

7901330209 DOCKET 50-304 Zion Nuclear Power Station. Unit 3 
Forwards LER TS-O/b/OSX-l 

HANDKE.N E Commonwealth Edison Co 79/01/12 ip 

7901230211 DOCKET 90-304 Zion Nuclear Power Statiorii Unit S 
LER 7Q-076/03X— I on 771214 pressure indicator 2P1— 834 was 
reading 60 lb higher than lowest reading channel Caused by 
out-of-tolerance transmitter 2PT-334 
□ANAS. E S Commonwealth Edison Co 79/01/12 Ip 


7901320133 DOCKET 90-308 Kewaunee Nuclear Power Plant 
Notification of 790116-17 meeting in BethesdaiMD re 
revisions to security plan 

MLYCZAK. M M Operating Readtora Branch t 79/01/15 Ip 


7901120018 DOCKET 90-308 Keiaaunee Nuclear Power Plant 

Provides Notice that BA Oast withdraus her name from mall b 
SVC list in proceeding All further correspondence should he 
addressed to U Cordaro. 1413 Hew York Avenuoi Hanitowac. MI 
BAST.S A Lakeshore Citlioni for Safe Energy 78/18/13 Ip 


7901120069 DOCKET 90-309 Kewaunee Nuclear Power Plant 

Responses by intervenors Lakeshisre Cltliens for Safe Energy 
to NRC interrogatories re ASUD questions Asserts that 
licensee evaluation is inadequate since there is no separate 
monitoring of the spent fuel pool 

OASTiS A Lakeshore Citlzons for Safe Energy 70/13/13 Ip 


7901120078 DOCKET 30-008 Kewaunee Nuclear Power Plant 
Requests info re reliability of neutron absorber plate 
proposed for use at facility b why this info has been 
classified proprietary Questions licensee's request for 
payment for documents 

QAST.B A Lakeshore Citiiens for Safe Energy 78/12/06 ip 


7901160003 DOCKET 80-308 Kewaunee Nuclear Power Plant 
Lieonsea rasponso to Interrogatoriss submitted by Hi 
Interrogatories concern radioactive re 1 eaies. Integr i ty b 
burnup of spent fuel Affidavit b Certificate of Sve end 
vlAMEBi E H Wisconsin Public Service Corp 78/12/19 9pp 


7901120228 DOCKET 30-305 Kewaunee Nuclear Power Plant 

NRC answer to interrogatories 1.3. b 3 submitted by State of 
WI Interrogatories pertain to intervener's cantsntlons. 
defective neutron absorber plates b waste from fuel pool 
expansion Affidavits b Certificate of Bve end 4 

□LK8TEAD.H J Office of the Executive Legal Director 78/12/20 

2app 


7901310120 DOCKET S0-30S Kewaunee Nuclear Power Plant 
Motion bij licensee for summary dlspostlen of entire 
proceeding now before A8LD on basis that no genuine issue 
exists b that util Is entitled to requested license amend by 

law 

KEANE, B E, , BAKER. D A Foley b Lardnor 7B/t3/2B 30pp 


7901390339 DOCKET 50-303 
Reaffirms intentloi 
Safe Haven tc expei 
Intervsnors ars pr. 
CORDARO. U Lakeshi 
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7901000314 DOCKET 50-305 Keuaunfr* Nuel«»r Powar Plant 

IE Imp flept 50-305/78-10 on 7ai0li-S0 NoneOispHance notad 
icvtral areas le/in auitiliarv bldg contained radiation area* 
which were not posted 

MILLER, D E Region 3, Chicago, OPflce of the Director 
7B/U/Se epp 


7901100260 DOCKET 90-306 Prairie Island Nuclear Station. Unit 3 
Forieards review b responsas to NRC paeitinns re fire 
protection program in reeponse to NRC 781131 Itr Same 
reeponies are Incomplete pending further evaluation Thai* 
item ulll be closed bg 790303 

HAVER. L 0 Northern States Power Co 79/01/03 39pp 


7901130031 DOCKET 50-305 Keuaunee Nuclear Power Plant 

Porwards IE Insp Rept 90-305/78-30 on 701026-27 No Items of 
nonconp 1 lance noted 

HEISHMAN.R F Region 3, Chicago, Reactor Construction & 

Engineering Support Sranch 78/12/01 2pp 


790116DS39 DOCKET 50-306 Prairie Island Nuclear Qtatlani Unit 3 
Forward* corrected pages for responees origlnallg tubnitled 
on 790102 re NRC evaluation of fire protection plan 
MAYER. L 0 Northarn States Power Co 79/01/09 npp 


7901120039 DOCKET 90-309 Kewaunee Nuclear Power Plant 
IE Imp Rept 50-305/78-20 on 781026-27 No items of 
noncompl iancB noted Major area inspected licensee action on 
IE Circular 78-08 

JABLONSKl.F J , CHQULES. N C . 6PES3AHD. R L Region 3, Chicago, 

Reactor Construction 6 Engineering Support Branch 70/11/29 9pp 


7901170030 DOCKET 90-305 Heuaunee Nuclear Power Plant 

Responds to noncomp llanc e noted In Insp Rept 50-305/78-21 re 
Inservice Imp Progra* Corrective action establishment of 
pump vibration reference values for routlnelg operated 
pumps, 6 revision of Tech Spec re full pump stroke valuis 
JAMES, E H Wisconsin Public Service Corp 78/12/19 3pp 


7901350301 DOCKET 90-309 Kewaunee Nuclear Power Plant 
Forwards IE Insp Rept 50-305/78-23 on 781113-17 No 
noncompllance noted 

FIOREULIiO Region 3. Chicago, Reactor Operations Nuciaar Support 

Branch 70/13/30 2pp 


7901S5030B DOCKET 50-305 Kewaunee Nuclear Power Plant 
IE Imp Rept 50-305/78-32 on 781113-17 No noncompllance 
noted Major areas Inspected reviiw tc audit, plant operations. 

QA program U independant Inep 

CHOilLES.N C Region 3, Chicago, ftaaetor Operations Nuciaar 

Support Branch 78/12/14 Spp 


7901300020 DOCKET 50-306 Prairie Island Nuciaar Station. Unit 3 
Notification of unsatl sfactorg provisions of securttg plan 
Addl commitments must be incorporated prior to retaase of 
sicuritg plan evaluation rept End withheld 
fref 10CFR2 790) 

IPPOLITO, T A Operating Reactors Branch 3 79/01/24 3p f 


7901110061 DOCKET 50-306 Prairie Island Nuclear Station. Unit !7 
Rapts on review of 770521 evaluation of potential 
coneequences of postulated fuel handling accident Ineid* 
containment Requests applicant propose Tech Specs to 
control use of purge 

aCilWENCERi A Operating Reactors Branch t 79/01/0.1 2pp 


79011100B9 DOCKET 50-306 Prairie Island Nuclear Station. Utili 2 
In responea to NRC 701139 Itr, d 1 scues a* plane for 
dealing ui/posslble reduction of effectiveness of automatH 
isolation of contalnmant purge valves 
MAVER.t, 0 Northern States Power Co 79/01/05 3pp 


7901110124 DOCKET 50-306 Prairie Island Nuclear Station. Unit ar 
Forwards "Generic Mechanical ti Tharmal Hgdraullc Daetgn 
for Exxon Nuclear 14x14 Reload Fuel Aitemblles U/Zircalog 
Ouide Tubes for Uestlnghouee 2-Loop Preesuriier Uatar 
neactor* " Withheld iref lOCFn2 790) 

HAVER. L 0 Northern States Power Co 79/Ol/OD Opp 


7901850038 DOCKET 50-305 Kewaunee Nuclear Power Plant 

Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Suppllas " 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/0i/16 

epp 


790I17024B DOCKET 50-305 Kewaunee Nuclear Power Plant 
Forwards monthlg operating rept for Dec 1978 
JAHEB. E H Wisconsin Public Service Corp 79/01/10 ip 


7901170253 DOCKET 50-305 Kewsunee Nuclear Power Plant 
Konthlg operating rept for Dec 1978. 

WALLACE, J J Wisconsin Public Service Corp 79/01/05 4pp. 


7901170170 DOCKET 50-305 Kewaunee Nuclear Power Plant 
Forward! LER 7B-036/03L-0 

JAMES, E H Wisconsin Public Borvlce Corp. 79/01/10 Ip 


7901160210 DOCKET 50-306 Prairie leland Nuclear Station. Unit V 
Respond* to NRC 790103 itr Poruardt evaluation of patintial 
consequences of postulated fuel handling accident Inside 
containment Results indicate charcoal filtration It riqulet# 
to show acceptable coniequsnces 

HAVER. L 0 Northern States Power Co 79/01/12 7pp 


7901260157 DOCKET 50-306 Prairie Island Nuclear Btatlan. Unit 2 
Forwards nonproprietarg version of )(N-NF-79-34 ( NP I . 

HAVER. L 0 Northern States Power Co 79/01/23 3pp 


7901260160 docket 50-306 Prairie Island Nuclear Station. Unit » 
"Oenerie Mechanical 6 Thermal Hgdraullc Deelgn for Niinn 
Nuclear 14X14 Reload Fuel Assembllee w/Zlrcalog Ouidi Tube* 
for Westinghoust 2-Loop Preseurljed Mater Reattori dlufie* 
deiign criteria, analgeee R test resolta. 

COOK. D. J , PATTERSON. J F , NEC HO DOM. M S Exxon Hue liar C* . tnr 
leube of Exxon Corp ) XN-NF-70-34(NP) 78/11/30 I35gp 


7901170174 DOCKET 50-305 Kewaunee Nuclear Power Plant 
LER 70-O36/O3L— O on 781211 containment preesure exceeded 
Tech Spec 3 6. e pressure limit bg 0 05 psig, probabig due to 
an air leak Source will be Identified (< repaired during next 
shutdown 

RUITERiO H Wisconsin Public Service Corp 79/Ol/iO 3pp. 


7901050354 DOCKET 50-306 Prairie Island Nuclear Station. Ifnlt 2 
Responds to NRC 701114 Itr re violation noted in littp flffit 
50-202/78-14 it 50-306/78-15 Corrective actions: retreinlng I. 
retesting of emplogee who was observed in controllid arte 
w/o wearing protective equipment 

WACHTERrL J Northern States Power Co 7S/12/06 Ip 


7901300103 DOCKET 50-305 Kewaunee Nuclear Power Plant 
Forwards LER 78-037 /03L-0 t, LER 79-001 /OlT-0 
JAMES, E M Wisconsin Public Servlet Corp 79/01/24 ip 


7901300106 DOCKET 50-306 Kawiunee Nuclear Power Plant 

LER 7B-037/03L— 0 on 781226 during full power operation,! of 
2 reactor trip breakers would not trip Shaft of trip breaker 
under voltage releg was sticking, which prevented breaker 
trip 

RUITER.O H Wisconsin Public Sirvica Corp 79/01/24, ip 


7901300109 mKET 50-305 Kcuaunte Nuclear Power Plant 

LER 79-OOl/OJT-O on 790110 diesel generator lA was started 
to werifg operability W/ganerator IB out of eve, lA etart- 
run-fallure alarm was racaived, Indicatljig control power 
nfnJpSTS'* '>9 ‘n 16 control cabinet 

RUITER.O H Hifconstn Public Service Corp 79/01/24. ip. 


7901000203 DOCKET 50-306 Prairie Island Nuclear Station. lNiH 3 
Forward 1 IE Insp Rept* 50-208/78-15 6 50-306/70-16 on ZfllOlt 
6 781101-03 b Notice of Violation Notlc# of Violation 
withheld tref 10CFR2 790>, 

HIND, J, A. Region 3, Chicago, Safaguarda Branch 70/13/^ jgi 


790108020S DOCKET 50-306 Prairie leland Nuclear fltation. twig u 
IE Insp Repts 50-288/78-15 b 50-306/78-16 on 7BiO3l-ll0J 
Nftneonip I i^nct nottd in «r*a o# physical barrlari/ 
malnt rt securitg plan Details withheld (ref lOCFfl3 7901 
BELANOER.JL, SCHWAN.C.A, HIND, J. A Region 3. Chlitge. 
Bafeguarde Branch 70/18/04, Ip 


srw *#ww ri AHiiina nuGitar vr 

’’*''** 8O-2B8/70-17 b 50-306/70-17 Ois 
78100S'**91 No Tioncofflp 1 lanca notad 

FIORELLI.O Region 3, Chicago, Office of the DIreelee 

8pp, 




7701030215 DOCKET 50-306 Prairie Island Nuclear Btatlan, Unit 2 
fcw'r** **'*!?*• «»vi.ton 2 to », curl tv plan b conciudSs 
decreaaa tf fectlvenea a of plan Requests 
SiSJoV'i “•withheld (ref 10CFR2 790) ' Mequeici 

n^YERfU 0 Wortham Stataa PotKir Co 7B/iS/29 Ip 


7901080321 DOCKET 50-306 Prairie leland Nuclear Station. Wnlg f 
IE Imp Rapt 50-802/70-17 b 50-306/7B-17 on 781005-31 He 
noncompllance noted. Major areas Inspected' p lent 
opera t i one, radiation protection, main t, pre paratlan fni" 
refueling, ' 

FEIERABEND, C D,. MARNICK, R F Region 3, Chicago. Offici •« 
Director 7S/U/87, 4pp 
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7901110036 DOCKET 50-306 Prairie Island Nuclear Btatlon< Unit S 
Ack receipt of 781206 Itr informing NRC of steps taken to 
correct none amp 1 ianee identified in NRC 781114 Itr 

FlOHELLIiO Region 3i Chicagoi Reactor Operations Nuclear Support 

Branch 79/01/01 Ip 

7901830030 DOCKET 50-306 Prairie Island Nuclear Station, Unit 2 
Feruards IE Circular 79-02, "Failure of 180 Volt Vital AC 
Power Supplies '• 

KEPPLERtJ 0 Region 3, Chicago, Office of the Director 79/01/16 

epp 

79O111OOS0 DOCKET 50-306 Pralrio Island Nuclear Station, Unit 3 
Forwards monthly operating rapt for Dec 197B 
MAVER/L O Northern States Power Co 79/01/08 Ip 


7901110063 DOCKET 50-306 Prairie Island Nuclear Station, Unit 2 
Monthly operating rept for Dec 197B 

HUNSTADi A A Northern States Power Co 79/01/03 Spp 


7901300160 DOCKET 50-306 Prairie Island Nuclear Station, Unit S 
Forwards LER 7B-034/03L-0 

MAyHR, L D Northern States Power Co 79/01/25 Ip 


7901300169 DOCKET 80-306 Prairie Island Nuclear Station, Unit 8 
LER 7B-024/03L-0 on 701226 Loop A steam flow transmitter 

hap drifted such that high steam flow setpoint would 
have occurred at 1 07>10 Ib/h Caused by Instrument drift in 
Barton Model 304 differential preseure transmitter 
HUNSTADrA A Northern States Power Co 79/01/25 Ip 


7901260037 DOCKET 50-309 Maine Vankeo Atomic Power Plant 
Forwards evslustion of VAEC~1160 "Application of Vonkee- 
NREH-Basad Oenerlc PUR ECCS Evaluation Modal to Maine Yankee 
(3 Loop Sample Problem),” submitted 7B0S03 
RElDtR.U Operating Reactors Branch 4 79/01/17 2pp 


7901260039 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Evaluates YAEC-1160 re model for LOCA anal yses. Rep t 
SCCtptshle 

* Yankee Atomic Electric Co 79/01/17 Bpp 


7901050370 DOCKET 50-309 Maine Vsnkee Atomic Power Plant 
Cxpresias concern over accuracy h completeness of info 
submitted to NRC t, stetes that false statements are subj to 
enforcement action, 

DAVIS, J 0 Office of Inspection 1< Enforcement 78/13/06 2pp 


790103001S DOCKET 50-309 Maine Yankee Atomic Power Plant 
Ratponds to NRC 781129 Itr Evaluation begun to justify 
containment purging during plant operation Pending this 
evaluation, purging is limited as renuested Discusses safety 
aetustton signals & containment purge sys at facility 
JOHNSON, W.P. Maine Yankee Atomic Power Co 7B/12/29 Spp 


7901160047 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Bummarg of 781813 meeting w/ME Atomic Power re proposed 
changes to ET8 to delete biological monitoring programs 
((replace e«lstlng limiting conditions for operation per 
natl discharge elimination sya permit W/llst of attendees 
NELSON, C Operating Reactors Branch 4 79/01/03 ip 


7901110106 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Dlseussse corrections to errors Identified In TOOOEE8 
computer cod# Identified errors pertain to fluid velocity 
calculation, gap conductance calculation & solution of axial 
part of heat conduction ttguatlone 

VANDENBUROHi D E Maine Yankee Atomic Power Co 79/01/08 7pp 


7901160165 DOCKET 60-309 Maine Yankee Atomic Power Plant 
Forwards results of steam cooling model study using 
corrected version of TOODEES code Conservatively predicts 
FLECHT low flood rate data 

OROCEtR H Maine Yankee Atomic Power Co. 79/01/15. 10pp. 


790U90OS9 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Notification of mod to axial part of heat conduction 
equation In T00DEE8 code Implementation of mod In top peak 
sample problem case results In change in calculated peak, 
clad temp from 8070 F to 8068 F 

OROCE, R^M Maine Yankee Atomic Power Co 79/01/16 8pp 

7901030088 DOCKET 50-309 Mains Yanket Atomic Power Plant 
Forwards IE Insp Rapt 80-309/78-19 on 7BIO10 
No noncompllanca noted 

BM1TH,0.H, Region 1, Philadelphia, Fuel Facility (c Materials 
Safety Branch. 7B/U/0B Spp 


7901030090 DOCKET 50-309 Maine Yankee Atomic Power Plant 
IE Inep Rapt 50-309/78-19 on 781018 No noncompl lance noted 
Major area inspsetad obtervstlon of licensae conducted 
emergency drill 

DDNALDSON, D , LAZARUS, W , STOHR, J P Region 1, Philadelphia, 
Office of the Director 78/11/06 4pp 


79010B0005 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Ack receipt of 781127 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept SO-309/70-13 

BRUNNER, E J Region 1, Ph 1 lade iph i a. Reactor Dpsratiana Nuclsar 

Support Branch 78/12/14 tp 


7901090011 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Ack receipt of IE Insp Rept 50-309/78—13 on 701010-13 ti 
16-10 No proprietary Info Corrective actions new method to 
identify Tech Spec changes Implemented 

MOQDY,D E Yankee Atomic Electric Co 78/11/37 2pp 


79010B0015 DOCKET 50-309 Maine Yankee Atomic Power Plant 

Forwards IE Insp Rept 50-309/7B-13 on 731010-13 ti 1016-1& *< 

Notice of Violation 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 78/11/06 8pp 


7901030019 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Notice of Violation from insp on 781010-13 U 1016-lB 
* Region 1, Philadelphia, Reactor Operations Nuclear Support 
Branch 78/11/03 Ip 


790I09002S DOCKET 50-309 Maine Yankee Atomic Power Plant 

IE Insp Rept 50-309/78-13 on 1010-13 S< 1016-18 Noncompl ianeo 
noted failure to maintain operating procedures 

LAZARUS. E 'J , MCNATT, T Q . KEIMIO.R R Region i, Philadelphia, 

Reactor Operations Nuclear Support Branch 78/11/03 lipp 


7901030029 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Forwards IE Bulletin 78-14, "Deterioration of Duna-N 
Components In ASCO SolenoidE " 

ORlERiB H Region I, Philadelphia. Office of the Director 
70/12/19 Ip 


7901170204 DOCKET 30-309 Maine Yankee Atomic Power Plant 
Forwards monthly operating rept for Dec 1978 
MOODY.D E Maine Venkoe Atomic Power Co 79/01/18 ip 


7901170207 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Month ly Op era t ing Rept for Dec 1978 

SJOGREN, R M Maine Yankee Atomic Power Co 79/01/12 6pp 


7901030114 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Forwards LER 70-O26/O3L-O 

UOOD, E C Maine Yankee Atomic Power Co 78/12/13 Ip 


7901030131 DOCKET 50-309 Malno Yankee Atomic Power Plant 

LER 70-O86/O3L-O on 781139 one set of relay contacts on one 
of the reactor trip matrix relays would not open Caused by 
failure of CP Clare, mercury wetted relay module, type 
MG2X1011 

ANDERSON, P L Maine Yankee Atomic Power Co 78/12/13 Spp 


7901830235 DOCKET SD-309 Maine Yankee Atomic Power Plant 
Forwards LER 79-001/03L-0 

UDODiE C Maine Yankee Atomic Power Co 79/01/10 Ip 


7901230836 DOCKET 50-309 Maine Yankee Atomic Power Plant 
LER 79-O01/03L-0 on 790103 during routine startup, min 
redundancy not met because Channel A UR log drawer 
de-energlied due to failed detector (i channel bypass keys 
being Inserted in Channel 0 during troubleshooting 
ANDERSON, P L Maine Yankee Atomic Power Co 79/01/10 Spp 


7901330199 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Forwards LER 70-O29/oaL-O 

WOOD.E C Maine Yankee Atomic Power Co 79/01/11 Ip 


7901830803 DOCKET 50-309 Maine Yankee Atonic Power Plant 

LER 7a-OS9/03L-0 on 781336 reactor protection sys Channel C 
variable pressure setpoint for temp monitor/low pressure 
decreased to 1060 pilg. Caused by dirty potentiometer ueed 
for coefficient setting In monitor circuitry 
ANDERSON, P L Maine Yankee Atomic Power Co 79/01/11 Ip 


7901020104 DOCKET 50-311 ealen Nuclear Generating Statiati, Unit 3 
Forwards statement of verification for Amend 43 to license 
app 1 ica t ion 

HlTTLtR L. Public Service Electric h Oas Co of New Jersey 
78/18/21 3pp 


7901170159 DOCKET 50-311 Salem Nuclear Generating Station. Unit a 
Requests Tech Spec variance re boron concentration in boric 
acid 6 injection tanks based on 790113 occurrence reeulting 
In low concentrations 

MtOURAiH U Public Bervico Electric ti Oas Co of New Uersay 
79/01/13 9pp 
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7901230298 DOCKET SO-Ul I Baleffli Nuclaar Oeniirating Btatloni Unit S 
Fnt'uafds safety evaluation !< ElA T* licensee 77lliB Teluest 
for authorl tation to Increase storage capacity nf spent fuel 
storage pool 

SCHUENCERiA Operating BaactoTS Branch 1 77/01/15 Spp 


7901220309 DOCKET 50-311 Oalem Nuc tear Generating Btatloni Unit 2 
Safety evaluation re mod of spent fuel storage pool to 
increase storage capacity Proposed niods ac ceptab lei rad iatlon 
osposure increase to individuals sJould be negligible 
• Office of Nuclear Reactor Regulation 77/01/15 20pp 


7901300027 DOCKET 50-311 SalBoi Nuclear Oenerating Station. Unit 2 
Responds to 7Q1201 Itr U affidavit AW-70-84 by ml thholding 
rept. "Dynamic Analysis of the Reactor Coolant Sys for Loss 
of Coolant Accidents Calen Nuclear Generating Stations 
I h II." (ref lOCPn2 7901 

RARRi 0 D Light Water Reactors Branch 3 79/01/22. 3pp 


79010901SB DOCKET 50-311 Salem Nuclear Generating Station. Unit 2 
Responds to reyuest for addl Info I. foruiards info on single 
failure criteria related to pump seal Info provided uill be 
incorporated into FGAR in amend to application 
MITTL.B L Public Service Electric R Gas Co of New Jersey 
79/01/04 17pp 


7901120207 DOCKET 50-31] Salem Nuclear Generating Station. Unit 2 
Summary of 761315 meeting lu/util 4 Uestlnghouse re 
emergency action levels, tornado missile protection and 
primary coolant sys 

DRDKERICK.A W Light Hater Reactors Drench 3 79/01/03 Upp. 


7701100264 DOCKET 50-311 Salem Nuclear Generating Station. Unit 2 
Foruards reoponse to req^uests for addl Info ra emergency 
action levels (Question IS 9 3 4) Info ulll be incorporated 
into facility F9AR 

HITTL.R L Public Service Electric t. Oas Cb of Nets Jersey 
79/0 I /Oa 2pp 


79O12301T4 DOCKET 50-311 Salem Nuclear Generating Station. Unit S 
Foriuards "Fuel Orld Impact Loads for Baltin Unit No 2“ 

( propr i etary ) . tynops I s of WCAP-72a3inonprapletary> W/cncl 
applications for ulthholdtng AH-79-04 h AW-77-27 
ANOERSON.TN Hestinghouss Electric Corp 77/01/12 2pp 


7901230261 DOCKET SO-311 Salem Nuclear Generating Rtatlon. Unit a 
Foruards “Fuel Grid Impact Loads for Belam Unit No 3“ 

(nonpropr i < tary ) 

ANDERSON. T M UestinghousE Electric Corp 79/01/12 2pp 


7901230S64 DOCKET 50-311 Salem Nuclear Generating Station. Unit 2 
"Fuel Grid Impact Loads for Salem Unit No 2, " Supplements 
NS-TMA— 1976 I. provides maximum fuel grid impact loade from 
seiimlc ti blowdoun forces 

» Uestinghouse Electric Corp 79/01/12 3pp 


7901340330 DOCKET 50-311 Salem Nuclear Oenorallng Station. Unit 2 
Foruards Suppl 3 to facility's SER H/o end 
PARR.Q 0 Light Water Reactors Branch 3 79/01/12 3pp 


7901220101 DOCKET 50-3)1 Salem Nuclear Generating Station. Unit 2 
Foruards response to request for addl info bn QA 1. 
subcompartment analysis. Info uill ha incorporated into FBAR 
In an amend to application 

HITTL.R L. Public Service Electric h Gas Co of Hew Jersey. 
79/01 /te. 33pp 


7901220111 DOCKET 90-311 Salem Nuclear Generating Station, Unit 2 
“Evaluation of the Reactor 'Coolant Byt Considering 
Suhcoicipar tmont Pressuriiatlon Folloulng a LOCA for Unit" re 
■ nt mess distribution code pressures to 

ncrete etructures 
'tc Corp 79/01/12 e2pp 


79011B0389 DOCKET 30-311 Salem Nuclear Generating Station. Unll 3 
Suppl 3 to 8ER ra operating license 

e Office of tfuclear Reactor Regulation NUREO-0917 7D/la/2T 
116pp Available at NT IS 


7901030105 DOCKET 50-311 Salem Nuclear Generating Btatlo-n. Unit 3 
Forwards Suppl 3 to 6ER re application for operatlnp 
license Nine Issues remain outstanding t< 11 Issues are 
acceptable to NRC U/encl 

VAESALLOrD Assistant Director for Light Mater Reactors 
7B/12/2a Ip 


7901220206 DOCKET 30-311 Salem Nuclear Generating Station. Unll a 
Informs that TRADDC Pamphlet 330-30. “ Intarscrvice 
Procedures for Instructional Sys Oevclopment*' referenced In 
NUREO-0219 Is available in microfiche form from NRC 
GEBAM. H J Division Of Document Control 7B/1L/&0' fipp 


7901020111 DOCKET 50-311 Salem Nuclear Generating Station. Unll 2 
Notice of 701221 msetlng to discuss suhj facility fire 
protection program 

PARR.O D Light Mater Reactors Branch 3 78/12/19 Qpp 


7901120032 DOCKET 30-311 Salem Nuclear Generating Station. Unll 2 
Summary of 701221 meeting re fire protection program of 
facility Significant points design must safely shut down In 
cesc of fire In cable spreading room b redundant aafety 
divisions be separated. 

DROHERICK. A M Light Hater Reactors Drench 3 77/01/04 3|p 


7701290397 DOCKET 30-311 Salem Nuclear Generating Station. Unll S 
Notification of 790131 meeting in Salim.NJ w/utll re fire 
protection prograinv 

DROHERICK.A Light Hater Reactors Branch 3. 79/01/19 3fp 


7901160201 DOCKET 50-311 Salem Nuclear Generating Station, Unit 0 
Requests opportunity to review Info from ABEA Inc re 
encapsulattan of spent fuel rods in container of eynthetlt 
corundum 

COLEMAN.A C Affiliation Unknown 79/01/02 Ip 


7901030050 DOCKET 50-311 Salem Nuclear Generating Station. Unii ) 
Foruards IE Bulletin 7B-14. ''Deterioration of Ouna-N 
Componsnte in A8CD Solenoids. ” 

OniER.B H Region 1. Philadelphia. Office of the Dlredsr 
7B/12/19 ip. 


7701180345 DOCKET 50-311 Balen Nuclear Generating Station. Unii a 
Forwards IE inep Rspts 50-272/78-26 li 50-311/78-40 on 701019 
h 781110. No noncompllancc noted 

BRUNNER. E %l Rcgi'On 1. Philadelphia. Rcaclor Qperatloni Huiltir 

Support Branch. 78/12/13 2pp 


7901180332 DOCKET 50-311 Salem Nuclear Generating Station, unit Q 
IE Inep Repts 50-S72/7S-26 h 50-311/78-40 on 7S1015 h 
7B11IB No noncoiepliance noted Major araas Inspected, plant 
tour.QA program, test procedures N comparison of const w/ 
fSAR 

NDRrHOLH.L 6 , NICHOLAS. H.H . KEIHIO.R. R Rap I on 1. 

Philadelphia, Reactor Operations Nuclear Support Branch Tfl/itdt 

IBpp. 


7901020103 DOCKET 50-311 Salem Nuclear Generating Btattgn. Ua|l H 
Forwardc IE I nap Rapt 30-31 1/7B-37 on 7S1010-13 l< 10-19 H* 
noncbmpliance noted 

CARLSON. R. T Region 1. Philadelphia. Reactor Coniiruilltn. % 

Engineering Support Drench. 78/11/07. 8pp. 


79O1Q20109 DOCKET 30-311 Belem Nuclear Generating Btatlaa. tMlf > 
IE Inep Rept 30-311/70-39 on 781010-13 4 18-19. No 
noncomp 1 lane e noted Major areas inspected. work actlvttlei 
for devices to protect against degradation of nambranii la 
primary water tanks 

TOTH.A.O , DURR.J.P., MCGAUGHViRN. Region 1. PhtUd* 1 pb|, 
Reactor Conetructlon 4 Engineering Support Branch '/ff/il/M 
llpp, 


7901020072 DOCKET 50-311 Belem Nucleer Generating Stakten. V<n* t 
Forwards lE Inep Rept 30-311/78-43 on 731108-09. 

No noncompllence noted. 

BRUNNER. E.J Region 1. Philadelphia. Reactor Opeealleai 

Support Branch. 78/11/82. 2pp, **** 


7901020073 DOCKET 80-311 9alem Nuclear Generating Hketlee. lASte « 
IE Inep Rapt 50-311/78-43 on 701108-09, No noncomp Hi he I * 

noted. Ksjor areai Inepectedi preoperational tost of pig* 
supports 4 reetreinte 4 thernel expanaion program 
HIGGINS, J C.. FOLEY, T , CAPHTON, P, L. Region 1. PblUfat|«,. 
Reactor Operattone Nuclear Support Branch. 78/11/22 Ipg *■ 
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7901tlOOOB DOCKET SO-311 Nuclear Qeneratlng Btstloti< Unit S 

FoTUBtdB tE imp flept SO-3li/70--45 on 7eillA-J7 No 
noncoiepl lance noted 

BRUNNERi E 0 Region li Philadelphia* Reactor Operatiant Nuclear 

Support Branch 7B/11/30 2pp 


7901110011 DOCKET 90-311 Salem Nuclear Oaneratlng Station. Unit S 
IE In*p Rept SO-31 1 /7B-t5 on 701116-17 No noncompl iance 
noted Major areai inepected containment integrated leak teat 
procadure (t local leak rate taetlng 

SMITH. T.H . HIOOINS. vJ C . CAPHTON. 0 L Region 1. Philadelphia. 

Reactor Operation* Nuclear Support Branch 78/11/37 Spp 


7901100439 DOCKET 50-311 Salem Nuclear Conerating Station. Unit S 
Forward* lE Insp Rept 90-31 l/7a-44 on 781116 No 
noncompl lance noted 

SHITH.e H Region 1. Philadelphia. Fuel Facilitv tt Material* 

BafatVI Branch 78/13/01 Spp 


7901100441 DOCKET 90-311 Salem Nuclear Oen ere ting Station. Unit 3 
IE In*p Rapt 50-31 1/7B-44 on 761116 No none omp 1 lance noted 
Major area* impacted emergency planning program 
DONALDSON. D. E , BTOHR.U. P Region 1. Philadelphia. Fuel 

Facility ti Material* Safety Branch 7B/11/37 4pp 


7901190353 docket 90-311 Salem Nuclear Oenerating Station* Unit 3 
Forward* IE imp Rapt 50-311/78-48 on 781137-1301 Ho 
noncomptlance noted 

BRUNNERtE J Region 1. Philadelphia. Reactor □peration* Nuclear 

Support Branch 78/13/13 Spp 


7901190261 DOCKET 90-311 Salem Nuclear OaneratlnB Station. Unit S 
IE Jnsp Rapt 90-311/70-48 on 781320-1201 No noncomp 1 lane e 
noted Majpr area* inepacted preoperatlonal toitlng of pipe 
eupport*. reitraints. S< thermal txpanilon. 

FOLEY. T . HIOOINB, J C. . CAPHTON. D L Region 1. Phi ledilphla. 

Reactor Operations Nuclear Support Branch 78/13/12 4pp 


7901100013 DOCKET 90-311 Salem Nuclear 0*tieratltig Station. Unit 2 
Forward* lE Circular 78-19. "Manual Ovarrlde (8ypa«*) of 
Safety By* Actuation Signal* " 

CRIER. B H. Region 1. Philadelphia. Dffica of the Director 
78/12/29 ip. 


7901090163 DOCKET 90-311 Balam Nuclear Oenerating Station. Unit 3 
Forward! raspomt* to reiiueiti Por addl inAo re intervica 
program of pump* i< valve* 

HlTTLiR L Public Service Electric 6 Ca* Co of New Uersey 
79/01/04 193pp 


7901310101 DOCKET 90-311 Salem Nuclear Oenerating Station. Unit S 
Tranecrlpt of 790124 aubcommittae meeting In Mashing ton. DC. 
to develop InfR for coneidaration by full ACRB In license 
application ravleui Pp i-lB9, 

BHEWMAN. P. 0. ACRB - Advisory Committee on Reactor Safeguards 
79/01/34 189pp. 


7901030911 DOCKET 90-313 Rancho Seep Nuclear Oanarating Station 
Raspondi to 7B13i8 Itr re Implsniintation of mod other than 
one described In 7BD88B 8ER for fire protection Since 
□11-flllcd transformer will be ratocabid sufficiently Par 
from cooling water pumps.mod i« accepted 

REID. R H. Operating Reactora Branch 4 78/12/15 Spp. 


7901170161 DOCKET 90-318 Rancho Saco Nuclear Oenerating Station 
"BI<M 177 Fuel Aseebly Owner'* Oroup Asyemmatrlc UOCA Loads 
Evaluation Program " Outlines evaluation baie l< (letails to 
determine more specific load* t. componint/etructural 
•valuations, 

a Duka Power Co, 7B/ll/tO, 9pp 


7901190081 DOCKET 90-313 Rancho Seco Nuclear Oenaratlng Station 
Reapondi to 7B0613 request for info re guide tube wear, 
TAYLOR. U H Babcock t. Mile ox Co 79/01/02 7pp 


7901090091 DOCKET 90-318 Rancho Seco Nuclear Oanarating Station 
Forward* Amend 39 to Llctnte DPR-94 in raspon*# to 761301 
application It raviiee completion data for mod* Intandad to 
Inprova leval of fire protictlon at fad 1 tty. U/*ncI «uppt 1 
to flra protection safety ■valuatldn 

REID.R. M Operating Reactor* Branch 4 76/18/14. 8pp. 


7901090094 DOCKET SO-SIS Rancho Sieo Nuclear Oenerating Station 
Anand 39 to License DPR-54 change* completion date for mod* 
intended to improve level of fire protection at facility. 
REID.R, N. Operating Reactor* Branch 4. 78/13/14 Spp 


7901090099 DOCKET 90-313 Rancho Seco Nuclear Oaneratlng Station 
Safety ivaluetion supporting Amend 39 to Licanee DPR-94, 
Conclude* thet amend doe* not involve ilgnlficant haiard* 
h public eafety will not be »ndBnDcr*d 

REID.R.W, Operating Reactor* Branch 4 76/13/14 7pp 


7901090099 DOCKET S0-31S Rancho Seco Nuclear Ooneratlng Station 
Notice of Issuance of amend to License DPR-S4 
2HETZ10.G D Operating Reactor* Drench 4 78/12/14 Spp 


7901090084 DOCKET 90-312 Rancho Seco Nuclear Oenerating Station 
Forward* Amend 36 to License DPR-94. revl * Ing Tech Specs 
in respotiee to application dtd 780913 a* supp 1 by 781115 
Itr 

REID.R W Operating Reactors Branch 4 7B/13/19 3pp 


7901090089 DOCKET 90-312 Rancho Seco Nuclear Oenerating Station 
Amend 26 to License DPH-54 revising Tech Specs to reflect 
plant operating limit* for fuel iciadlng to be used during 
Cycle 3 

REID.R H Operating Reactor* Dranch 4 78/12/13 30pp 


7901090092 DOCKET 90-312 Rancho Seco Nuclear Oenerating Station 
Exemption granted from provisions of 10CFR90 46(a)' Exemption 
supercedes order for mod of license dtd 7S0721 Facility to 
be operated per procedures fob operator action described in 
licensee's 780414 Itr as supplemented 700421 N 7B0707 
8TELLP. V Office of Nuclear Reactor Regulation 70/12/15 13pp 


7901090101 DOCKET 90-312 Rancho Seco Nuclear Oenerating Station 
Safety evaluation supporting Amend 26 to License DPR-94 
Concludes that amend does not involve significant haiards. 
health l< safety of public not endangered. V activities 
comply u/NRC regulations 

* Office of Nuclear Reactor Regulation 7B/12/19 I'OpP 


7901090109 DOCKET 50-312 Rancho Seen Nuclear Oanarating Station 
Notice of Issuance of Amend 26 to License OPR-94 Amend 
revises Tech Spec* to reflect plant operating limits to be 
used during Cycle 3 fuel loading 

ZVJETZIO. 3 B Operating Reactor* Dranch 4 7B/12/19 2pp 


7901160167 DOCKET 90-312 Rancho Seco Nuclear Generating Station 
Provide* special rept re status of inoperable fire 
protection equipment On 7B1130 failure of engine-pump 
cnupling on diesel-driven fire pump P~996 rendered unit 
inoperable Balt holes had bean elongated &< bolts failed 
RODRIQUEZ. R J Sacramento Municipal Utility District 78/12/16 
2pp 


7901090246 DOCKET 90-312 Rancho Seco Nuclear Oenerating Station 
Describe* actions recipient will take r* problams 
♦xperiencad as part of operational lurvelllance testing of 
Bargen-Pator»on hydraulic enubber* on »*f*ty-ralat*d piping 

*ys 

ENOELKEN. R H Region S. aan Francisco. Office of the Director 

76/12/80 2pp 


7901110039 DOCKET 50-312 Rancho Seco Nuclear Oaneratlng Station 
Approve* rigid itorage of reactor cavity annulus soal plate 
in Its prasont position during evaluation of the safety of 
that option during a pipe break inside reactor vessel 
Requests Certain Info from evaluation 

REID.R M Operating Reactors Branch 4. 78/12/26 3pp. 


7901090233 DOCKET 90-312 Rancho 9eco Nuclear Generating Station 
Provide* addl info on proposed mod* to Clais 2 instrument 
circuit* raquirsd for saf* ehutdown tt cooldown Mod will 
ensure that no design basis fire will esuss complate loss of 
required indication Requests comment by 790219, 

NATTIMOE. J J Sacramento Municipal Utility Dietrlct 79/01/02, Ip. 


7901190064 DOCKET 90-312 Rancho Seco Nuclear Generating Station 
Responds to NRC 7BilS9 Itr requesting info an containment 
purging during normal plant operation & safety features 
actuation ays Purge sy* I* deecribed In section 7.7 of FBAR. 
MATTIMOe. J J Sacramento Municipal Utility District 79/01/04 
2pp 


7901130001 DOCKET 90-31? Rancho Seco Nuclear Oenerating Btatlon 
Forward* IE Intp Rept 50-312/78-21 on 781127-29. No item* 
of noncomp llance noted. 

aFENCER. 0 3 Region 9> San Francisco. Raector CenstTuctien i 

Engineering Support Branch 78/13/07. 2pp 


7901120009 DOCKET 50-312 Rancho Seco Nuclear Generating Station 
IE Insp Rept 90-312/78-21 on 701 127-29, N'P noncomp 1 ian«e 
noted Major area* Inspoetad inservlee Insp pTogram re plan* 
procadures. work in progr* ss. record* 4. audits 

BtBHOP.T VI,. NARBUT.P P. . HAVNEB.Jt C Raglan 9. San Francisco. 

Reactor Construction t< Engineering Support Branch, 78/12/06, Spp 


7901170360 DOCKET 90-312 Rancho Beco Nuclear Generating Station 
Forward* Insp Rept 50-312/78-22 on 781318-21 6 Notice of 
Violation V)/a and 

NOROERHAilOi L. R Region 9. San Francisco. Safeguards Sraneh 

79/Ol/iO 2pp 
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7901220887 DOCKET 50-312 Rancho Seto ((urlean Oentratlng Staklon 
Forward* IE Circular 79-0a> 'Tatlur* of 120 Volk Vital AC 
PctusT Buppllas “ 

ENOELHENi R H Raglan 5) San Francisco. Dffica oF the OlPiclar 
79/01/16 7pp 


7901290306 DOCKET 60-312 Rancho Seen Nuclear OenaratlnB Station 
Ael recalpt of 7fliail Itr informlnj NRC of ttaps taken to 
eorract violations noted in IE Insp Rent 50-312/73-19 on 
761026-27 b 1030 

ENOELKEN.R H fleplon 5p Ban Franclscop Office of the Director 
79/01/84 Id 


7901290304 DOCKET 50-312 Rancho Seco Nuclear Oeneratlng Statlcsn 
Responds to Notice of Violation re Insp on 781056-27 b 1030 
Corrective actions addl training will tie performed b 
Instrumentation will he placed in radiation field during 
high radiation job 

HATTlMOEi J 0 Sacrafsanto hunlcipal Utilitg District 73/12/11 
2pp 


7901290594 DOCKET 50-312 Rancho Seco Nuclear Oaneratlng Station 
Foruards Insp Rept 30-318/78-19 on 701086-27 b 1030 b Notice 
of Violation 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
73/11/21 2pp 


7901S90297 DOCKET 50-312 Rancho Seco Nuclaar Ocneratlng Station 
Notice of Violation from insp on 731026-37 b 1030 
• Region 5. San Francisco. Office of the Director 79/11/81. 
IP 


7901290299 DOCKET 50-312 Rancho Seco Nuclear Oaneratlng Station 
IE Imp Rept 5&-3t2/7a-l9 on 731086-87 b 1030 Noncoispllance 
notniJ 761033 Incident re personnel espasure b failure to 
perforin survtg a* nseessarg 

THOhASiR D . BAIRD. pj Q p BOOK. H E Region S. San Francisco. 

Fuel Facllitg b Materials Safety Branch 73/11/21 6pf 


790122DD72 DOCKET 50-312 Rancho Seco Nuclear Oaneratlng Station 
Forwards monthly operating rapt for Dee 1970 

nODRIOUEZiR J Sacraninto HunUlpel Utility District 79/01/10 
Ip 


7901220075 DOCKET 50-312 Ranchi) Saco Nuclear Oaneratlng Station 
Monthly operating rept for Dec 1973 

CQUOMQQ.R N Sacramento Municipal Utility District 78/18/31 
7pp 


7901230249 DOCKET 50-318 Rancho Seco Nuclear Oaneratlng Station 
Forwards LER 73-017/031.-0 

MATTIMDE. J J Sacramento Municipal Utility District 79/01/18 

Opp 


7901S3D251 DOCKET SD-3tS Rancho Saco Nuclear Qenarating Statian 
LER 7e-017/oaL-0 on 701815 during refuallng ehutdoun. 
blowdown heat transfer punp was started b sys was subjacted 
to sitable water hammer Caused by Incomplete valve lineup. 
COLOMBO, n N Sacramento Municipal Utility District 79/01/12, 
Ip. 


7901840170 DOCKET S0-3IS Rancho Seco Nuclear Oaneratlng Station 
Forward* LER 70-01 a/03L-0 

MATTIMQEiU J Baeramento Municipal Utility District 79/01/15, 8pp. 


7901240172 DOCKET BO-318 Rancho Seco Nuclear dinarattng Btatlen 
LER 78-0ia/03L-0 on 781221. while Increasing power after 8nd 
refueling outagei the “A" flow indicator was unusually steady 
b spurious alarms were racelvad Caused by oparator error In 
valving out one leg of "A" loop tranpinitler, 

COLOMBO. H W Saeramento Municipal Utility District, 79/01/15. 
Ip 


7901240190 DOCKET 50-312 Rancho 8ece Kuclear Oenaratlng Btatlon 
Forwards dstalls of 731205 uater hanwner. submitted to NRC at 
HO 76-17 on 790112 Nhlle adding water to epent fuel pool 
borated water storage tank. operator failed to notice 
abnormal ey» Unaup 4 supporte damaged 

MATTIMOE.U ^ eacramento Municipal Utility District. 79/Ol/lS. ip 


790U70178 DOCKET 50-313 Arkansas Nuclear One. Unit 1 

Confirms telecon of 790103 Cost to provide emergency power 
source for 4 smoks dsteetors in dlessl gsnerater fuel 
storage tank Is eicisslve They have slsctric supervision 
b ara alarmed in control room Reyuest exemption 
MILLIAMSi D. H Arksnsas Power b Light Co. 79/01/10 8pp 


7901160155 DOCKET 50-313 Arkansat Nuclear One. Unit 1 

Forwards copies of proposed revliion to tnduitrtel security 
plan did 780510 per rcyulreminti of 10CFR73 SS. Plant 
withheld Iref 10CFB2 790) 

kllt.t.1 AH3i D H Arkansas Power b Lkght Co 79/01/11 Ip 


7901240205 DOCKET 50-313 Arkansas Nuclear One, Unit 1 

Forwards info for NRC review of fire protection BER Intend* 
to provide deluge sys for cable spreading room b hallway 
Rayuastt eipediticius review since outage it in progress b 
mod work can be dens kJ/7 drawings In Central Filet 
WILLIAMg.D H, Arkansas Power b Light Co 79/01/lB 17pp 


7901170161 DOCKET 80-313 Arkansat Nuclear One, Unit 1 

"BbW 177 Fuel Assembly Owner's Group Asymmetric LOCA Loads 
Evaluation Program “ Outlines evaluation base b details to 
determine mero tpeeifle load* b component/structural 
evaluations 

* Duks Power Co 76/11/10 9pp 


7901190081 DOCKET 50-313 Arkansas Nuclear One. Unit 1 
Respond* to 730613 ri4uett for info re guide tube wear 
TAYLOR. J H Babcock b Wilcox Ce 79/01/08 7pp 


790103D026 DOCKET 50-313 Arkantae Nuclear One. Unit 1 

Respond* to 7B1220 talecon b states that feeder breaks from 
fscllltles to &U2 are positioned such that no loads art 
autometlcally transferred to BUS. which will be malnteinid 
until anelysi* is computed b item Is resolved 
MtLLIAMBi D H Alabama Power Co 70/18/20 tp 


7901150076 DOCKET 50-313 Arkansas Nuclear One. Unit 1 

Responds to NRC 701189 Xtr re proposed Tech Specs b schedule 
for justification of unlimited purging Applicant will submit 
required Info no later than 790801 

WtLLIAhSi D H Arkansas Power b Light Co 78/12/89 Ip 


7901 1 SO 105 DOCKET 50-313 Arkansas Nuclear One. Unit 1 
Requests fornal approval of end final diagram b mod re 
replacement of flew restricting orifices w/manusl glob* 
throttling valves, 

WILLIAMS.D H Arkansas Power b Light Co 79/01/03, 3pp 


7901190040 DOCKET 80-313 Arkansas Nuclear One. Unit 1 
Forwird* revised list of NRC inspectors to be issued 
permanent non-employee. no-eseort-requlred picture badge*. 

U/o list. 

BEYFRIT.K.V Region 5. Sen Francisco. Office of the Director ' 
79/01/09 Ip 


7901890348 DOCKET SO-313 Ark ansa* Nucleor On*. Unit 1 
Forward* Amend 36 to License DPn-51 b safety evaluation 
flElO.R M. Operating Reactors Branch 4 79/Ol/lt Spp 


7901890345 DOCKET ‘ 50-313 Arkansas Nuclear One. Unit 1 
Amend 38 to License DPR-51 changing Tech Spec* re use of 
special nuclaar matl at reactor fuel 

REID.R M Operating Reactors Branch 4 79/01/11 6pp 


7901890347 DOCKET 50-313 Arkansas Nuclear One. Unit 1 
Safety evaluation supporting Amend 33 to Llctnst DPR-5t 
Amend does not Involve significant health or safety issue 
« Office of Nuclear Reactor Regulation 79/01/11 Spp 


7901890056 DOCKET 50-313 Arkansat Nuclear One. Unit 1 
Forwards Amend 39 to License DPR-Sl b safety evaluation 
REID.R M Operating Reactors Branch 4 79/01/18. app 


7901290066 DOCKET 30-313 Arkansas Nuclear One. Unit 1 

Amend 39 to Lictntt DPR-31 authoriilng deletion of tedtum 
tbloeulfata from reactor spray bldg allowing InstaUation of 
ortfle* in line between sodium hydroxide tank b borated 
water storage tank 

REIDiR W Operating Reactors Branch 4 79/01/18 Bpp 


7901890039 DOCKET 50-313 Arkansas Nuclear One. Unit 1 

Safety evaluation in support of Amand 39 to License DPR-Sl 
REID. R, W. Operating Reactors Branch 4 79/01/18 7pp 


7901840136 DOCKET 50-313 Arkansas Nudtar One. Unit 1 

Forward* proposed change to Tech Specs for steam gensrator 
tube eurvilllanc* Chang* will improve inapt by increasing to 
iOOK the sample sit* from problem area b conducting inept 
based on previous Insp results Forwards Class III fe* 
CAVANAUOH. N. Arkansas Power b Light Co 79/01/19. 7pp 


7901240215 DOCKET SO-313 Arkansas Nuclear On*. Unit 1 
Responds to raquist re conformance to general design 
drlteria 17 re Unit S containment spray actuation RO 
Analysis determines no cases that hava unacceptable Voltagtl 
at safety but** 

IflLLIAHe. D. H Arkansat Power b Light Co 79/01/19 Spp 


7901040166 DOCKET 50-313 Arkansas Nuclear On*. Unit 1 
Forwards IE Bullatln 78-14. ''Deterioration of Buna-N 
Components in ASCO Soitnolds " 

BEVFRIT.K V Region 4. Dalles. Office of the Director. 7«fL4fi» 

ip. 
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79O117036S DOCKET 90-3t3 Arkansas Nuclear One. Unit t 

naquastt approval of mod to 771019 request for waiver Hod 
allous one-time relief from Insp of noiile welds which 
vendor claims were not etamlned per ASHE Code Section II 
tilLLIAHSi D H Arkansas Power t< Light Co 79/Ot/lO 3pp 


7901840168 DOCKET SO-313 Arkansas Nuclear One. Unit 1 
Forwards response to unresolved Items re Inservice insp 
prooram from 7Blll5-i meetings. Provide s list of valves 
requiring inservice testing & justification for deleting 
eerteln valves from the insp program 

WILLIAMS. 0 H Arkansas Power ti Light Co 79/01/15 81pp 


7901SS0164 DOCKET 50-313 Arkansas Nuclear One. Unit 1 
Forwardt monthly operating rept for Dec 1970 
WILLIAMS. D H Arkansae Power $i Light Co 79/01/12 Ip 


7901290U9 DOCKET 90-313 Arkansas Nuclear One. Unit 1 
Monthly operating rept for Dec 1970 

SHIVELY. C N Arkansas Power 8< Light Co 79/01/18 9pp 


7901300110 DOCKET 50-313 Arkansas Nuclear One. Unit 1 
Forwards Impingement monitoring data for Dec 1970 
WILLIAHO. 0 H Arkansas Power «< Light Co 79/01/8& SOpp 


7901240134 DOCKET 90-313 Arkansas Nuclear One. Unit 1 
Forward* LER 78-031/03T-0 

WILLIAMS. D H Arkansas Power U Light Co 79/01/iS Ip 


7901840199 DOCKET 90-313 Arkansas Nuclear One. Unit 1 

LER 78-031/03T-0 on 701814 barrel test on emergency escape 
hatch C4 U personnel hatch C2 not performed as scheduled 
Caused by scheduling error due to responsibility change 
from one supervisor to another 

SHIVELY, C N Arkansas Powei' U Light Co 79/01/19 4PP 


790124DI97 DOCKET 90-313 Arkansas Nuclear One. Unit 1 
Forwards LER 78-032/03T-0 

WILLIAHO. D H Arkansas Power Light Co 79/01/17 Ip 


7901840201 DOCKET 90-313 Arkansas Nuclear One, Unit 1 

LER 76-033/03T-0 on 781210 during semi-annual survall lance 
taat on smergency escape hatch, containment integrity was 
violated Caused by personnel error 

BHIVELYtC N Arkansas Power L Light Co 79/01/17 4pp 


7901030044 DOCKET 90-319 Donald C Cook Nuclear Power Plant. Unit 1 
Requeete addl info re evaluation of axial power distribution 
nonltorlng sys & potential ECC8 reliability improvements 
after 1 yr of operating experience 

BCHWENCER, A Operating Reactors Qranch 1 70/12/20 3pp 


79O1030066 DOCKET 90-319 Donald C. Cook Nuclear Power Plant. Unit 1 
Forward* raiponsa to quastions in 701107 Itr from A 
Behwancar re addl Info on containment sump test Sump mod it 
tsntatlvsly ichsduled for first t< fourth refueling outage 
for Unit 2 h Unit 1. respectively 

MALONEY, 0 P Indiana t, Michigan Power Co 70/12/89 17pp 


7901100406 DOCKET 90-315 Donald C Cook Nuclear Power Plant, Unit 1 
Forwardt request for addl info re spent fuel pool capacity 
•xpanelon Riiponse requested by 790119 

eCHWENCER.A Operating Reactors Dranch k 79/01/02 9pp 


7901180093 DOCKET 50-319 Donald C Cook Nuclear Power Plant, Unit 1 
Ack receipt of 770321 k 770930 evaluation of postulated 
fuel handling accident inside facility containment Requests 
submittal of proposed Tech Spec citing 0-s containment 
Isolation valve closing time 

BCHWENCCR, A Operating Reactors Branch 1 79/01/03 2pp 


7901290079 DOCKET 50-319 Donald C Cook Nuclear Power Plant, Unit 1 
Farwardc notice of proposed Itiuance of amends to licenses, 
re 781182 application to increase spent fuel storage 
BCHWENCER.A Operating Reactors Dranch 1. 79/01/03 3pp 


7901890080 DOCKET 90-319 Donald C Cook Nuclear Power Plant, Unit 1 
Notice of proposed Issuance of amende to licenses to 
Increase epent fuel sotrage capacity 

eCHWENCER.A Operating Raactor* Branch 1. 79/01/03 4pp 


7901100234 DOCKET 50-319 Donald C Cook Nuclaar Power Plant, Unit 1 
Rstpondt to NRC 781820 Itr ra containment purging 
during normal plant operation. Provides justification for 
unrestricted purging. Requests NRC review Tech Spec change 
request rspidly 

TILLIN0HA6T, J. Indiana t< Michigan Power Co 79/01/04. Opp 


7901290260 DOCKET 50-319 Donald C Cook Nuclear Power Plant, Unit 1 
Submits t hermal-hydraul 1C analysis for spent fuel storage 
capacity expansion program Fee remitted to NRC on 701821 & 
required structural analysis will be submitted at later 
date 

TILUINOHAST, J Indiana l< Michigan Power Co 79/01/8B 9pf 


7901260149 DOCKET 90-315 Donald C Cook Nuclear Power Plant, Vnlt 1 
Forwards overpressure protection system Tech Specs 1, check 
for 44,400 00 Believes these specs could potentially require 
addl reporting w/o improving high safety level in any way 
T1LL1NQHA8T, V Indiana Sc Michigan Power Co 79/01/83 13pp 


7901000202 DOCKET 50—319 Donald C Cook Nuclear Power Plant, Unit 1 
Forwards IE Insp Rept 50-319/78-34 L 50-316/70-34 on 7B10I6- 
1106 No noncompi iance noted 

FIORELLIiO Region 3, Chicago, Reactor Operations Nuclsar Support 

Branch 7B/11/29 2p p 


7901080291 DOCKET 50— 3i5 Donald C Cook Nuclear Power Plant. Unit 1 
IE Insp Rept 90-31S/7Q-34 b 90-316/78-34 on 781016-1106 No 
noncomp 1 lance noted Major areas Inspected securi t y . ma Int, 
design changes, records contrpl.LERO t< action on insp 
finding s 

BAKER, K R Region 3, Chicago. Office of the Director 78/11/27 

6pp 


7901000829 DOCKET 90-319 Donald C Cook Nuclear Pouier Plant, Unit 1 
Forwards IE Insp Repts 90-315/70-33 b 90-316/78-38 on 781101 
-03 No nencomptianee noted 

HIND, d A Region 3, Chicago, Safeguards Dranch 70/12/80 app 


7701000232 DOCKET 90—315 Donald C Cook Nuclear Power Plant, Unit 1 
IE Insp Repts 90-319/78-33 b 90-316/78-32 on 781101-03 
No none ompl iane B noted Major areas inspected security 
organliation training b qualification Details withheld 
<ref 10CFR2 /90) 

CREED, d R , HOWELL, d C Region 3, Chicago, Safeguards Dranch 

7B/12/1S Ip 


790tlS0282 DOCKET 90-319 Donald C Cook Nuclear Power Plant, Unit 1 
Responds to NRC 781221 Itr re violations noted In Insp Repts 
90-319/78—89 8< 30-316/70—87 Corrective actions withheld (ref 
10CFR2 790> 

DOLAN, d E American Electric Power Co . Inc 70/18/21. Ip. 


7901890022 DOCKET 90-315 Donald C Cook Nuclear Power Plant, Unit 1 
Forwards IE Circular 79-02, "Failure of 180 Volt Vital AC 
Power Qupplles " 

KEPPLER, J. 8 Region 3, Chicego, Office of the Director 79/01/16 

Bpp 


7901170240 DOCKET 30-315 Donald C Cook Nuclear Power Plant, Unit 1 
Forwards monthly operating rept for Dec 1978 
8HAULER, D. V Indiana b Michigan Power Co 79/01/10 tp 


7901170249 DOCKET 90-315 Donald C Cook Nuclear Power Plant, Unit I 
Monthly operating rept for Dec 1970 

OILLETT, M T Indiana b Michigan Power Co 79/01/03 t2pp 


7901190139 DOCKET 50-315 Donald C Cook Nuclear Power Plant, Unit 1 
Forwards LER 78-064/03L-0 

OHALLERiD. V Indiana b Michigan Power Co 79/01/09 tp 


7901190137 DOCKET 90-315 Donald C Cook Nuclear Power Plant, Unit 1 
LER 70-O64/O3L-0 on 781814 during eurvelllance noted that 
position of rod M-8 was greater than allowable 18 step 
limit Caused by maladjustment of variable shunt resistor 
contained ' 



DOCKETEtf ITEMS 


7'901Sa01S7 DOCKET 30-315 Dnnald C Cook NuelooT Pouor Plant. Wnlt 1 
LER 70-O42/D3X-1 on 7B071O durlns itartop tisfcinu.flui eiap 
mpasuremont ua» not pi"oc«»»»() -dUTinj ipecifiod tin* Unit 
Though fill! map uao otitainedilt ual not proeaBiei! dut to 
(Change tn. manpouer requlranents 

BEILMAHjT P Indiana t. Klthlgan Pouer Co 79/01/lA 3pp 


790122013a DOCKET 30-31B Donald C Cook Nuclear Power Plant, Unit 1 
LER 7B-Oi5/03L-0 on 781229 Indication for pressurlier level 
channel 2 deviated appro i 5X from other 3 channel* Cauaed fig 
gae pocket in ien*lng line 

BEILMAN.T P Indiana & Michigan Power Co 79/01/!i ip 


7901220137 DPCKET 30-315 Donald C Cook Nuclear Power Plant, Unit 1 
LER 7B-0ii.6/03L-D on 7Bi229 during routine startup, rod 
poifitlon A ncj i-ci t i Drt fer To-di f-4<D“6 U K-'A e-sciedtd IS 
limit of Tech Spec* Caused fig drift of signal conditioning 
modules ,,, , 

BEILtlAN.T P Indiana & Michigan Power Co 79/01/16 Ip 


7901290197 DOCKET 50-313 Boivald C Cook Nuclear Power Plant. Unit I 
Forward* UEFt 7B-067/03L-0 *r LER 7B-O60/O3L-O 
BWALLEH.D V Indiana & Michigan Powar Co 79/01/19 kp 


7901890301 DOCKET 30-313 Donald' C Cook Nuelaar Power Plant. Unit I 
LER 7B-067/03L-D on 761223 during routine lurvelllance teat 
on solid state protection sgspievcral Logic functions in 
Train B tested unia(t Isfa c tori ly Teit cardfModel 6056033001) 
had failed hue* replaced 

BEILMAN. T P Indiana t> Michigan Power Co 79/01/19 Ip 


7901290203 DOCKET 30-315 D(onald C Conk Nuclear Power Plant. Unit 1 
LER 7B-0AB/O3L-0 on 761221 during rapid power reduction free 
lOOX to 74X aiial flu« difference was forced outside target 
band epeclPied fig Tech Spec* Inadvertent feed pump turbine 
trip necessitated load reduction to prevent trip 
CHADUELL'H M Indiana fc Michigan Power Co 79/01/19 ip 


7901030044 DOCKET 50-316 Donald C Cook Nuclear Power Plant. Unit 2 
nBq,uest* addl info re evaluation of ailak power distribution 
monitoring *«* & potential ECC3 reliability improvonanti 
after 1 yr of operating eiperlence. 

BCHVJENCER.A Operating Reactor* Branch 1 7B/12/20 3pp 


7901030066 DOCKET SO-316 Donald C Cook Nuclear Power Plant. Unit 2 
Forwards response to (^uestiohs in 701107 Itr from A 
Bchuencer re add! Info on containment sump teit Sump aiod k* 
tentatively icheduted for first (< fourth refuiling outage 
for Unit 2 L Unit I . respectively 

KAUDN'EYi O P Indiana 6 Mlehigon Power Co 78/18/29 17pp. 


7901100834 POCKET 50“316 Donald C Cool Nuclear Power Plant. Unit 2 
Responds to NRC 7B122B Itr ra containment purging 
during normal plant operation Provtdei jgetif I cation for 
unrestricted purging Requesti NRC review Tech Spec change 
request rapidly 

TILLINOHAST. J Indiana b Michigan Power Co 79/01/04 Bpp 


7901100406 DOCKET 30-316 Donald C Coot Nuclear Power Plant. Unit 2 
Forwards request for addl info ra spent fuel pool capacity 
espansion Response requested by 7901J9 

BCHUENCER. A Operating Reactors Branch i 79/01/08 3pp 


7901280079 DOCKET 50-316 Donald C Cool Nuclear Power Plant. Unit 2 
Foruarde notice of proposed iieuance of emenile to licenses, 
re 761122 application to increase spent fuel storage 
BCHUENCER. A Operating Reactore Branch I 79/01/03 2pp. 


7901230080 DOCKET 80-316 Donald C Coot Nuelaar Power Plant, Unit 2 
(Notice of propoetd Issuance of amends to licensee to 
Incraase spent fuel lotrage cepaclty. 

BCHUENCER. A Operating Reactors Branch 1 79/01/03, 4pp 


7901260149 DOCKET 50-316' Donald C Cook Nuclear Pouar Plant. Unit 8 
Foruarde everprasevri pratacilo-n syetem Tech Specs (. checic 
for 94. 400 DO Ballivei these specs could pstenttally require 
addl raporting u/o Improving high safety level In any way 
TILLINDHABT. J Indiana h Michigan Power Co 79/01/83, 13pp, 


7901290860 DOCKET 80-316 Donald C. Cook Nuclear Power Plant, Unit 2 
Submita tlisr(na l-hydraiil tc analysis' for spsnt fuel storage 
capacity eipanilon program Fee remitted to NRC on 701381 U 
required structural analysis util be submitted at later 

date 

T1LLIN0HA9T. vi. Indiana ((Michigan Power Co 79/01/28 ?pp. 


7901280044 DOCKET 90-316 Donald C Cook Nuclear Power Plant. Unit 2 
RaVtewad 7B0920 Hr re contatnmant terrptrature b pressure 
raaponse to postulated steAmllna break Requests addl info by 
790S0S. 

SCHUENCER. A Operating Reactore Branch 1 79/01/09 4pp, 


79010BD889 DOCKET 30-316 Donald C Cook Nuclear Power Plant. Untl 8 
Forwards IE Insp Rept* 30-319/70-33 b 50-316/7B-32 on 731101 
-03 No noncompliance noted 

NlND. J A Region 3. Chicago. Bafaguards Branch, 7B/12/20 Syp 


7901080232 DOCKET 90-316 Donald C Cook Nuelaar Power Ptenti Unit f 
IE Insp Repts 90-313/78-33 1. 30-316/70-32 on 781101-03 
No noneomp 1 lance noted Mejor areas Inspected security 
organl lalton training b qualification Details withheld 
(ref 10CFR2 790) 

CREED, J R . HOUELL.J C Region 3. Chicago. Bafeguaris araect 

78/12/13 Ip 


79010B0282 DOCKET SO-316 Donald C Cook Nuclear Power Plant. Unit 3 
Foruards IE Insp Rept 50-313/70-34 b 90-316/70-34 on TBtOlfi- 
1106 No noncompl lance noted 

FIORELLI.O Region 3. Chicago. Reactor Operations Nuc liar -Bvfiirl 

Branch 78/11/89 app 


7901080291 DOCKET SO-316 Donald C Cook Nuclear Power Plant. Unit 3 
IE Insp Rept 30-315/70-34 b 90-316/70-34 on 701016-1106 Ha 
noneomp 1 lane e noted Major areas inspected securltyimalivl. 
design changes, records control. LER0 b action o(n insp 
findings 

BAKER.K R Region 3. Chicago. Office of the Dlraetor 7S/11/I7 

6pp 


790IIB02S2 DOCKET 90-316 Donald C Cook Nuclear Power Plant. Ihnib 1 
Reeponds to NRC 701881 Itr re violations noted In Insp (Rept* 
30-315/70-29 & 90-316/70-27 Corrective action* withheld (ref 
lOCFRa 7901 

DOLAN. J E American Electric Power Co , Inc 70/12/21 If 


790139D088 DOCKET 30-316 Donald C Cook Nuclear Power Plant. Unit 2 
Forward! IE Circular 79-02. "Follure of 120 Volt Vital AC 
Power Bupp lias “ 

XEPPLER. J C, Region 3, Chicago. Office of the Director 79/91/16 

app 


7901000280 DOCKET 30-316 Donald C Cook Nuclear Pouier Plant. Ihkll 2 
Forwards Imp Rept 50-316/70-33 on 701101-03 No 
noitconpl lane e noted 

FlDRELLIiO, Region 3. Chicago. Reactor Operations Hucleer Syffl't 

Branch 70/12/20 2pp 


7901000886 DOCKET 90-316 Donald C Cook Nuclear Powar Plant. Urll 1 
IE Insp Rapt 50-316/70-33 on 701101-03 No non(c ompl lenca 
noted. Major area* Inspacted compliance u/llmitlng conditions 
for opeTablon. Implimintatlan of surveillance test prograa b 
procedure change control 

MABSE.B E . STREETER, J F , LITTLE, W 8 Region 3, Chlcif*. Orfjci 
of the Director 70/18/13 Spp 


7901290271 DOCKET 30-316 Donald C Cook Nuclear Power Plant, Unll 2 
Foruarde Insp Rept 50-316/78-33 on 701129-1201 b Notice of 
Violation 

HIND. J A Region 3. Chicago. Bafeguards Branch 79/01/18 fff 


7901290872 DOCKET 50-316 Donald C Cook Nuclear Power Plant, Utill > 
Notice of Vlokatlon from insp on 701129-1201 
a Region 3. Chicago. Safeguard* Branch 79/01/09 If 


7901290273 DOCKET 90-316 Donald C Cook Nuclear Power Plant. Unll 8 
IE Ineg 30-316/70-33 on 701129-1201 Noneomp 1 lance noted! 
improper procedure used In completing Form NRC-742 re 
■ pedal nuclear mitl handled by licensee 

FINLEYtA 0 > HIND.J A Region 3. Chicago. Bafeguardt Irencb 

PATTERSON. J. P Region 3. Chicago, Office of the Dlrecter 
79/01/09 Ip 


7901170270 DOCKET 30-316 Donald C Cook Nuclear Power Plant, Unll > 
Foruarde monthly operating rept for Dec 1970, 

BHAULER. D.V. Indlena b Michigan Power Co 79/01/10 If, 


7901170271 DOCKET 90-316 Donald C Cook Nuclear Power Plant. Vhll i 
Monthly operating rept for Dec 197S 

OILLETT.U T. Indiana b Michigan Power Co. 79/01/03 apf 


7901030140 DOCKET 90-316 Donald C Cook Nuclear Power Plant. Unll 8 
Forwarde LER 7e-099/03L-0 

SHALLER. D. V Indiana b Michigan Power Co. 78/12/20 Ip 


7901030145 DOCKET 90-316 Donald C. Cook Nuclear Power Plant. Unit 2 
LER 7B-D99/03L-0 on 701212 prassurlier pressure uae T*(<UCld 
to 2215 PBIA. caused by trip of circuit breaker control Un| 
Instrument elr to containment Lose of air cloeed latdown 
vatvaeileft no elr to open spray valves, 

LEASE, R,0 iTidleni b Michigan Power Co 70/18/28 Cpf 



DOCKETED ITEMS 


7B 


7901090179 DOCKET SO-SIA Donald C Cool Nuclear Pouer Plant. Unit S 
Forward • LGR 7a-100/OlT-0 

SHALUER.D V Indians «. Michigan Power Co 7S/ 18/29 Ip 


7901090180 DOCKET 90-311> Donald C Cool Nuclear Pouer Plant. Unit 2 
LER 7B-I00/01T—O on 781317 containment APD(R-ll)ran out of 
filter paper ti caused high flow condition Sample pump 
tripped. rendered containment gaseous monitoring sgs 
inoperable Caused bg need for filter paper in sample pump 
RISCHLINO. J Indiana & Michigan Power Co 70/12/29 2pp 


7901150087 DOCKET 50-311. Donald C Cook Nuclear Pouer Plant, Unit 2 
Foruards LER 78-lOl/OlT-O 

BHALLER. D V Indiana I. Michigan Power Co 79/Ol/OS. Ip 


7901150092 DOCKET 90-31 A Donald C Cook Nuclear Pnuer Plant. Unit 2 
LER 7G-101/01T-0 on 781223 both control room pressuri iation 
fans were inopnrable Caused by uater seepega into a fir a 
protection sys suitch. resul ting In actuation of fire spray 
sys tc lockout of the fans 

LEASE. R 8 Indiana tt Michigan Pouer Co 79/01/05 2pp 


7901260164 DOCKET 30-316 Donald C Cook Nuclear Power Plant. Unit 2 
Forwards LER 78-022/03X-1, 7B-031/03X-1 6 70-O76/O3X-1 
SMALLER. D V Indiana t< Michigan Power Co 79/01/19 Ip 


7901260168 DOCKET 50-316 Donald C Cook Nuclaar Pouer Plant. Unit 2 
LER 7B-023/03X-1 on 780407 during normal operation. position 
Indication for rods D-12 6 H-S esceeded 12 step limit of 
Tech Specs Outputs of amplifiers that feed control board 
indicators found to be Incorrect 

R18CHLIN0. J Indiana t, Michigan Pouer Co 79/01/19 2pp 


7901260171 DOCKET 50-316 Donald C Conk Nuclear Pouer Plant. Unit 2 
LER 7B-031/03X— 1 on 700907 during normal operation between 
780507 l< 700919 RPI did not meet +/- 12 step limit of Tech 
Speci 22 times Caused by recessad pins in connector 
RiaCHLINO, J Indiana fc Michigan Pouer Co 79/01/19 2pp 


7901860174 DOCKET 90-316 Donald C Cook Nuclear Power Plant, Unit 3 
LER 7B-076/03X-1 on 790929 during normal operation, 
survelllanea test on Train D of solid state protection ays 
showed several switch positions were bad Cause was bad 
universal logic card (Uestinghouso part 6056021001) _ 

RI6CHLIN0. J Indiana b Michigan Pouer Co 79/01/19 Ip 


7901150132 DOCKET 50-317 Calvert Cliffs Nuclear Pouer • 

Forwards rept to comply u/requiroraent e of App B ET9 Section 
562b Oyster samples collected from sampling location 
shouad presence of gamuna— omitting radionuclides 
STOUT, J M Baltimore Qas t< Electric Co 79/01/04 2pp 


7901180149 DOCKET 90-317 Calvert Cliffs Nuclear Power Pl..nt. Unit 1 
Responds to NflC 7B1 129 Itr will continue purging on a 
limited basis not to exceed 90 h/yr Draft Tech Spec to 
cover limited purging has been developed Purge air Isolation 
valves purchased Evaluates components of manual override 
LUNDVALL. A E Baltimore Oas 1. Electric Co 79/01/12 3pp 


7901100185 DOCKET 
Notification of 
outage results 
LUNDVALL. A E 


50-317 Calvert Cliffs Nuclear Power Plant, 
plans to use Millstone ft 8t Lucie lefuellng 
to detail insp program 

Baltimore Oas ft Electric Co 79/01/12. 2pp 


Unit I 


7901220053 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Requests NRC approval of study to investigate effects of 
condenser cooling water temp change greater than lO F on 
receiving water traits Requests license amend for mai temp 
change of 12 F Supporting documentation end 

LUMDVALL.A C Daltinioro Oas ft Electric Co 79/01/19 46pp 


7901250145 DOCKET 90-317 Calvert Cliffs Nuclear Power Plant. Unit I 
Anticipates purchase ft installation of pulsation dampeners, 
pending oigt approval Completion of mods schoduled for Unit 1 
during spring 1980 refueling outage ft Unit 2 during fall 
1980 refueling outage 

AEH. R F Baltimore Oas ft Electric Co 79/01/23 Ip 


7901040010 DOCKET 90-317 Calvert Cliffs Nuclear Power Plant. Unit I 
Forwards IE Insp Repts 30-317/78-32 ft 50-318/70-29 on 
781106-09 No noncompli anca noted , 

BRUNNER. E J Region I. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/11/24 8pp 


7901040022 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
IE Insp Repts 50-317/78-32 ft 90-318/78-29 on 781106-09 Mo 
nanconpkioncB noted Major areas inspected reactor operators 
for tonformonce w/safety 1 Iml ts. sa foty sys setting ft 
conditions for operation 

JOHNSON. D F . KEIMlOaR 8 Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 78/11/22 9pp 


7901090199 DOCKET 90-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Additional changes being made to administrative portions 
of fire protection program* wh Ich are to be completed ft 
compared to guidelines of NRC 700206 Itr by 790301 
LUNDVALLiA E Baltimore Oas ft Electric Co 78/12/29 2pp 


7901180366 DOCKET SO-317 Celvert Cliffs Nuclear Power Plant. Unit 1 
Forwards IE Insp Repts SO-317/7S-33 ft 50-318/70-33 on 
781114 No noncomg 1 lance noted 

SMITH, O H Region 1. Philadelphia, Fuel Facility ft Materials 

Safety Branch 70/12/08 2pp 


7901050238 DOCKET 90-317 Calverl Cliffs Nuclear Power Plant, Unit 1 
Review of amended Security Plan. Revision 4.dtd 701106 has 
Identified several areas where addl Info Is needed or 
deficlencloS exist Enel withheld (ref 10CFR2 790) 

REIO. R H Operating Reactors Branch A 79/01/02 ip 


7901100370 DOCKET 90-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
IE Insp Repts 50-317/70-33 ft 90-318/78-30 Na nonconp Hance 
noted Major areas Inspected observation of license* 
conducted site emergency drill 

BOREB.R J . BAUNACK, M H . 3T0HR, J P Region 1. Philadelphia. 
Office of the Director 70/18/07 3pp 


7901300069 DOCKET 90-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
Responds to 790102 Itr r# review of Revision 4 to modified 
amended security plan Forwards addl Info requested re 
security plan Enel withheld (ref 10CFR2. 790) 

EVANS. V R Baltimore Oas ft Electric Co 79/01/22 Ip 


7901220068 DOCKET 90-317 Calvert Cliffs Nuclear Power Plant. Unit I 
Forwards Amend 56 to license application consisting of 
Revision 49 to FBAR ft Revision B to basic site emargency 
p Ian- 

LUNDVALL. A. e Rochester Oas ft Electric Corp 78/12/31 2pp 


7901220070 DOCKET 90-317 Colvert Cliffs Nuclear Power Plont. Unit 1 
Amend 96 to license application consisting of Revision 49 to 
FfiAR ft Revision 8 to site emergency plan W/encl tabulations 
ft revised pages reflecting built— In conditions ft overslied 
drawings 

« Baltimore Oas ft Electric Co 78/18/31 161pp 


7901020431 DOCKET 30-317 Calvert Cliffs Nuclear Pouer Plant. Unit 1 
Ack recalpt of 781311 Itr informing NRC of steps taken to 
correct violations noted In Insp Repts 50-317/70-28 ft 
50-310/78-29 _ . 

BRUNNER. E J Region 1. Philadelphia. Reactor Oparatlons Nuclear 

Support Branch 78/12/10 Ip 

7901020441 DOCKtT 90-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Responds to 781117 NRC Itr re violation# noted In Insp 
Repts 50-317/78-26 ft 50-318/78-29 Corrective actions 
temporary changes approved ft docuoiented by Chief Engineer ft 
procedures updated In manual, w/per i odi c revl*' 

LUNDVALL. A 


7901080420 DOCKET 50-317 C 4 lvert Cliffs Nuclear Power Plant, Unit 1 
Bumntary of 781206 meeting to discuse plans to Install a 
fifth battery at facility to allow battery testing during 
rsactor operation Installation is expected to be completed 
by August 1979, 

CONNER. G L Operating Reactors Branch 4 70/12/21 5pp 


7901120101 DOCKET 90-317 Calvert Cliffs Nuclear Pouer Plant. Unit 1 
Presents "Nonroutlne Radtolog ical Environ Operating Rept" 
for oyster samples collected on 761209 

BTOOT.J H Baltimore Oas ft Electric Co 79/01/04 2pp 



docketed items 


7901030005 DOCKET 50-317 Calvert Cliffs Nutlaar Power Planti Unit I 
Foruiardia IE Bulletin 76-14, -Deterioration of Bun»-M 
Comp □ non* » in ASCO Solttvoids ” 

CniER.a H Reston Phtladelphiai Dfflc* of the Direetor 
78/ia/19 Ip 


7901030001 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
Ack receipt of 761208 I tr inforimlng NRC of steps taken to 
correct violations noted in Into Hepts 50-317/76-24 1. 
50-316/78-16 

ORIER. 0 H Region |. Philadelphia. Office of tht Director 
7Q/1S/S1 2pp 


790I0300D& DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
Responds to 761203 telcon re violations noted in tnsp 
Kept I 30-317/76-24 b 50-316/78-15 Corrective actions 
guard ulil direct personnel to Farm Demo Bldg in event of 
evacuation t. si/stematic evaluation program will be updated 
LUNDVALL. A E Oaltlmoro Oes & Electric Co 76/12/00 2pp 


7901030000 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
Responda to NRC 761030 itr re violations In Insp Repte 
SO-3 1 7/70-24 $t 30-318/76-18 Corrective actions method for 
assesement of 1-131 concentrations tr whole bodg doie to 
determine airborne activity release developed 
LUNDVALL. A E Oalttmore Oas l< Electric Co 76/11/28 &pp 


7901030011 DOCKET SO-317 Calvert Cliffs Nocloor Power Plant. Unit I 
Forwards IE Insp Repte 50-317/76-24 S< 50-3IB/7S-18 on 
760629-0901 «< 0918-19 1. Notice of Violation 
ORIER. e H Region 1. Philadelphia. Office of the Director 
70/10/30 3pp 


7901030012 DOCKET 50-317 Calvert Cl If fa Nuclear Power Plant. Unit 1 
Notica of Violation from, insp on 780829-0901 Si 6910-19 
a Region 1. Phi ladalphia. Office of the Diractor. 76/10/27 
4pp 


7901030020 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit t 
IE Insp Repta SO-3 17/76-24 «< 30-310/78-18 on 780B89-0901 ti 
0916-19 None ompl lance noted failure to astibllsh adequate 
procedures, implement records b repte. & maintain condenser 
ulthln Tech 3pec limit 

BOREe.R J . arOHR.U P Region 1. Philadelphia. Office of the 
Director 76/10/Sl 13pp. 


7901160122 DOCKET SO-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
Conftrme arrangements for 790104 mgt meeting at facility to 
discuss NRC imp program 

ALLAN.J H Region 1. Philadelphia. Office of the Director 
76/12/29 Ip 


7901190196 DOCKET 80-317 Calvert Cliffs Nuclear Pouer Plant. Unit 1 
Ack receipt of 761222 Itr informing NRC of steps token te 
correct violations noted In IE Insp Repts 80-317/76-34 li 
30-310/76-31 

BRUNNER. E J Region !■ Philadelphia. Reactor Operations Nuclear 

Bupport Branch 79/01/09 Ip 


7901190207 DOCKET 50-317 Calvert CUffo Nuelaar Power Plent. Unit 1 
Responds to NRC 761103 Ur re violation* noted in IE Imp 
Bepta 50-317/70-34 6 90-316/76-31 Corrective actions: 
surveillance tost procedure revised tn incorporate more 
detailed Inatructions, 

LUNDVALL. A E Baltimore Oas A Electric Co 76/12/22 2pp 


art Cliffs Nuclear Power Plant. Unit 1 
78-34 tr 50-316/76-31 on 701114-17 

tlledelphla. Reactor Operations Nuclear 
’PP 


7901020166 DOCKET 50-317 Calvert Cliffs Nuclear Power Ptenti Unit 1 
Forwards LER 78-037/04T-0 

RU8SELL.L D Baltimore Oas b Electric CO 76/12/32. Ip 


7901020171 DOCKET SO-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
LER 76-057 /04T-a on 761216 during normal operation while 
regenerating It make-up water demineral 1 1 era. approa imate ly 
172 gat of caustic solution were dlsehdrgad via outfall 001 
Caused by inadvertent operator action 

EHERTSiR F Daltlmore Oas (t Electric Co 78/1S/S3 apf 


7901030108 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
Forwards LER 78-054/011-0 

RUS6ELL.L 0 Baltimore Oas b Electric Co 78/12/37 Ip 


790I030I11 DOCKET 50-317 Calvsrt Cliffs Nuclear Power Plant. Unit 1 
LER 78-054/0 IT-O on 761213 during routlna trip rec ovary, 
reactor was made critical, but Shift Supervisor recallod that 
No 1 1 component cooling heat exchanger waa out of avc b the 
saltwater subsys partly drained, to reactor was shut down 
CARROLL. J T Daltlmore Oas b Electric Co 78/12/27. 6pp 


7901100263 DOCKET SO-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
Forwards LER 7e-05a/03L-0 

RU5BELL.L 6 Daltimare Oas b Electric CO 79/01/04 Ip 


7901100267 DOCKET 50-317 Calvert Cliffs Nuclear Power Plent. Unit 1 
LER 78-098/03L-D on 7B121S. during furvelllence testing on No 
II detiel generator. generator room ventilation fan failed Is 
start A "D" phase overload had trlppad b was rase* tests on 
fan showed normal current b no mechanical damage. 

CARROLL. J T . ROMNEY.K H Baltimora Oas b Electric Co 79/01/04 
Ip 


79011201S0 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit I 
For war da LER 70-058 /03L-0 

RUSSELL. L Q Baltimore Oas b Electric Co 79/01/05 Ip 


7901120154 DOCKET 50-317 Calvert Cliffe Nuclear Power Plank. Unit l 
LER 70-OSS/O3L-O on 781209 Water leak from cracked wtld en 
No 11 reactor coolant charging pump discharga laolatton 
valve noted Caueed hy seal weld failure on gate valve 
CARROLL. J T. > MlBRNICKl.M V Daltimori Oas b Electric Co 
79/01/05 Ip 


7901030159 DOCKET 50-316 Calvert Cliffs Nuclear Pewer Plant. Unik 2 
Additional changes being made to administrative portions 
of fire protection program. which are to be completed b 
compared to guidelines of NRC 780206 Ur by 790301 
LUNDVALL. A E Baltimore Oat b Electric Co 76/12/29 . 2pp 


79010S0238 DOCKET 80-316 Calvert Cliffs Nuclear Power Plant. Unit 3 
Review of amended Security Plan.Revlaion 4. dtd 701106 has 
Identified several areas where addl info is needed or 
ifefUieneles exist Enel withheld iref 10CFR2. 790) 

REIO.R N. Operating Reactors Branch 4. 79/01/02 Ip 


7901300065 DOCKET 50-318 Calvert Cliffs Nuclear Power Plank. Uni I 2 
Responds to 790102 Ur rs review of Revision 4 to modified 
snendad aecurlty plan Forwardt addl info raqueeted re 
security plan. Enel withheld (ref tOCFRB. 790) 

EVAN3.V R. Baltimore Oas b Electric Co 79/01/22 Ip. 


7901220066 DOCKET 50-316 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards Amend 56 te license epplicetlon consisting of 
Revision 45 to PBAR b Revision 8 to basic site emergency 
plan 

LUNDVALL. A E Rochester Oss b Electric Corp 76/12/31 app- 


7901220070 DOCKET 50-318 Calvert Cliff# Nuclear power Plent. IMIt 2 
Amend 56 to license application consisting of Revision 45 te 
F8AR b Revision 8 to sits emergency plan U/encl tabuiatldni 
•t revised pages reflecting built-in conditions b overslitd 
drawings 

e Baltlnora Oas b Electric Co 78/12/31. 161pp. 


10081 DOCKET S0-31S Calvert Cliffs Nuclear Power Plant. Vnli 9 
iirds memo from T Novel providing Info re natural 
ulatlon cooling tn PUR 

IKER.L P 01 vision of Projsct Nanagenent 70/12/14 Ip 


■200084 docket 50-318 CalVsrt Cliffs Nuclear Power Plant. Unit S 
iTuarda info ra natural circulation eapabllUle* nf PNRt 
il lowing loos of flow tranalant Info supports NRC position 
.at natural circulation in a PNR is wall behaved b 
kelihood of fuel rod overheating ia very rsmoto, 

IVAK.T. li Reactor Systems Branch 76/12/12. Ip 


■200087 DOCKET 50-318 Calvert Cliffs Nuclear Power Plant, llnlk 9 
seuisfls espected flow rates b primary lys temps under 
tural circulation conditions 

6HINSK1.0 A. Reactor Syatems Branch. 76/12/07. Bpp 



DOCKETED ITEMS 


77 


79OtOS04SO DOCKET 30-3J8 Calvert Cliff* Nuclear Ppuer Plant. Unit 2 
Sumoiarij of 781306 tnactlng to dlscui* plans to Install a 
flftl) battery at facility to allow battery testiny during 
reactor operation Installation is eipected to be completed 
by August 1979 

CONNER. E U Operating Reactor* Branch 4 70/12/21 Spp 


79DI 120101 DOCKET 30-310 Calvert Cliff* Nuclear Pouer Plant. Unit 2 
Presents "Monroutlne Radiological Environ Operating Rept" 
for oyster samples collected on 7B1203 

STOUT, vf U Daltlniore Oas & Electric Co 79/01/04 2pp 


7901130132 DOCKET 30-310 Calvert Cliff* Nuclear Pouer Plant. Unit 2 
Forviards rapt to comply u/reyulroments of App D ETS Section 
S d. 2 b Oyster samples collected from sampling location 
showed presence of gamma-amlttl ng radlonuc 1 ides 
STOIfT. J. U, Oaltimora Oat & Electric Co 79/01/04 2pp 


7901030011 DOCKET 50-3 IB Calvert Cliff* Nuclear Power Plant. Unit 2 
Forwards IE Insp Repts 50-317/70-24 *< 30-318/78-1 B on 
7BO029-O9OI «< 0910-19 t> Notice of Violation 
ORIER.D M Region 1. Philadelphia. Office of the Director 
78/10/30 3pp 


7901030012 DOCKET 30-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Notice of Violation from insp on 780029-0901 t. 0918-19 
» Region 1. Philadelphia. Office of the Director 78/10/27 
4pp 


7901030020 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant. Unit 3 
IE Insp Repts 50-317/70-24 1< 50-310/78-10 on 700029-0701 & 

0910-19 Nencomp 1 iance noted failure to establish adequate 
procedures, implement records tc repts. t. maintain condenser 
within Tech Spec limit 

BOREO. R J , STOHR. vl P Region 1, Philadelphia. Office of the 
Director 70/10/21 13pp 


7901100149 DOCKET 30-318 Calvert Cliff* Nuclear Power Plant. Unit 2 
Responds to NRC 701129 Itr will continue purging on a 
limited basis not to eicoed 90 h/yr Draft Tech Spec to 
cover 1 incited purging has bean developed Purge air Isolation 
valves purchased Evaluate* component* of manual override 
UUNDVALl., A E Baltimore Oas b Electric Co 79/01/12 3pp 


7901220033 DOCKET 50-310 Calver\! Cliff* Nuclear Power Plant. Unit 2 
Requests NRC approval of study to investigate effects of 
condenser cooling water temp change greater than 10 F on 
receiving water traits Requests license amend for max temp 
change of 12 F Supporting documentation end 
LUNDVALL. A E Baltimore Oas «< Electric Co. 79/01/13 46pp 


790I23D14S DDCKET 30-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
Anticipates purchase it installation of pulsation dampeners, 
pending mgt approval Completion of mods scheduled for Unit 1 
during spring 1980 refueling outage it Unit 2 during fall 
1900 refueling outage 

ASH. n r Baltimore Oas S, Electric Co 79/01/23 Ip 


7901020431 DOCKET 30-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Ack receipt of 781311 Itr Informing NRC of stop* taken to 
correct violations noted In Insp Repts 30-317/78-20 & 

30-318/78-23 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 78/12/18. tp 


7901020441 DOCKET 30-310 Calvert Cliff* Nuclear Pouer Plant. Unit 2 
Responds to 781117 NRC Itr re violations noted In Insp 
Repts 30-317/70-28 ti 30-31 B/78-2S. Corrective action* 
temporary changes approved I. documented by Chief Engineer ti 
procedures updated In manual, w/periodic review, 

LUNDVALL. A E Baltimore Sas b Electric Co. 70/12/11 2pp 


7901020447 DOCKET 30-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards IE Insp Repts 30-317/7B-2Q ti 30-310/70-23 on 
781010-13 it Notice of Violation 

BRUNNER. e J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 70/11/17, 2pp 


7901020449 DOCKET 30-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
Notice of Violation from Insp on 781010-13 

a Region 1. Philadelphia. Reactor Operations Nuclear Support 

Branch. 78/1 I/O® 2pp 


7901020436 DOCKET 80-310 Calvert Cliffs Nudear Power Plant. Unit 2 
IE Insp Kept* 50-317/78-28 b SO-318/78-23 on 7B1010-13 
Noncomp 11 once noted failure to document, review 1< approve 
tomporary change* it failure to control it review procedures 
for adequacy 

CONTE. R.J . ZIMMERMAN. R P . JOHNSON. D F Region 1. 

Philadelphia. Reactor Operation* Nuclear Support Branch 70/11/09 
17pp 


790I03000J DOCKET 30-318 Calvert Cliff* Nuclear Power Plant. Unit 2 
Ack receipt of 701208 Itr informing NRC of step* taken to 
correct violations noted in Insp Repts 30-317/70-24 b 
S0-3ia/7B-lB, 

DRIER. 8. H Region 1. Philadelphia. Office of the Director 
78/18/21 2pp 

7901030006 DOCKET 30-318 Calvert Cliff* Nuclear Power Plant. Unit 2 
Respond* to 701203 telcon re violation* noted in Insp 
Repts 30-317/78-24 fc 30-318/70-18 Corrective action*' 
guard will direct pereonnel to Farm Demo Bldg in event of 
•evacuation it systematic evaluation program will be updated 
LUNDVALUi A E Baltimore Oas *• Electric Co. 78/12/08 Spp. 


7901030003 DOCKET 30-310 Calvert Cliffs Nudear Power Plant. Unit 2 
Forwards IE Bulletin 70-14. "Deterioration of Buna-N 
Components in A6C0 Solenoids " 

CRIER. 6 H Region 1. Philadelphia. Office of the Director 
70/12/19 Ip 


7901040010 DOCKET 30-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards IE Insp Rapt* 50-317/70-32 & 30-310/73-29 on 
781106-09 No noncompliance noted. 

BRUNNER. E J Region 1. Ph 1 ladelph la. Reactor Operations Nudear 

Support Branch 78/11/24 2pp 


7901040022 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
IE Insp Repts 50-317/70-32 b 30-310/78-29 on 781106-09 No 
noncompllance noted Major areas inspected reactor operators 
far conformance w/safety 1 Imits. safety sys sotting it 
conditions for operation 

JOHNSON. 0 F . HEIMIO. R R Region I. Philadelphia, Reactor 

Operation* Nuclear Support Branch 78/11/22 9pp 


7901160122 DOCKET 30-318 Calvert Cliffs Nuclear Power Plant, Unit 2 
Confirms arrangements for 790104 mgt meeting at facility to 
discuss NRC Insp program 

ALLAN, J M Region 1. Philadelphia. Office of the Director 
70/12/29 Ip 


7901180366 DOCKET 30-310 Colvert Cliffs Nuclear Power Plant. Unit 2 
Forward* IE Insp Repts 50-317/70-33 b 50-310/70-33 on 
781114 No noncompliancv noted 

SMITHiO H Region 1. Philadelphia. Fuel Facility b Material* 

Safety Branch. 73/12/03 2pp 


7901180370 DOCKET 50-318 Calvert Cliffs Nudear Power Plant. Unit 2 
IE Insp Repts 50-317/78-33 b 30-310/78-30 No noncompllance 
noted Major areas Inspected observation of licentae 
conducted site emergency drill 

BQRES.R J . BAUNACK.U.H . STOHR. JP Region 1. Philadelphia. 
Office of the Olrsctor, 78/12/07 3pp 


7901190190 DOCKET 30-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Ack receipt of 7B1222 Itr informing NRC of etep* taken to 
correct violation* noted in IE Insp Repts 50-317/70-34 b 
30-318/78-31 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/09 Ip 


7901190207 DOCKET 30-310 Calvert Cliff* Nuclear Power Plant, Unit 2 
Responds to NRC 701103 Itr re violations noted In IE Insp 
Repts 30-317/78-34 b SO-310/7B-31 Corrective actions’ 
surveillance test procedure revised to incorporate more 
detailed instructions 

LUNDVALL. A E Da 1 timer e Oas b Electric Co, 70/12/22 2pp 


7901190214 DOCKET 30-310 Calvert Cliffs Hudeer Power Plant. Unit 2 
Forwards insp Repts 30-317/70-34 b 30-318/70-31 on 7Blli4-17 
b Notice of Violation 

BRUNNER.E J Region 1. Ph 1 ladelphia. Reactor Operations Nuclear 

Support Branch 78/11/30 2pp 


7901190219 DOCKET 50-318 Ceivert Cliffs Nuclear Power Plant. Unit 2 
Notice of Violation from in*P on 701114-17, 

* Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch 70/11/29 Ip. 


7901190224 DOCKET 50-318 Calvert Cliffs Nuclear Pouar Plant. Unit 8 
IE Insp Repts 50-317/70-34 b 30-318/78-31 on 701 I 14-17 
Noncompllance noted fellure to document performance of a 
surveillance requirement 

BAUNACK.U H . KIRTER.H B Region t, Philadelphia. Reactor 

Operations Nudear Support Branch 70/11/29 6pp 


7901030000 DOCKET 30-318 Calvprt Cliff* Nudear Power Plant. Unit 2 
Reepondf bo NRC 701030 Itr re violations in Insp Rapt* 
90-317/78-24 b 30-318/70-18 Cerreetlve action* method for 
assessment of 1-131 concentrations b whole body dose to 
determine airborne activity release developed. 

UUNDVALL. A E Baltimore Oai b Electric Co 78/11/22. 6pp. 
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7<7O13l01?A DDCKCT 5O-3i0 Caivvrt Cliffi Nuelcdr Poucr Unit H 

In re-foriinc'e to 701127 Itri portions of Insp Rrpt 
30-3IB77B-23 will bo wlbhfesU «r»f lOCFRa 790). 

BRUHNERiE J Rog 1 on !■ PM 1 odolph i a. Realtor Opsrstlons Nuclear 

Support OrancA 7B/ 12/IB Ip 


79012&0S03 DOCKET 30-318 Calvert Cliffs Nuclear Power Plant. UPl* 
LER 79-003/01 X-0 on 790120 2SA radioloflieal control proiTia 
lower seal temp alarm <• 3 gal per minute Incraooa in RCB 
leak rate resulted in manuallg tripping of reactor Cauee of 
event will be discussed In followup rept 

CARROLL. J T Baltimore Oas !< Electric Co 79/01/33 app 


2 


7901310137 DOCKET 90-31 B Calvert Cliffs Nuclear Power Plant. Unit 2 
Raquests portions of Insp Rept 50-316/70-33 be withheld 
trot lOCFRH 790) U/encl affidavit 

LUNDVALL. A E Daltlmore Oas b Electric Co 7B/11/37 Spp 


7901190050 DOCKET 90-318 Calvert Cliffs Nuclear Power Plant. Unit 8 
Foriuards month li| operating rept for Dec 1970 
HER80N. S D Daltlmore Oas ti Electric Co 79/01/19 Ip. 


7901190034 DOCKET 90-31B Calvert Cliffs Nuclear Power Plant. Unit S 
Nonthlg aporating rept for Dec 197B 

MEREON. S D Daltlmore Oas & Electric Co 79/01/19 I4pp 


7901020IS9 DOCKET 30-31B Calvert Cliffs Nuclear Power Plant. Unit 8 
Forwards UER 78-044/O3L-0 

flUSEELL.L D Baltimore Oas li Electric Co 70/12/21 Ip 


7901030133 DOCKET 90-318 Calvert Cliffs Nuclear Power Plant. Unit 3 
LER 7Q-044/03L-0 an 7B1S03 reactor protection sgs channel 
C T-cold was erratic It read approi 4 F higher than pressure 
other channels Caused hg bad delta T-thermal margin/low 
pressure calculator node switch 

DAVIS. S t1 . MIERNICKl.H J Baltimore Oas b Electric Co 70/12/21. 
app 


7901100171 DOCKET 30-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards LER 7e-048/oaU-0 

flUSBELL.L Q Dalttmore Oas t< Electric Co 79/01/04 Ip 


79O11O017S DOCKET 90-318 Calvert Cliffs Nuclear Power Plant, Unit 3 
CER 78-04a/03L-O on 781213 23D safety infection ten! fSIT) 
pressure waa less than 200 psig regulred bg Tach Spec 3 
redundant SITs remained operable Caused by minor valve 
leakage Corrective action. tank repressuri ted 
DAVIS. B H Daltimore Oas t, Electric Co 79/01/04 ip 


7901100353 DOCKET 30-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards LER 78-042 /03L-0 

RUSBELL.L Q Daltlmore Oas ti Electric Co. 79/01/04 Ip 


7901300093 DOCKET 90-310 Calvert Cliffs Nuclear Power Planl. Unl* ^ 
Forwards LER 7B-090/03L-0 

RUSSELL.L B Baltimore Oas b Electric Co 79/01/34 Ip 

7901300100 DOCKET 90-318 Calvert Cliffs Nuclear Power Plant, * 

LER 7e-050/0'3L-0 on 7B1223 during turveillanca tael, lealagd 
was found to ba 1 46 gallons per minute Reactor was shot 
down Cracked weld was found on 21A upper seal prveiure 
sensing line. caused by fatigue 

CARROLL. J . WATK1N8.K Deltlmoro Oas b Electric Co 79/01/»' 

2pp 

790130009B DOCKET 90-31B Calvert Cliffs Nuclear Power Planl. Uhl* ^ 
Forwards LER 70-049/03L-0 

RUSBELL.L B Baltimore Oas b Electric Co 79/01/34 Ip 


7901300101 DOCKET 50-318 Calvert Cliffs Nuclear Power PlenI, * 

LER 7B-a49/03L-0 on 761239 during normal operation. (rat I el 
weld was found on suction line of 23 reactor cooling pvap, 
duo to crack in charging pump suction line pumping 
CARROLL. ol T. . KIERNICKI.N J Daltimore Oas «< Electric Ce 
79/01/24 2pp 


79012601B0 DOCKET 90-320 Three Nile Island Nuclear Station. Unll ^ 
Informs of schedule slip for security plan Imp lanentat Ion 
Forwards Revision 9 to plan. ref lecting revised schedule 
■ Metropolitan Edison Co 79/01/32 tp 


7901190116 DOCKET 90-320 Three Mile Island Nuclear Stattan. Vi.ll i 
Informs NRC of availability of plans for flra fighting 
strateglas b training far safety related areas. ful f 1 1 1 Ing 
licensing condition 2 c 13) 9 

llERBElN.jp Metropolitan Edison Co 79/01/lS ip 


7901020014 DOCKET 90-320 Three Mile Island Nuclear Dtatlofi. (MIt > 
Orants notions setting mods In schedule b procedures sfsplid 
In decision ALAO-509 Dlttustss implications of granllni 
motions an original hearing schedule, 

DUFLO.M E Atomic Safety and Licensing Appeal Panel. 7a/l3<JI 
Spp 


7901100237 DOCKET 90-318 Calvert Cliffs Kuclear Power Plank. Unit 2 
LER 7S~042/03L-0 on 781212 number of operable charging pumps 
reduced to one less than number required by lech Specs 
Caused by packings of 2 charging pumps reaching their 
natural end of Ufa simultaneously. 

OAVla.8 ti . ROMNEY.H K Baltimore Oas & Electric Co 79/01/04 
Ip 


7901160262 DOCKET 90-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards LER 7B-O47/03L-0 

RUSSELL. L D Daltlmore Oas b Electric Co 79/01/11 Ip 


7901160267 DOCKET 90-318 Calwart Cliffs Nuclear Power Plant. Unit 2 
LER 7e-O47/03L-O on 781213 refueling water tank narrow range 
level indteator ILIA 4142) was out of callbr b tent level 
was too low Caused by malfunctioning power supply model 
TA4392 

PAVTS.S M > RGMMEY.K.K Baltimore Oas b Electric Co 79/01/11. 
2PP 


7901160284 DOCKET SO-SiB Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards LER 70-05 1/03L-0 

RUSBELL.L D Baltimore Oas b Electric Co 77/01/11 Ip 


7901110339 DOCKET 90-320 Three Mile Island Nuclsar OtSlUn. (.>sll } 
Time within which Commission may determine to review 
decision ALAB-909 is sitinded until 790112 
CKILK. B J. Offlct of the Secretary of the Commission 
3pp. 


7901040309 DOCKET 50-320 Three Mile leland Nuclear fllallsfl. Vnii 2 
Ack ASLAB 781121 order Intervenore will be rcpretenksl In 
remanded proceedings by Chauncey Kepford 
KEPFQRD.C Affiliation Unknown 78/12/03. Ip 


7901020381 DOCKET 50-320 Three Mile leland Nuclear Bkatlan. INII V 
Ack receipt of ABLAS 761121 order scheduling svldbnklary 
hairing nn aircraft crash probability for 781211, Aukhar will 
represent PA 

CARTER. K U Pennsylvania. Stats of 78/12/04 Ip 


7901110290 DOCKET 90-320 Three Mile leland Nuclaar BtakUn. Dsll » 
Foruards tranecrlpts of hearing held In connection w/ 
proceeding re suhf facility U/out end 

CHANDLER. L J Office of the Executive Legal Director /•fllxtt 

Ip. 


7901160287 DOCKET 90-310 Calvert Cliffe Nuclear Powar Plant. Unit 2 
LER 78-OD1/03L-0 on 761212 during normal operation, the 
containment atmosphere lampllng punp tripf id. rendering both 
particulate b gaceous radioactivity monilors Inoperable 
Causad hy failed pump hearing 

CARROLL. J T . MIERNICKl.H J Daltlmare Oas h Elactrlc Co. 
79/01/11 ip 


7901120026 DOCKET 9D-330 Three Mile Island Nuclear Btalltn. v«li 2 
Provides copies of "Risk Assessment Review Oroup Rapt* 

('■Lewis committee Rept") to Board b to intarested parllll in 
procesdlng. NRC In process of developing policy stAtsaint n 
rept 

MCOURRENiN u. Office of the Executive Legal Director 
Ip- 


7901260199 DOCKET 50-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards LER 76-046/03L~0 

RUSSELL. L 3 Daltlm,ore Oas b Electric Co 79/01/16 Ip 


790126019B DOCKET 90-310 Calvert Cliffs Nuclear Power Plant. Unit 8 
LER 78-046/03L-0 on 701817* during survalllance. noted that 
control alement asaamhly IB would not slactrically drWa 
down In manual Individual or manual group Caused by 
Inoperabip timer fur aiiambly 

DAVI8. S.M I ROMNEY. K H Daltlmore Oas b Electric Co 79/01/16 
2PP 


7901220367 DOCKET 90-320 Three Mile Island Nuclear atatlen. Uan ^ 
tnttrvanor*' motion to present witnesses b affidavits r« 
aircraft flight patterns over site Urges A8LA0 to inillatt 
Invistlgatlon into overflight issue Certlflcata of Svc end 
KEPFOROrC. Affiliation Unknown 78/12/27, 10pp. 


7901290027 DOCKET 90-320 Three Mile Island Nuclear Station, uwit g 
duppl tastimony of JM Vallanci re estimated hit frttwoneg 
Provides calculations for takeoff b landing accldants 
Certificate of Sve end 

TRDWDRIDOE. 0 F, Shaw. Pittman, Potts, li Trowbridge 

71PP 



7S 


DOCKETED ITEMS 


?90t390S41 DOCKET SO-030 Three htile Island Nuclear Station. Unit S 
NSC anauar to intervenor*. York Committse for a Safe Environ 
|< Cltiian* For a Safe Enviran. ma 1 1 on to present ultnesses & 
affidavits on aircraft Flight patterns Asserts that motion 
should be denied Certificate of Svc end 

CHANDLER* L J Office of the Esecutlve Legal Director 79/01/16 

12pp 


7901030130 DOCKET SO-320 Three Mile Island Nuclear Station. Unit S 
Foruarda eiamples of adequate cash floui {< forecast data for 
1977 to meet criteria re guaranteeing retrospective premiums 
using Alternative 9 of Metropolitan Edison 770701 lir Annual 
Reports, f inane lal statements avallablo in Central Files 
HERDEIN. JO Metropolitan Edison Co 78/13/89 4pp 


7901290S27 DOCKET 50-330 Three Mile Island Nuclear Station. Unit 2 
Foruardi Endorsement I !< 2 to Policy Hinder XB-69 secondary 
rinancial protection 

MOHEAU.W.N OPU Service Corp 79/01/22 6pp 


7901170161 DOCKET 50-330 Three Mile Island Nuclear Station. Unit 2 
"SbU 177 Fuel Assembly Duiner's Oroup Asymmetric LOCA Loads 
Evaluation Program ” Outlines evaluation baso 6 details to 
determine more specific loads (< component/structural 
evaluations 

* Duke Power Co. 70/11/10 9pp, 


7901190001 docket 50-320 Three MUe Island Nuclear Station. Unit 2 
Responds to 780613 request for info re guide tube wear 
TAYLORiO. H Date DC k t. Hllco* Co 79/01/03 7pp 


7901080318 DOCKET 90-320 Three llile Island Nuclear Station. Unit 2 
IE insp Repts 50-3B9/7B-21 & 50-330/70-31 on 7011OB No 
noncompliance noted Major area inspected observatlan of 
licensee conducted emergency drill 

DONALDSON. D. JACKSON, T , STOHR. J P Region 1. Philadelphia. 

Fuel Facility L Materials Safety Branch 70/11/16 3pp 


7901090334 DOCKET 50-330 Three Mile Island Nuclear Station, Unit 2 
Poruards IE Insp Rep t SO- 330/70-33 on 781016-20 »< Notice of 
Violation 

BRUNNER. E J Region I. Philadelphia. Reactor Oporotiens Nuclear 

Support Branch 70/ 1 1 /OB 3pp 


7901050326 DOCKET 30-330 Three Mile Island Nuclear Station. Unit 2 
Notice of Vlolatinn from Insp on 701016-30 

< Region 1. Philadelphia. Reactor Operations Nuclear Support 

Branch 78/11/07 3pp 


7901090328 DOCKET SO-3SO Three Mile Island Nuclear Station, Unit 2 
IE Insp Rept 90-320/70-32 on 781016-20 None omp 1 lance noted' 
Failure to comply w/admin i strati ve controls for jumpers t< 
lifted leads 

HAVER K AMP I D R Region 1. Philadelphia. Reactor Operations 

Nuclear Support Branch 70/11/07 IBpp 


7901100029 DOCKET 50-320 Three Mile Island Nuclear Station. Unit 2 
Forwards IE Insp Rept 90-330/78-33 on 781107-09 6 1116-17 No 
none omp llancc noted 

BRUNNER. E J Region 1, Philadelphia. Reactor Operations Nuclear 

Support Branch 70/11/30 2pp 


7901020163 DQCKFT 50-320 Three Mile Island Nuclear Station, Unit 2 
Forwards Amend 8 to License DPR-73i safety evalutalon t< 
notice of isiuanc e, Reports that Amend B requires no environ 
Impact statement, negative declaration or environ impact 
apprai sal 

VAROAi 0 A Light Hater Reactors Branch 4 76/12/15 2pp 


7901020167 DOCKET 50-320 Three Mile Island Nuclear Station, Unit 2 
Amend O to License DPR-73 changes Tech Specs to permit 
operation at reduced power levels w/reduced reactor coolant 
sys flow. 

VAR6A, 8 A Light Water Reactors Branch 4 78/12/15 4pp, 


7901020169 DOCKET 80-380 Three Mil# Island Nuclear Station. Unit 2 
Notice of issuance of Amend 8 to License DPn~73 
VAROA. 8, A Light Water Reactors Branch 4 79/12/15 2pp, 


7901100030 DOCKET 50-320 Three Mile Island Nuclear Station. Unit 2 
IE Insp Rept 90-320/78-33 on 701107-09 k IJi6-i7 No 
noncomp I tancB noted Major areas inspected startup test 
results, power level plateau data h emergency safeguards 
ac tuat 1 on on 7SI 107 

HAVERKAMP.D R Region 1. Philadelphia, Office of the Director 

DETTENHAU5EN, L , KEIMIO. R R Region 1, Philadelphia. Reactor 

Operations Nuclear Support Branch 70/11/29 7pp 


7901190113 DOCKET 50-320 Three Milo Island Nuclear Station. Unit 2 
Forwards monthly operating rept for Dec 1978 
HER0E1N.J,Q Metropolitan Edison Co 79/01/12 ip 


7901190115 DOCKET SO-320 Throe Mile Island Nuclear Station. Unit 2 
Monthly operating rept for Dec 1978 

LENOELiR A Metropolitan Edison Co 79/01/15 Spp 


7901020176 DOCKET 30-320 Three Mile Island Nuclear Btatlon, Unit 2 
Safety evalutalon of Amend 8 to License DPR-73 Changes to 
Tech Bpecs pose no haiardi to public safety t will not 
result in any eigntficant environ impact 

VAROA. B A . SILVER. H Light Mater Reactors Branch 4 7B/1S/15 

3pp 


7901090143 DOCKET 50-320 Throe Mile Island Nuclear Station. Unit 2 
Forwards "TMI-8 Startup Rept " 

HERBEIN. J 0 MetT-opolitan Edison Co 78/18/28 2pp 


7901030100 DOCKET 90-320 Three Mile Island Nuclear Station. Unit 2 
Forwards LER 7B-071/OIT-0 

HERDEIN. J 0 Metropolitan Edison Co 78/12/21 Ip 


7901030109 DOCKET 50-320 Three Mile Island Nuclear Station. Unit 2 
LER 7B-071/01T-0 on 781208 design deficiency in control 
logic which could have allowed the starting of 8 make-up 
pumps from a single diesel generator during loss of offsite 
power was corrected Mod revised control circuits 
STAIR. J R Metropolitan Edison Co 78/12/21 2pp 


7901050146 DOCKET 90-320 Three Mile Island Nuclear Btatlon. Unit 2 
"TMl-8 Startup Rept " Includes results from Initial fuel 
loading test, post fuel load precrltlcal test program ti core 
performance-measurements at lero power Bupplamentary report 
will be submitted at later date 
» Metropolitan Edison Co 78/12/88. 99pp. 


7901100288 docket 50-320 Three Mile 
Forwards LER 78-070/03L-0 
HEHBEIN.J O M»fr.nnnl ,f«n FHl.nn 


Island Nuclear 

m 7n/icijt>R 


Station. 


Unit 2 


7901090194 DOCKET 50-320 Throe Mile Island Nuclear Station. Unit 2 
Tech Spec change request 17 amending App A Proposed change 
will allow mode changes whtn tone reference indication is 
available, but control rod reed switch or pulse cteppinp 
position indicator Is not operatle W/Certi f Icate of Svc 
HERBEIN,J.O Metropolitan Edison Co 78/12/29, 6pp 


7901300131 DOCKET 50-320 Three Mile Island Nuclear Station, Unit 2 
Forwarde PA Dept of Environ Resources Industrial Waste 
Dlfcharge Elimination Sys Permit 0009920 Supporting 
documentation 6 oversiied drawing end 
MERBEIN, J.O. Metropolitan Edison Co 79/01/85 S9pp 


7901030028 DOCKET 90-320 Three Mile Is lend Nuclear Station, Unit 2 
Forwards IE Bulletin 78-14, "Deter ioretlon of Buna-N 
Components in ASCO Solenoids " 

DRIER. B H Region 1, Philadelphia, Office of the Director 
78/18/1? Ip, 


7901080819 DOCKET 90-320 Three Mil# Island Nuclear Station, Unit S 
Forwards IE Insp Repts 90-889/78-81 t, 50-320/76-34 on 
781108. No none omp 1 lance noted 

8M1TH.0.H Region 1, Ph I ledelphia, Fuel Facility J, Materials 

Safety Branch 7B/il/l7 Spp 
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DOCKETED ITEMS 


7901IB0M3 DOCHET 50-321 EduiJii I Hatth NJcUar Plant, Unit 1 
Fartuardi ampnd t-o proposed modified amended srcuri-ty plan 
Amendfd plan d»tcribn program provides for ph\)*Ua\ 
protection against industrial sabotage Amend uithheld Iref 
lOCFfiS 790 > 

HHITMER'C F (Irorgia Poiuer -Co 79/01/12 ip 


7901310134 nOCKET 50-321 Eduiin 1 Hatch Nuclear Plant, Unit I 
Foruards IE Insp Repts 50-321/70-42 fc 50-366/70-51 on 
701211-13 *1 19 6 Nnlite o? '/ioletion 

LONO<F J Region 3, Atlanta, Reactor OporationE Nuclear Sappect 

Eranch 78/13/29 3pp 


79010B0153 DOCKET 50-321 Eduin I Hatch Nuclear 
Foruiarde Endcrsement 2 to Poltcg Binder KB-Sl 
Co pollcg 

FIEDLERi J Nars-h 6 McLennan, Inc 79/01/02 


Plant, Unit 1 
For OA Power 

IP 


7901310136 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit I 
Notice of Violation from insp on 731211-13 b 19 

LONO, F J Region 2, Atlanta, Reactor Operations Nuclear Guppe't 

Branch 70/12/80 Ip 


7901080197 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit 1 
Forwards Endorsement 2 to Policg Binder i(ID-67 for OA Power 
Co policg 

FIELDER, vJ Marsh t, McLennan, Iiic 79/01/02 3pp 


7901000197 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit 1 
Forwards Endorsement 2 to Policg Binder XB-67 for GA Power 
Co policg 

FIELDER, d Marsh t< McLennan, Inc 79/01/02 3pp 


7901160190 DOCKET 50-331 Edwin I Hatch Nuclear Plant, Unit 1 
Requests reimbursement of «B, 527 33 overpagment caused bg 
reduction of Indemnltg fee to S6 00 per NHt 
COCHRAN, D □ Georgia Power Co 79/01/10 Ip 


7901220067 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit 1 
Forwards Endorsement 2 to Binder EB-51 for 197? advance 
premium of 44,650 

FIELDER, d Harsh t< McLennan, InC 79/01/17 2p p 


7901390226 DOCKET SQ-321 Edwin I Hatch Nuclear Plant, Unit 1 
Forwards Insurance Endorsement 37 to Policg MF-7B for 1979 
advanced premium 

FIELDER, d Marsh J, McLennan, Inc 79/01/23 Spp 


7901310130 DOCKET 50-321 Edwin I Hatch Nuclear Plant. Unit I 
IE Insp Repts 50-321/78-42 S, 50-366/78-51 on 701211-15 «< I? 
Noncompliance noted person assigned to provide reactor 
engineering support did not have required asperlsnce at 
proper time 

CANTRELL.F S , DANCE. H C Region 2, Atlanto. Heactor Op»rat|9*e 

Nuclear Bupport Branch 73/12/28 6pp 


7901170361 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit 1 
Act receipt of IE Imp Repts 50-321/70-37 & 540-366/70-47 on 
701114-17 No proprietarg info 
STAFFA.R W Georgia Power Co 79/01/05 Ip 


7901170364 DOCKET 50-321 Edwin 1 Hetch Nuclear Plant, Unit L 
Forwards IE Insp Repts 50-321/7B-37 !< 50-366/70-47 No 
noncomp Itance noted 

LQNO.F d Region 2, Atlanta, Beoettrr Dperattoiss Nuclaar Outpost 

Branch 78/12/13 2pp 


7901170360 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit I 
IE Insp Repts 50-321/70-37 !, 50-366/70-47 No noncompl lance 
noted Majar areas Inspected LER 's, revieu I, audit functions, 
organiiatlon t, admlni stratlon, cleanl Inees t< unresolved 
1 terns 

CANTRELL.F 3 , JULIAN, C A Region 2. Atlanta, Office of |he 
Director DANCE, H C Region 2, Atlanta, Reactor Operallons 

Nuclear Bupport Branch 7B/12/1I 12pp 


7901160149 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit 1 
Forwards Nav 1978 Marl! 1 cantalnmant program activitg review 
Into Provides task-bg-task summarg 

BOBON.U d General Electric Co .Nuclear Enargg Products Dlv 
79/01/09 I8pp 


7901050115 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit I 
Notice of 790111 meeting w/utll to discuss design concept 
for mod of reactor protection sgstem power supplg 
VERRELLl.D M Operating Reactors Branch 3 78/12/28 2pp. 


7901250216 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit 1 
Notification of 790128-24 meeting In 3an Jose, CA u/ 
representatives of Mark 1 owners group to discuss Mark I 
long berm program load definition repb b related issues M/ 
end agenda 

GRIMES, C I Plant Bgstems Branch 79/01/oa 4pp 


79DM601BS DOCKET 50-32) Edwin t Hatch Nuclear Plant, Unit 1 
Responds to NRC 781129 Itr Review underuag is etpected to 
justlPg unllrnltcd purging during normal plant operation 
Studg to be completed bg 790416 
WHITMER, C F Georgia Power Co 79/01/09, Ip 


7901290397 DOCKET SO-321 Edwin I Hatch Nuclear Plant, Unit 1 
Responds to 770628 itr requesting amend to Tech Specs Util 
analgsls supporting request is unique to first cgele 
operation b Is no longer applicable No further review of 
application Is planned 

IPPDLItO. T A Operating Reactors Branch 3 79/OI/IU 2pp. 


7901280203 DOCKET 50-321 Edul n I Hatch Nuclear Plant, Unit 1 
Ack receipt of 701221 application to amend Licenses 
DPR-57 b NFF-5 re Incorporation of requirements of App 1 on 
radio-logical effluents Requests submittal of Class 3 fee 
OIOGB, R H License Fee Management Branch 79/01/12 2pp 


7901220063 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit 1 
Responds to 780807 Itr transmitting an order for mod of 
license Identifies error in reactor protection tgs low 
voltage trip Tech Specs Forwards amend to Tech Bpecs re 
voltage trip setpoint 

NHlTMERiC F Oeorgia Power Co 79/01/10 Bpp. 


7901840161 DOCKET SD-321 Edwin t Hatch Nuclear Plant, Unit 1 
Forwards proposad amend to Tech Specs to delate trip of 
HPCI (< reactor core isolated cooling tteain line isolatlan 
valves upon high d 1 f ferent ial temp condition 
WHITMER, C F Georgia Power Co 79/01/19 Bpp 


7901100002 DOCKET 50-321 Edwin 1 Hatch Nuclear Plant, Unit 1 
Ack receipt of 701206 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/70-33 I, 
30-366/70-41 

LONO, F J Region 2, Atlanta, Reactor □peratlona Nuclear Euppotl 

Branch 79/01/05 Ip 


7901160005 DOCKET 50-321 Edwin I Hatch Nucluar Plant, Unit I 
Responde to NRC 701117 Itr re vlolatlono noted in 1£ Insp 
Repts 50-321/70-33 b 30-366/70-41 Corrective actions, 
revision of procedure (i startup overlap signed off bg 
Operations Supervisor 

0TAFFA,R U Georgia Power Co 70/12/06 2pp 


7901180007 DOCKET 50-321 Eduiin I Hotch Nuclear Plant, Unit I 
Forwards IE Insp Repts 50-321/70-33 b 50-366/70-41 on 
761003-06 b Notice of Violation 

LONG, F J Region 2, Atlanta, Reactor Operations Nuclear Oupeert 

Branch 73/11/17 2pp 


7901100011 DOCKET 50-321 Eduiin I Hatch Nuclear Plant, Unit I 
Notice of Violation from insp on 701003-06 

a Region 2, Atlanta, Office of the Director 70/11/16 Ip 


7901130014 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit I 
IE Insp Repts 50-321/78-33 b 50-366/70-41 on 781003-06 
Noncompllance noted continued operation ui/o written approval 
of Operations Supervisor b failure to Initiate procedure 
revliton request 

CANTRELL.F S , PRICE.D B Region 2, Atlanta. Office of the 
Director DANCE, H C Region 2/ Atlanta, Reactor Operallons 

Nucltar Support Branch 73/11/16, 13pp 


7901190125 DOCKET 50-321 Edwin I Hatch Nuclear Plant. Unit I 
Ack receipt of 791220 Ibr Informing NRC of steps token to 
correct violations noted In IE Imp Repts 50-321/70-36 b 
50-366/73-45, 

LONO, F J Region 2, Atlanta, Reactor □perstlons Nuclear Bwppart. 

Branch 79/01/05, ip 


7901180129 DOCKET SO-321 Edwin I Hatch Nuclear Plant, Unit 1 
Responds to NRC 701129 Itr re violations noted In IE Imp 
Repts 50-321/70-36 b 90-366/70-45 Corrective actions, 
personnsl have been instructed to prevent further fallurt IS 
file rapt for conditions that degrade sgs operabilitg 
STAFFA.R W. Georgia Power Co 70/12/20 Ip 


7901100131 DOCKET 50-321 Edwin 1 Hatch Nuclear Plant, Unit I 
Forwards Insp Rspts 50-321/70-36 b 90-366/70-45 on 7Bll06-0f 
b Notice of Violation, 

LONO, F J, Region 2, Atlanta, Reactor Operations Nucltar Svliati 

Branch 78/11/29 Spp 



DOCKETHD ITEMS 


7901180133 DOCKET 90-321 Eduin I Hatch Nucleai' Plant. Unit 1 
Notica of Violation Prom Insp on 7Q1 106-09 

» Roglon Si Atlanta. Reactor Operations Nuclear Support Branch 
7B/li/S9 Ip 


7901180137 DOCKET 90-321 Eduin I Hatch Nuclear Plant. Unit 1 
IE Insp Rapt 9 50-321/70-36 t< 50-366/78-49 on 701106-09 
Noncomp 1 ianc e noted in folloulns areas failure to conduct 
flialnt on safatg-related equipment ti failure to submit a 30- 
day reft 

MESBNANi R H > PRICE. D S Region 3. Atlanta. Reactor Operatione 

Nuclear Support Branch DANCE. H C Region 2. Atlanta. Office of 
the Director 76/11/27 13pp 


7901100369 DOCKET 30-321 Eduin I Hatch Nuclear Plant. Unit 1 
Act receipt of IE Insp Repts 30-321/70-41 «< 50-366/70-30 on 
7S11S0-31 b 701301 No proprietary info 
gTAFFA.R W Oeorgla Power Co 79/01/05 Ip 


7901290231 DOCKET 30-321 Eduin I Hatch Nuclear Plant. Unit 1 
Changes spring 1979 Inservice insp b testing program from 
present to second 40-month program Copy of insarvice insp 
rapt will be submitted fallowing outage to indicate uihich 
welds b components uere inspected 
UHITHER.C F Georgia Power Co 79/01/24 ip 


7901100269 DOCKET 30-321 Edwin I Hatch Nuclear Plant. Unit 1 
Foruards monthly operating rapt for Dsr 1978 
MANRY.M Georgia Power Co 79/01 /OS Ip 


790110027S DOCKET 50-321 Eduin I Hatch Nuclear Plant. Unit I 
Monthly operating rept for Dec 1970 
UILSONi 9 Georgia Power Co 79/01/03 12pp 


7901030216 DOCKET 30-321 Edwin I Hatch Nuclear Plaint, Unit 1 
Forwards UER 70-096/01 T-0 
HANRY. H Georgia Power Co 76/12/22 Ip 


7901180274 DOCKET 90-321 Eduin I Hatch Nuclear Plant, Unit 1 
Forwards IE Insp Ropts 50-321 /7B-41 b 30-366/70-SO on 
761120-21 b 1301 No noncompl ianc e noted 

KENNA. U B Region 2, Atlanta, Safeguards Branch 76/12/18 

2pp 


7901180276 DOCKET SO-321 Eduin 1 Hatch Nuclear Plant, Unit I 
IE Insp Repts 50-321/76-41 b 90-366/76-30 on 701120-21 b 
761201 No noncompl lance noted Major areas Inspectad hurnup 
b depletion procedures b practices 

CLAY. E L . WILLIAMS, 0 H Region 2. Atlanta, Safeguards Branch 

70/12/18 2pp 


7901030221 DOCKET SO-321 Edwin I Hatch Nuclear Plant, Unit 1 
LEft 70-096/OIT-O on 761215 during normal operation, 
discoveied turbins elhaust diaphram pressure instruments 
E41-N0t2A-D b E31-ND12-D were calibr w/head pressure of 
13 6 pslg Error caused by defective procedures 
NIX.R T Georgia Pouer Co 76/12/22 Ip 


7901100239 DOCKET 50-321 Edwin I Hatch Nuclear Plant, Unit i 
Forwards LER 70-O97/O3L-O 

MANRY, M Georgia Power Cn 76/ 12/29 Ip 


7901170332 DOCKET SO-321 Eduin I Hatch Nuclear Plant, Unit I 
Act receipt of 761213 itr informing NRC of steps taken to 
corrtci violations noted in IE Insp Repts 90-321/78-34 b 
50-366/70-42 

SUTHERLAND, d T Region 2. Atlanta. Tual Facility *< MotarlaU 

safety Dranch 79/01/10 Ip 


7901170338 DOCKET 90-321 Edwin I Hatch Nuclear Plant, Unit 1 
Responds to NRC 70U24 Itr re violations noted in IB Insp 
Repts 80-321/78-34 b S0-366/7B-42 Corrective actions. neutron 
survey instruments source checked prior to carrying out 
procedure HMP-2-10090 

8TAFFA.R M Oeorgia Power Co 78/12/13 Ip 


7901280061 DOCKET 90-321 Edwin I Hatch Nuclear Plant. Unit 1 
Forwards LER 70-O9S/O3U-O 
MANRY, M Georgia Power Co 79/01/12 Ip 


7901220066 DOCKET 30-321 Eduin I Hatch Nuclear Plant, Unit 1 
LER 70-O9B/O3L-O on 781226 during operation, disc ovored core 
spray sparger differential pressure instrument cheek omitted 
from KNP-l-lOSO surveillance check Caused by issuance of 
Revision 9 HNP-1-1050 uhlch omitted the check 
BAXLEY. B X Georgia Power Co 79/01/12 2pp 


7901300132 DOCKET 50-321 Eduin I Hatch Nucioar Plant, Unit 1 
Forwards LER 70-091 /03U-1 
MANRY, M Ooorgia Power Co 79/01/17 Ip 


7901170336 DOCKET 90-321 Eduin I Hatch Nuclear Plant, Unit 1 
Forwards Insp Repts 50-321/76-34 b 30-366/76-42 on 701017-20 
& Notice of Violation 

Sutherland, d T Region 2. Atlanta., Fuel Facility b Materials 
Safety Branch 70/11/24 2pp 


7901170341 DOCKET 90-321 Eduin I Hatch Nuclaar Plant, Unit 1 
Notice of Violation from Insp on 761017-20 

» Region 2, Atlanta, Office of the Director 70/11/24 Ip 


7901170343 DOCKET 90-321 Edwin I Hatch Nuclear Plant, Unit 1 
IE Insp Repts 90-321/78-34 b 30-366/70-42 on 701017-80 
Nonco/npllanes noted- failure to follow procedure for chocking 
neutron survey Instrument 

HOSEYi C M Region 2, Atlanta, Office of the Director 

OIB0ON, A F Region 2, Atlanta, Fuel Facility b Materials Safety 

Branch 78/11/24 7pp 


7901300136 DOCKET 30-321 Edwin I Hatch Nuclear Plant, Unit 1 
LER 70-091 /03U-1 on 781031 during normal operation b review 
of fire protection sys Tech Specs, found that HNPl-3360 
surveillance for firm detection instruments b circuitry bod 
not been porformed. due to personnel oversight 
NIX.R T, Georgia Power Co 79/01/17 Ip 


7901300067 DOCKET 30-321 Eduin I Hatch Nuclear Plant. Unit 1 
Forwards LER 79-001 /03U-0 
MANRY, M Ooorgia Pouer Co 79/01/24 ip 


7901300069 DOCKET 30-321 Eduin I Hatch Nuclear Plant, Unit 1 
LER 79-001 /03L-0 on /901O9 during steady state power at 2400 
MMt, plant personnel inadvertently opened both doors of 
reactor bldg 130-ft airlock R106 For reasons unknown, switch 
which allows defeat Of interlock was operated 
OREEHEi T Oeorgia Power Co 79/0i/24 2pp 


7901220210 DOCKET 90-321 Eduin I Hatch Nucioar Plant. Unit 1 
Forwards IE Circular 79-02. “Fai lure of 120 Volt Vital AC 
Pouer Supplies " 

O'REILLY, d P Region 2. Atlanta, Office of the Director 
79/01/16 2pp 


7901290184 DOCKET 80-321 Cduin I Hatch Nuclear Plant, Unit 1 
Ack receipt of 790109 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-321/70-36 b 
90-366/78-46 n 

KENNAfW 0. Region 2, Atlanta, Safeguards Branch 79/01/22 8pp. 


7901290161 DOCKET 90-321 Erfuln I Hatch Nuclear Plant, Unit 1 
Responds to NRC 781206 Hr re violation noted in IE Insp 
Repts 90-321/70-30 b 90-366/78-46 Corrective ectlons 
ulthheld iref 10CFR2. 790) 

8TAFFA<R W. Georg le Pouer Co 79/01/09 Ip 


7901290167 DOCKET 90-321 Eduin I Hutch Nuclear Plant, Unit 1 
Forwards Insp Repts 90-321 /7B-3B b 90-366/70-46 on 
701113-17 Notice of Vtoletion withheld Iref 10CFR2 7901 
KENNAiN B Region 2, Atlante. Office of the Director 70/12/06 

2pp 


7901890171 DOCKET 80-381 Eduin I Hatch Nuclear Plant, Unit 1 
IE Insp Repts 90-321/70-30 b 30-366/78-46 on 781119-17 
NoncompMenee noted failure to maintain personnel access 
control to vital arse Details withheld iref 10CFR8 790) 

FUCHRO.d M . BEBECKER.K H Region 8. Atlanta, Office of the 

Director OILLESPIE.F P Region 8, Atlanta, Fuel Facility b 

Materials Safety Branch 70/18/05 Ip 


7901100248 DOCKET 50-381 Eduin I Hatch Nuclear Plant, Unit 1 
LER 70-O97/O3L-O on 7B1214' during Burvolllance testing 

core apray discharge line level switch B21-N010D 
failed to operate Caused by actuating Screw drifting from 
setpoint 

NIX.R T Georgia Power Co 78/12/89 Ip 


7901170216 DOCKET 30-322 Shoreham Nuclear Power Station 
Request eitonslon for facility completion Const delay 
attributed to strikes. I nsuffic lent manp owar, severe uaather, 
regulatory changes, b late delivery of critical equipment 
NOVARRO.d P Long Island Lighting Co 70/12/10 4pp 


7901030170 DOCKET 30-382 Sbore-b«m Nuclear Power Station 

Summary of 781201 meeting lis Bethesda u/rcpresentatl ves of 
util to discuss schedule for issuance of BER Meetings in 
future will decide If BER should be issued soon or delayed 


until Apr-May 1979 

MILBON. J N Light Mater Reactors Branch 4 


78/12/20 


lOpp 


?0 1000249 DOCKET 30-322 Sb or eh am Nuclear Power Station 
Provides summary of 701114 meeting with owners of load Mark 
It facilities to discuss NRC Mark II containment acceptance 
criteria Info requested by NRC b criteria end 
ANDERQON, C Containment Systems Branch 70/12/20 33pp. 
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7901000334 DOCKET 50-322 Bhoreha-m Nucleat Pouar Station 
Sufnmaritas 701214 moatlna u/utll 4c EtiU to dia^eust 
unresolved issues in fecititv review fc the design for 
containment isolation t leakage testing Applicant will 
submit PSAFl bi/ 790207 for NRC review 

HlLSONiJ N Light Hater Reactors Dranch 4 70/12/21 llpp 


790109009fc DOCKET 50-322 Shorehatn Nuclear Power Station 
Notice of TfOlO^-IO meeting to tour Pacilitg & discuss 
status of const tc estimated fuel load date u/Caseload 
Forecast Panel 

WILBON-J N Light Hater Reactors Dranch 4 70/12/21 Spp 


/fOlOaCISSB DOCKET 30-322 Shoreham Nuclear Power Station 

Forwards notes oF 781115 meeting w/Mart II owners group to 
discuss NRC MaTt 11 containment acceptance criteria related 
to submerged structure drag load H/encl attendance list 4( 
meeting handouts 

AMQERSON.C Containment Systems Branch 70/12/20 39pp 


79&10'70103 DOCKET 30-322 Bhoreham Nuclear Power Station 
Eummarg of 701117 meeting w/Hark 11 owners group re NRC 
comments t questions on i ntermsdlate program, tasks, 
NEDE-2ia5I-P. NEDE-24106-P.NEDE-23&97,NEDC-21l.59-P Test 
Facility was toured H/encl NRC comments tc questions 
ANDEREDMp C Containment Systems Dt anch 70/12/20 18pp 


7901100223 DOCKET 50-322 Shoreham Nuclear Power Station 
Certifies that copies of Amend 30 to license application 
consisting of Revision 14 to FSAR were served on 781221 
MCCAFFREY, D R Long Island Lighting Co 79/01/04 Ip 


7901160172 DOCKET 50-322 Shoreham Nuclear Power Station 
Forwards copies of logic diagrams tEshlbits lA-lF) for 
augmented sa f o ty/r el lef valve compressed air sys H/sncl 
Dversiied drawings 

NDVARRO, J P Long Island Lighting Co 79/01/04 6pp 


7901100173 DOCKET 50-323 Shoreham Nuclear Power Station 
In response to NRC 701206 ItrjUtil states they have been 
complete S< accurate in submittals & prompt In correcting 
errors If NRC d isegreee, examp let should be cited 
UHL. H D Long Island Lighting Co 79/01/05 Ip 


7901300093 DOCKET 50-322 Shoreham Nuclear Power Station 
Forwards addl info supplementing design assessment rept 
Present! addl load assessment results for selected NESS 
pressure vessel Internalsi pressure vessel eppurtenancee tc 
piping sys For certain limiting load conditions 
NOVARRD.,J F Long Island Lighting Co 79/01/22 l&pp 


7901310168 DOCKET 50-322 Shoreham Nuclear Power Btatton 
Bumnarltes site visit by NRC Caseload Forecait Panel on 
790109-10 Applicant projected fuel load date of June 1980 
NRC projected Fuel load date of Oct 1980, due to concern re 
number of pipe hangers to be installed, preoperatl ana 1 tests 
UILSDN. J N Light Hater ReaeVors Dranch 4 79/0i/2S 7pp 


79011200B3 DOCKET 50-322 Bhoreham Nuclear Power Station 
Addendum to BuFfolk County's particularized contentions 
Filed IU/A5LD on 781t30iTeble 4-1 “NRC Staff-Safety lisuee of 
Concern^ is forwarded to be inserted in County 't rept as 
page 4-10 Certificate of Sys end 
LIKE, I Suffolk County, NY 70/12/05 3pp 


7901190B37 DOCKET 50-322 Shoreham Nuclear Power Station 

Expresses displiesure et lack of public notice for meetings 
re plant Requests summaries of past meetings h notification 
to Intervenors of any futura meetings 
LIKE, I Reilly, Li he i, Schneider. 70/12/11 2pp 


7901190240 DOCKET SO-322 Shoreham Nuclear Rower Station 
Federal Register notice ri NRC't policy of opening 
attendance at all meetings conducted by technical itsff as 
pert of review of licente or permit Only exception will 
apply to maetingi covering classified or proprietary Info 
OQSSICK, U V Office of the Executive Director for OperatloniS 
7B/D6/2D Ip 


7901020199 DOCKET 90-322 Shoreham Nuclear Power Station 
Responds to ABLE 7BIS1 1 requsst 4, forwerds 7B1127 Itr 
previously sent to A5LB, Also confirms that firm Is now on 
SVC list 

SHAPIRO, R Cammer & Shapiro 70/12/14 Ip. 


7901020203 DOCKET SO-382 Bhoreham Nuclaar Poutr Station 
No-tlfiai NRC that firm now repreients the North Shore 
Committee Agelnst Nuclear ti Thermal Pollution 4, requests el} 
relevant (nfo ra proceedings he sent 
CHAPinOiR CammeT' Shapiro 70/11/27 2 pp. 


7901030122 DOCKET 50-322 Shoreham Nueltar Power Station 
Forwards copy of list for proceedings W/o encl 

MQEPLINOiR K Office of the Executive Legal Director 70/18/14 
Ip 


7901040007 docket SO-322 Shoreham Nuclear Power Station 
Certificate of Sve for applicant's request for summary 
disposition of Suffolk County's contentions 4a(viil><i>, 
7aU i )-Cili 1, <vi l-(vl i). 12a(vill) 4, 14(a), and individual 
motions fur summary disposition of SC contentions 
HHITTEHORE, F C Hunton t> Williams 70/12/18 2pp 


7901040014 DOCKET 50-322 Shoreham Nuclear Power Station 
Applicant's request for summary disposition of Buffolk 
County contentions 4a < vl i ), ( x ), 7a ( 1 1 )-< i 11 ) ■ < vi )-(vt i ) , 
i2a(vili) !< 14a Oisposltlon sought duo to concern re 
approaching completion of facility 

REYELEY.U T Long Island Lighting Co 78/12/lB llpp 


7901040016 DOCKET 50-322 Shoreham Nuclear Power Station 

Ho'tion for summary disposition of Suffolk County contention! 
4a(vll) (< 7alll) Remote shutdown capability is adequate I, 
complies u/Crlterion 1? Contentions raise no genuine ietues 
of fact Ripe for disposition 

HHITTEMOHE.F C Hunton t< Hill lams 76/12/10 36pp 


7901040034 DOCKET 50-322 Shoreham Nuclear Power Station 

Motion for summary disposition of Suffolk County contention 
49tx) Contention previously accepted by A8LD for discovery 
purposes only Contention raises no mail Iseueilt it ripe for 
summary disposition In favor of applicant 
HHITTEMDREiF C Hunton 4i Hlllieme 70/12/10 3pp 


7901040030 DOCKET 50-322 Bhorehem Nuclear Power Station 

Motion for summary disposition of Suffolk County eontantlon 
7a{Yiit) Contention accaptad by Board for discovery purpoeee 
only Contention raises no matl issue in fact, (< ll raady for 
eummary disposition in favor of applicant 
HHITTEMOREr F C Hunton 4, Ullliami 70/12/10 9pp. 


7901040033 DOCKET 9D-33S Shoreham Nuclear Power Station 

Motion for summary disposition of Buffolk County contention 
7alvil. No genuine issue of fact re inip ti testing of 
facility's spent Fuel racks raised Contention Is ripe for 
summary disposition in favor of applicant 
HHITTENDRE.F C Hunton I, Hill lams 78/12/ 10 7pp 


7901040039 DOCKET 50-322 Shoreham Nuclaar Power Station 

Motion for summary disposition of Suffolk County contention 
7a(vll} Contention raises no matl issue of fact rs 
compliance w/crlterla for new fuel storage sys Contention is 
ripe for summary judgment In favor of applicant 
UHITTEMDRE.F C Hunton ti Hllliams 70/12/10 Spp, 


7901040037 DOCKET 50-322 Bhorehsffl Nuclear Power Station 

Hotlon for summary disposition of Suffolk County contention 
12a<vl i 1 ). Fact 1 ity is deal gned, constructed t< wilt be 
operated to mlnlmlxc possibllty of seawater corroilan in 
primary sys Summary judgement in favor of applicant urged 
MHITTEMDRE.F C Hunton t< Hllliams 76/12/10 9pp 


7901D40041 DOCKET 90-322 Shoreham Nuclear Powar Station 
Motion of summary disposition of Suffolk County contention 
14 b Allegabions re turbine generator raiie no matl issues of 
fact Contention is ripe for summary disposition in favor of 
applicant 

HHITTEMORE.F C Hunton «< HilUams 78/12/lB Bpp. 


7901110299 DOCKET 50-322 Shoreham Nuclear Power Station 
Foruirds copy of decision ALAB'479, 7NHC774, W/out end. 

HOEFLINO, R K Office of the Executive Legal Director. 78/12/19 
Ip 


7901150006 DOCKET 90-322 Shoreham Nuclear Power Station 

Forward i 8ECV-7a-311 dtd 700614 «< seCY-70-311A did 701109 re 
BAND77-1927, "Transportation of Rad lonuc 1 Idas in Urban 
Envlroni: Work Draft Assessment " Staff recommends no 
immediate regulatory action 

HOEFLINO, R K Office of the Executive Legal Director. 7B/t8/8Q 
44pp 


7901030067 DOCKET 90-322 Shoreham Nuclear Power Stetlon 
Forwards affidavit of OP Novarro pripared per 10CFR2 790<hk 
supporting withholding from pub disclosure rept "Plant 
Design Assessment for BRV t, LDCA Loads, Rev 3, Nov 1978." 
NQVARR0,O P Long Island Lighting Co. 7B/12/29 5pp 


7901170344 DOCKET 90-322 Shoreham Nuclear power Stebion 
Orante Intervener Buffolk County's 7B12S8 motion for 
extsnslon of tine within which to reply to applicant's 
re4Uitt for summary disposition of Intervenor's contention* 
B0HER8,E Atomic Safety and Licensing Board Panel 79/Ol/tO 2ff 
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7T01890017 DOCKET 90-322 Ehorenam Nuclear Power Station 
POTuardt Ftderal Repleter notice of LPDR relocation 
VAROArB A Light Hater Reactors Branch 4 79/01/23 2pp 


7901290080 DOCKET 50-322 Shoreham Nuclear Power Station 
Federal Register Notice of LPDR relocation from Port 
•Jefferson to Shoreham 

VAROAt 8 A Light Hater Reactors Branch 4 79/01/23 Ip 


7901020299 DOCKET 50-322 Shoreham Nuclear Power Station 
Forwards IE Tnsp Rept S0-322/7B-17 on 7S1 101-02 No 
none Dtnp 1 lanes noted 

CARLBONt R T Region li Phi ladalphia> Reactor Construction tc 

Engineering Support Branch 7B/11/19 2pp 


7901020301 DOCKET SO-322 Shoreham Nuclear Power Station 
IE Insp Rept 50-322/78-17 on 781101-02 No noncompl lance 
noted Major areas Inspected preservice Inap aetivitlesi 
including program review t< witness of preservUe 
examinations 

UALTONiO A I EBNETER.8 D Region 1> Ph I ladelphla^ Office of the 
Director 70/11/14 5pp 


7901030027 DOCKET 50-322 Shoreham Nuclear Power Station 
Forwards IE Bulletin 7B~14< "Deterioration of Buna-N 
Components in A8CQ Solenoids " 

ORlERiB H Region li Phi ladelph la> Office of the Director 
• 78/18/19 Ip 


7901180OB9 DOCKET 50-328 Shoreham Nuclear Power Station 
Forwards IE Circular 78-19i "Manual Override (Bypass) of 
Safety Sys Actuation Signals " 

ORIERi B H Region 1> Phi lade Iph la< Office of the Director 
78/12/89 Ip 


7901090082 DOCKET 90-322 Shoreham Nuclear Power Station 

Ael receipt of 781117 Itr forwarding final report pursuant 
to iOCFR90 99 on Unistruti Pouerstrut b Power Engineering 
channalsi f or review b evaluation 

CARLSONi R T Region li Philadelphia) Reactor Construction b 

Engineering Support Branch 78/12/01 Ip 


79O1OS00B9 DOCKET 90-322 Shoreham Nuclear Power Station 

Rept of deficiency re Installation of Powerstruti Unlstrut b 
Power Engineering channels b nuts Improper nut sites used 
High capacity channels designed but low capacity channels 
installed Corrective action includes 100/( Inep 
NOVARROt J P Long Island Lighting Co 7B/11/17 Spp^ 


790182003I> DOCKET 90-322 Shoreham Nuclear Power Station 
Act receipt of 761211 Itr re socket weld fittings 
CARLSON) R T Region 1) Philadelphia) Reactor Construction b 

Engineering Support Branch 79/01/02 Ip 


7901190226 DOCKET 90-322 Shoreham Nuclear Power Station 

Act receipt of 781211 Itr re Bailey Controls power supplies 
Rept will be evaluated, 

CARLSON>R T Region !> Philadelphia) Reactor Construction b 

Engineering Support Branch. 79/01/04 ip 


7901100076 DOCKET 90-323 Diablo Canyon Nuclear Power Plant/ Unit 2 
Notice that Nov 197B radiological effluent Tech Specs for 
PHR b BHR facilities require preparstlonn of Offsite Dose 
Cslculatlon Msnusl.Encl describes contents of msnual liquid 
effluint conesntratten) setpointS) gas effluents/ etc 
HTOLIiJ F Light Hater Reactors Branch 1 79/01/03 Bpp 


7901160294 DOCKET 90-323 Diablo Canyon Nuclear Power Plant/ Unit 2 
“Sslsmie Test Procedure for Diablo Canyon Fan Cooler Motor 
Controller." Teats demonstrate that controllers change state 
on command during lelsmtc event 

YQUNOiR. A . HERBSTiJ E > NlELBEN/ D Pacific Oas b Electric Co 
79/01/04. 4pp, 


7901190230 DOCKET 90-323 Diablo Canyon Nuclear Power Plant/ Unit 8 
Forwards info re procaduris for seismic retesting of Class 
IE alectrical equipment Submitted per NRC request for review 
prior to equipment retesting 

CRANE)P.A. Pacific Oat b Electric Co 78/12/06 Ip 


7901190841 DOCKET 90-383 Diablo Canyon Nuclear Power Plant/ Unit 2 
"Seismic Tift Procedure for Diablo Canyon 1S9 volts DC 
Bultchgear Distribution Panel Mold Caee Circuit Breakers." 

Rtviswi mounting methods employed during seismic testing of 
safety related electrical equipment 

LEUIOOKI.E H. ) NIELSEN. D . COLHELL. J M Pacific Oas b Electric Co 
78/11/30. 38pp, 


7901160163 DOCKET 90-023 Diablo Canyon Nuclear Power Plant. Unit 2 
"8peelfleatlenS)Test§i b Installation of Hires b Cables for 
the Diablo Canyon Nuclear Power Projecti" IEEE rept 
F 76-430-9 Describes precast of selecting wires b cebles b 
criteria for firs b invlron tests 

DAN, F J Pacific Oas b Electric Co 76/05/04 9pp 


7901160202 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Forwards seismic test procedures for fire pump controller, 
vital load center auxiliary relay panels. 129 volts DC 
switchgear distribution panel !< fan cooler motor controller 
CRANE.P A Pacific Qas b Electric Co 79/01/03 Ip 


7901160208 DOCKET 50—383 Diablo Canyon Nuclear Power Plant* Unit 2 
"Seismic Test Procedure for Diablo Canyon Fire Pump 
Controller " Demonstrates main contacts of controller do not 
chatter In open state during seismic event 

YOUNO, R A , HERBBT. J E . NIELSEN. D Pacific Oas b Electric Co 
78/12/29 5pp 


7901160212 DOCKET 60-323 Diablo Canyon Nuclear Power Plant) Unit 2 
"Seismic Test Procedure for Diablo Canyon Vital Load Center 
Auxiliary Relay Panels " Domonstratos relays are capable of 
changing state during selsml'C event, if safety function 
requires them to do so 

YOUNO, R A . HERBST, J E . NIELSEN, J H Pacific Oas & Electric Co 
78/12/22 7pp 


7901160216 DOCKET 50—383 Diablo Canyon Nuclear Power Plant. Unit 2 
"Seismic Test Procedure for Diablo Canyon 12S volt DC 
Switchgear Distribution Panel Molded Case Circuit Breakers 
Addendum 1 " Demonstrates circuit breakers do not 
inadvertently open or close during seismic test sequences 
LEVIJOKIiE H . HERBST, J E , NIELSEN, 0 Pacific Oas b Electric Co 
78/12/20 Spp 


7901160890 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Forwards procedures for seismic retesting of Class IE 
elec tr leal equ ipment 

CRANE.P A Pacific Gas b Electric Co 79/01/04 Ip 


7901170169 DOCKET 50—323 Diablo Canyon Nuclear Power Plant. Unit 2 
Forwards summary of steam generator water hammor test 
verifying that full flow of one motor- driven auxiliary 
feedwater pump was includod In April 1977 test program 
Asserts water hammer will not occur in feedwater sys 
CRANE.P A Pacific Oas b Electric Co 79/01/12 2pp 


7901170165 DOCKET 90-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Forwards add 1 info re containment polar cranes b turbine 
bldg cranes per discussion in Sections 38948691 of 
SER Suppl 6 

CRANE.P A Pacific Oas Electric Co 79/01/12 4pp 


7901170297 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Ack receipt of 781206 Itr b requests typograhical 
corrections to Amends 1 b 4 te CPPfi-39 b CPPR-67 
respectively 

MORRISSEY. J C Pacific Qas Electric Co 79/01/11 ip 


7901180120 DOCKET 90-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Forwards "Reactor Contalritnent Bldg Integrated Leak Rate 
Tost, 781030-1101 " 

CRANE.P A Pacific Oas 4. Electric Co 78/12/26 Ip 


7901160122 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 8 
"Reactor Containment Bldg Intergrated Leak Rate Test. 

781030-1101 " Conducted to measure reactor containment 
leakage rate during type A test at reduced p'ressuro of 2S 
pslg 

* Pacific Oas b Elsetrle Co 78/12/26, 73pp, 


7901180268 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Requests guidance re stipulation on question 49 Indicates 
anger at NRC b Intervener rejection of stipulation Requests 
action re items sent to warehouse storage 
FALLlNiJ F Pacific Qas b Electric Co 78/12/18 2pp 


7901230145 DOCKET 90-323 Diablo Canyon Nuclear Power Plant, Unit 2 
Responds to 780725 Itr b forwards results of component 
thermal analysis re steam line break accidents Qualification 
program prO'Videf safety margin for accidents 
CRANE.P A Pacific Oas it Electric Co 78/12/18 BBpp 


7901230147 DOCKET 90-323 Diablo Canyon Nuclear Power Plant. Unit S 
Forwards descriptions of water solid overpressure protection 
sys b msthfld used to determine secondary set point Responds 
to proposal to Install secondary setpoint of 490 pet into 
control sys for power operated rsllsf valves 
CRANE.P A Pacific Oas b Electric Co 78/12/19 24pp 


7901260186 DOCKET 50-323 Diablo Canyon Nuclear Power Plant, Unit 2 
Ref 781207 Itr submitting tables Forwards related rept 
deicribtng analysis of large-break LOCA in support of FSAR. 
CRANE.P A Pacific Oas b Electric Co 78/12/19 6pp 
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7901290267 DOCKET 50-323 Diablo Canvob Kutlaar Pouer Plant. Unit 2 
Forujardt info iit response to roq u i rment* of SER BuppJ 0 re 
piping mod, effect of tontainment ti Uitig on safety-related 
sy Si eqo I pfoent to be retested e J •< t r I ta H y • faol i protective 
sys !a fire protection sys 

CnANE-P A Pacific Gas L Electric Co 78/12/19 llpp 


7901300154 DOCKET 50-323 Diablo Canyon Nuclear Poiuer Planti Unit 2 
Responds to 761 130 I tr rcnuesting add! info re nuaiber of QC 
Inspectors Indicated >n figure 13 1-4 of Amend 73 Will 
subnit info in Amend 74 Addendum to Hyle Lab test reft 582S5 
re seismic test procedure uas end in 790106 Itr 
CRAWEiP A Pacific Gas 6 Electric Co 79/01/23 Ip 


7B12290075 DOCKET SO-323 Diablo Canyon Nuclear Pouer Planti Unit 2 
ForuJards Itr from fire protection consultants Oage-Babcock b 
Associates concurring w/flre protection SER Requests Itr 
be placed in the PDR 

BENAROYA.V AuilUary Systems Oranch 7B/12/22 Ip 


7901100229 DOCKET 90-323 Diablo Canyon Nuclear Power Planti Unit 2 
Notification of availability of “Interserwlce Prbcedures for 
Instructional Sys Dave lopment. “ TRADOC Pampblst 350-3D 
referenced in NUREO-0219, “Nuclear Security Personnel for 
Power Plants “ 

BESAW. W J Division oF Document Control 70/11/20 3pp 


7901020020 DOCKET 90-323 DlablP Cangan Nuclear Power Plant. Unit 2 
Nemorandum £< Ord er IALAD-514> Petition For directed 
certification of DO Comey as eipert in security is denied 
Sa I tman ' s dissenting opinion end 

HAOINS.E E Atonic Safety and Llceniing Appeal Panel 70/12/22 
Opp 


7901290116 DOCKET 30-323 Diablo Canyon Nuclear Power Plant, l/nlt S 
Submits corrections to 781231 request for directed 
certification submitted by joint interveners CertiPicate of 
Svc enci 

FLEJSCHAKERi D Affiliation Unknown 79/01/04 Spp 


7901250203 DOCKET SO-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Opposes const permit ti questions disposal of nuclear wastes 
HENKE. P Affi nation Unknown 79/01/04 2PP 


790I3S0270 DOCKET 30-323 Diablo Canyon Nuclear Power Planl. Unit 9 
Opposes const permit since plant Is situated near earthquake 
fault 

KIENER. J 0 Affiliation Unknown 79/01/16 Ip 


7901230296 DOCKET 90-323 Diablo Canyon Nuclear Power Plant. Unit 3 
Requests NRC refuse to grant license Eipresses eoncorn r* 

Hosgri Fault near site 

WARREN. C Affiliation Unknown 79/01/10 Ip 


7901270000 DDCKFT 50-323 Diablo Canyon Nuclear Puuer Plant, Unit O' 
Requests by joint intervenors Bcenic Shoreline Proservatlon 
Conf erenc ei Ban Luis Obispo Mothers for Peace. Ecology Action 
Club. a Silver h vl Forster for directed certification of 
subpoena Issue Documentation ti Certificate of 0vc anci 
FLE I SCHAKEfl I O Affiliation Unknown PHILLIPS.OR , KRiaTOVICN. » 

Center for Law in the Public Interest 78/12/31 &4pp 


7901110074 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Believes subj facility is vital to 0tate of CA energy need! 

Urges startup as soon as possible 

BUHMEfia.J D Affiliation Unknown 70/12/18 Spp 


7901030043 DOCKET 90-323 Dlabld Canyon Nuclear Power Plant. Unit 2 
Applicant's response to intervenors' petition for directed 
certification rcvieu of ''Reconsideration of Board 'i Order 
of 700905" re qualification of security cspsrt Asserts 
decision of Board is sound l< should not be upset 

NORTON, D Bruce Norton NORRISBEYiJC , CRANE, P.A Pacific Gas ti 
Electric Co 70/12/05 6pp 


7901110065 DOCKET 30-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Urges NRC to refuse issuance of operating permit Prefers 
solar energy 

GOULD. 0 Affiliation Unknown 70/12/23 kp 


7901 J 10003 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Urges halting of power plant operation 
CQTTDNi U Q A f f i t la 1 1 on Unknown 78/12/23 Ip 


7901300186 DOCKET SO-323 Diablo Canyon Nuclear Power Planti Uoti 2 
Forwards Airiend 74 to license application including matl for 
F8AR Chapter 13 W/encl Certificate of Svc 
CRANE.P A Pacific Oas ti Elactrlc Co 79/01/29 8pp. 


7901300189 DOCKET 90-323 Diablo Canyon Nuclear Power PlaM« Unit 8 
Amend 74 to license application Removes t< inserts eiatl re 
FSAR Chapter 13 

BHACKEtFORD. D M Pacific Oas ti Electric Co 79/01/20 OGpp 


7901000002 DUCKET 30-323 Diablo Canyon Nuclear Power Plant. Unit 9 
F-oridards IE Circular 70-17i "Manual Override IQypasel of 
Bafety Gys Actuation Signals " 

ENGELKEN.R H Ragion 9. Ban Francisco. Office of the nirecter 
78/12/29 Ip 


7901110093 DOCKET SD-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Opposes decision to grant operating permit 
PONSiA A Affiliation Unknown 70/12/26 Ip 


79D11I0099 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Protests the licensing of facility Suppor t s nature 1 energy 
sourc es. uspec ial 1 y solar energy 

MMETSTONEiA Affiliation Unknown 78/12/26 ip 


790Ji 10105 POCKET 50-383 Diablo Canyon Nuclear Power Plant. Unit 2 
Requests const be stopped because of proslmity to earthquake 
fault 

SANDERS. M AFfil latlon Unknown 70/18/20 Ip 


7901110334 DOCKET SO-323 Diablo Canyon Nuclear Power Plant. Unit 9 
Forwards IE Insp Hepti BO-279/70-13 It 50-323/70-18 on 7U1I06 
-09 Ha none omp 1 1 arict noted 

BPENCERi 8 3. Region 8i Ban Francisco. Reactor Constructlan H 

Engineering Support Branch 70/12/01 3pp. 


7901110336 DOCKET 90-323 Diablo Canyon Nuclear Pouar Plant. Unit 3 
IE Insp Repbs 50-273/70-13 It 90-323/70-19 on 701106-09, 

No noncamp 1 lance noted Major areas inspected licenses 
action on reported items, component It pipe support work It 
electrical mods, 

KIRSCHiD.F I DISHOP.TN.i ECKHARDTi J H Region 8t 0*11 

Francisco. Reactor Construction It Engineering Suppnrl Qpanck 
78/12/01 ISpp 


7901110111 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Urges A5L0 to refuse issuance of operating permit 
BTONE. D AfflllatioTi Unknown 70/12/28 Ip 


7901120073 DOCKET 50-323 Dtablo Canyon Nuclear Power Plant. Unit 2 
Provides notice that 8M Krlstovlch will appear on behalf of 
intervenors Bcenic Shoreline preservation Conf erance. San 
Luis Obispo Mothers for Peace. Ecol ogy Action Club. S Silver 
It J Forster Certificate of Svc end 

DRISTOVICH.S M Center far Law in the Public Interest 70/12/09 
3p? 


7901220225 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit » 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Buppliet. " 

ENOELKENi R H Region 9i San Francisco, Office of tha Olracttr 
79/01/16, 7pp 


7901020266 DOCKET 50-323 Diablo Canyon Nuclaar Power Plant. Wnli 2 
Ack receipt of 761211 Itr Infarming NRC of ection taken to 
satisfy df pth/thlckneis ratio daflclency of turblna bldg 
column uabs 

ENOEUKENi R H Raglan 9. Ban Francisco. Offlca of thf Diratlar 
70/12/21. Ip 


7901020890 POCKET 50-323 Diablo Canyon Nuclaar Pewsr Plant. Unit 3 
Discusses reportable lituetlon re turbine bldg column depth/ 
thickness ratios. which sxesedid sllowable IsvelS Hod 
consists of welding stiffener pletes between column flan|(t 
Corrective action Is canplete. 

CRANE.P A Pacific Oas Ic Electric Co 7B/18/li. Spp 


7901DS019B DfkCKET 90-323 Diablo Canyon Nuclear Power Plant. Unit S 
Ack receipt of 7B1813 Itr re discrepancy in matl 
documentation Rapt will be reviewed 

ENOELKENiR. H Region 9, Ban Franclsca. Office of the Dtreclor. 
70/12/20 ip 
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79O1OS0ZO0 DOCKET SO-323 Diablo Canyon Nuclear Power Plant> Unit S 
Conftrini 7B1114 ropt of ctiscrepancg in matl documentation 
Questionable test reports uere found for purchased small 
structural shapes angle ironi flat bari tubing (< tubing 
fittings No unacceptable matl hae been found to date 
CRANE. P A Pacific Oas & Electric Co 78/18/13 3pp 


7612140167 DOCKET S0''3S3 Diablo Canyon Nuclear Power Plant. Unit 8 
Transcript of 761806 hearing In Avila Beach. CA Pp 4250-4485 
BONERS. E.. MARTIN. N E . QRIOMT.C □ Atomic Safety and Licensing 
Board Panel 76/12/06 835pp 


7818820001 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 3 
Tranicript of 761818 hearing at Avila Beach. CA Pp 5102-5308 
BDMERS. E. I MARTIN. N E . BRIGHT. 0 0 Atomic Safety and Licensing 
Board Panel 76/18/18 206pp 


7818820104 DOCKET SO-333 Diablo Canyon Nuclear Power Plant. Unit 2 
Transcript of 761811 hearing at Avila Beach. CA Pp 4663-5101 
BOWERS. E . MARTIN. N E . BRIGHT. 0 □ Atomic Safety and Licensing 
Board Panel 76/18/11 SSBpp 


7812860023 DOCKET 50-323 Dieblo Canyon Nuclear Power Plant. Unit 2 
Transcript of 781216 hearing at Avila Beach. CA Pp 5690-6101 
BDWER6. E . MARTIN. U E . BRIGHT. 0. 0 Atomic Safety and Llcansing 
Soard Panel 76/12/16 204pp 


7612260026 DOCKET 50-323 Dieblo CanyoVi Nuclear Power Plant, Unit 8 
Transcript of 781815 hearing at Avila Beach.' CA Pp 5707-5697 
BDWERS.E I MARTIN.N E , BRIGHT. 0 0 Atomic Safety and Licensing 
Board Panel 7S/12/15 191pp 


7901110204 DOCKET 50-383 Diablo Canyon Nuclear Power Plant. Unit 8 
Transcript of AfiLB 790103 hearlnps Pp 6950-7174. 

BOWERS.E Atomic Safety and Licensing Board Panel 79/01/03 
889pp 


7901160339 DOCKET 50-383 Diablo Canyon Nuclear Power Plant. Unit 2 
Transcript of 790104 hearing in Avila Beach. CA Pp 7175-7396 
BOWERS.E . MARTIN. W E . BRIGHT. 0 0 Atomic Safety and Licensing 
Board Panel 79/01/04 821pp 


7901170027 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Transcript of 790106 hearing In Avila Beach. CA Pp 7606-7697. 
BOWERS.E . MARTIN. W E . BRIGHT. 0. 0 Atomic Safety and Llcansing 
Soard Panel 79/01/06 91pp 


7901280001 DOCKET 50-383 Diablo Canyon Nuclear Power Plant. Unit 8 
Transcript of 790103 hearing In Avila Beach. CA re analysis 
of stainless steel tanks W/encl professional qualifications 
of witnassss.b conditions for safs-shutdoun Pp 7397-7605 
BOWERS.E . MARTIN. W.E., BRIOHT. 0. 0. Atomic Safety and Licensing 
Board Panel 79/01/05 SOBpp, 


7901220002 DOCKET 50-333 Diablo Canyon Nuclear Power Plant. Unit 8 
Transcript of 790109 hearing in Avila Beach. CA re discussion 
of actual metal strengths Pp 7B69-8145 

BOWERS.E > MARTIN. W E . BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/01/09 S60pp 


7901220004 DOCKET 50-383 Diablo Canyon Nuclear Power Plant, Unit 8 
Transcript of 790111 meeting in Avila Beach. CA ra project 
manager's responsibilities Pp 8354-8544 

BOWERS.E., MARTIN.W E , BRIOHT, 0.0. Atomic Safety and Licensing 
Board Panel 79/01/11 t90pp 


7901220007 DOCKET 50-323 Dieblo Canyon Nuclear Power Plant, Unit 8 
Transcript of 790103 hearing In Avila Beach, CA Pp 7698-7884 
BOWERS.E., MARTIN.W E , BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/01/06 ISSpp 


7901220037 DOCKET 50-383 Diablo Canyon Nuclear Power Plant, Unit S 
Tranecrlpt of 790118 hearing In Avila Beach. CA.Pp 8545- 
8725 

BOUERB, E. . MARTIN.W E . BRIGHT. 0 0. Atomic Safety and Licensing 
Board Panel 79/01/12. 180pp 


7901240326 DOCKET 50-383 Diablo Canyon Nuclear Power Plant, Unit 8 
Transcript of 790119 hearing In Avila Beach, CA re necessity 
to subpoana for depositions of Drs Trlfunac tc Luco 
Pp 6726-6738 

BOWERS.E . MARTIN.W E. , BRIOHT. 0 0 Atomic Safety and Llcansing 
Board Panel. 79/01/15 I8pp. 


7901260204 DOCKET 90-323 Diablo Canyon Nucltar Power Plant, Unit 8 
Tranoorlpt of 790110 hearing at Avila Beach, CA Pp 8146- 
B393 Buppl 7, Mag 1976 t< Suppl 8, Nov 1976 to SER and as 
part of haaping record 

BOWERS.E , MARTIN.W E , BRIOHT, 0 0 Atomic Safety end Licensing 
Board Panel. 79/01/10 430pp 


7901S90399 DOCKET SD-OSA DrunsiuicJ! Steam Electric Plant, Unit 2 
Notifies util of security plan deficiencies Forwards list of 
defielenelas I. corrective mods needed Util may start an 
appeal which, If lost, would result in an order for mod Ends 
withheld (ref lOCFRZ 790) 

IPPOLITO.T A Clperating Reactors Branch 3 79/01/11 8pp 


7901230168 DOCKET 50-384 Drunsuick Steam Electric Plant, Unit 2 
Licensee does not plan to Install proposed reactor coolant 
recirculation pump motor fire protection sys as originally 
plonned during upcoming refueling outage Will install mods 
prior to power generation w/o Inert containment 
UTLEY, E E Carolina Power t> Light Co 79/01/17 tp 


7901110237 DOCKET 50-324 BronsuilcW Steam Electric Plant, Unit 2 
FO’rwards license Amends 42 t< 17 dtd 761815 

LEWIS, 3 H Office of the Esecotive Legal Director 78/13/26 Ip 


7901160149 DOCKET 90-334 Brunswick Steam Electric Plant, Unit 2 
Forwards Nov 1978 Hark I containment program activity review 
info Provides task— by— task summary 

9O0DN. L d Qeneral Electric Co .Nuclear Energy Products Div 
79/01/09 12pp 


7901820030 DOCKET 50-324 Drunsuick Steam Electric Plant, Unit 2 
Denies 60-day extension request for submittal of App 1 Tech 
Specs Requests submittal of completed portions by 790213 (. 
balance as soon as posslblo 

BCHWENCER.A Operating Reactors Branch 1 79/01/12 8pp 


7901040209 DOCKET 50-384 Drunswick Steam Electric Plant, Unit 8 
Summary of a 7B1806 meeting to discuss recirculation pump 
safe-ends ti alternatives available for foJlou-up action to 
assure safe operation of facility 

TPPOLITO, T A Operating Reactors Branch 3 76/12/06 3pp 


7901040031 DOCKET 50-324 Brunswick Steam Electric Plant. Unit 2 
Forwards Amend 16 to License DPR-71 & Amend 41 to License 
OPR-63, safety evaluation »< notice of issuance Requests 
sub mission of design of mod vacuum breaker 

IPPOUITD.T A Operating Reactors Branch 3 76/lZ/il 3 pp 


7901040036 DOCKET 30-324 Brunsolcl Steam Electric Plant. Unit 2 
Amend 16 to DPR-71 6 Amend 41 to DPR-72 changing Tech Specs 
re suppression pool-reactor bldg vacuum breakers Change 
requires that manual valves be opened during normal 
operation ti closed during abnorma 1 operation 

IPPOLITOiT. A Operating Reactors Branch 3 76/18/11 IBpp 


7901040040 DOCKET 50-384 Rrunsutck Steam Electric Plant. Unit 2 
Bafety evaluation supporting Amends 16 6 14 to Licenses 
DPR-71 It DPR-68. respec tive ly. c one 1 udlng that proposed 
temporary change to Tech Specs Is acceptable t< health b 
safety of public will not be endangered 
* Office of Nue 1 ear Reactor Regulation 70/ 12/11 4pp 


7901040048 DOCKET 50-324 Brunswick 8team Electric Plant. Unit 2 
Notice of issuance of Amends 16 & 41 to Licenses DPR-7B 6 
DPR-6S, respec tlvely 

IPPDLITD, T A Operating Reactors Branch 3 70/18/11 2pp 


7901090393 DOCKET 50-324 Brunswick Bteam Electric Plant. Unit 2 
Forwards info re physics startup test reload program for a 
reloaded core Util should assume that the reload core 
c onf i gurat Ion will c onform tn designed eonfiguretion 
IPPOLITO.T A Operating Reactors Branch 3 76/12/21. 3pp 


7901030076 DOCKET 50-324 Brunswick Steam Electric Plant. Unit 2 
Describes design details for proposed mod to suppression 
p ool-to-reac tar bldg vacuum breakers Vacuum relief line has 
single line Into concrete containment, where It connects to a 
tea, each leg of which has butterfly valve L vacuum breaker 
UTUEV.E E Carolina Power t< Light Co. 76/12/29. 8pp 


7901030211 DOCKET 50-324 Drunsuick Bteam Electric Plant, Unit 8 
Ack receipt of 781189 Itr Requests addl time to prepare 
responses r* containment purging during normsl plant 
operation. 

UTLEY.E E Carolina Power 8. Light Co 70/12/29 Ip 


7901030217 DOCKET 50-324 Brunswick Steam Electric Plant. Unit 2 
Requests extension for submittal of proposed effluent Tech 
Bpecs from 790815 to 790419. 

UTLEV. e E. Carolina Power U Light Co 78/12/89. 2pp. 


7901110109 DOCKET 90-324 Brunswick Bteam Electric Plant, Unit 8 
Reeponds to 760113 request Ct forwards data by OE on 
"Reactor Vestel Matl Burvelllance Program " 

UTLEV. B E Carolina Power & Light Co 79/Ol/Oe ip. 
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7?01110119 DDCKET S0-3S<) Orunsulck 5te«iti Electric Plant. Unit S 
HEDD-2^197 Revision 1 of "Itrfo on Reactor Vesstl Hatl 
SorvoillantB Proflratn " fiept covers entf-of-line fluenee of 
inner wall of reactor pressure vessel . effect ive full power 
years as of 770331. R vessel rtatC surveillance program 
* Carolina Power !i Light Co NEDO-2^197 76712/31 lOOpp 


7?0I250SSS DOCKET Dronsuilck Steam Electric Plant. Unit 2 

Notification of 790122-24 meeting in San Jose.CA ui/ 
representatives of Hark I owners group to diicuss Mark 1 
long term program load definition rept t related issues U/ 
end agenda 

CRIMES. C I Plant Systems Branch 79/01/00 4p p 


7901170229 DOCKET SO-324 Brunsiuld Steam Electric Plant. Unit 2 
Responds to "Part A Non-Proprietary" questions from NRC 
700113 Itr re suppression pool temp transients resulting 
from a stuck open relief valve 

UTLEV, E E Carolina Power l< Light Co 79/01/11 27pp 


79011702U D3CKET 50-324 Drunsuilek Steam Electric Plant. Unit 2 
Forwards info re NC tidal gage station in accordance u/ 

Phase t leveling portion of "Brunswick Steam Electric Plant 
Program, for Seismic Monitoring ’’ H/end NOAA 781031 Itr 
UTLEYj E E Carolina Power ti Light Co 79/0t/12 Bpp 


7901190119 DOCKET SO-324 Brunswick Steam Electric Plant. Unit 2 
Forwards Revision I to "Reactor Recirculation Safe-End 
Insp Prograin *' Corrects typographical errors In 701252 rept 
submittal 

UTLEViE E Carolina Power «< Light Co 79/01/13 Ip 


7901190122 DOCKET 90-324 Brunswick Steam Electric Plant. Unit 2 
"Review of Recirculation Safe-End Insp Program. Revision 1 
Describes detection of intergranular stress corrosion 
cracking ti considers alternate insp techniques & impact on 
plant operation 

• Carolina Power & Light Co 76/15/52 lOpp 


7901230263 DOCKET 90-324 Brunswick Steam Electric Plant. Unit 2 
Requests revision of Tech Specs re operabilltg requirements 
for reactor vessel water level Instrumentation necaisery for 
meint L mod work during refueling outage In progreis K/encl 
check for *4400 Class 1 amend fee 

UTLE?, E E Carolina Power l< Light Co 79/01/lB 9pp 


7901240199 DOCKET SO-324 Brunswick Btean Electric Plant. Unit 2 
Provides info requested In 781129 Itr re containment purging 
during normal operation Purging is controlled by plant 
operating procedures through containment atmospheric control 
sys valves Mill provide justification for unlimited purging 
UTLEY. E E Carolina Power 1. Light Co 79/01/19 2pp 


7901030052 DOCKET 50-324 Brunswick Steam Electric Plant. Unit 2 
Forwards IE Insp Repts 50-324/70-20 & 50-325/70-20 on 
761024-27 No noncomp I lance noted 

UDNOi F U Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 7S/11/22 2pp 


7901030061 DOCKET 50-354 Brunswick Btean Electric Plant. Unit 3 
IE Insp Repts 50-324/7B-26 4, 90-32S/7S-2B on 7S1024-S7 No 
noncomp 1 iance noted Major areas Inipetted changes in BA 
program, review of LER ' s. fol 1 owup on IE Bulletins I. 

Clrculara 

RILEV.B W . HINCKLEY. D 0 > DANCE. H C Region 2. Atlanta. Office 
of the Director 70/11/22 7pp 


7901590379 DOCKET 50-324 Brunswick Steam Electric Plant. Unit 2 
Forwards IE Insp Repts 50-325/76-34 tc 90-324/76-32 on 
761204-06 No noncompliance noted 

LONO. F. J Region 8. Atlanta. Reactor Operations Nuclear Buppert 

Branch, 76/12/19 2pp 


7901290332 DOCKET 50-324 Brunswick Steam Electric Riant. Unit 2 
IE Insp Repts 50-326/76-34 U 50-354/70-32 on 701804-06, No 
nonconplianc e noted Major areas inspected, plant operations, 
spent fuel storage mods, fol lou-up on LER's b plant tour 
RILEY. B V( . DANCE. H C Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 70/12/16 4pp 


7901080165 DOCKET 50-324 Brunswick Steam Electric plant. Unit 2 
Forwards revision to Inservlce insp-pump 6 valve testing 
program representing preiint program status 
UTLEY. E E Carolina Power b Light Co 7B/1S/21 6Bpp. 


7901290373 DOCKET 50-324 Brunswick Bteim Electric Plant. Unit 2 
Forwards IE Insp Repts 50-324/76-31 b 50-325/7B-33 on 
781209-00. No noncompltance noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Faellitv b (leterlals 

Safety Branch. 7B/18/21 2pp 


7901290375 DOCKET S0-3S4 Brunswick Steam Electric Plant. Unit 2 
IE Imp Repts 50-324/78-31 b 50-325/78-33 on 701205-08 No 
noncornpliarce noted Major areas inspected possible radiation 
over eipoaure. rad loactive waste mgt program, gaseous isolation 
valves b licensee audits 

TROUP. 0 L . OIBSON. A F Region 2. Atlanta. Fuel FaclHtu b 

Materials Safety Branch 78/12/21 7pp 


7901120179 DOCKET 50-324 Brunswick Steam Electric Plant, Unit 8 
Ack receipt of 701215 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-324/70-26 b 
30-325/70-26 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility b Hatarlsll 

Safety Branch 79/01/03 Ip 


7901120101 DOCKET 90-324 Brunswick Steam Electric Plant. Unit B 
Responds to NRC 701120 Ur re violations noted in Insp Rept 
90-324/7B-26 b 50-329/7B-26 Corrective actions monthly 
emergency kit insp will be done, b fire brigade training 
session attendance will be improved. 

BANKS. H R Carolina Power b Light Co 70/12/19 Spp 


79011201BS DOCKET 90-324 Brunswick Steam Eltctrlc Plant. Unit 8 
Forwards IE Insp Rapt 90-324/70-26 b 90-32S/7B-26 on 
761016-20 b Notice of Violation 

SUTHERLAND. F Region 2. Atlanta. Office of the Director 
70/11/20 2pp. 


79011201B4 DOCKET 90-324 Brunswick Steam Electric Plant. Unit 2 
Notice of Violation from insp on 701016-80 

* Region 2, Atlanta. Fuel Facility b Hatsriale Bafety Branch 
70/11/20 Ip 


79DI170416 DOCKET 90-324 Brunswick Steam Electric Plant. Unit 8 
Ack receipt 701219 Ur informing NRC of steps taken to 
correct violations in Insp Repts 90-324/70-22 b 
90-329/70-22 

SUTHERLAND. iJ T Region 2. Atlanta. Foal Facility b Materiah 

Safety Branch 79/01/04 tp 


7901170420 DOCKET 90-324 Brunswick Steam Electric Plant. Unit 2 
Responds to NRC 781121 Ur re violations noted in IE Imp 
Rept 90-324/70-22 b 90-329/76-22 Corrective act lone group 
organiied to revitw QA requirements 

BANKS. H,R Carolina Power b Light Co 7B/12/19 Spp 


7901170422 DOCKET 90-324 Brunswick Steam Electric Plant. Unil t 
Forwards IE Insp Rept 30-324/78-22 b 90-329/70-22 on 
780959-87 b Notice of Violation 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility b Hatirllis 

Safety Drench. 76/11/21 2pp 


7901170426 DOCKET 90-324 Brunswick Steam Electric Plant. Unit 8 
Notice of Violation from Insp on 700929-27 

* Region 2. Atlanta. Office of the Director 7B/11/17 tp 


7901170429 DOCKET 90-324 Brunswick Steam Electric Plant, Unit 3 
IE Insp Rept 90-324/70-82 b 90-329/70-22 On 700959-27 
None omp 1 1 ance noted: Pal lure to prepare b implement 
procedures, paragraph 4 b 

OIBSON. 0 r , HaNTOOMERY.D M Region 2. Atlanta. Of Piet Of the 
Director HUTMAN, 0 N. Regtan 2. Atlanta. Fuel Faeilfty b 
Materials Safety Branch 70/11/17, 9pp 


79O11B0296 DOCKET 90-324 Brunswick Steam Electric Plant. Unit S 
Ack receipt of 701829 Itr Informing NRC of step* taken to 
correct violation* noted in IE Insp Repts 80-324/70-30 b 
90-32 9/7B- 30 

LONOiF J. Region 2. Atlanta. Reactor Operations Nuclear SvppDTl 

Branch. 79/01/06 Ip 


7901100261 POCKET SO-324 Brunswick Steam Electric Plant, Unit 8 
Rsipands bo NRC 7S1208 Ur re violations noted in IE Intp 
Repte 90-324/78-30 b 90-325/76-30. Corrective actionasOA 
surveillance repts routed in color coded pen*, b devalapnint 
of tickler eys for followup OA surveillance. 

BANKBiH (I, Consumer* Power Co 76/12/29 4pp 


7901160267 DOCKET SO-324 Brunswick Steam Electric Plant. Unit 8 
Forwards IE Inep Repte 50-324/78-30 h 90-328/76-30 on 
78118-17 b Notice of Violation, 

LQNO. F. J Region 2. Atlanta. Reactor Operation* Nuclear flufpatl 

Branch 70/12/09 »pp. 


7901180271 DOCKET 60-324 Brunewiek Steam Electric Plant, Unit 5 
Notice of Violation for insp on 781119-17, 

« Region 2. Atlanta. Office of the Director 70/13/05. If 
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7901180277 DOCKET 30-329 Brunswick Bteam Electric Plant. Unit 3 
IE ln»p Rept* 50-334/78-30 t, 50-335/78-30 on 791113-17 
None otnpl lane# noted failure to promptlg & effectively 
correct conditions adverse to quality 

W Region 3. Atlanta. Reactor Operations Nuclear 

Support Branch 78/12/05 4pp 


7901220221 DOCKET 50-324 Drunsmlck Steam Electric Plant, Unit 2 
Foruardi IE Circular 79-02, "Fal lor a of 120 Volt Vital AC 
Ppwar Supplies " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/01/16 2pp 


7901300207 DOCKET 50-324 Drunsuiick Steam Electric Plant, Unit 2 
Summary of 790112 meeting u/otil to brief NRC consultants on 
previous nondestructive eiamination Insps performed on 
recirculation pump riser noiile safe— ends li insps planned 
for 1979 refueling outage 

HANNON, J N Operating Reactors Branch 3 79/01/16 3pp 


7901170151 DOCKET 50-324 Bruniuiick Steam Electric Plant, Unit 2 
Forwards monthly operating rept for Dec 1978 
BANKS, H R Carolina Power ti Light Co 79/01/09 Ip 


7901170153 DOCKET 50-324 Brunswick Stebm Electric Plant, Unit 2 
Monthly operating rept for Dec 1970 

NILLIS.E Carolina Power 8< Light Co 79/01/02 8pp 


7901030133 DOCKET 50-324 Druniuilck Steam Electric Plant, Unit 3 
Forward 1 LER 7B-0B0/O3L-0 

FURRfG J Carolina Power {< Light Co 7H/12/27 Ip 


7901030137 DOCKET 50-324 Brunswick Bteam Electric Plant, Unit 2 
LER 70-OBO/O3L-O on 781125 remote shutdown drywell temp 
recorder CAC-TR-77B-1, 3, 4, 7 was not printing b chart paper 
not edvencing Ceuted by sheared pin on drive shaft 
TOLLlSONrA C Caroline Power t Light Co 78/13/27 Ip 


79011S0078 DOCKET 50-324 Brunswick Stesm Electric Plant, Unit 2 
Forward t LER 78~078/03L-0 

FURR, B J Carolina Power & Light Co 79/01/05 Ip 


7901150082 DOCKET 50-324 Bruniwlck Bteam Electric Plant, Unit 2 
LER 78-07Q/03L-0 on 781204. snub her piston shaft on snubber 
2BH-174a8174 was found unscrewed from rod eye, making snubber 
Inoperable No cause could bo discerned, 

TOLLIBONiA C Carolina Power Ic Light co 79/01/05 3 pp 


7901150100 DOCKET 50-324 Brunswick Steam Electric Plant, Unit 2 
Forwards LER 70-O76/O3L-O 

FURR, B J Carolina Power t> Light Co 79/Ot/OS Ip 


79011S0103 DOCKET 50-324 Brunswick eteam Electric Plant, Unit 3 
LER 7B-076/03L-0 on 7B1202. during routine check noted that 
recorder for chloride Intrusion monitor channel CD-CIB-3075- 
1 was not Indicating Cause not determined at this time, will 
be Inveitigetad during next condensate sys outage 
TOLLISDN, A C Carolina Power b Light Co. 79/01/05 Ip 


7901120118 DOCKET 50-324 Brunswick Steam Electric Plant, Unit 2 
Forwards LER 7e-083/03L-D 

BANK^.H R Carolina Power h Light Co 79/01/08 Ip 


7901120119 DOCKET 50-324 Bruniwlck Steam Electric Plant, Unit 2 
LER 7B-O03/O3L-O on 701808’ ch 1 oride leak do tec tori CDD-C IT-1 ) 
uat found Inoperable during periodic test due to faulty 
Interrupter switch in recording unit Switch was replaced b 
chloride leak detector declared operable 
TOLLIBON.A C Carolina Power b Light Co 79/01/08 Ip 


7901190079 DOCKET 50-324 Brunswick Steam Electric Plant, Unit 2 
Forwards LER 78-081/03L-0, 

FURR, B. vl Carolina Power b Light Co 79/01/12 Ip 


7901190082 DOCKET 50-324 Brunswick Btaem Electric Plant, Unit 2 
LER 76-OB1/03L-0 on 781812 due to lack of control power 
there was no control board indicetion for control bldg 
•mergence air supply fan B Caused by limit switch lug 
'<VA-2S-9l3D) grounded to switch protective housing. 

TUCKER, W M Carolina Power b Light Co 79/01/12 Ip 


79012apt34 DOCKET 50-324 Druniwick eteam Electric Plant, Unit 2 
Forward 1 LER 7B-077/03L-0 

FURR.B J. Carolina Power b Light Co 79/01/15 Ip. 


7901230138 DOCKET 50-324 Brunswick Steam Electric Plant, Unit 2 
LER 7a~077/03L-0 on 78121 5i during test, E41-DP18-N005 failed 
tp operate. Caused by inoperable relay dua to faulty 
malntinence uorki relay wire was left untarminated. 
TOLLiaON.A.C Caroline Power b Light Co 79/01/15. 2pp 


7901230296 DOCKET 50-324 Brunswick Bteam Electric Plant, Unit 2 
Forwards LER 7B-079/03L-0 

FURR, B J Carolina Power b Light Co 79/01/13 Ip 


7901230297 DOCKET 50-324 Brunswick Steam Electric Plant. Unit 2 
LER 7B-079/O3L-O on 781215 torus level Pell below permitted 
low level Caused by improperly trained personnel 
TOLLIBON.A C Carolina Power b Light Co 79/01/15 2pp 


7901230266 DOCKET 50-324 Brunswick: Bteam Electric Plant. Unit 2 
Forwards LER 70-O64/O3L-1 

FURR.Q J Carolina Power b Light Co 79/01/16 Ip 


7901230270 DOCKET 50-324 Brunswick Steam Electric Plant, Unit 2 
LER 7e-064/03L-l on 700820 during tasting 3 hydraulic 
snubbers found inoperable Snubber E11-95&S20 was low on 
fluid, 041-22SSB5 was mechanically disconnected b E11-37BS93 
had cracked support Each was repaired or replaced 
TOLLIBON.A C Carolina Power b Light Co 79/01/16 Ip 


790123016B DOCKET 50-385 Orunswltk Steam Electric Plant. Unit 1 
Licensee does not plan to install proposed reactor coolant 
recirculation pump motor fire protection sys as originally 
planned during upcoming refueling outage Hill Install mads 
prior to power generation w/o Inert containment 
UTLEY.E E Carolina Power b Light Co 79/01/17 Ip 


7901290399 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Notifies util of security plan deficiencies Forwards list of 
deficiencies b corrective mode needed Util may start an 
appeal which, if lost, would result in an order for mod Ends 
withheld (ref 10CFR2 790) 

IPPOCITD, T A Operating Reactors Branch 3 79/01/1 i 2pp. 


790103007G DOCKET 50-325 Drunswlck Steam Electric Plant, Unit 1 
Describes design details for proposed mod to suppression 
piool-to-reactor bldg vacuum breakers Vacuum relief line has 
single line into concrete containment, where it connects to » 
tee, each leg of which has butterfly valve b vacuum breaker 
UTLEY, E E Caroline Power b Light Co 78/12/S9 2pp 


7901030211 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Ack receipt of 7B1129 Ltr. Requests addl time to prepare 
responses re containment purging during normal plant 
operation 

UTLEYrE E Carolina Power b Light Co 78/12/29 Ip 


7901030217 DOCKET 50-325 Brunswick Bteam Electric Plant, Unit I 
Requests sxtenslon for submittal of proposed effluent Tech 
Specs from 790215 to 790415 

UTLEY.E E Carolina Power b Light Co 78/12/29 2pp 


7901040031 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Forwards Amend 16 to License DPH-71 b Amenif 41 to License 
DPiR-62, safety evaluation b notice of Issuance Requests 
submission of design of mod vacuum breakar 

IPPDLITO.T A Operating Reactors Branch 3 78/12/11 3pp 


7901040036 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Amend 16 to DPR-71 b Amend 41 to DPR-72 changing Tech Specs 
re suppression poql-rsactor bldg vacuum breakers Change 
requires that manual valves be opened during normal 
operation b closed during abnormal operation 

IPPQLITD.T A Operating Reactors Branch 3 70/12/lt. IBpp 


7901040040 DOCKET 50-325 Brunswick Staam Elscfcric Plant, Unit 1 
Safety evaluation supporting Amends 16 b 14 tn Licenses 
DPR-71 b DPR-62i respectively, c oncl ud Ing that proposed 
temporary change to Tech Specs is acceptable b health b 
safety of public will not be endangered 

* Office of Nuclear Reactor Regulation 78/12/11 4pp 


7901040042 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Notice of Issuance of Amends 16 b 41 to Licenses DPR-7B b 
DPR-62. respectively 

IPPOLITQ, T A Operating Reactors Dranch 3 78/12/11. 2pp 


7901040269 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Summary of a 761806 meeting to discuss recirculation pump 
safe-ends b alternatlvis available for follow-up action to 
Bisure safe operation of facility. 

IPPOLITO, T A Operating Reactors Branch 3. 78/12/06 3pp, 


7901DS0393 DOCKET 50-325 Brunswick eteam Electric Plant. Unit 1 
Forwards Info re physics startup test reload program For a 
reloaded core Util should assume that the reload core 
conf iguratlon Will conform to designed configuration 
IPPOLITO, T. A Operating Reactors Branch 3. 78/12/21 Spp, 


7901110109 DOCKET 50-325 Drunswlck Steam Electric Plant, Unit 1 
Responds to 780113 request b forwards data by QE on 
"Reactor Vessel tiatl Surveillance Program." 

UTLEYiE E. Carolina Power b Light Co 79/01/08 ip. 
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7901(10115 DOCKET 90-335 Brunsiulcl Steam EJactric Plant. Unit I 
NEDQ-34157 Revision 1 “InPo on Reactor Vaise) Matt 
Surveillance Program " Rapt cover* ena-o#-l ins fluence of 
Inner ua i 1 of reactor pressure vesse 1. effective full pouar 
^ears as of 770331. 1. vessel mat] survelHance program 
* Carolina Pouier 1. Light Co NEDD~a4I57 70/12/31 lOOpp 


7901I60149 DKCKET 50-325 Brunsulct Steam Electric Plant. Unit 1 
Forwards Nov 1970 Mark I containment program ac tivl tg review 
info Provides tas k-bu- task sum/nary 

BDBON.L J Oeneral Electric Co .Nuclear Energy Products Div 
79/01/09 12pp 


7901170214 ODCKET 50-325 Brunswick Bteom Electric Plant. Unit I 
Forwards Info re NC tidal gage station In accordance w/ 

Phase 1 leveling portion of “Brunswick Steam Electric Plant 
Program for Salsraie Monitoring ” W/encl NDAA 7Q1031 1 tr 
UTLEY. E E Carolina Power tt Light Co 79/01/12 2pp 


7901170229 DOCKET 50-325 Brunswick Steam Electric Plant. Unit I 
Responds to "Part A Non-Proprietary'' questions from NRC 
760113 Itr re suppression pool temp transients resulting 
from a stuck open relief valve 

UTLEY. E E Carolina Power U Light Co 79/01/U 27pp 


7901190119 DOCKET 30-325 Brunswick Steam Electric Plant. Unit 1 
Forwards Revision 1 to “Reactor Rec irculatlen Safe-End 
tnsp Program " Corrects typographical errors In 781222 rept 
submittal. 

UTLEY. E E Carolina Power it Light Co 79/01/15 Ip 


7901190122 DOCKET 50-32S Drunsulck Steam Electric Plant. 1/ntt 1 
"Review of Recirculation Safe-End Insp Program. Bevl sion 1 " 
OeBcribee detection of intergranular stress corrosion 
cracking t< conildirs alternate insp techniques fc impact on 
plant operation 

• Carolina Power h Light Cn 78/12/22 lOpp 


7901220030 DOCKET 50-325 Brunswick Steam Electric Plant. Unit 1 
Denies fiO-day eitension request for submittal of App I Tech 
Specs Requests submittal of completed portions by 790213 it 
balance as soon as possible 

BCRHENCER.A Operating Reactors Branch 1 79/01/12 2pp 


790t2302&3 DOCKET 30-325 Brunswick Steam Electric Plant. Unit 1 
Request! revision of Tech Bpoci re operabllib'y requirements 
for reactor vessel water level Instrumentatlpn necessary for 
malnt t< nod wort during refueling outage In progress M/incl 
check for p4400 Class I amend fee 

UTLEY. E E Carolina Power t. Light Co 79/01/lB 3pp 


7901240195 DOCKET 50-325 Druniwlck Steam Electric Plant. Unit 1 
Provides Info requested in 781129 Itr re containmint purging 
during normal operation Purging is control Isd by plant 
operating procedures through containment atmospheric control 
sys valves Nil) provide justification for unlimited purging, 
UTLEY. E E Carolina Powar h Light Co 79/01/19 2pp 


7901250222 DOCKET 50-323 Brunswick Steam Electric Plant. Unit 1 
Notification of 790122-24 meeting In San Jose.CA u/ 
rcpresantatlvas of Hark I owners group to discuss Hark 1 
long tarn program load definition ropt 1. related iisues.U/ 
one) agenda 

CRIMES. C I Plant Systems Branch 79/OI/OB 4 pp 


7901020166 DOCKET 50-329 Brunswick Steam Electric Plant. Unit I 
Forwardi euppl reload licensing repte NBDD-B4166 "BuppI 
Reload Licensing Bubmi ttal. Rt 1 oad I” U NEDD-2416S. "LOCA 
analysis for Cycle 2 “ Mill provide info re startup physics 
tasting program 6 Ttch Specs changes later H/o NED0-B4169 
UTLEY. E E, Carolina Power It Light Co 78/12/29 3 pp 


DOCKET 50-325 Brunswick Steam Electric Plant. Unit 1 
'"ad Licensing Submittal. Reload 1" describing 
'vious cycle exposures 

'arollna Power i. Light Co NEDD~24i66 78/12/31 


Electric Plant. Unit 1 
Hme-onJy Tech Spec 
Insp intervil.Fee uis 
ip licet! on was 

Branch, 76/12/29, ip. 


m Elsctrlc Plant. Unit I 
ides results of LOCA 
nal model t Provi dps 
eingls failure 

41f>5 78/12/31 42pp 


7901180273 DOCKET 50-325 DnineuicV Steam Electric Plant. Unit 1 
Notice of meeting to dlscuse recirculation pump rtee safe- 
end insp program Date changed to 770112 tt location changed 
to Brunswick Plsnt.NC 

HANNON. J N Operating Reactore Branch 3 79/01/08 Ip 


790UB03D2 DOCKET 50-325 Druneulck Steam Electric Plant. Unit 1 
Notice of 790111 meeting u/Carolina Power ti Light Co to 
discuss recirculating pump riser safe-end Insp program for 
Unit 1 refueling outage 

HANNON. J N Operating Reactors Branch 3 79/01/08 2pp 


7901240203 DOCKET 50-329 Drunsulck Steam Electric Plant. Unit 1 
Forwards check for Class II license amend for 780720 
appltcatian re extension of Inaccessible snubber insp 
Interval 

UTLEY. E E Carolina Power h Light CO 79/01/12 Ip 


7901260197 DOCKET 50-325 Brunswick Steam Electric Plant. Unit 1 
Requests Tech Spec revisions necessary to complete first 
refueling l< begin Cycle 2 operation Revisions submitted as 
suppl to 781229 reload licensing submlttel U/encl revisions 
l< Class III amend 

UTLEY. E E Caroline Power 6 Light Co 79/01/17 19pp 


7901030092 DOCKET 90-325 Brunswick Steam Electric Plent. Unit 1 
Forwards IE Insp Repts 50-324/78-28 ti 90-325/78-20 on 
7ai024-27.Ne noncomp liance noted 

LONG. F J Region 2. Atlanta. Reactor Dpirations Nuclear Supporl 

Branch 70/11/22 Spp 


7901030061 DOCKET 90-329 Brunswick Steam Electric Plant. Unit 1 
IE Insp Repts 50-324/78-28 !< 30-329/70-28 on 7B1024-27 No 
noncompl iance noted Major areas inspected changes in QA 
program, review of LER 's. f ol lowup on IE Bulletins t. 

Circulars 

RILEY, e U . HINCKLEY. D 0 . DANCE, H C, Region 2, Atlenta, Office 
of the Director 78/11/22 7pp. 


7901080165 DOCKET 50-3S9 Bruniwlck Steam Electric Plant. Unit I 
Forwerdi revision to inservlce Inip-pump I. valve testing 
progriffl representing present program status 
UTLEV.E E Carolina Power It Light Co 78/12/21 62pp. 


7901120179 DOCKET 80-3S9 Brunswick Steam Electric Plant, Unit 1 
Ack receipt of 761215 Itr informing NRC of steps taken to 
correct vlolatloni noted in Imp Rept 90-324/76-26 li 
50-325/70-26 

SUTHERLAND. 3 T Region 2. Atlenta. Fuel Facility |i Matarlale 
Safety Sranch 79/01/03 Ip 


7901120181 DOCKET 90-329 Brunswick Steam Electric Plant. Unit 1 
Responds to NRC 761120 Itr re violations noted in Insp Rept 
SO-384/78-Sb t. 50-325/70-26 Corrective actions monthly 
emergency kit insp will be done. !> fire brigade training 
setsion attendance will be Improved. 

BANKS, H R Carolina Power t< Light Co 78/12/19 2pp. 


7901120182 DOCKET 50-329 Brunswick Steam Electric Plant. Unit 1 
Forwardi IE Imp Rept 90-324/70-26 6 90-329/7S-26 on 
701016-20 It Notice of Violation 

SUTHERLAND, F Region 2, Atlanta, Office of the Director. 
78/11/20 2pp 


7901120184 DOCKET 90-329 Drunsulck Steam Electric Plant. Unit 1 
Notice of Violation from Insp on 76)016-20 

a Region 2. Atlanta. Fuel Facility 1. Materiali Safety Sranch 
76/11/20 Ip 


7901170416 DOCKET 50-329 Brunswick Steam Electric Plant. Unit 1 
Ack recaipt 761219 Itr informing NRC of steps taken td 
correct violations in Insp Repts S0-324/7S-22 It 
50-323/70-22, 

SUTHERLAND, 0. T Region 8, Atlanta. Fuel Facility li Hatarldti 
Safety Branch 79/01/04 tp. 


7901170420 DOCKET 90-329 Brunewlck Steam Electric Plant, Unit I 
Responds to NRC 7B1121 Itr re violations noted In IE Insp 
Rept 90-324/7S-S2 h 90-325/76-22, Correc t ive actions, group 
organliid to review QA requlrementi. 

BANKS. H R Carolina Powtr I. Light Co 76/12/19, 2 pp 


7901170422 DOCKET 90-325 Brunswick Steam Electric Plent. Unit 1 
Forwards IE Insp Rept S0-324/7S-22 I. 90-329/78-22 on 
780929-27 I. Notice Of Violation 

SUTHERLAND, J T. Region 8, Atlanta, Fuel Facility 1. HatarUlf 
BePetv Branch 7S/il/21 2pp 


7901170426 DOCKET 90-329 Brunswick Steam Electric Plant, Unit 1 
Notice of Violation from insp on 7B092S-S7, 

* Region 2, Atlanta, Offics of the Director. 78/11/17 Ip 
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790117042^' DOCKET 50-325 DrunsuiiiK Bteafli Elactric Planti Unit 1 
IE Insp Rept 50-324/70-22 t< 30-325/78-22 on 780925-27 
None ompli once noted failure to prepare t< Imptement 
procedureii paragraph 4 b 

OIBGON. 0 T . MONTOOMEHV. D M Regien 2, Atlanta. Office of th« 
Director HUTMAN. vl W Region 2. Atlanta. Fuel Factlitg U 

Haterlale Safety Dranch 70/11/17 5pp 


7901180256 POCKET S0-32S Drunsulck Steam Electric Plant. Unit 1 
Act receipt of 701229 Hr informing NBC of steps taken to 
correct violations noted in IE Insp Repts 30-324/7B-30 (< 
90-323/78-30 

LONOi F J Region 2. Atlanta. Reoctor Operations Nuclear Support 

Branch 79/01/08 Ip 


7901100261 DOCKET 30-323 Brunswick Steam Electric Plant. Unit I 
Responds to NRC 701205 Itr re violations noted In IE tnsp 
Repts 30-324/70-30 fc 30-323/70-30 Corfoctlvo actions QA 
surveillance repts routed In color coded pens. t. davelepment 
of tickler sys for followup QA Gurvelllance 
DANHB. H R Consumere Power Co 70/12/29 4pp 


7901100271 DOCKET 90-323 Brunswick Steam Electric Plant. Unit 1 
Notice of Violation for Insp on 781113-17 

e Region 2. Atlanta. Office of the Director 70/12/03 Ip 


7901160277 DOCKET 90-323 Brunswick Steam Electric Plant. Unit I 
IE Insp Repts 30-324/70-30 «< 50-323/70-30 on 791115-17 
NoncompI ianco noted failure to promptly b effectively 
correct conditions adverse to quality 

niLEV.D U Region 2. Atlanta. Reactor Operations Nucloar 

Support Branch 70/12/03 4pp 


7901220221 DOCKET 30-329 Drunswlck Steam Electric Plant. Unit 1 
Forwards IF Circular 79-02. "Fal lure of 120 Volt Vital AC 
rouer Supplies '* 

O'REILLV.vl P Region 2. Atlanta. Office of the Director 
79/01/16. 2pp 


7901290373 DOCKET 30-323 Brunswick Steam Electric Plant, Unit I 
Forwards IE Insp Repts 30-324/78-31 6 90-325/70-33 on 
701203-00. No noncompl lance noted 

SUTHERtAND. J T. Region 2, Atlanta. Fuel Facility b Materials 

Bafety Branch 78/12/21 2pp 


7901290373 DOCKET 90-323 Brunswick Steam Electric Plant, Unit 1 
IE Insp Repts 50-324/70-31 it 90-323/78-33 on 7012O5-OB No 
none onipl iance noted Major areas inspected possible radiation 
overoHposur*. radleac tlve waste mgt program. gaseous Isolation 
valves b licensee audits. 

TROUP, 0 L , 0ID80N. A F Region 2. Atlanta, Fuel Facility b 

Materials Safety Branch 7B/12/31 7pp 


79012903/9 DOCKET 50-329 Drunswlck Steam Electric Plant. Unit 1 
Forwards IE Insp Repts 30-329/78-34 b 90-324/70-32 on 
701204-00. No noncompl lance noted 

LONO. F vl Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 70/12/19 2pp 


7901290302 DOCKET 90-329 Brunswick Steam Electric Plant. Unit 1 
IE Insp Repts 90-320/70-34 b 30-384/70-32 on 7012O4-OB NO 
noncomp 1 lance noted Major areas Inspacted, plant operations, 
spent fuel storage mods. follow-up on LER's b plant lour, 

RILEY. D N , DANCE. H C Region 2. Atlanta. Reactor Operations 

Nuelear Support Branch. 78/12/10. 4pp 


7901100017 DOCKET 90-380 Brunswick Steam Electric Plant, Unit 1 
Forwards IE Insp Rapt 50-389/70—38 on 701110 No 

nrnicompliance noted. . .. v v. . cr . — 

MURPHYiC E Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch 70/11/30. 2pp 


7901170133 DOCKET 30-323 Brunswick Stoam Electric Plant. Unit 1 
Monthly operating rept for Dec 1970 

WILLIS, E Carolina Power b Light Co 79/01/02 0pp 


79010300B6 DDCKFT 50-323 Drunswlck Steam Electric Plant. Unit 1 
Forwards LER 7B-094/03L-0 

BANKS. H R Carolina Power b Light Co 78/12/29 Ip 


7901030093 DOCKET 30-323 Brunswick Steam Electric Plant, Unit 1 
LER 70-094/03L-0 on 781 122. deminerali led water storage tank 
level was too long doe to high usage b acld/Caustlc 
equipment failure Level returned to Tech Spec limits within 
1 hour 

TQLLISDN. A C Carolina Power b Light Co 70/12/29 2pp 


7901000140 DOCKET 50-325 Dronsuick Steam Electric Plant, Unit 1 
Forwards LER 7e-093/03L-0 

FURR, B vl Carolina Power b Light Co 79/01/03 Ip 


7901000145 DOCKET 50-323 Brunswick Steam Electric Plant, Unit 1 
LER 78-093/03L-0 on 781202. at a control operator was 
inserting control rods to decrease reactor power.it teas 
observed that position indications IB b 20 for control rod 
02-23 were inoperable. due to fault Inside containment 
T0LLI30N. A C Carolina Power b Light Co 79/01/03 Ip 


79011800B5 DOCKET 30-325 Brunswick Steam Electric Plant. Unit 1 
Forwards LER 7e-092/01T-0 

FURR, B 0 Carolina Power b Light Co 79/01/09 Ip 


7901130086 DOCKET 50-323 Brunswick Steam Electric Plant, Unit I 
LER 7B-092/01T-0 on 781219 final stress rept shows that 13 
pipe supports were not installed or configured as assumed in 
stress analysis Caused by field revision during const Plant 
mods have been Issued 

TOLLIBQN. A C Carolina Power b Light Co 79/01/05 4pp 


7901170193 DOCKET 30-323 Drunswlck Steam Electric Plant. Unit 1 
Forwards LER 7B-096/03L-0 

FURR. B J Carolina Power b Light Co 79/01/11 Ip 


7901170196 DOCKET 30-323 Brunswick Steam Electric Plant. Unit 1 
LER 7a-096/03U-0 on 701211 loss of normal power to bus E-1 
caused by a 1/8 scram b a 1/2 group No 1 isolation Cause 
unknown. but suspected to ba const activities associated u/ 
fire protection mods 

T0LLI80N. A C Carolina Power b Light Co 79/01/11 2pp 


7901300100 DOCKET 30-325 Drunswlck Steam Electric Plant, Unit I 
Forwards LER 7e-0B3/03L-0 

FURR.B J Carolina Power b Light Co 79/01/25 Ip 


7901300183 DOCKET 30-325 Brunswick Steam Electric Plant, Unit 1 
LER 7a-oa5/03L-0 on 781227 failed to perform quarterly 
transmitter b recorder callbr for drywell oiygen monitor 
CAC-AT-1259-2 in Mar b Sept 1978 due to misunderstand Ing of 
Tech Specs periodic test schedule will be written 
TOLLISON, A C Carolina Power b Light Co 79/01/23 Bpp 


7901300174 DOCKET 50-323 Brunswick Steam Electric Plant. Unit 1 
Forwards LER 7B-090/03U-0 

FURR.B J Carolina Power b Light Co 79/01/26 ip 


7901300178 DOCKET 50-323 Brunswick Steam Electric Plant. Unit 1 
LER 78-090/O3L-O on 701230. reactor vessel conductivity 
ecceaded 24-h limit due to organic compound in condensate 
storage tank 

TqLLISON.A C Carolina Power b Light Co 79/01/26 8pp 


7901030160 DOCKET 50-327 Sequoyah Nuclear Plant. Unit i 

Requests comments on TVA update re environ Impact of changes 
at facility since hearing In July 1974 W/o end Review 
indicates impact of changes can be controlled through Natl 

P -- ' - 

I 


7901100867 DOCKET 90-329 Brunswick Stsam Electric Plant. Unit 1 
Forwards IE Insp Repts 30-324/70-30 b 30-325/70-30 on 
78119-17 b Noticf of Violation 

LONO. F J Region 8. Atlanta. Reactor Operations Nuclear Support 

Branch 70/12/09 2pp 


7901I0002S DOCKET 90-323 Brunswick Steam Electric Plant. Vnlt 1 
IE Insp Rept 30-383/70-32 an 701 110. No noncompliance noted 
Hajor area inspected, ultrasonic eitamlnation of jet-pomp 
rliar safe-ends » v v. . 

CONLDN. T. E Region 3. Chicago, Reactor Construction b 

Enilineerlnp Support Branch, 78/11/89. 3pp 


7901300807 DOCKET 80-329 Brunswick Steam Electric Plant, Unit! 
Summary of 790112 meeting w/otil to brief NBC consultants an 
previous nondestructive examination inepi performed on 
recirculation pump riser noixle safe-ends b Insps planned 
fop 1979 refueling outage 

HANNON. J.N Operating Reactors Branch 3. 79/01/16 3pp 


79011 701 SI DOCKET 30-38S Drunswlck Staam Electric Plant, 
Forwards monthly operating rept for Dee 1970, 

BANKS, H.R Caroline Power b Light Co 79/01/09. ip 


Unit 1 
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7?Olt<}Oa99 QOCKEt 50-337 Sequoyah Nuclear Plant, Unit 1 

Responds to 7e0'721 requeit for addl matt on seismic testing 
of neutron dstectol'S tc balance of plant iSOP) class IE 
equipment qualification 

SILLELAND, .f E Tennessee Valley Authority 79/01703 43pp 


77011003S2 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 
PoTuiards addl into on hydrologic analysis per 761130-31 
meeting u/NRC W/enci plots of discharge t, stage hydrographs, 
Plgurs 0371-1 & 0371-3, Uatts &ar project layout draulngs u/ 
Uatershed north of site 7 Little TN River flood hydrographs 
OILLELAND, J E Tennessee Valley Authority 79/01/04 8pp 


79011003B9 DOCKET 30-327 Sequoyah Nuclear Plant, Unit 1 
Reepondi to NfiC 7B1127 request for drawings shotulng 
electrical errangement for neu automatic luiltchover scheme 
Forwards drawings 45H779-11 S, 43N779-ia that have baen 
Incorporated in Plant Instrument Drawings U/o end 
OtLLELAND. J E Tennessee Valley Authority 79/01/09 IP 


7901170007 DOCKET 50-327 Sequoyah Hue tear Plant. Unit 1 
Forwards addl Info re design of certain piping tys support 
hasa plates Potcntlat design deficiency identified Design 
did not consider plate fleilbllity in determination of mai 
load 

VAROA, S A Light Mater Reactors Branch 4 79/01/05 4pp 


7901130119 DOCKET 50-327 Sequoyah Nuclear Plant. Unit t 
Advises field evaluation is complete Btatement to that 
effect will be incorporated into the F3AR by revision of 
section 3 & 7 4 1 In Amend 39 

OILLELAND, J E Tennessee Volley Authority 79/01/09 Ip 


790116022A DOCKET 50-327 Sequoyah Nuclear Plant. Unit 1 
Responds to NRC 790110 request For addl info re seismic 
qualification of diesel-engine-drlven emergency generator 
sets Enel 760209 Korris-Knudsen Itr lists 4 events leonitored 
during seismic testing 

aiLLELAND, J E Tennessee Valley Authority 79/01/12 ip 


79012A014B DOCKET 90-327 Sequoyah Nuclear Plant, Unit 1 
Forwards rept "Assessment of Water Temp nonttoring at the 
Browns Ferry Nuclear Plant" to ho used by EPA in dovoloping 
thermal portion of the Natl Pollutant Discharge Elimination 
8yi Permit 

OILLELAND, J E Tennessee Valley Authority 79/01/2B Is 


7901260151 DOCKET 90-327 Sequoyah Nuclear Plant. Unit L 
‘"Assessment of Water Temp Monitoring at the Drowns Ferry 
Nuclear Plant *' Deecrthes computationa 1 method TVA intends 
to use to demonstrate compliance w/thermal requirements 
UNOATE, C D Tennessee Valley Authority WM-28-1 -67-101 

78/08/31 95pp 


7901260039 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 
Notification of 790123 meeting In Atlanta, OA to discuss 
Natl Pullutton Discharge Elimination Sys permit tt environ 
Impact assessment 

WATKINS, R V Environmental Project Branch 1 79/01/83 2pp 


790130002Q DOCKET 50-327 Sequoyah Nuclear Plant. Unit 1 

Identifies items of concern based on NRC review rt environ 
Impact due to design b operational changes In plant 
entrainment of biota at plant Intake, effluent chlorine 
levels, S( thermal discharge 

BALLARD, R L Environmental Project Drench I 79/01/24 3pp 


7901310027 DOCKET 30-327 Sequoyah Nuclear Plant, Unit 1 
Suhniltt Amend 89 to util application Revises Bectlon l3 2, 
responds to NRC questions <i Includes mlscsl lanaous text 
changes to FBAR M/o enc 1 

OtLLELAND.U E Tennessee Valley Authority 79/01/24 ip 


7901300124 DOCKET 50-327 Sequoyah Nuclear Plant, Unit i 
Forwards responsa to OA Branch Question 2 dtd 780920 rs 
initial test program. Inappropriate to Include variables 
monitored or evaluation criteria per this test objective in 
FBAR Response will be included in F8AR 

OILLELAND, JE Tenntsss* Valley Authority 79/01/SA 3pp 


7901170197 DdcKET 50-32? Sequoyah Nuclear Plant. Unit 1 

Provides schedule for TVA response to NRC 7S1229 request for 
addl fiirancial info b for answers ho Branch questions on 
containment and reactor sys 

OILLELANDj^J E Tennessee Valley Authority 79/01/12 ip 


7901180173 DOCKET 50-327 Sequoyah Nuclear Plant. Unit I 
Forwards responses to infornel NRC questions posed during 
7GD515 site visit re pollutant discharge M/31 ovarsiie 
drawings available in PDR 

OILLELAND, JE Tennessee Valley Authority 79/01/12 93PP 


79011900SS DDCKET 50-327 Sequoyah Nuclear Plant, Unit i 

Forwards Round 2 Question 212 74 b response per NRC 760919 
request re check valves b leak testing 

OILLELAND, J E Tennessee Valley Authority 79/01/15 Bpp 


7901290088 DOCKET 30-327 Sequoyah Nuclear Plant, Unit 1 
Notification of 790119 neetiisg in BethesdaiHD re cold 
shutdown w/safety grade equipment 

SILVER, H Light Water Reactors Branch 4 79/01/17, 2pp 


7901240107 DDCKET 90-327 Sequoyah Nuclear Plant. Unit 1 

Rssponda to 790110 request for draft of revision to Bection 
19 9 3 of FBAR b draft of reviitd TSCh Spers 3 6 1 2 C b 
table 3. 6-1 

OILLELAND. J E Tennessee Valley Authority 79/01/18 34p|l 


7901240198 DOCKET 50-387 Sequoyah Nuclear Plant, Unit I 
Forwards addl info re local leak rata testing requested 
790110 by phon* Info provides basis for local leak rats 
testing of soma containment isolation valves w/water as tast 
medium Info to be incorporatad into FSAR 

OILLELAND, J E Tennessee Valley Authority 79/01/18 llpp 


7901230116 DOCKET 90-327 Sequoyah Nuclear Plant, Unit 1 

Forwards photos of Unit I contalnmant sump b drawing showing 
orientation of each photo. per NRC 781219 request Installed 
equipment blocks large trash from reaching sump Inlet scraen 
b cover 4 photos. S overs i is, sent to Project Manager 
OILLELAND, J E. Tennessee Valley Authority. 79/01/19. 6pp 


7901300016 DOCKET 90-327 Sequoyah Nuclear Plant, Unit 1 
Request for addl Info re RHR suction line fal lure, bypassed 
tftfety injection, sump tests.upper head injection 
preoperatlonal tasks, loose parts monitoring sy s, psrsonnsi b 
training procedures 

VAR0A,9 a Light Hater Reactors Branch 4 79/01/19, llgp 


7901240194 DOCKET 50-327 Stquoyah Nuclaar Plant, Unit 1 
Rtsubmlts raipontes re fire protection review questions 
1-27 Includsi revised response to Question 3, modified 
equipment installation schedule b modified answers to 
questions 1.7,20,23 b 27 

OILLELAND.J E Tsnnessee Vatlsy Authority 79/01/19 I37gp 


7901190J29 DOCKET SO-327 Sequoyah Nuclaar Plant, Unit 1 
Forwards notice of appointment of HO Parris at Manager of 
Power All corresppndence should be addressed to him. 
OILLELAND, 0 E Tennessee Valley Authority 79/01/15 Ip 


7901120157 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 
Forwards affidavit cerlfylng that Amend 98 to FSAR was 
ssrvsd upon Individuals Identlfisd In affidavit 
HILLS, L.M Tennsssae Valley Authority 79/01/03 2pp 


7901080174 DOCKET 50-327 Sequoyah Nuclaar Plant, Unit I 

Forwards Endorsement 2 to Policy Binder XD-3a. XD-39 b X0-4D 
for TVA policy 

FIELDER, J Harsh b McLennan, Inc 79/01/02 7pp 


7901190106 DOCKET 30-337 Sequoyah Nuclear Plant, Unit 1 
Forward* certified copies of Endorsement 10 to policy 
NF-247 Premium Is 42,000 

FIEDLER, J Harsh b McLennan, Inc. 79/01/16 2pp 


790J040362 DOCKET 30-327 Sequoyah Nuclear Plant. Unit 1 
Forwards IE Insp Rept S0-327/7Q-39 on 781028 b 25-28 Mo 
noncompl iance noted, 

LDN9, F J Region 2, Atlanta, Reactor Operations Nuclaar Oupitrl 
Branch 7B/U/29 2pp 


7901040266 DOCKET 50-327 Sequoyah Nuclear Plant. Unit 1 

IE Inep Rept 50-327/78-33 on 701028 b 89-20 No none amp 1 1 ant* 
notad. Major area Inipectad' praoparatlona 1 teat program 
admlnl strative controls, 

WEBBMAN.R H , BELI&LE.O A., DONAT, T J Region 2, Atlanta. Offiii 
of tha Director 78/il/2B tOpp. 


7901100075 DOCKET 30-327 Sequoyah Nuclear Plant. Unit I 
Forwards lE Insp Repts 50-327/78-36 b 50-328/70-86 oh 
781107-09, No noncomp 1 lance noted. 

MURPHY, C. E Region 8> Atlanta, Reactor Construction 1. En|lnypri«4 

Support Branch. 78/11/30, 2pp * 
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7901 100079 DOCKET 90—327 Bei^ueijah Nutlsar Plant< Unit 1 
IE rn«p Rept 50-327/70-36 t< 50-320/70-26 on 701107-09 No 
nonccmp 1 latici notod Major aroos Intpectvd oloctrlcal 
penstrationai OC recorddi fir» protection <« licensee action on 
previous insp findings 

OIDBONOit D I MILUERiW H < DRYANTi J C Region 2i Atlantai 

Reactor Construction & Engineering Support Dranch 70/11/30 3 pp 


7901180295 DOCKET 50-327 Sequogah Nuclear Plant) Unit I 
Forwards IE Insp Rept 90-327/70-37 No noneomp 1 lance noted 
LDNOi F J Region 2i Atlanta) Reactor Operations Nuclear Support 

0r#nch. 70/12/11 2pp 


790110029Q DOCKET 50-327 Sequagah Nuclear Plant) Unit 1 
IE Imp Rept 90-327/70-37 No noneomp 1 lance noted Mejor 
araat Inspected reactor coolant sgs hydrostatic test) 
obsarvatlon of hgdrotest support activities) ravieui of 
procedures) U facility tours 

DONAT) T J , MARTIN) R D Region 2> Atlanta) Reactor Operations 

Nuclear Support Dranch 70/12/11 6pp 


7901220239 DOCKET 90—327 Sequoyah Nuclear Plant) Unit 1 
Forwards IE Inap Rept 50-327/70-40 on 701204-06 No 
noneomp t lance noted 

LONOrF J Region 2) Atlanta) Reactor Operations Nuclear 0upport 

Dranch 70/ 12/ is 2pp 


7901220244 DOCKET 30-327 Bequoijah Nuclear Plant) Unit 1 
IE Insp Rept 90-327/70-40 on 701204-06 No noncomp 1 lance 
noted Mad or areas inspected preoperat tonal testing) 
observation of post reactor coolant sys hydrostatic tsit 
plant restoration h facility tour 

DONAT>T J • MART1N)R D Region Si Atlanta) Reactor Operations 

Nuclear Support Branch 70/12/14 4pp 


7901S20329 DOCKET 90-327 Sequoyah Nuclear Plant) Unit 1 
IE Insp Repts 90-327/70-38 h 90-320/78-27 on 781128-30 No 
noncamp 1 lance notod Major areas inspected , review of action 
on previous noneompllance ItemS) h Inspector follou-up 
Items. 

HERDTiA. R > MCFARLAND) C. R Region 2) Atlanta) Reactor 

Construction h Engineering Support Dranch 70/12/14 7pp 


7901090341 DOCKET 50-327 Sequoyah Nuclear Plant, Unit I 
Forwards IE Circular 70-19, "Manual Override iSypase) of 
Safety ays Actuation Signals " 

O'REILLYiU P Region 2, Atlanta. Office of the Director 
70/12/29 ip 


7901220226 DOCKET 50-327 Bequoyah Nuclear Plant, Unit 1 
Forwerds lE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

0'REIl.Uy,%I P Region 2i Atlanta, Office of the Director 
79/01/16, 9pp 

7901000107 DOCKET 90-327 Sequoyah Nuclear Plant. Unit I 
Forwards final deficiency rept re essential raw cooling 
water sys (ERCU) valving to component cooling sys 
OILLELAND, vJ. E Tennessee Valley Authority 70/11/16 Ip 


7901290094 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 

Forwards second interim rept re reduced safety injection s)js 
accumulator flow at low reactor coolant sijs levels W/enel 
781017 Interim rept 

OILLELAND, J E Tennessee Valley Authority 70/12/19 Ip 


7901250097 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 

Second interim rept on reduced safety Injection sys flow at 
low reactor coolant levels Licensee ti Nestinghouse have 
completed Installation of modified orifice design 
Accumulators will be retested by late Feb 
* Tennessee Valley Authority 70/12/19 ip 


7901290030 DOCKET 50-327 Sequoyah Nuclear Plant. Unit 1 
Forwards final deficiency rept on diesel generator 
hydraulic actuator motors 

OILLELAND, J E Tennessee Valley Authority 78/12/20 tp 


7901250033 DOCKET SO-327 Sequoyah Nuclear Plant. Unit 1 

Final rept on deficient diesel generator hydraulic actuator 
speed control circuits on diesels 2A-A t< 2B-B Electric 
drives for hydraulic actuators developed open armature 
circuit It relay contacts burned Caused by voltage mismatch 
a Tennessee Valley Authority 70/12/20 2pp 


7901040039 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 
Forwards final deficiency report re high pressure fire 
protection pump failures 

OILLELAND, J E Tennessee Valley Authority 70/12/20 Ip 


7901040109 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 
Final deficiency rept re separation of impeller from pump 
shafts after period of use In fire protection sys, caused by 
method of attaching impeller to shaft Pumps are being 
repaired 

* Tennessee Valley Authority 70/12/28 Ip 


7901040128 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 

Forwards final deficiency report re upper head injection sys 
rate 

OILLELAND, J. £ Tennessee Valley Authority 78/12/20 Ip 


7901040135 DOCKET 50-327 Sequoyah Nuclear Plant, Unit I 

Final deficiency report during preoperational test of upper 
head injection sys, accumulators injected water in excess of 
design allowables for LOCA simulation Standpipes have been 
removed & corrected 

* Tennessee Valley Authority 70/12/20 2pp 


7901240279 DOCKET 90-327 Bequoyah Nuclear Plant. Unit I 
Forwards third Interim deficiency rept re possible 
unconservat I ve pressuriier relief t< safety line blowdown 
analysis 

OILLCLAND.O E Tennessee Valley Authority 70/12/20 Ip 


7901240277 DOCKET 50-327 Sequoyah Nuclear Plant. Unit I 
Third interim rept re possible unconservatlve pressuriier 
relief 8. safety line blowdown analysis Rtanalysis 6 support 
design of sys complete. but some components of noiite loads 
art too great 

* Tennessee Valley Authority 70/12/20 Ip 


7901290100 DOCKET 90-327 Sequoyah Nuclear Plant. Unit 1 

Forwards revised final deficiency rept re high pressure fire 
protection pump failures 

OILLELAND, J E Tennessee Valley Authority 7B/12''>“ 


79 


7901220329 DOCKET 90-327 Bequoyah Nuclaar Plant, Unit 1 
Forwards IE Insp Rept 90-327/70-30 tc 50-328/70-27 on 
701120-30 No noneompllance noted 

MURPHY. C E Region 2i Atlanta, Reactor Construction ti Engineering 

Support Branch 78/12/15 2pp 


7901110001 DOCKET 50-32/ Bequoyah Nuclaar Plant, Unit 1 
Aek racelpt of 701130 U 781219 Itrs informing NRC of steps 
taken to correct violations noted in Imp Rept 50-327/70-27 
It 90-328/70-21 

MUHPHYi) C E Region 2, Atlanta, Reactor Construction It Engineering 

Support Dranch 78/12/27 Ip 


7901090180 DOCKET 90-327 Sequoyah Nuclear Plant, Unit I 

Deficiency In essential raw cooling water syi supply to heat 
exchangers w/loss of water through e xchangers, ERCN sys will 
not meet sys design basis of LOCA associated w/loss of 
offsite power t< loss of train A 
e Tennessee Valley Authority 78/11/16 Ip 


7901250110 DOCKET 90-327 Sequoyah Nuclaar Plant, Unit 1 
Postpones from 781116 to 701214 the due date for next rept 
on deficient reactor coolant pump tie rod embedments 
OILLELAND. 0 E. Tennessee Velley Authority 78/11/17 Ip 


7901D90182 DOCKET 90-327 Sequoyah Nuclear Plant, Unit 1 
Forward* final deficiency rept re high pressure fire 

protection pump failures 

OILLELAND. vf E Tennessee Valley Authority 70/11/29 Ip 


7901090104 DOCKET 90-387 Sequoyah Nuclear Plant. Unit 1 
Final deficiency rept re eeperatlon of impeller from the 
pomp shaft! after period of use In high pressure fire 
protection ig*. ceueed by incorrect method of attaching 
tmpallsr to shaft 

a Tehnesset Valley Authority 70/11/29 Ip 
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79OtZ40343 DOCKET SO-327 Bcquaijah Nuclaar Plant. Unit 1 

Poruardi first Interim rept on Inadequate design op heating, 
ventilation & air tandlti oning penetration* 

CILLELAND.d E Tennessee Valley Authority 79701712 Ip 


7901240349 DOCKET 50-387 Beqooyah Nuclear Plant. Unit I 
First interim rept on inadequate dtsiqn as-built 
conf ipuratton of heating. air conditioning & ventilating 
penetrations uere not accounted for in containment design 
Caused by design spec error 

* Tennessee Valley Authority 79/01/12 Ip 


7901230083 DOCKET 50-327 Sequoyah Nuclear Plant. Unit 1 

Faruards final deficiency rept re chemical & volume control 
sys piping sys lateral restraints 

OILLEUAND. JE Tennessee Val ley Authority 79/01/13 2pp 


7901250089 DOCKET 30-387 Sequoyah Nuclear Plant. Unit I 
Deficiency rept lateral restraint needed during a seismic 
event uas omitted from the high pressure chemical li volume 
control piping sys in auilliary bldg Replacement uill be 
designed b installed by 7904D1 
* Tennessee Valley Authority 79/01/12 ip 


790125015! DOCKET 90-327 Sequoyah Nuclear Plant. Unit t 
Foruards first interim rept for deficiency re addl fire 
dampers l< Fire doors in control t< auilliary bldgs Intends to 
submit next rept by 790323 

OIULELAND. JE Tonneme Valley Authority 79/01/17 Ip 


7901250154 DOCKET 90-387 Sequoyah Nuclear Plant. Unit I 

First Interim rept for deficiency initially reported 781210 
Coispartmentatlon of control bldg tt auilliary bldg did not 
meet fira protection design criteria Addl fire doors l< fire 
dampers uilll be added 

« Tennessee Valley Authority 77/01/17 Ip 


7901030168 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 

Aequests comments on TVA update re environ Impact of changes 
at facility since hearing In July 1974 U/o and Revlesi 
indicates impact of changes can be controlled through Natl 
Follutiois Discharge Elimination Sys permit 

BALLARD. R L Environmental Project Branch 1 78/12/26 Ip 


7901100202 DOCKET 50-326 Sequoyah Nuclear Plant. Unit 2 
Forwards addl Info on hydrologic analysis par 701120-21 
ncating la/NRC U/encl plots of discharge U stage bydrographs. 
Figure 0371-1 6 0371-2. Matts Sar project layout draulngt u/ 
watershed north of site 7 Little TN RWer flood bydrographs. 
OILLELAND. J E Tennessee Valley Authority 79/01/04 Bpp 


7901100256 DOCKET 90-323 Sequoyah Nuclear Plant. Unit 8 

Forwards revised response to Reactor 6ys Branch question 9 
on license application Question was originally included in 
FSAR by Amend 56 as question 6 91 Discusses ECCS Intersys 
1 eahag s 

OILLELAND. J E Tennessee Valley Authority 78/12/29 9pp 


7901100269 DOCKET 90-328 Sequoyah Nuclear Plant. Unit 2 
Responds to NRC 781127 request far drawings showing 
electrical arrangBisent for new automatic switchover scheme. 
Forwards drawings 45N779-11 «. 43N779-12 that hava been 
incorporated in Plant Instrument Drawings H/o end 
OILLELAND. J E Tennessee Valley Authority 79/01/05 IP 


7901100299 DOCKET 90-328 Sequoyah Nuclear Plant. Unit 2 

Rasponds to 780921 request for addl matl on seismic testing 
of neutron detectors U balance of plant (DOF) class IE 
equipment quelificatlon 

OILLELAND. J E Tennessee Valley Authority 79/01/03 43pp, 


7901100303 DOCKET 90-388 Sequoyah Nuclear Plantt Unit 2 
Forwards request for addl info re financial status t< 
analyses of containment temp response to postulated main 
steam line breaks, 

VAROAtS A Light Hater Reactors Dronth 4 78/12/29. Bpp 


7901160226 DOCKET 50-328 Sequoyah Huclaar Plant. Unit 2 
Responds to NRC 790110 request for addl Info re seismic 
qualification of ditial-engins-drlven emergency generator 
sats End 700209 Elbrris-Knudtsn Itr lists 4 events monitored 
during seismic testing 

eiLLELAND.J £ Tennessee Valley Authority. 79/01/12. Ip 


7901170007 DOCKET 50-388 Sequoyah Nuclear Plant. Unit 8 
Forwards addl Info re design of certain piping sys support 
base plates Potential design deficiency identified Design 
did not consider plate fleilbllity In determination of mas 
load 

VAROA. 8 A 


7901170197 DOCKET 50-388 Sequoyah Nuclear Plant. Unit 2 

Provides schedule for TVA response to NRC 781229 request for 
addl financial info 6 for answers to Branch questions on 
containment and reactor sue 

OILLELAND, je Tennessee Valley Authority 79/01/12 |p 


7901180173 docket 50-338 Sequoyah Nuclear Plant. Unit 2 
Forwards responses bo informal NRC questions posed during 
780515 site visit re pollutant discharge U/31 ovarslte 
drawings available in PDR 

OILLELAND. JE Tennessee Valley Authority 79/01/12 93PP 


7901190009 DOCKET 50-380 Sequoyah Nuclear Plant. Unit 2 
Forwards Round 2 Question 212 74 6 response per NRC 780919 
request re check valves & leak testing 

OILLELAND. J E. Tennessee Valley Authority. 79/01/19 apg 


7901230116 DOCKET 50-388 Sequoyah Nuclear Plant. Unit 2 

Forwards photos of Unit 1 containment sump 6 drawing showing 
orientation of each photo, per NRC 781215 request Installed 
equipment blocks large trash from reaching sump inlet tertan 
K cover 4 photos. 2 ovsrsl le. sent to Project Hanagar. 
OILLELAND. J E Tennessee Valley Authority 79/01/19 6pp 


7901240107 DOCKET 90-33B Sequoyah Nuclear Plant, Unit 2 

Responds to- 790110 request for draft of revision to Bcctlon 
19 S 3 of FSAR It draft of revised Tech Specs 3 6 1 8 C t< 
table 3. 6-1 

OILLELAND. J E Tennessee Valley Authority 79/01/10. 3tpp 


7901240198 DOCKET 90-338 Sequoyah Nuclear Plant, Unit 2 
Forwards addl info re local leak rata testing requested 
790110 by phone Info provides basis for local leak rale 
testing of some containment isolation valves w/wateT as lest 
medium Info to be incorporated into F8AR 

QILLELAMD.J E Tennessee Valley Authority 79/01/18. llpp 


7901260148 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Forwards rapt "Assessment of Meter Temp Monitoring at the 
Brown* Ferry Nuclear Plant" to ba used by EPA In devtloplng 
thermal portion of the Natl Pollutant Discharge Cl Imlnat Ian 
Sys Permit 

OILLELAND. J E Tennessee Valley Authority 79/01/22 Ip 


7901290080 DOCKET S0-32B Sequoyah Nuclear Plant, Unit 2 
Notification of 790119 meatlng In Oethesda.MD r# cold 
shutdown w/safety grade equipment 

SILVER, H Light Hater Reactors Branch 4 79/01/17 3pp 


7901300028 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Identifies items of concern based on NRC review re environ 
impact due to design'!, operational changes in plant' 
entrainment of biota at plant Intaka. effluent chlortni 
level*. t< thermal discharge 

BALLARD. R L Environmental Project Branch 1 79/01/24 Off 


7901300016 DOCKET 90-328 Sequoyah Nuclear Plant. Unit 2 
Request for addl Info re RHR suction line fal lure. bypassed 
sefaty injec t ion. tump tests, upper head injaction 
preoperatlonal tests, loose parts monitoring sys. personnel 1. 
training procedures 

VAR0A.8 A Light Mater Reactors Branch 4 79/01/19 llff 


7901310027 DOCKET 30-326 Sequoyah Nuclear Plant. Unit 2 
Submit* Amend 59 to util app 1 Icatlon. Revises Section 13 9. 
responds to NRC questions !■ includes mlscellaneaus teit 
changes to FSAR W/o end 

OILLELAND. J. E Tennessee Valley Authority 79/01/24. If 


7901300124 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 2 
Forwards response to DA Branch Question 2 dtd 780920 rl 
initial test program Inappropriate to Include variables 
fflonit'ored or evaluation criteria per this test ohjecliv* In 
FSAR Response ulU be included In P0AR. 

OILLELAND, J E Tennessee Valley Authority 79/01/26 3pp 


7901240194 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 8 
Resubmits response* re fire protection review questions 
1-27. Includes revised response to Question 3. mud if led 
equipment installation schedule 6 modifixl anewers to 
questions 1.7.20.23 «< 27 

OILLELAND, J. E Tennetses Valley Authority 79/01/19, 137pr 


7901120157 DOCKET 90-328 Sequoyah Nuclear Plant. Unit 8 
Forwards affidavit cerlfylng that Amend 9B to F8AR wei 
served upon individuals Identified in affidavit. 

KILLS. LM. Tennetsee Valley Authority. 79/01/05 2fp 


Light Hatar Reactors Branch 4 


79/01/05 


4pp 
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7901190129 DOCKET S0~3S8 Sequogah Nuclear Planti Unit S 
Forwards notice of appointment of HO Parris as Manager of 
Poiiier All correspondence should be addressed to him 
OIULELANDi. J E Tennessee Valley Authority 79/01/15 Ip 


7901OB0I7A DOCKET 50-320 Setiuoyah Nuclear Planti Unit 2 

Forwards Endorsement 2 to Policy Dlnder XD-30, X0-39 i< XB-40 
for TVA policy 

FlELOERiJ Marsh «< McLennan. Inc 79/01/02 7pp 


7901190105 DOCKET 50-320 Seciuoyah Nuclear Plant. Unit 2 
Forwards certified copies of Endorsement 10 to policy 
NF-247 Premium is tE. 000 

FIEDLER. J Marsh & McLennan. Inc 79/01/16 2pp 


7901090341 DOCKET 50-328 Beq.uoyah Nuclear Plant. Unit 2 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Bafsty ays Actuation Signals " 

O'RElLLYf J P Region 2. Atlanta. Office of the Director 
70/12/29 Ip 


7901100079 DOCKET 50-328 Beciuoyah Nuclear Plant. Unit 2 
IH Insp Rapt 50-327/78-36 t. 50-328/70-26 on 701107-09 No 
none amp 1 lance noted Major areas inspected electrical 
penetrations. QC records, fire protection ti licensee action on 
previous tnsp findings 

OIDBONB. T D , MrtLER.V) H . BRYANT. J C Region 2. Atlanta. 

Reactor Construction (< Engineering Support Branch 76/11/30 3pp 


7901220226 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Bupplles " 

□'REILLY. J P Region 2, Atlanta. Office of the Director 
79/01/16 9pp 


7901220329 DOCKET 50-328 Boquoyah Nuclear Plant. Unit 2 
IE Imp Repts 50-327/70-38 t< 50-320/78-27 on 701120-30 No 
noneomp 1 i nnes noted Major areas Inspected review of action 
on previous noncompl lance items, ti Inspector follou-up 
1 terns 

MERDT, A R . MCFARLAND, C R Region 2. Atlanta, Rnactor 

CO’netructlon U Engineering Support Branch 78/12/14 7pp 


7901040039 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 2 
Forwarda final deficiency report re high pressure fire 
protection pump failures 

OlLLELANDtU E Tennessee Valley Authority 70/12/28 Ip 


7901040109 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Final deficiency rept re separation of Impeller from pump 
shafti after period of use In fire protection sgs. caused by 
method of attaching Impeller to shaft Pumps are being 
repaired 

* Tennessee Valley Authority 70/12/20 tp 


7901050)84 DOCKET 50-326 Sequoyah Nuclear Plant, Unit 2 
Final deficiency rept re separation of impeller from the 
pump shafts after period of use in high pressure fire 
protection sys. caused by incorrect method of attaching 
impeller to shaft 

* Tennessee Valley Authority 70/11/29 Ip 


7901050107 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Forwards final deficiency rept re essential raw cooling 
uator sys lERCM) valving to component cooling sys 
OILLELAND. J E Tennessee Valley Authority 70/11/16 Ip 


7901050100 DOCKET 50-320 Sequoyah Nuclear Plant. Unit 3 

Deficiency In essential raw cooling water sys supply to heat 
ecchangers u/loss of water through eichangers. ERCH sys will 
not meet sys design basis of LDCA associated w/loss of 
offsite power t< loss of train A 
• Tennessee Valley Authority 7B/11/16 Ip 


7901240275 DOCKET 50-328 Sequoyah, Nuc 1 ear Plant. Unit 2 
Forwards third Interim deficiency rept re possible 
unc onservat Ive pressurlier relief t safety line blowdown 
analysis 

OILLELAND. J E Tennessee Valley Authority 78/12/28 Ip 


7901240277 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Third Interim rept re possible unconservatl ve pressuriaer 
relief 4. safety line blowdown analysis Reanalysls t< support 
design of sys comp 1 e te. but some components of nocile loads 
are too great 

» Tennessee Valley Authority 78/12/28 Ip 


7901240342 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 

Forwards First interim rept on inadequate design of heating. 

ventilation t. air conditioning penetrations 

OILLELAND. J E Tennessee Valley Authority 79/01/12 Ip 


790124034S DOCKET 50-328 Sequoyah Nuclear Planti Unit 2 
First Interim rept en inadequate design as-bulIt 
configuration of heating. air conditioning $. ventilating 
penetrations were mot accounted for in containment design 
Caused by design spec error 

« Tennessee Valley Authority 79/01/12 ip 


7901250030 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Forwards final deficiency rept on diesel generator 
hydraulic actuator motors I 

OILLELAND. J E Tennessee Valley Authority 70/12/20 Ip 


7901250033 DOCKET 50-320 Sequoyah Nuclear Plant. Unit 2 

Final rept on deficient diesel generator hydraulic actuator 
speed control circuits on diesels 3A-A << 2B-0 Electric 
drives for hydraulic actuators developed open armature 
circuit L relay contacts burned Caused by voltage mismatch 
« Tennessee Valley Authority 70/12/20 2pp 


7901250083 DBCKET 50-320 Sequoyah Nuclear Plant. Unit 2 

Forwards final deficiency rept re chemical l< volume control 
sys piping sys lateral restraints 

OILLELAND, OE Tennessee Val ley Author 1 ty 79/01/12 2pp 


7901250089 DOCKET 50-320 Sequoyah Nuclear Plant. Unit 2 
Deficiency rept lateral restraint needed during a seismic 
event was omitted from the high pressure chemical (i volume 
control piping sys in auilliary bldg Replacement will be 
designed b Installed by 790401 
« Tennessee Valley Authority 79/01/12 Ip 


79012 
For 
Di r 
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790110007S DOCKET 50-320 Sequoyah Nuclear Plant. Unit 2 
Forwards IE Insp rtepts 50-327/70-36 b 50-320/70-26 on 
781107-09. No noncompliance noted 

MURPHY. C E Region 2, Atlanta. Reactor Construction b EnginaeTlng 

Bupport Branch 70/11/30 Spp 


7901110001 DOCKET 50-320 Sequoyah Nuclear Plant. Unit 2 

Ael) receipt of 781130 b 781219 Itrs Informing NRC of steps 
tahan to correct violations noted in Insp Rept 50-327/78-27 
«e 50-320/78-21 

hURFHYiC.E Region 2, Atlanta. Reactor Construetlan b Engineering 

Support Branch 78/12/27 Ip 


7901220325 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Forwards IE Insp Rept 50-327/70-30 b 50-320/78-27 on 
781120-30 No noncompl 1 ance noted 

MURPHY. C E Region 2, Atlanta. Reactor Construction t* Engineering 

Bupport Branch 70/12/15 2pp 


7901040128 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 

PoTwards final deficiency report re upper head injection sys 
rate. 

OILLELAND. J E Tennessee Valley Authority. 78/12/28 Ip, 


7901040135 DOCKET 50-320 Sequoyah Nuclear Plant. Unit 2 

Final deficiency report during preoperational test of upper 
head injection lyi. accumulators injected water in escess of 
design allowables for LOCA a Imulat ion. Standp 1 pes have been 
remftved 1. corrected 

a Tennessee Valley Authority 70/12/28 2pp 


7901OBO1B2 DOCKET 
Forwards final 
proteebton pump 
OILLELAND. J E. 


50-320 Sequoyah Nuclear Plant. Unit 2 
deficiency rept re high pressure fire 
failures. 

Tennessee Vallpy Authority 70/11/29 


Ip 



DOCKETED ITEMS 


U 


7'joiaaoioa MCKET ao-aae Sequoyah nuclear Plant. Unit 2 

Forward* r*wi»«ii final defitlrncy rapt re Mqh prefaur* fir* 
pratoction puntp failures 

OILUELaNDi J E Tannetaee Valleq Authority 78/12/28 Ip 


7901250115 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Revised final deficiency rept re hlph pressure fire 
protection pump failure* Impeller* separating from pump 
shaft* where lock collets are osedi reattached fcy thrust ring 
const method 

* Tennessee Valley Authority 78/19/28 tp 


7901250118 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 

Postpones from 781116 to 781214 the due dots for neit rept 
on deficient reactor coolant pump tie rod embedments 
SILLELAND.J E Tennessee Valley Authority 78/11/17 Ip 


7901250151 DOCKET 50-338 Sequoyah Nuclear Plant. Unit 2 
Foruard* first tisterln rept for deficiency re addl fire 
dampers S. fire doors in control I< auelliary bldgs Intends to 
submit nest rept by 790223 

OILLELANDi 0 E Tennesse* Valley Authority 79/01/17 Ip. 


7901250154 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 

First Interim rept for deflciancy initially reported 7B121B 
Ceaipartmentatlnn of central bldg & auilllary bldg did not 
meet fire protection design criteria Addl fir* door* t fire 
dampers will be added 

* Tcnnsssae Valley Authority 79/01/17 Ip 


7901290395 OOCKEt 50-329 Midland Plant. Unit 1 

Forwards “Staff Positions (< Request for Addl InfoiPsrt 3>“ 
relating to FSAR 

VAROA. 8 A Light Uatsr Reactor* Dranch 4 79/01/ le 17pp 


7901260056 OOCKET SO-329 Midland Plant. Unit 1 

Nbtlflcation of 790201 meeting In Lansing. MI to discuss 
preoperational aquatic mnnltorlng program 

LYNCH. 0 0 T Environmental Project Dranch 2 79/01/22 3pp 


7901080109 DOCKET 50-329 Midland Plant. Unit 1 

Summary of 701128-30 meeting u/Censumer s Power Co ti LABL 
re security 8< plant tour to observe features associated 
w/s«curitg plan U/tncl list of attendees 

HOOD. D Light Uater Reactors Dranch 4 78/12/21 3pp, 


7901040062 DOCKET 50-327 Midland Plant. Unit 1 

Forwards transcript of 761214 prehearing conference U/o 
end 

BMITHi I H Atomic Safety and Licensing Board Panel 78/12/30 |p 


7901170064 DOCKET 50-329 Midland Plant. Unit 1 

□rdar concerning remanded Issues Board Intends to estahllsb 
schedule for evidentiary hearing on charges r* alleged 
attempt* to prevent full disclosure of facts to an NRC 
Licensing Doard Order directs parties to file specific Infe 
HILLER. M E Atomic Safety and Licensing Doard Panel, 79/01/01 

lOpp 


7901250214 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 

Forwards final rapt on upperhesd Injection rate incompatible 
w/deslgn _ 

OILLELAND.J E Tennessee Uallsy Authority 78/19/28 Ip 


7901220270 DOCKET 50-327 Hid lend Plant. Unit 1 

Forward* 790110 decision of Comptroller Oenoral. 0-192781. re 
reimbursement by federal agency to private atty for out-of- 
poclet tiptnses incurred In an agency proceeding 

DEALE. V B Atomic Befety and Licensing Board Panel 79/01/12 3fp 


7901050118 DOCKET 50-329 Midland Plant. Unit 1 

Rtsponds to 781208 Itr lu/Revislon 7 to Topical Rept CPC-l-A. 
"OA Program Manual for Nuclear Power Plant* “ Conclude* rspt 


If acceptable 

MAASa.H P Quality Assurance Dranch 


78/12/22 


Ip. 


7901120164 DOCKET 50-329 Midland Plant. Unit I 

PoTviardt Certificate of Bvc of Amend 56 (Revision 16 to 
FSAR) to application for reactor const permit It operating 
1 Icsnse 

BACON. J L Consumers Power Co 79/01/08 2pp 


7901120210 DOCKET 50-329 Midland Plant. Unit 1 

Mofclflcatton of 790117 meeting to discus* applicant's 
conformence to Reg Guides on QA & change* to instrumentation 
It electrical design 

HOOD.D Light Hater Reactors Branch 4 79/01/08. 2fp. 


7901020095 DOCKET 50-32? Midland Plant, Unit 1 

Forwards Amend 56 to appl for constr permits at Rev 16 to 
FSAR 

HOHELL. S H Contumore Power Co 76/12/20 2pp 


7901030099 DOCKET 50-329 Midland Plant. Unit 1 

Farwkrdt NHC positions (Q-2s> & Tsqusst for eddl Info re 
BAR Requests response tt resolution bg 790119 

VARGA. 8 A Light Mater Raactor* Dranch 4 7B/I9/11 2Dpp 


7901090041 DOCKET 50-329 Midland Plant. Unit 1 

Forwards Part 2 of NRC rsquests U positions re F8AR Response 
& resolution requested by 790119 
VARGA, 9 A Light Mater Raactor* Branch 4 76/12/lS Bpp 


790I0402B6 DOCKET 50-329 Midland Plant. Unit 1 

Requests addl Info re endangered species It interim 
biological survey. in order to continue review of application 
fo-r operating licenses 

REOAN.M H Environmental Project Branch 2 78/12/22. 3pp 


7901150144 DOCKET 50-329 Midland Plant. Unit I 

Notice of 790116 meeting to discues single failure proof 
crane for spent fuel, details of full-scale modeling tests 
for containment sump I. analytical techniques for iteam line 
break analysis w/a stuck control rod assembly 
HOOD.D Light Hater Reactor* Branch 4 79/01/08, 4pp 


7901160270 DOCKET 50-32? Midland Plant. Unit 1 

In response to NRC 781222 requsstr inf orms there are no 
racords of endangered spaclis on Ti ttabewaese* to 
Kenowa-Thetford transmts* ion line right-of-way 
HOWELL I S D Coneumers Power Co 79/01/10 Ip 


7901 160271 DOCKET SO-329 Midland Plant, Unit I 

"Terreetr lal Ecological Survay-tlidland Nuclear Plant 
TI ttabauassea Substatlpn-Oary Road 8ubetatton-34S KV 
Transmil Sion ROH '* Major elanents assessed were soils, 
veg etati on, mamma Han fauna, avifauna It herpstofavna, 
a Consumers Power Co. 78/11/15. aOpp. 


7901250252 DOCKET 50-329 Midland Plant, Unit 1 

Summary of 781204 meeting w/utll in Hldland.MI re settling 
of dlesal generator bldg. pedestal • h other seismic Category 
I structures U/enck list of attendeis It meatlng agsnda. 
HOOD, D. Light Hater Reactors Branch 4 79/01/12 Up 


7901290100 DOCKET 50-329 Mid land Plant, Unit 1 

Notice of 7901030-31 melting re selected outstanding fflattari 

in NRC eafaty review of plant. H/tne 1 agenda 

HOOD.D Light Hater Reactor* Branch 4. 79/0 I /IS. 3pp 


7901020096 DOCKET 50-329 Midland Plant, Unit 1 

Revision 16 to FBAR Revision Includes OA program, commitaeni 
to upgrade pretturlier heater controls, t< addition of 
available equipAant qualification methods 
KOHELL, 8 H Consumers Power Co 70/12/20 SSOpp. 


7901220025 DOCKET 50-329 Midland Plant, Unit 1 

Forwards advance copy of response to NRC 781211 request for 
addl info, including new t< revised pages marked as Hsvislon 
17 to FSAR Info covert site design basis condl tions, make-up 
Ir purification syt, 6 fuel rod performoncs 
HOMELL.a H. Consumers Power Co 79/01/18 SOOpp 


79013001B1 DOCKET 50-389 Midland Plant, Unit I 

Buppl memo to A8L0 from applicant 6 Intarvsnore MI Cities, 

Northern MI Power Coop, Holverln* Electric Coop 6 MI 
Municipal Electric Association Approval nf settlement not 
eipectsd before 790401 Certificate of 8vc end 

ROSS. U W. . HAT80N. K. B Maid. Herkrader b Ross. UABLON.R A «ttt|fl 
fc McDlarmld. 79/01/19 3pp 


7901080017 DOCKET 50-389 Midland Plant, Unit 1 

Foruardi IE Circular 78-19, “Manuel Override (Bypass) of 
Safety Bye Actuation Signal* " 

KEPPLER, U 0 Region 3, Chicago, Office of the Director '78/12/39 
ip. 


7901090309 DOCKET 50-389 Midland Plant, Unit 1 

Forwards IE Circular 78-19, "Manual Override (Bypass! of 
Safety Bys Actuation Signals," h list of circular roctplentf 
in Region III 

PAFPA8,H Region 3. Chicago, Office of the Director 79/01/02 

Zpp. 


7901250018 DOCKET 50-389 Midland Plant, Unit 1 

Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Buppl its " 

KEPPLER.J.G. Region 3, Chicago. Office of the Diractar. 79/OI/|| 

Bpp. 


7901260163 OflCKET 50-329 Midland Plant, Unit t 

Forward* correspondence r* unipacifieil voltage in AHS 
pr equal 1 fied welding procedures, specif Ically Bechtel 
Pi— A-LH Usable arc length (voltage! easily discernablt by 
u* Idar 

HDHELL.Q, H Consuneri Power Co 79/01/19 Spp 
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7<J<H»0016a DOCKET 30-38'? Mldlemd Plant. Unit 1 

ForwariS# “QuaTtBrly Rapt 84" par condition* S & 3 o? Order 
41.A0-1O6 dtd 7303S6 ti amend cover Ins period 790101-0331 
KOHELLi S H Consumer* Pouer Co 79/01/08 Ip 


790tl001&3 DOCKET 90-389 Midland Plant. Unit 1 

"awarterls Rept 24" covering period 790101-0331 for con*t 
permit 

• Consumers Power Co, 7Q/12/29 3Spp 


7901090377 DOCKET 90-389 Midland Plant. Unit 1 

Ack receipt of 7B1219 interim rept re reactor bldg spray 
piping aupporta Pinal rept will be reviewed upon receipt 
HEISHMAN.R F Region 3. Chicago. Reactor Construction t. 

Cnglnaarlng Support Branch 73/12/88 Ip 


79010aoaS9 docket SO -329 Midland Plant. Unit 1 

Atk receipt of interim rept dtd 701281 re settlement of 
dleeel generator foundations h bldg. 

HEISHMANiR P Raglon 3. Chicago. Reactor Construction ti 

Engineering Support Branch 70/12/29 Ip 


7901020099 DOCKET 30-330 Midland Plant, Unit 3 

Forwards NRC positions (Q-2s) (< request for addl info re 
3AR Requests response t> resolution by 790119 

UAROA. S A Light Mater Reactors Branch 4 70/18/11 20pp 


79OlO4O20i DOCKET 50-330 Midland Plant. Unit 8 

Requests addl info re endangered species & interim 
biological survey. In order to continue review of application 
for operating licenses 

REOAN.MM Environmental Project Branch 8 73/12/23 3pp 


7901090110 DOCKET 50-330 Midland Plant. Unit 2 

Responds to 731200 Itr w/revlsion 7 to Topical Rept CPC-t-A. 
"QA Program Manual for Nuclear Power Plants " Concludes rept 
is acceptable 

HAA88. M P Quality Assurance Branch 70/18/28 Ip 


7901090041 DOCKET 50-330 Midland Plant. Unit 2 

Forward* Part 3 of NRC requests <« positions re F3AR Response 
& resolution requested by 790119 
VAROA. S A Light Water Reactors Oranch 4 78/12/19 Bpp 


79D110D220 DOCKET 90-329 Midland Plant. Unit 1 

Interim rept re status of Class IE station battery racks 
made by Eslde Vendor plant to add Isolation bars to the 
racks to avoid failures Testing by Eslde to be completed 
Aug 1979 with rept anticipated by Sept 1979 
HOUELL. 8 H Consumers Power Co 79/01/09 8pp 


7901100227 DOCKET 90-329 Midland Plant. Unit I 

Interim rapt re plant conditions following S8E Assumes loss 
of offsite power t. non-iafaty grade sys which has no 
engineering evaluation to address unavailability of 
pressurlser haatars during this condition 
HOUCLUi 9 H. Consumers Power Co 79/01/09 2pp 


790n002B& DOCKET 90-329 Midland Plant. Unit 1 

Provides status of actions being taken to resolve settlement 
of diesel generator foundations (< bldg Forwards drawings b 
errata as interim rept 3 Drawings available In PDR 
HOMELUi 8 H Consumers Power Co 79/01/09 S2pp 


7901170138 DOCKET 90-329 Midland Plant. Unit 1 

Informs that HPI cross-connect mod will be Imp lemented. PblD 
M-403 t. M-404 revised to Incorporate the cross-connectf 
in draulng distribution, Iiomstrlc drawings drafted b 
transmitted to DbH Matl procurement to begin Feb 
HO WE Li.) 8 H Consumers Pouer Co 79/01/12, Spp 


7901120210 DOCKET 50-330 Midland Plant. Unit 2 

Notlfleatlcn of 790117 meeting to discuss applicant's 
conformance to Reg Guides on QA b changes to instrumentation 
b alactrlcal design 

MOOD. D Light Mater Reactors Branch 4 79/01/00 8pp 


79011S0144 DOCKET 90-330 Midland Plant. Unit 2 

Notice of 790116 meeting to discus# single failure proof 
crane for spent fuel.details of full-scale modeling tests 
for containment sump b analytical tachniques for steam lint 
break analysis w/a stuck control red assembly 
HOOD. D Light Water Reactors Branch 4 79/01/00 4pp 


7901160870 DOCKET 90-330 Midland Plant. Unit 2 

In response to NRC 781222 request, informs there are no 
records of endangered species on Tt t tabawassec to 
Kanowa-Thetf ord transmission line right-of-way 
HOWELL. 8 0 Consumers Power Co 79/01/10 Ip 


7901160871 DOCKET 50-330 Midland Plant. Unit 8 

"Terrestria 1 Ecological Survey-Midland Nuclear Plant 
Tlttabawassee 8ub*tatlon-0ary Road Bubstatidn-345 KV 
Transmission ROM " Major elaments assessed were soils, 
vegetatl on. mammal ian fauna. avifauna b herpetefauna 
e Consumers Pouer Co 70/11/19 BOpp 


7901220057 DOCKET 90-329 Midland Plant. Unit I 

Interim rapt on discrepancies found In inboard terminal bo* 
alectrlcal penetration aitembllei Recommends determining If 
there was brsakdown in vendor OC program Another rept will 
be transmitted on or before 790131 
HOWELL. B H Consumers Poutr Co 79/01/19 7pp 


7901250298 DOCKET 90-329 Midland Plant. Unit 1 

Aek receipt of Interim rept dtd 790109 re pressorijer 

HE18HMAN>*R F Region 3. Chicago. Reactor Construction b 

Engineering Bopport Branch 79/01/16 Ip 


7901260010 DOCKET 90-329 Midland Plant. Unit 1 ^ , 

Ack receipt of 790109 Interim rept re settlement of diesel 
generator foundations b bldg, . „ 

HEIBHMAN. R F. Region 3. Chicago. Reactor Construction b 

Engineering Support Branch 79/01/16 tp. 


7901290228 DOCKET 90-329 Midland Plant. Unit 

Ach -recalpt of Interim rept dtd 790109 re class IE station 
battery racke Will review next rept upon receipt, 

HEIBHMAN. R F. Region 3. Chicago. Reactor Construction 8 

Engineering Support Branch 79/01/16 Ip 


7901880059 DOCKET 90-329 Midland Plant. Unit 1 

Interim rept re component qualification test documentation 
ra-revlew, Attaehmente deserlb# deflelancy. status . 

corrective action b administrative procedure which describe* 

ra-rsview program ..,t is.k 

HOWELL, e. H Coneumer* Powar Co. 79/01/17 I4pp. 


7901890252 DOCKET 50-330 Midland Plant. Unit 2 

Summary of 7B1804 meeting w/utU In Midland. MI re settling 
of diesel generator b Idg. pedestals b other seismic Category 
I structures W/enel list ef attendees b meeting agenda 
HOOD. D Light Water Reactors Branch 4 79/01/18 Up 


7901860056 DOCKET 50-330 Midland Plant. Unit 2 
Notification of 790801 meeting In Lansing. Ml to 
preoperational aquatic monitoring program 
LYNCH. D D. T Environmental Project Branch 8 


discuss 

79/01/82 


2pp 


7901290100 DOCKET 90-330 Midland Plant. Unit 8 

Notice of 7901030-31 meeting re selected . out* tandlng matters 

in NRC safety review of plant W/enel agenda 

HOOD. D Light Water fieactore Branch 4 79/01/18 3pp 


7901S90399 DOCKET 50-330 Midland Plant. Unit 2 
Forwards "Staff Positions b Request for Addl 
relating to F8AR 

VAROA. 3 A, Light Water Reaetore Branch 4 


Info (Part 3)" 
79/01/10 17pp 


901080109 DOCKET 50-330 Midland Plant, Unit 2 
Summary of 731188-30 meeting u/Consumeri Power Co b LABL 
re eeeurlty b plant tour to observe features associated 


w/sacurlty plan W/encl list of attendees 




101040068 DOCKET 50-330 Midland Plant, Unit 8 
Forwards transcript of 701214 prehtarlng conference W/o 
enc I 










7901300119 DOCKET 80-389 Midland Plant, Unit 1 

Interim rept on discrepancy In heater “‘Ting of air 
units for control room AWO 12 Instead of AWO JO b 8 wire was 
•f^und In heater* 0VM-78A b B b OVM94A b D Could possibly 
ciu«« wlT# ovtTl Old* wir* will 

HOWELL* 0 H, Conftfffltr* Pouir Co 79/Oi/^h 9pp 

7012820010 DOCKET 80-329 Midland Plant, Unit 1 

^:fit;^nd tlcnslng Bo.rd 

Penal. 78/18/14, 233pp, 


7901170064 DOCKET 50-330 Midland Plant, Unit 8 

Order concerning remanded issue* Board Intend* to establish 
schedule for evidentiary hearing on charge* re 
attempt* to prevent full disclosure of fact* to an NRC 
tieSnslng Doird Order direct* parties to file specific Info 
MILLER, M.E Atomic Safety and Licensing Board Panel. 79/01/04 
lOpp 
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7901220270 DOCKET 50-030 Midland Plant. Unit 2 7901100237 DOCKET 30-330 Midland Plant. Unit S 

Forwards 790110 decision oF Coinptroller Osnoral.. B-192704-. re Interim rept re plant conditions following 9SB Atsumat loss 

reimbursement bg federal ajencg to private atty for out-of- of offsite power & non-safety grade oys which has no 

pocket eipenses incurred in an agency proeeading engineeTlng evaluation to address unavai lab 1 1 i tg of 

DEALEjV D Atomic Safety and Licensing Board Panel 79/01/12 3pp prcssurlier heaters during this condition 

HOHELL. 8 H Consumers Power Co 79/01/03 2pp 


7901120164 DOCKET 50-330 Midland Plants Unit 2 

Forwards Certificate of Svc of Amend 36 IRevision 16 to 
F3AR} to application for reactor const permit 1. operating 

license 

BACDNi J L Consumers Power Co 79/01/00 2pf 


7901020095 DOCKET 50-330 Midland Plant. Unit 2 

Forwards Amend 56 to appl for constr permits as Rev 16 to 

HOHELLj 3 H Consumers Power Co 7D/12/20 2pp 


7901020076 DOCKET 30-330 Midland Plant. Unit 2 

Revision 16 to FSAR Revision includes QA program, commitment 
to upgrade pressuriisr heater controls. 8< addition of 
available equipment qualification methods 
HOWELL. 6 H Consumers Power Co 78/ 12/20 330pp 


7901220025 DOCKET 30-330 Midland Plant. Unit 2 

Forwards advance copy of response to HflC 791211 request for 
addl info, including new t. revised pages marked as Revision 
17 to FSAR Info covers site design besis cond 1 t ions. make-up 
& purification, tgs. It fuel rod performance. 

HOWELL. 8 H Consumeti Power Co 79/01/iB 300pp 


7901300181 DOCKET 30-330 Midland Plant. Unit 2 

Suppl memo to ASLD from applicant 8. Intervenors Ml Cities. 

Northern MI Power Coop. Wolverine Electric Coop & MI 
Municipal Electric Association Approval of settlement not 
ekpected before 790401 Certificate of Svc end 

ROSS. W H a WATSON. K S Wald. Harlrader 1. Ross UAjlLOH. R A Spiegel 
b McDlarmid 79/01/19 3pp 


7901080017 DOCKET 50-330 Midland Plant. Unit 2 

Forwards IE Circular 78-19. "Manual Override (Bypass) of 
Safety Sys Actuation Signals " 

KEPPLER. J 0. Region 3. Chicago. Office of the Director 70/12/29 

Ip 


7901090309 DOCKET 30-330 Midland Plant. Unit 2 

Forwards IE Circular 70-19. "Manual Override (Bypass) of 
Safety Sys Actuation Signals." b list of circular recipients 
in Region 11 1 

PAPPAS, H Region 3. Chicago. Office of the Director 79/01/02 
3pp 


79012S004B DOCKET 50-330 Midland Plant. Unit 2 

Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER. J 0 Region 3. Chicago. Office of t)ie Director. 79/01/16 
Bpp. 


7901260163 DOCKET 30-330 Midland Plant. Unit 2 

Forwards correspondence re unspecified voltage In AWS 
prequalified welding procedures. spec 1 fl cally Bechtel 
PI-A-LM Usable arc length (voltage) easily dlscernable by 
welder 

HOWELL. 8 H Consumers Power Co 79/01/19 3pp 


7901100286 DOCKET 30-330 Midland Plant. Unit 2 

Provldas status of actions being taken tn resolve eettlemint 
of diesel generator foundations (< bldg Forwards drawings b 
errata as interim rapt 3 Drawings available in PDR 
HOWELL. 6 H Consumers Power Co 79/Ol/OS 22pp 


7901170153 DOCKET 30-330 Midland Plant, Unit 2 

Informs that HPt cross-connect mod will be Imp lemanted . PbiD 
H-403 b M-404 revised to incorporate the cross-connacti 
(n drawing distribution Isometric drawings drafted b 
transmitted to D&W Matl procurement to begin Feb 
HOWELL. 8 H Consumers Power Co 79/01/12 2pp 


7901220037 DOCKET 30-330 Midland Plant, Unit 2 

Interim rept on discrepancies found in inboard terminal boi 
electrical penetration assemblies Recommends determining if 
there was breakdown in vendor BC program Another rapt will 
be transmitted on or before 790131 
HOWELL. S H Consumers Power Co 79/01/19 7pp 


7901220039 DOCKET 30-330 Midland Plant, Unit 2 

Interim rept re component qualification teet documentation 
re-review Attachments describe deflcl enc y, status of 
corrective action t< administrative procedure which descrlkae 
re-revlaw program 

HOWELL, B H. Consumers Power Co 79/01/17 14pp 


7901230293 DOCKET 30-330 Midland Plant, Unit 2 

Ack receipt of interim rept dtd 790103 re pressuriter 
lieater sys 

HEI8MMAN. R. F Region 3. Chicago, Reactor Construction b 

Engineering Support Branch 79/01/16 ip 


79D1260010 DOCKET 30-330 Midland Plant. Unit 2 

Ack receipt of 790103 Interim rept re settlement of dieiel 
generator foundations (< bldg 

HEI8HHAN.R F Region 3. Chicago. Reactor Construction I. 

Engineering Support Branch 79/01/16 Ip 


7901290229 DOCKET 30-330 Midland Plant, Unit 2 

Ack receipt of interim rept dtd 790105 re class IE station 
battery racks Will review ne«t rept upon receipt 
HEIfiKMAN.R F Region 3. Chicago. Reactor Construction li 

Engineering Support Branch 79/01/16 Ip 


7901300119 DOCKET 50-330 Midland Plant, Unit 2 

Interim rept on discrepancy in heater wiring of air fitter 
units for control room AWO 12 Instead uf AWO 10 L 8 wire wai 
found in heaters 0VM-7SA 6 D t. OVM94A 6 B Could possibly 
cauie wire over 1 oadi wire wilt be retrofitted 
HOWELL. 6 H Consumers Power Co 79/01/26 Spp 


7012220010 DOCKET 30-330 Ml dland Plant, Unit 2 

Transcript o.f 7B1214 hearing at Midland, Ml Pp 1-233 

SMITH, I r KQRNBUTH.L , COWAN, F P Atomic Safety and Lictnilne leaTf 

Panel 78/12/14 233pp 


7901100162 DOCKET 50-330 Midland Plant, Unit 2 

Forwards "Ouarterly Rapt 24" per conditions 2 & 0 of (Brder 
ALAB-1C6 dtd 730326 W amend covering period 790101-0331. 
HOWELL, S H Consumers Power Co 79/01/02 Ip 


7901100163 DOCKET 50-330 Midland Plant, Unit 2 

"Quarterly Ropt 24” covering period 790101-0331 for const 
permit 

* Consumers Power Co. 78/12/29 35pp. 


7901030200 DOCKET 30-331 Duane Arnold Energy Center 

Teat program begun to assess adequacy of ratings of fire 
barrier penetration design Will submit teat procedure on 
790331 W final rept by 791231 

LIU.L Iowa Electric Light << Power Co 78/12/20 ip 


7901030303 DOCKET 50-331 Duane Arnold Energy Center 
Rreponds to 7B1204 request for addl notes W records of 
761019 meeting between NRC Ji lA Electric Light ti Power Co 
IE Insp Rept 90-331/76-23 b NRC 761028 Itr have bain eent lo 
LPDR 

FELTON, J M Division of Roles and Records 78/12/27, ip 


7901160149 DOCKET 90-331 Duane Arnold Energy Center 

Fopwarifs Nov 1970 Mark I containment program activity review 
Info. Provides task-by-task summary 

BOBDNrL J Qeneral Elactrlc Co .Nuclear Energy Product! Div 
79/01/09 12pp 


7901030039 DOCKET 90-331 Duane Arnold Energy Center 

Confirms 761819 conversation that rept on voltage regulator 
for reactor protection sys motor generator set has bean 
delay ed, w/comple tlen to be announced 

LIU.L, Iowa Electric Light b Power Co, 78/12/27 ip. 


7901040198 DOCKET 80-331 Duana Arnold Energy Center 

ForwBTde application to amend license re measured sera* tiae 

fc transient reclassification Tech Specs 

LIU.L, Iowa Electric Light b Power Co 78/12/27 i Ipp 
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79010401S8 DOCKET SO-331 Duane Arnold Enargij Center 

"OE BMR Reload-3 (Cycle 4) License Amend for Duane Arnold 
Energy CantenBuppl 4 Safety Analysis For Reclassified 
EventB “ Submitted in preparation for license amend 
• Oaneral Electric Co .Nuclear Energy Products Dlv NEDO-240S7-3 
TS/Oi/SO 43pp 


7901il02H DOCKET 50-331 Duane Arnold Energy Center 

50-331/78-27 on 7B1 101-03 No non c omp 1 i anc e 
noted Major areas inspected IE Bulletins !, Circular followup 
re qualification of electrical equipment 

Branch''^ 7B/ I 2 % 5 *'"’ 5 pp Operations Nuclear Support 


7901090246 DOCKET SO-331 Duane Arnold Energy Center 

Ack receipt of NRC 701129 Itr re containment purging during 
normal plant operations Licensee uill limit containment 
purglnfla'not to oieeed 90 h per year pending completion 
purging justification review 

LIUiU louia Electric Light J< Power Co 79/’01/03 Ip 


7901250034 DOCKET SO-331 Duane 
Foruariis IE Circular 79-02. 
Power Supplies " 

KEPPLERi J 0 Region 3, Ch 

Bpp 


Arnold Energy Center 
"Failure of 120 Volt Vital AC 

icago. Office of the Director 


79/01/16 


7901160261 DOCKET 30-331 Duane Arnold Energy Center 

Forwards 44000 chock for BER re recirculation inlet noiile 
safe-ond repair 

LIU.L Iowa Electric Light fc Power Co 79/01/04 ip 


7901190134 DOCKET SO-331 Duane Arnold Energy Center 

Documents 7Q1SIB conversation re stresses at welds 2 & 4 of 
replacement recirculation safe ends Forwards breakdown of 
suetained stress values In the calculation of welds 2 l< 4 
strsso indeii values 

LIU.L Iowa Electric Light tc Power Co 79/Ol/OB 3pp 


790119005a DOCKET 50-331 Duane Arnold Energy Center 
Forwards monthly operating repk for Dec 1979 
HAMMONDiE L Iowa Electric Light ti Power Co 79/01/15 Ip 


7901190062 DOCKET 50-331 Duane Arnold Energy Center 
Monthly operating rept for Dec 1979 

VAN BlCKELi J Iowa Electric Light t< Power Co 79/01/15 6pp 


7901300079 DOCKET 50-331 Duane Arnold Energy Center 
Forwards LER 7B-03S/03L-0 

HAMMOND, e L Iowa Electric Light fc Power Co 79/01/19 Ip 


7901170060' DOCKET 50-331 Duane Arnold Energy Center 
Forwards Amend 47 to License DPR-49, SER ti notice of 
Issuance 

IPPDLITO. T A Operating Reactors Branch 3 79/01 /OS 2pp 


7901170063 DOCKET 50-331 Duane Arnold Energy Center 

Amend 47 to nPR-49 authorliing plant operation following 
Installation of modified safe-ends on B recirculation sys 
Inlat lines 

IPPOLlTOrT A Operating Reactors Branch 3 79/Ol/OB 2pp 


7901170067 DOCKET SO-331 Duane Arnold Energy Center 
Bafaty evaluation of fabrication 6 installation of 
recirculation noiile inlet safe-end h thermal sleeve adapter 
raplaeements to eliminate causes of stress corrosion 
crocking Finds these activities acceptable 
* Office of Nuclear Reactor Regulation 79/01/08 iSpp 


7901300002 DOCKET 50-331 Duane Arnold Energy Center 

LER 7e-03S/03L-0 on 781221 during special insp of residual 
heat removal piping due to unplanned sys startup, snubber 
0BB-S-8S-21S had its swivel eye attachment piece bent Caused 
by unplanned startup 

VAN SICREL, J Iowa Electric Light 6 Power Co 79/01/19 2pp 


7901110158 DOCKET 50-332 Barnwell Reprocessing Plant 

Ack receipt of IE Insp Rept 50-332/78-06 No proprietary 
info 

BAXTER, R C Allied General Nuclear Services 79/01/03 Ip 


7901110162 DOCKET 50-332 Darnwell Reprocessing Plant 
Forwards IE Insp Rept 50-332/70-06 on 781120-1201 Mo 
none ompl lane s noted 

80THERLAND, J T Region 2, Atlanta. Fuel Facility 6 Materials 

Safety Branch 76/12/14 2pp 


7901170072 DOCKET 50-331 Duane Arnold Energy Center 

Notice df Issuance of Amend 47 to Llcenee DPR-49 authorliing 
operation w/safo-ends of a modified design installed on 0 
primary ree Ireulatlon sys inlet linos 

IPPOLITO.T A Operating Reactors Branch 3 79/01/00 2pp 


79012S0B21 DOCKET 50-331 Duane Arnold Energy Center 
Notification of 790122-24 meeting in Ban Jose, CA w/ 
reprstentabives of Mark 1 owners group to discuss Mark 1 
long term program load definition rept 1< related issues W/ 
end agenda 

ORIMEBjC I Plant Systems Branch 79/01/00 4pp 


7901310131 DOCKET 50-331 Duane Arnold Energy Center 

Forwards Amend 40 to License DPR-49, safety evaluation h 
notice of Issuance 

IPPOLITO.T, A Operating Reactors Branch 3 79/Ol/H 2pp 


7901310133 DOCKET SO-331 Duane Arnold Energy Center 

Amend 40 to License DPR-49 changing Tech Bpocs to revise 
critical power ratio 1 imi ts, reduc e set setpoint on safety 
ralief valve fc delete reference to hydraulic snubber that no 
longer exista 

IPPOLITO.T A Operating Reactors Branch 3 79/01/11 14pp 


790131013B DOCKET SO-331 Dutna Arnold Energy Center 

Safety evaluation supporting Amend 43 to Licenae DPR-49 
Covers revised fuel loading error, loss of feedwater heating 
analyses L routine reporting on plant staff Amend will not 
adversely affect public 

* Office of Nuclear Reactor Regulation 79/01/11 lOpp 


7901110167 DOCKET 50-332 Barnwell Reprocessing Plant 

IE Insp Rept 50-332/70-06 on 781120-1201 No noncompliance 
noted Major areas inspected internal audit program, safety 
committees, training, mail receiving S< storage (< test 
evaluations 

CORYELL, 0 P Region 2, Atlanta, Fuel Facility L Materials 

Bafety Branch 78/12/14 Spp 


7901100160 DOCKET 50-333 James A FltlPatrlck Nuclear Power Plant 
Responds to 790104 conve-r sation re schedules for responses 
to Phase 2 questions on fire protection progran Questions 
PF-8, -11, -19, -20, -22, -23. -27, -32, i< -36 will be answered by 
790215 

EARLY, P J Power Authority btate of New York 79/01/04 ip 


7901100105 DOCKET 50-333 James A FitiPatrick Nuclear Power Plant 
Util will not approve the QA programs of radioactive matl 
carriers until NRC approves of util's compliance w/s6ipptng 
package requirements of iOCFR71 SKdl 

EARLY, P J Power Authority State of New York 78/12/28 tp 


7901160149 DOCKET 50-333 James A FitiPatrick Nuclear Power Plar 
Forwards Noy 1973 Nark I containm — *- •rHx/.f,, •••vlai.i 

info Provides task-by-task summar 
SOaON.L J General Electr'- 
7<j/ni/09 


7901310137 DOCKET SO-331 Duane Arnold Energy Center 
Notice of issuance of Amend 48 to License DPR-49 
IPPOLITO.T A Operating Reactors Branch 3 79/01/11 2pp 


7901 1801 12 DOCKET 50-331 Duane Arnold Energy Center 

Respond* to 7B0929 Itr re violations noted in IE Insp Rept 
80-331/70-20 Requests that rept be withheld 
(ref tOCPR2 790) 

NALLACEi J A. low# Electric Light *< Power Co 78/10/19 ip 


7901110209 DOCKET 50-331 Duane Arnold Energy Center 
Forwards IE Insp Rept 50-331/70-27 on 781101-03 No 
'none ompl lance noted _ . « 

HEIBHIIAN, R. F Region 3, Chicago, Reactor Construction 

Engineering Support Branch 70/12/07 8pp 


h 
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7901170100 DQCHET 50-333 James A FitiPatrlck Nuclear Power Plant 
Notice of issuance of Amend A4 to License DPH-59 revislns 
Tech Specs on interim basis to allow plant operation u/ 
hlflher than allowable leakage of outboard J13IV 
IPPOLITOi T A Operating fleactors Branch 3 70/12/20 2pp 


79011B0344 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Suaimarg of meeting on 7BU30 to discuss compliance w/Tech 
Spec r et^ol r ement to provide indlvlduels le/rad lation 
iiionitoring devices for high radiation areas 

SMITHi G H Region !• Philadelphia. Fuel FacUltg tc Materials 

Safetv Dranth 79/01/03 4pp 


790II00037 DOCKET 80-333 James A FitiPatrlck Nuclear Hr 
IE In.p Ropt 30-333/70-23 on 781031-1102 No noncom^lUn I 
noted Major areas Inspected weld Ing. nondestruc t I v* 
eiamlnation & Insp activities associated w/remavel fetdwa^*'*' 


spargers 

MCBREARTY.ft A . EBNETER.S D Region 1. PhiladeUhl. It**' 

Construction !< Eoglneering Support Branch 70/ll/Ji| jpp 


7901110016 DOCKET 50-333 James A FitiPatrlck Nuclear Pi«f 
Forwards IE Tnsp Rept 50-333/70-26 on 701122-26 No 
noncooip 1 lone e noted 

BRUNNER 1 E J Region 1. Phi ladelph la. Reactor neifiiiiB'"* 

Support Branch 70/12/07 2pp 


7901150090 DUCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards "Final Rept — Pos topera t Iona 1 HgdrO’thernal Surveys. 

June 1976 -Nqv 1977," d td Sept 1970 

BLAKE, J N Power Authority State of New York 79/01/05 2pp 


7901150101 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
"Pinal Rept — Pastoperatl onal Hydrothermal Surveys June 1976- 
Nov 197" dtd Sept 1970 Concludes that facility 6 adjacent 
Nine Mile Point Plant Impose no significant ecological 
Impact on aquatic environment 

» Power Authority State of New York 78/09/30 30Opp 


79012S021B DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Notification of 790122-24 meeting In San Jose.CA u/ 
representatives of Mark I ouiners group to discuss Mark I 
long term program load definition rept (< related issues H/ 
end agenda 

GRIMES, C I Plant Systems Branch 79/01/00 4pp 


7901170147 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Responds to 730927 1 tr u/ansuers to 4 questions re feedwater 
spargor mod which was performed during refueling outage 
beginning In Sept 1976 

EARLY, P J Power Authority State of Hew York 79/01/09 3pp 


7901170267 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Responds to request for schedule for completion of 
evaluation justifying continuation of unlimited containment 
purging during power operation Plan to reepond by 790226 
EARLY, P J Power Authority State of New York 79/01/09 Ip 


7901100160 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards appl for emend to License DPR-39 ETS App D, revising 
aquatic lake surveys it Impingement studies !■ deleting 
entrainment studies. water chemistry t, lake temp survey t 
U/enc 1 amend fee 

EARLV.P J Power Authority State of New York 79/Oi/tS ?pp 


7901100162 DOCKET 50-333 James A FitiPatrici Nuclear Power Plant 
Appl for amend to License DPR-59 ETS App B. revising aquatic 
surveys & Impingement studies of Stc blon 4 1 I & deleting 
entrainment s tudles, water chemistry t< lake temp surveys 
* Power Authority State of New York Y^/Ol/lS 15pp 


7901220087 DOCKET 90-333 James A FitiPatrlck Nuclear Power Plant 
Forwards application for amend to license w/praposed changes 
to ETS to establish limiting conditions for chsmical 
concentrations in cooling water sys discharges Filing fee 
pa 1 d under protest 

EARLV.P J Power Authority State of New York 79/01/17. 2pp 


7901220009 DOCKET 50-333 James A TltiPatrlck Nuclear Power Plant 
Application for amendment to license Forwards "Proposed 
Changes to Tech Specs" providing rovl s ions to estab 1 i sh 
accurate h measurable llnltations for chemical effluents 
In cooling water sye U/'‘3upport ing Info ” 

EARLV.P J Power Autherlty State of New York 79/01/17 I3pp 


7901260179 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards applicatien fee per 790116 phone requeet for Amend 
44 tb DPfl-99 Paid under protest pending determination of 
legality of fee schedule 

EARLY, P.J Power Authority State of New York 79/01/22 ip 


7901030040 DOCKET 50-333 James A FitiPatrlck Nuclear Powsr Plant 
Forwards IE Bulletin 70-14, '’Deterioration of Buna-N 
Components In A8CD Bolanolds, " 

GRIER, B H. Region 1, Philadelphia, Office of the Director 
78/12/19 ip 


7901100033 DOCKET 50-333 Jamss A FitiPatrlck Nuclear Power Plant 
Towards IE Insp Rept 80-333/78-23 on 781031-1102 No 
noncompliance noted 

CARLSON, R T Region U Philadelphia. Reactor Construction <i 

Engineering Bupport Branch 78/11/29 2pp 


7901110023 DOCKET 50-333 James A FitiPatrlck Nuclear Poudf 
IE Insp Rept 50-333/78-26 on 781122-26 No noncoapl lanid 
noted Major arees Inspected containment integrated Isst 
rate test te licensee octlon on previous Insp IIsms 
HIGGINS, J C , CAPHTON, D L Region I, PhlladelpMa •" * 

Operations Nuclear Support Branch 70/12/06 7pp 


7901100334 DOCKET 50-333 James A FitiPatrlck Nuclest I'liwsf * 
Forwards IE Insp Rept 80-333/78-27 on 701127-30 No 
noncomp liance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor (laaraiifr'* ' 

Support Branch 70/12/14 2pp 


7901180341 DOCKET 50-333 James A FitiPatrlck Nuclear ' 

IE Insp Rapts 80-333/70-27 on 7DU27-30 Nu noncoMpllenl* 
noted Major areas Inspected administrative cuntrnla of 
facility procedures !< licensee action on prevloue inia 
finding s 

CONTE. R J , JOHNSON, J R , KIBTER.H B Rtglon I. Pkll«*' 

Reactor Operations Nuclear Support Branch 7n/iU/lt) tfdJ 


7901040249 DOCKET 50-333 James A FitiPatrlck Nuclear Pevpa FI' 
Ack receipt of 701201 Itr informing NRC ef steps tatin |« 
correct violations noted in Insp Rept 50-333/70-19 
ORIERiD H Region 1. Philadelphia. Office ef Ihe Olpeite* 
70/12/20 2pp 


7901040247 DOCKET 80-333 James A FitiPatrlck Nucktte Pa«ef * 
Responds to NRC 701106 Itr re violations noted in Insi defl 
50-333/78-19 Corrective actions radiation pi'fltictlen 
technicians reinstructed re posting high redlation e.eab' 1 
inoperatlon of HPCl sys eiplalned 

LEONARD, J D Power Authority State of New York rii<|2’«>7 


7901040249 DOCKET 80-333 James A FitiPatrlck Nuclear Filh(S» * 1, 
Forwards IE Insp Rept 50-333/70-19 on 700919-22 6 NelUe el 
VI olati on 

BRUNNER, E J Region 1, Philadelphia, Reactor tlperaTia*'i ■ 
Support Branch 78/11/00 2pp 


7901040254 DOCKET 50-333 James A FitiPatrlck Nwelfar Fsasr Fli 
Notice of Violation from Insp on 700919-23 
« Region I, Philadelphia, Reactor Operations Nuilesr ai 
Branch 78/11/07 2pp 


7901040289 DOCKET 50-333 Jamas A FitiPatrlck NuClfaf f»#ar Fl, 
IE Intp Rept 50-333/70-19 on 700919-22, Noneompllanci "«tif 
failure to test ECC8 components fallowing HPCl failure, 
failure to submit 24 h followup report or poll radiaiia’^ 

areas 

8TETKA. T F . KNOLL, R M , MCCABE, E. C Region I. Pk|lal«ijM 

Reactor Operations Nuclear Support Branch ?B/llf{lf fjr 


7901160243 DOCKET 50-333 James A, FitiPatrlck Nucltar Fseir Fla«i 
Ack receipt of 7B120S Itr informing NRC of sttpi (all" la 
correct violation noted In IE Imp Rept S0-333/7l)->l« 

SMITH,GH Region 1, Philadelphia, Fuel Facillly EMflisra 

Safety Branch. 70/12/28 tp 


7901100244 DOCKET 50-333 James A FitiPatrlck Nuctlir Fsefe *jj 
Responds to NRC 7S1I14 Itr re violation noted In IE ian 
Rept S0-333/7B-16 Corrective actions personnel ining liitiai; 
dose rate meters will use ear phone for audible Indlttilbe 
of radie t ion. 

LEONARD. J D Power Authority State of New York TSflJja-g 


7901100248 DOCKET SO-333 James A FitiPatrlck Nucleff Ffirte Fj, 
Beeponds to 781004 Ur Disallows alternate methed mil 
monitor eiposure rates of individual* entering hlfb 
radiation sreasi reasserts violation in IE Insp Rift 
80-333/78-16 

SMITH, 0 H Region 1. Philadelphia, Fuel FacUltf t fme*, 

Safety Branch 76/11/14 Ip 


7901160249 DOCKET 50-333 James A FitiPatrlck Nuclear F*«ta 
Rttponda to NfiC 760919 Ur re violation noted In 1C !*»# 
Rept 50-333/78-16. Disputes alleged infraction li ritwtiSl 
Notice of Violitlon be withdrawn 

LEONARD. J a Power Authority State of New York TBUGlgHi 


DOCKETED ITEMS 


79O110O2S& DOCKET 50-333 James A FitiPatrlck Nuclear Pouier Plant 
Forwards In5(> Rept 50-333/70-16 on 78083 J-0901 t, Notice of 
VlDlatl on 

CROCKERiHW Region 1. PM lade Iph ia< Fuel Facility (i Materials 

aaPetg Branch. 78/09/19 2pp 


79O1I0DS84 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Notice of Violation from insp on 700831-0901 

» Region !■ Philadelphia. Fuel Facility (< Materials Safety 
Branch. 78/09/18 ip 


7901030150 DOCKET 50-333 James A FitiPatrick Nuclear Pouer Plant 
Forwards LER 7a-09a/0AL-0 

LEONARD, J D Power Authority State of Neu York 70/10/27 Ip 


790l030iS6 DOCKET 50-333 James A F i t iPa tr 1 c k Nu c lea r Power Plant 
LER 78-092/041.-0 on 781130 eicessive solute release from 
makeup water treatment waste neutrallier tanks to 
circulating water discharge tunnel Relieve method of 
determining salute concentration Is unsound 

CHILDS, W V Power Authority State pf New Vorli 78/12/27 3pp 


7901100259 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
IE Insp Rept 50-333/78-16 on 700831-0901 Noneompllance 
noted failure to provide continuously indicating dose rate 
monitoring device to individuals allowed in high radiation 

areas 

« Region Philadelphia, Fuel Facility t< Materials Safety 
Branch. 7B/09/1B 7pp 


7901100367 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Act receipt of 781120 Itr Informing NRC of steps taken to 
correct violations noted in IE Indp Rept 50-333/78-21 
8NITH,0.H Region 1, Philadelphia, Fuel Facility (, Materials 

Safety Branch 79/01/04 2pp 


7901180372 DOCKET 50-333 Jamss A FitiPatrlck Nuclear Power Plant 
Responds to NRC Itr of 781030 rs violations noted In IE Insp 
Rspt 50-333/76-21 Corrective actions’ operators who were 
trash compacting instructsd re requirements b doslmetersj 
high radl ation area gate locked 

LEONARD, J D Power Authority State of New York 70/11/20 3pp 


7901100373 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards Imp Rept 50-333/70-21 on 78092 S-2B b Notice of 
Violation 

8MITHtO H Region 1, Philadelphia, Fual Facility b Katarials 

Bafaty Branch 70/10/30, 2pp 


7901160376 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Notice of Violation from insp on 700925-28 

• Region 1, Philadelphia, Fuel Facility b Materials Safety 
Branch 78/10/23 Ip 


7901180377 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
IE Insp Rept 50-333/78-21 on 780925-20. NoncompUance 
noted Fallurea to follow procedural requirements re air 
sampling b wearing doslmetsrsi fai lure to maintain locked 
•high radiation area gate. 

PLUMLEE, K. E , CLEMONS, P E , KNAPP, P J Region 1, Phi ladt Iphia, 

Fuel Facility b Materials Safsty Branch 78/10/23 7pp 


7901180069 DOCKET 50-333 James A. FitiPatrlck Nuclear Power Plant 
Forwards monthly oparstlng rept for Dec 1970 

LEONARD, 0, D, Power Authority State of New York 79/01/09 Ip, 


7901150073 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Monthly operating rept fop Dac 1970 

ZUFELT>e Powar Authority State of New York 79/01/09. 12pp 


7901030126 DOCKET 80-333 Jamss A. FitiPatrlck Nueltar Power Plant 
Forwards LER 76-091 /03L-0 

LEONARDiV D Power Authority State of New York, 78/12/27 Ip 


7901030131 POCKET 50-333 Jemas A FitiPatrlck Nuclear Power Plant 
LER 70-O91/O3L-O on 781201. low level radiation test of 
eontainmsnt penetrations was conducted b Indicated leakage 
exceeded value of La specified In Tech Bpecs Probable cause 
leolaiion valves associated u/ penetrat lone. 

CHILDS, M V Power Authority State of New York 78/12/27 2pp. 


7901030139 DOCKET 50-333 Jimee A FitiPatrlck Nucleer Power Plant 
Forwards LER 7B-093/03U-0. 

UEONARDt %J. D, Power Authority State of New York 70/12/87. Ip 


7901030152 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards LER 70-097/OlX-l 

LEONARD, J 0 Power Authority State of New York 78/12/27 Ip 


7901030162 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
LER 70-097/OlX-l on 701219 during Instrument surveillance 
procedure F-18P 10, the 8 temp 'switche s associated u,/ 

Isolation of HPCl sys steam line were set above Tech Spec 
limits Caused by use of wrong conversion table 

CHILDS, U V Power Authority State of New York 78/12/27 2pp 


7901030165 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards LER 78-09a/03L~0 

LEONARD, J D Power Authority State of New York 78/12/27 Ip 


7901030170 DOCKET 90-333 James A FitiPatrlck Nuclear Power Plant 
LER 70-O90/O3U-O on 7012OS emergency diesel generator "A" 
tripped when being paralleled to bus Caused by misedjusiment 
of engine governor after extended maintenance period 
CHILDS. N V Power Authority State of New York 78/12/27 2pp 


7701030183 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards LER 7B-095/03L-0 

LEONARD, J D Power Authority State of New York 78/12/27 tp 


7901030186 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
LER 70-O9S/O3L-O on 781206 during refueling outage, seme fire 
barrier electrical penetration sleeves were intentionally 
opened to install new cable A fire watch was present b 
penetrations were resealed b Inspected 

CHILDS, H V Power Authority State of New York 78/12/27 8pp 


7901080141 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards LER 70-099/041-0 ' 

LEONARD, J D Power Authority State of New York 79/01/03 ip 


7901080146 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
LER 70-O99/O4T-O on 781220 activity levels of Co-60 b Mn-S4 
In several radiological monitoring samples were greater than 
10 times the control station activity levels 

CHILDS, N V Power Authority State of New York 79/01/03 2pp 


79010B0150 DOCKET 60-333 James A FitiPatrlck Nuclear Power Plant 
Forwards LER 7a-100/03L-0 

LEONARD, J D Power Authority State of New York 79/01/03 Ip 


7901000154 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
LER 7a-l00/O3L-O on 781209 rod-block monitor upstair b 
downscale instrument functional check could not be 
completed Malfunction disappeared b could not be duplicated 
CHILDSi W V Power Authority State of New York 79/01/03 2pp 


7901000173 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwards LER 7B-101/03L-0 

LEONARD, J D Power Authority State of New York 79/01/03 Ip 


7901000176 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
LER 7B-101/03L-0 on 731209 primary containment could not be 
inerted w/nitrogen to reduce oxygen concentration to leee 
that 4K by weight Caused by incorrect operating procedure 
Info 

CHILDS, N.V Power Authority Stete of New York 79/01/03. 2pp 


7901030143 DOCKET 50-333 Jemes A FltiPetrlck Nuclear Power Plant 
LER 7B-093/03L-0 on 781204' wiring error found on lOX closure 
position switch for Inboerd mein steem isoletlon velve 
B(29~AOV-Ba9}. Ceused by crossed wires 

CHILDS, W.V, Power Authority Btete of New York 70/12/27. 2pp 


7901080177 DOCKET 50-333 Jemes A FitiPatrlck Nuclear Power Plant 
Forwards LER 7e-l02/03L-0 

LEONARD, J D Power Authority Btete of New York 79/01/03 Ip 


7901030144 DOCKET 50-333 James A, FltiPetrlck Nucleer Power Plant 
Forward ■ LER 7#-096/03L-0 < 

LEONARD, J D Fewer Authority Btete of New York 78/12/27 Ip 


7901030148 DOCKET SO-333 Jemes A. FltiPetrlck Nuclear Power Plant 
LER 7a-096/O3L-0 on 701206, reactor coolant sample indicated 
« chlorldi ion sample of 0 ISO ppm due to inadvertent 
c ontamlneti on of the sample w/metl containing high amounts 

CHILDS, N V, Power Authority State of New York, 78/12/27 2pp 


7901080162 DOCKET 50-333 James A FitiPatrlck Nueltar Power Plant 
LER 7B-102/03L-0 on 781210 during startup, pressure 
lupprevsion chamber itorus) water level exceed high level 
limlte of Tech Specs by 1 5 in, due to establishing drywell— 
to-torus dlffersntlal pressure of 1.7 pel 

CHILDS. U V Power Authority State of New York 79/01/03 8pp 


7901090859 DOCKET 50-333 James A FitiPatrlck Nuclear Power Plant 
Forwarde LER 70-IO3/O3L-O. 

LEONARD, J D Power Authority State of New York 79/01/04, tp. 
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79010702i0 DOCKET SO-333 Jamas A FitjPatrlck Nuclaar Pouiar Plaot 
LER 7B-103/03L'0 on 7BI2I1 during thutdoun for rsfuallng & 
oiaint insp oP snubbersi 4 siiubbsT* uare declared ineparabla 
Caused bg toss of hydraulic fluid In snubbtrs 

CHILDS, H V Pouer Authority State oP Neu York 74/01/04 2pp 


79011 lOOBt DOCKET 80-333 James A FltjPafcrick Huclear Power Plant 
Formards LER 7S-J08/03L-0 

LEOHARD. J B Power Authority State of New York 79/Ol/oa Ip 


7901110092 DOCKET 50-333 Janes A FltiPstrlck Nuclaar Power Plant 
LER 7B-i0&/D3L-0 on 7G12I4 operations survelllanci test 
F-ST-15A. torus water level esceeded Tech Spec requirimentii 
due to drywall-to-torus differential pressure drop to O psi 
caused by test 

CHILDS, lY V Power Authority State of Neu York 79/01/08 Bpp 


7901110100 DOCKET SO-333 James A FitiPatrich Nuclear Power Plant 
Forwards LER 7a-!04/03L-0 

LEONARD, J 0 Power Authority State of New York 7B/O1/0B Ip 


7901110102 DOCKET 80-333 James A FitiPatrick Nuclear Power Plant 
LER 7B-t04/03L-0 on 7B13I3 while performing operations 
surveillance test r-ST-7AC< ind icated volume of diesel fuel 
oil at hand was below Tech Spec mlnimuni Caused by erroneous 
initial fuel capacity readings It calculations 

CHILDS, N V Power Authority State of New Yorl 79/Ol/OB Bpp 


7901220113 DOCKET 30-333 Jamet A FttlPa trick Nuclear Power Plant 
Forwards LER 7B-106/03L-0 

LEONARD, J.D Power Authority State of Mew York 79/01/lt Ip 


79012201 lA DOCKET SO-333 James A FltiPatrkck Nuclear Power Plant 
LER 7a~l06/03L-0 on 7S1B20 noted coupling key for 
containment pressure suppression pool nitrogen purge supply 
valvs I 27-Aav~l 1 Sluas disengaged Causa unknown 

CHILDB, M V Power Authority Btate of New York 79/01/ 1& 2pp 


79012200*2 DOCKET 50-333 James A FltePatrick Nuclear Power Plant 
Forwards LER 7B-10B/04L-0 

LEONARD, J D Power Authority Btate of New York 79/01/17 Ip. 


79012200&4 DOCKET 50-333 James A FitiPatrick Nuclear Power Plant 
LER 7B-10B/04L-0 on 7B1217 apparent ricesslve eolute release 
From makeup water treatment waste neutraliser tanks to 
circulating water discharge tunnel Cause not stated 
CHILDS, M V Power Authority State of New York 79/01/17. 3pp 


7901220094 OOCKET SO-333 James A FitiPatrick Nuclear Power Plant 
Forwards LER 70~1O7/O3L-O 

LEONARD.J 0 Power Authority State of New York. 79/01/17 Ip 


7901220096 DOCKET 80-333 James A FitiPatrick Nuclear Power Plant 
LER 78-107/03L-0 on 781221 comb u I tt on ionlmtlcn product 
fsmoka) detectors for relay room intentionally disabled 
during repair work Detictors verified operable follaulng 
repair work 

cmLDS.N V Power Authority State of New Varl 70/12/21 2pp 


7901230247 DOCKET 50-333 Janes A FitiPatrick Nuclaar Power Plant 
Forwards LER 7a-109/03L-0 

LEONARD, J D, Power Authority Btatl of New York 79/01/16 ip. 


79012A01B1 DOCKET 80-333 James A FitiPatrick Nuclear Poiear Plant 
Forwards LER 70-OBO/O3X-1 

LEONARD.J D Power Authority State of New York 79/01/22 Ip 


790136018B DOCKET 80-333 James A FitiPatrick Nuclear Power Plan* 
LER 7B-0BO/O3X-1 on 780914 noted that valves In pressurt 
suppression chambsr to drywell vacuum brsakers ware nivtr 
subjected to local leak rate tests Testing will be 
completed during refueling outage begun on 780916 
CHILDS, H V Power Authority State of New York 79/01/23 2pp 


7901260202 DOCKET 50-333 James A FitiPatrick Nuclear Poutr Plant 
Forwards LER 7B-043/01X-1 

LEONARD.J D Power Authority State of New York 79/01/22 Ig 


7901260203 DOCKET SO-333 James A FitiPatrick Nuclear Power Flint 
LER. 7B-043/01X-1 on 7B06I6 3 motors had electrical wlndlnf 
insulation qualified to 230 F rather than 293 F. Motori wre 
rewound with proper insulation during 1970 oufcagt. 

CHILDS, W V Power Authority State of New York. 79/01/22 7ft 


7901300071 DOCKET 50-333 James A FitiPatrick Nuclear Poear Plant 
Forwards LER 78-H2/03L-0 

LEONARD, J D Power Authority State of New York 79/01/28 Ig 


7901300072 DOCKET 30-333 James A FitiPatrick Nuclear Posiif Plant 
LER 7S-112/03L-0 on 701226 dticoverad that sorvallianci 
requlramenti not psrformad an air operatid isolatlan valves 
Procedures revised 6 testing completed w/satlsfactory 
results 

CHILDS, W V Power Authority State of New York 79/01/23 Bpp 


7901150117 DOCKET 50-334 Deaver Valley Power Station, Unit 1 
Forwards copies of Amend 7, "Fire Protection Review," 
PCE-1012 Possibility tilsts that planned mods to provide 
smoke eihaust fan ducted to switchgear tt cable spreading 
rooms may not be completed prior to Cycle 3 operation 
ODODWIN,C Portland Oeneral Electric Co, 79/01/09 2pp 


7901150120 DOCKET 50-334 Beever Valley Power Station, Unit I 
Amend 7, "Fire Protection Review," provides implementation 
changasi future mods, electrical criteria, fire seal test 
r epts, aiTmln is trat ive controls 6 OA procedures 
LIPPINCOTT, B, M Portland Oeneral Electric Co POE-1012 
70/12/31, 37pp 


7901160834 DOCKET 50-334 Beaver Valley Power Statioti, Unit 1 
Responds to 761201 itr rs plant fire protection program 
Includes implementation schedule summary Activltlas L nodi 
hiUl be completed during rifuillng outages of 19S1 I, DB. 
DUNNiC N Duquesne Light Co 79/01/11 SSpp, 


790t0B0i07 DOCKET 30-334 Bsaver Valley Powsr Btatlon, Unit I 
Bummery of 781203 meeting re containment leak tasting 
w/contalnment liner weld channels unvented at facility. 
M/enct list of attendees 6 test riiults. 

HIOOINTDN, D Operating Reactors Branch 1. 78/12/81 7ff 


7901030068 DOCKET 30-334 Beavar Valley Power Btatlon, Unit I 
Advltes that addl info requested in NRC 7B1U3 Itr is in 
preparation but is not yet complete Response will be 
forthcoming In the very near futura 
DLINMjC, N Duquesne Light Co 78 / 12 / 22 . ip 


79D2 230254 DOCKET 50-333 Janes A. FitiPatrick Nuclear Power Plant 
09/03L-0 on 701824 the "A" raiiduat heat removal 
d not be maintained full of water became a 

heck valve was not closing properly Disassembly 
cause for sticking 

Power Authority State of New York. 79/01/18 8pp. 


790I1DD32B DOCKET 50-334 Beavir Valley Power Station, Unit 1 
Raiponds to DA Beckman 701280 raquest re eoniainmtnt Typi A 
leak test. Test wes performed during Nov 197B. After start of 
Initial containment pressurlietlon, personnsl air lock wal 
found at same prassurs as containment (leaking aolanoldl) 
MERLINS, J A Duquesne Light Co 79/01/03 4pp. 


I James A FitiPatrick Nuclear Power Plant 
IL-0 

ithorlty State of New York, 79/01/19, Ip 


79011SD820 DOCKET SO-334 Beaver Valley Power Btatlon, Unit I 
Notification of 790123 meeting in Dethesda.flD rs venting if 
containment liner weld channels 

UIQ61NT0N, 0 Operating Reactors Branch 1. 79/01/04, tft 


133 James A FitiPatrick Nuclear Fouer Plant 
781224 during routine plant startup 
pment wav started automatically in 
wall pressure signal Caused by personnel 

luthority State of Niw York 79/01/18 2pp 


7991170431 DOCKET 30-334 Beaver Valley Power Btatlon, Unll I 
Requast addl info on Buppl 2 to soil study-Catagory 1 
itructures for complstlon review. Requests liquefaction 
analysis of area Northwest of Category 1 structures It ihovld 
te conpleted by mid Jan 1979. 

8CHHENCER, A Dporetlng Reactors Branch 1. 79/01/09, Iff 


I Jenat A FitiPatrick Nuclear Power Plant 
L"0 

thority State of Haw York 79/01/19 Ip 


30 James A FitiPatrick Nuclear Power Plant 
761223 during operation at 6BX poutp, 
esulted In hiavy concentrations of algas 
■criens CaustiT by unusually haavy intake 
ntarlo 

uthorlty State of Niw York 79/01/19 2pp. 


7901160272 DOCKET 30-334 Beaver Valley Power Btatlon, Unit 1 
Responds to 781113 rsqueit for addl info on feaduater Hr> 
vibration monitoring program conductsd during 1977 Conelplfl 
AOnltnring program has suecessfuily vsrtfied that Sklltifi) 
ffsdwater sys will operate safely. 

DUNN.C H Duquesne Light Co N8C-1-70-O94 79/01/11. l*lf 


79/01/19 
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7901S9005S DOCKET 50-334 Deaver Vallsg Pouer Statloni Unit 1 
FaruaTdi reetuait for addl Info re onsite emergeneg pouisr 
SV* to conpleta rovieu of protection from degraded grid 
voltage conditions nequirot response uiithin 30 dags 
SCHWENCERj A Operating Reactors Branch 1 79/01/lB 3pp 


7901060322 DOCKET 50-334 Beaver Valleg Power Statlon< Unit t 
Foruardi IE Insp Rept 50-334/7B-32 on 701105-09 it Notice of 
Vi elation 

0 H Region li Philadelphia! Fuel Facllitg t< Materials 

Bafetg Branch 76/12/01 3pp 


7901030324 DOCKET 60—334 Beaver Valleg Power Statloni Unit 1 
Notica of Violation from insp on 701103-09 

• Region 1> Philadelphia! Fuel Paeilitg (c Materials Safetg 
Branch. 7B/tS/01 2pp 


79O1O0O32B DOCKET 50-334 Beaver Valleg Power Qtatieni Unit 1 
IE Insp Rept 50-334/70—32 on 781105-09 Noncompl ianco noted 
failure to test filtorsito follow procedures li Improper 
sanplLns technltiue 

THDNVSfL H , C ROCKER i H W Region I, Philadelphia! Fuel Facilitg 

it Matarials Safetg Branch 7B/11/30 7pp 


790110008£i DOCKET 50-334 Beaver Valleg Power Statloni Unit 1 
Forwards IE Insp Rapt 50-334/70-30 on 781031-1103 No 
nonconpllanee noted, 

BRUNNEftt E, J Region ii Philadelphia! Reactor Operations Nuclear 

Support Branch 70/12/04 2 pp 


7901100088 DOCKET 50-334 Heaver Valleg Power Statloni Unit 1 
IB Insp Rept 50-334/70-30 on 7B1031-1 103, No noncompliance 
noted Major artas inspected fire protection program! piping 
Bupporte t( containment liner welds 

RAYMOND* W, J i KElMIOi R. R Region li Philadelphia! Reactor 

Rperatloni Nuclear Support Branch 70/12/01 5pp 


7901020499 DOCKET 80-334 Beaver Valleg Power Btationi Unit 1 
Aek receipt of 701128 Itr Informing NRC of steps taVen to 
correct violations noted in Insp Rept 50-334/70-26 
ORIER* B H. Region li Philadelphia! Office of the Director 
7Q/12/U Ip 


7901020306 DOCKET 50-334 Beaver Valleg Power Station! Unit 1 
Reaponde to NRC 7SU03 Itr re violations noted in Insp Rept 
80-334/78-26 Corrective actions’ Itr sent to shift 
supervisors to remind personnel of importance of maintaining 
current equipment clearance log 
OUNNi C N. Duquesne Light Co 70/11/28. 4pp 


79011 900 1 3 DOCKET 50-334 Beaver Vallag Power Statloni Unit 1 
Forwards IE Insp Rept 50-334/70-33 on 701114-17 No 
noneomp 1 lance noted, 

DRUNNERi E J Region 1* Phlladelpfilai Office of the Director 
78/12/12. 2pp 


7901190016 DOCKET 80-334 Beaver Valleg Power Statloni Unit 1 
IE Imp Rept 50-334/78-33 on 701114-17 No noneomp 1 lance 
noted Major areas inspected logsi records ti plant statusi In- 
offlce review of LER 's* training drills* onslta LER followupi 
followup of license actions on IE Circulars 

RAYHONDiM J i BECKMAN* 0 A,. KEIHIO.R R Region li Philadelphia. 
Office of the Director 7B/12/11 lepp 


7901030021 DOCKET 50-334 Beaver Valleg Power Station. Unit 1 
Forwards IE Bulletin 7S-14i ’'Deterioration of Buna-N 
Components in A8CD Bolenoids " 

ORIERfB H Region li Philadelphia! Office of the Director 
79/12/19 • Ip. 


7901310072 DOCKET 50-334 Beaver Valleg Power Station. Unit 1 
Act receipt of 701226 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-334/78-32. 
sniTHtO, H. Region li Ph 1 ladelph lai Fuel Facllitg it Matarials 
Bafatg Branch, 79/01/13 tp 


7901300156 DOCKET 50-334 Heaver Valleg Power Station* Unit 1 
EPA quarterly rept for final quarter of 1970 Primarily 
Includes discharge monitoring repts 
MOORE. 0 H Duquesne Light Co 79/01/26 3Bpp 


7901100170 DOCKET 50-334 Beaver Valleg Power Statloni Unit 1 
Forwards LER 79-002/03L-1 

WEBLINOiJ A Duquesne Light Co 78/12/29 2pp 


7901100103 DOCKET 50-334 Beaver Valleg Power Station. Unit 1 
LER 79-002/03L-1 on 780102 Vital Bus 4 transferred to 
auiiliarg supplg but supply breaker tripped which 
de-energiiod No 4 inverter resulting in reader trip & 
safetg injection Caused by transfer of Vital Bus 4 
UERLINOi J A Duquesne Light Co 70/12/29 2p 


7901120147 DOCKET 50-334 Beaver Valleg Power Station* Unit 1 
LER 79-1/04P on 790I0S during plant shutdown* all 4 cooling 
tower pumps were secured* reversi/ig flow thru main eondenser. 
resulting in direct backwash of chlorine additions into the 
river Addl info b corrective action to follow 
WERLlNOiJ A Duquesne Light Co 79/01/05 2p p 


7901160194 DOCKET 50-334 Beaver Valleg Power Station* Unit 1 
Forwards LER 70-O67/OIT-O 

MERLINO.J A Duquesne Light Co 79/01/10 2pp 


7901160197 DOCKET 50-334 Heaver Valley Power Station* Unit 1 
LER 70-O67/OIT-O on 7BI220 during containment Type A leak 
tea ti excess ive leakage was found at containment air ejector 
penetration isolation valves i caused by warped rubber valve 

seats 

DERLINOiJ.A Duquesne Light Co 79/01/10 2pp 


7901290280 DOCKET 50-334 Beaver Valley Power Stetlon. Unit 1 
Forwards LER 79-001/04T-0 

WERLINO.J A Duquesne Light Co 79/01/19 2p p 


7901290264 DOCKET 50-334 Beaver Valleg Power Station. Unit 1 
LER 79-001/04T-0 on 790104 chlorination performed In river 
water sgs ti condenser section High alarm on chlorine 
analyser received twlcei chlorine reached max of 2 O ppm 
Caused by reversed flow tht ough condenser 
WERLINO.J A Duquesne Light Co 79/01/19 2pp 


7901290262 DOCKET 50-334 Beaver Valleg Power Station. Unit I 
Forwards LER 7B-062/03L-0, 78-CI63/03L-0 it 70-064 /03L-0 
WERLINOiJ.A. Duquesne Light Co 79/01/22 2pp 


7901290266 DOCKET 80-334 DepvBr Valley Power 0tatlon* Unit 1 
LER 70-O62/O3L-O on 780313 constant for control rad changed 
from 12 to 20 steps because nuisance alarms caused rod 
position deviation monitor to be inoperable Caused by 
failure to check negative effects before changing constant 
WERLINOiJ A Duquesne Light Co 79/01/22 Ip 


7901290268 DOCKET 50-334 Heaver Valleg Power Station* Unit 1 
LER 70-O63/O3L-O on 701222 faulty comparator In lA main 
staam pressure instrument loop Caused by broken lead on a 
capacitor on comparator in main Btream pressure channel 
WERLINO.J A Duquesne Light Co 79/C1/22 tp 


7901290269 DOCKET 50-334 Heaver Valley Power Station. Unit 1 
LER 70-O64/O3L-O on 761222 comparator in lA main steam flow 
instrumentation channels inoperab lei channe I blstables 
tripped Caused by failure of comparator. 

Iii-Oi .kin ■ A I *nK<- Tn 70/01 /OP In 


7901310073 DOCKET 50-334 Baaver Valleg Power Station. Unit 1 
Retpondt to NRC 781201 Itr re Violations noted in IE Insp 
Rept 30-334/70-32. Corrective actions, tests performed on 
fuppl leek collection b release ays filter banks* frisker 
alarm setpoints adjusted Supervieors instructed, 

DUNN.C. N Buquesne Light Co. 70/12/26 Spp 


7901130104 DOCKET 50-334 Beaver Valley Power Station* Unit 1 
Forwards monthly operating rept for Dee 1970 
DUt«d. C. N Duquesne Light Co 79/01/09 Ip. 


7901150106 DOCKET 80-334 Baaver Valley Power Station. Unit I 
Monthly operating rept for Dec 1970. 

WITKOMSKY. F. P Duquesne Light Co. 79/01/09 7pp. 


7901300192 DOCKET 90-334 Beaver Valley Power Station* Unit I 
Forwards EPA quarterly rept 

MOORE.O, W. Duquesne Light Co 79/01/26, ip 


7901160033 DOCKET 80-339 St Lucie Plant. Unit I 

Forwards info re 7B120B exit meeting describing staff 
positions Requests util make commitment to implement b 
provide basis for fire protection program including fire 
pump operating characteristics b fire hydrant hose valves 
REIDiR.W Operating Reactors Branch 4 78/12/29 21pp 


7901190125 DOCKET 50-339 8t Lucie Plant, Unit t 

Forwards carlfied copies of Endarsement 22 bo policy MF-8B* 
giving advance premium of *61.200 for policy year 1979 
FIEDLER, J Marsh b McLennan* Inc 79/01/15 2pp 
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790H'90135 COCKET 50-ap3 St Lucie P * ^ ‘ „ mp-'iB. 

Fov*iBT- 4 s testified copies of Endor semerjt 3B to policy MF 99 j 
shDWinj 1979 advance premium 2 „n 

FIE&LEB* J Mar^h U rlcLetinan. In>. 79/01/19 2pp 


790119004B DOCKET 30-333 St Lucie Plant, Unit 1 
Forioarde amend fee suppl uhlch accompanied 7S1116 
appilcation for amend of Tech Spec* re ultimate heat <tnkv 
UHRlO.R E Florida Pouer «< Light Co 79/01/09 Ip 


7901220032 OOCKF-T 30-335 St Lucie Plant. Unit I 

ForuardB Endorsement ZH to Policy rlF"2S7 foF advance premium 

FIEDLER. 0 Marsh fc HcLennan, Inc 79/01/17 ZpP 


7901310078 DOCKET 30-335 St Lucie Plant. Unit 1 

Natification of raglttration as user of Models PC-J.Atcor 
Vandenburgh. CSNI-BC-4B-aS0. CSNl-LL-SB-d t< C8N1 -AL -33-90 
UMRIO.n E Florida Pouer L Light Co 79/01/19 tp 


790122009<> DOCKET 50-335 Bt Lucie Plant, * 

Feruards EndoriBirent S to Binder EB-59 for 1979 advance 

premium of id, 550 ■jayniyin o-n 

FIEDLER, J Marsh b McLennan, Inc 79/01/17 app 


7901020dZA DOCKET 30-333 Bt Lucie Plant. Unit I 

Aci receipt of IE Insp Rapt 30-335/78-36 on 7B1031-1103 No 
proprietary info 

UHRie.R E Florida Pouer b Light Co 78/13/19 Ip 


7901290193 DOCKET 50-335 St i-uc i » Ream 

Forward s user manual for "DYNODE-P V;»rs i»i S' * Nkc ear Steam 
Supply Sys Transient Simulator for PHR s did 
lNAI-76-67 Revision 91 Requests code ^*^5 

appllcatloh Forward* 913, 100 cHock for Class b 
UHRIO.R E Florida pouer b Light Co 79/01/19 Ip 


7901020426 DOCKET SO-335 Bt Lucie Plant, Unit 1 

Forwards IE In»P Rapt S0-333/7B-26 on 781031-1103 No 
noncompliance noted 

LONQ, F J Region. 3. Atlanta, Reactor Operations Nuclear Sueaart 

Branch 78/11/26 2pp 


7901290193 DOCKET 50-335 5t Lucie Plant- ^nlt i 

"DYNODE-P Version 2 A Nuclear Steam Bopply Egs Transient 
Simulator for Pressor i,ed Water f*"' ^ 
Descrlhes FORTRAN-IV program simulatinfl NB8B of PHR, 
including component simulatlen b geometry 

a Florida Power b Light Co NAJ-76-67 78/04/19 i60pp 


790102043b DOCKET S0-33S St Uucle Plant, Unit 1 

IE Insp Rapt S0-339/7B-2b on 7B1031-1103 No noncompl ianca 
noted Major areas 1 nspacted; Insp of plant oparationir ' 

reportable occurrences b dltsal generator sys 

LEtfls, R C , WEBSTER, E H. Region 8, Atlanta, Reactor Operation* 

Nuclear Support Branch 7B/11/S7 6pp 


7901300026 DOCKET 50-335 8t, Lucie Plant, Unit 1 

Eiplalns anslicabiltty of 10CFR170 23 Footnote 8 es 
juttlf icat ion for a Class J1 fee of *1200 Riyuests 
remittance of applicable fee c-in 

HILLER. W O License Fee Hanagement Branco 79/01/33 


7901090376 DOCKET 80-339 St Lucia Plant, Unit 1 

Ack Tecelpt of 7B1Z14 Itr Informing NRC of *tap» taken to 
correct vloletlbns noted in Inip Rept 90-338/78-23 
SUTNERLANDi U, T Region 2, Atlanta, Fuel Facility t, Materia) a 
Safety Branch 73/12/29 Ipp 


7901020040 DOCKET 30-335 8t Lucie Plant, Unit I 

Fpruards Amend 2B to License DPR-A7, safety evaluation 
Federal Register notice 

REID, R W Operating Reactors Branch 4 78/12/14 


b 

2pp 


79010903B3 DOCKET 80-338 St Lucia Plant, Unit 1 

Responds td NRC 781120 Itr re violations noted in Insp Rapt 
SD-339/7B-2S Corrective actions correct uaight notation aiade 
on shipment recorda, Rept contain* no propnlatary info 
UHRlS, R E Florida Power b Light Co 76/12/14 2pp 


79010S0043 DOCKET 50-335 St Lucie plant, Unit I 

Amend 20 to License DPR-67, chang ing Tech Specs to increaae 
min reyulred volume of water in refueling meter tank, 

REID, n H Operating Reactor* IJrsnch ^ 7B/12/14 B3pp 


7901090388 DOCKET 80-338 8t Lucie Plant, Unit 1 
FcTwards lE Insp Rept S0-338/7B-29 on 781016-20 I, Notice of 
Violation 

SUTHERLAND, J T. Region 2, Atlanta, Fuel Facility h Maisrialt 

Bafity Drench 7B/tl/S0 2pp. 


7901020049 DOCKET 50-335 Bt Lucie Plant, Unit 1 

Eefety evaluation supporting Amend 88 to License DPR-67. 
Concludes issuance of amend will not be inimical to public 
or national intereats 

* Office of Nuclear Reectar Regulation 76/18/14 4pp 


7901080054 DOCKET 30-335 Bt, Lucie Plant. Unit I 
Notice of issuance of Amend 28 to License DPR-67 
ZWETIIO.O 0 Dperatlrig Reactor* Drench 4 78/12/14, app 


7901170432 DOCKET 50-339 Bt Lucie Plant. Unit 1 

Inform* of reviau result* r* vibratory loads eseaclated w/ 
positive displacement charging pump* at facility CPncluda* 
peal alternating stresses in charging ty* piping due to 
operation of pomp* should rot ha below the anduranc* limit. 
REID, R H Dperating Raaclur* Branch 4 70/12/89 8pp. 


7901090199 DOCKET 90-335 St Lucia Plant, Unit 1 

Loop current step response test* to date Indicate that time 
constant* of i‘*sl*tance tamp dateelora are all less than H, 0 
second limit specified by Tech 6pac* No evidence of generic 
trend to increase time constent* for sensors 
UHRIOiR.E Florida power b Light Co 79/01/03 SPP 


7901090229 DOCKET 90-339 St Lucie Plant, Unit 1 

Raspondi to 761129 Itr Containment purging during operation 
is under study b NRC will be notified of progress by 790801 
Bsfety actuation signal circuits uhich incorporate manual 
bverrsda feature ware reviauadi oporatur control is adeguate 
USRie.R E Florida Pouer b Light Co 79/01/09 Ip 


7901110094 DOCKET 90-335 St Lucia Plent, Unit I 

Ack receipt of 7B1116 application for amend to License 
DPR-67 1 ravt sing heat link Tech' Specs, Requests peymtnt of 
add} *2800 for Class It anenil. 

DIOOB.R M License Fee Management Branch, 79/OI/OS Ip. 


7901120143 docket 90-339 St' Lucie Plant, Upi t J 

Requeat to amend App A of License OPR-67 Hevlies letpaint 
for reector trip on high containment Pressure to current 
appltcapli velue of less that 3,3 psig. U/iefety avaiuation. 
Cirtlficate of Bve b amend Pea. 

UHRIOrR.E, Florida Pouer b Light Co 79/Oi/OP. 4pp 


7901090307 DOCKET 90-339 Bt, Lucie Plent, Unit 1 
Notice of Violation from insp on 7B1016-20 

• Region 2, Atlanta, OPfUe of the Director 76/11/20 Ip 


79010903B9 DOCKET 90-339 St. Lucie Plant, Unit 1 

IE Insp Rapt 80-335/78-29 on 781016-20 Noncomp I ianca noted’ 
improper shipment of solid radioactive uasta*. 

ZAVAdoSKI.R W , OIDBON, A F Region 2, Atlanta, Fuel Pact 11 ty t 
Materials Safety Branch 7S/11/20 7pp. 


7901220193 DOCKET 90-333 St. Lucie Plant, Unit 1 

Foruords IE Circular 79-08, "Failure of 120 Volt Vital AC 
Power Buppl lers " 

□ 'REILLY, U. P Region 2, Atlanta, Office of the Director, 
79/01/16 Spp 


7901240174 DOCKET 80-338 9t Lucie Plant, Unit 1 

Informs NRC of plan* for Inspecting control element atitmbly 
guide tube sleeves during upcoming refueling Submit* 
procedure* to bs used for Intp. 

WHRIO.R E, Florida Power b Light Co 79/01/19. ip. 


7901040194 DOCKET 90-333 0t. Lucie Plant, Unit 1 

Forward* Rsportabls Occurrenc* 339-B-76-06 on 781117 
UHRtO, R. E Florida Pouer b Light Co 76/12/14, Ip, 


7901040157 DOCKET 90-338 Bt. Lucie Plant, Unit 1 
Repertebla Occurrence 339-0-78-00 on 781117, cundenier 
temp rtf* ssceeded 24 F, caused by circulating water sy* 
fouling, but diacharge canal tamp did not exceed Ut F 
degre a I, 

UHRIO.R E. Florida Power b Light Co, 76/12/14 2pp 


7901290209 DOCKET 90-335 8t Lucie Plant," Linl t 1 
Forward! LE« 70-O46/O3L-O. 

BCHMlDTrA. D Florida Power It Light Co 79/01/08, ip. 


7901290200 DOCKET 90-339 St Lucie Plant, Unit i 
LER 73-046/03L-0 pn 7B1807: during power operation, control 
elament astsmbly 99 dropped as it was manually Iniarted to 
100 in position for moderator temp coefficient teet, Cmue* 
untnown. 

SCHOPPMAN.M A Florida Power b Light Co. 79/01/09. Bpp. 
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7901090154 DOCKET SO-306 Killttano Nuclear Peuar Stationi Unit 8 
Corricti h clariflBi potitlons re cable fire barrier 
panetratiens test datai eammunicatlons si|s< cable spreading 
area fire protection U containment tt autiliary bldg modsi 
for Amend 43 to operating license 

COUNCII..U 0 Northeast Utilities 79/01/08 3pp 


7901020309 DOCKET 50-336 Hlllttone Nuclear Power Statloni Unit 2 
Acl receipt of 791080 application for license amend re 
environ ti safety Tech Specs Requested amends require 
consideration (< resolution of environ conflicts NRC requests 
04r000 fee 

DIOOSi R M License Fee Management Branch 79/13/88 Spp 


7901050336 DOCKET 50-336 Millstone Nuclear Power Stationi Unit 8 
Act receipt of 781080 application for amend to Licenses 
BPR-ai ti OPR-65 ui/proposed revisions to environ 8i safety 
Tacli Specs Requests forwarding amend fee 

DlOOSiR H License Fee Management Branch 79/18/88 Spp 


7901350060 DDCKET 50-336 Millstone Nuclear Power Station. Unit 8 
Foruerdi Amend 57 to DPR-81 t< Amend 47 to DPR-65 li notice of 

Issuence 

ZIEHANN.D L Operating Reactors Branch 8 79/01/18 3pp 


7901850062 DOCKET 50-336 Hi 11 stone Nuclear Power Station. Unit 3 
Amend 57 to DPR-81 1< Amend 47 to DPR-65 changing common 
App B ETB (< App A to reflect organl lational changes In 
Nuclear Engineering ti Operator Depte 

ZlEMANNiO L Operating Reactors Oranch S REID. R U 

Operating Reactors Branch 4 79/01/18 9pp 


7901S50066 DOCKET 50-336 Millstone Nuclear Power Btetion. Unit 8 
Notice of issuance of Amend 57 to DPR-ai S. Amend 47 to 
DPH-65 Amends modify ETB to improve fish barrier design ti 
reflect organ! tatlonal changas 

HAMBACHiT V Operating Reactors Branch 8 79/01/18 Spp 


7901080S7B DOCKET 50-336 Millstone Nuclear Power Btation. Unit 8 
Acl receipt of 701086 request for proposed pevleion to Tech 
Sptce re inservlce Insp & test progrem Determines amend it 
Class III 6 requests addl fee of (4000 

DIOOB.R M License Fee Management Branch 78/12/81 ip 


7901080333 DOCKET 50-336 Millstone Nuclear Power Station. Unit S 
Summary of 7BlS8t meeting re neutron shield design Applicant 
will forward qualifications of design by mid-January 1979 ti 
raquast a safaty evaluation by 790331 

CONNER.B L Operating Reactors Branch 4 70/18/81. lOpp 


7901030196 DOCKET 50-336 Millstone Nuclear Power Station. Unit 8 
Requests acceptance of proposed changes to Tech Specs for 
License DPR-65 adding requirament of operable charging pump 
l< gperable flow path as ECCB eubsys W/ett description of 
proposed changes 

COUNBIL.H 0, Northeast Utilities 70/18/88 iSpp, 


7901160017 DOCKET 50-336 Mi listens Nuclear Power Station. Unit 2 
Forwards Amend 46 to License DPR-65< safety evaluation & 
notice of issuance, 

REtOiR M Operating Reactors Branch 4 78/18/88 3pp 


7901160081 DOCKET 50-336 Millstone Nuclear Power Station. Unit 8 
Amend 46 to License DPR-65 modifies Tech Specs by changing 
acceptable resistance tamp detector response time in reactor 
protection eye to less then or equal to lO-S 
REID.R U Operating Reactors Branch 4 79/18/80, 7pp 


7901160088 DOCKET 50-336 Millstone Nuclear Power Station. Unit 8 
8#fetg evaluation In support of Amend 46 to DPR-65 
* Office of Nuclear Reactor Regulation 70/18/80 4pp 


7901080157 DOCKET 50-335 St Lucie Plant. Unit I 
Forwarde LER 78-037/011-1 

SCHMIDT. A. D Florida Power ». Light Co 7B/18/1B ip, 


7901080161 DOCKET 50-335 St Lucie Plant. Unit 1 
LER 7B-037/01T-1 on 7B0919’ during eye insp. Class t 
longitudinal braces on auxiliary bldg ventilation ducts were 
found missing. Caused by unique combination of pertonnal 
•rrori. 

eiEBE.A, Florida Power *< Light Co 70/12/18 3pp 


7901080163 DOCKET 50-335 St Lucie Plant. Unit I 
Forward! LER 7B-043/03L-0 

80HMIDT.A D Florida Power 1. Light Co. 78/18/19 Ip 


79010B0166 DDCKET 50-335 St Lucie Plant. Unit 1 

LER 78-043/03L-0 on 791180 control alement assembly 68 
slipped 13 in (t slipped eeeond time after reetoration to 
normal position No cause could be determined for slippage Ic 
has performed normally since then 

SCHOPPMANr M. A Florida Power h Light Co 79/18/19 Ip 


7901030127 DDCKET 50-335 St Lucie Plant, Unit 1 
Forwards LER 78-044/03L-0 

SCHMIDT, A D Florida Power & Light Co 78/18/80 Ip 


7901030130 DOCKET 50-335 St Lucie Plant, Unit 1 

LER 76-044/03L-0 on 781121 motor operated valve MV 07-13 
failed to open electrically following closure due to faulty 
torque switch on valve operator Switch replaced & valve 
chec ked 

BCHOPPMANiM A Florida Power b Light Co 78/18/80 tp 


7901190136 DOCKET 50-335 St Lucie Plant. Unit 1 
Forwards LER 70-O45/O3L-O 

SCHMIDT, A D Florida Power U Light Co 79/01/03 ip 


7901190139 DOCKET 50-335 St Lucie Plant. Unit 1 

LER 78-04S/03L-0 on 761804 digital data processing sys 
malf unc t ioned. resul t ing in loss of control element assembly 
backup postion indlcatlpn U incore flux detector sys Caused 
by programming error 

6CHDPPMAN, M A Florida Power & Light Co 79/01/03 tp 


7901160086 DOCKET 50-336 Millstone Nuclear Power Btation, Unit 8 
Notice of issuance of Amend 46 to DPR-65 modifying Tech 
Specs by changing acceptable resistance temp detector 
response time in reactor protection sys 

REID. R U Operating Reactors Branch 4 70/18/89 SPP 


7901080165 DOCKET 50-336 Millstone Nuclear Power Station, Unit 8 
Responds to NRC 791821 Itr requesting fee for propoetd 
revisions to Tech Specs re inservlce insp t. testing 
programs H/encl payment fee 

COUNSIL.U 0 Northeast Utilities 76/13/89 Ip 


7901150891 DOCKET 50-336 Mil I stone Nuclear Power Station. Unit 8 
Pursuant to 791815 request by applicant to Incraase thermal 
power of Unit to 8700 MMt.GR requests IE evaluation of 
util's past mgt 8. discussion of outstanding insp 1 tarns re 
safe operation at stretch power level 

CRIMES. B K Assistant Director for Engineers h Projects 
70/18/29 Ip 


7901090854 DOCKET 50-336 Millstone Nuclear Power Station. Unit 8 
Dtscustes unlimited purging re possible failure of 
automatic isolation of Isrgs diameter containment purge 
penetrations used during power operations Concludes that 
bypass 4. override conditions can be Identified 
COUNBIL.H 0 Northeast Utilities. 79/01/03 Spp 


7901160396 DOCKET 50-336 Millstone Nuclear Power Station. Unit 8 
Summary of meeting on 761181 in Bethesda.HD to discuss 
itrstch power program including control element assembly 
guide tube wear basis. Cycle 8 t< 3 assemb lies. ECCS. L low 
flow trip. H/tentative review schedule h submittal schedule 
CONNER. E L Operating Reactors Branch 4 79/01/03 i4pp. 


7901160053 DOCKET 50-336 Millstone Nuclear Power Station, Unit 8 
Notification of 7B01IB meatlng in Bethesda.MD to dlscuea the 
analyses to be performed re 19B0 reload w/Histlnghouse fuel. 
CONNER. M Operating Reactors Dranc|i 4 79/01/04 ip 


7901890043 DOCKET 50-336 Millstone Nuclear Power Station, Unit 8 
Notification of 790186 meeting in Bethesda.MD to discuss 
analyses to be performed rt 1980 reload u/Hestinghnuse fuel 
CONNER. M Operating Reactors Branch 4 79/01/04 Ip 


7901110044 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Ack receipt of 761101.761106 h 791215 requests for review 
h comments on stretch power. core reload h reactor coolant 
pump speed sensing sys Staff considers riquests as first 
submlttslf for amend h art subj to Clsse V fee 
MILLER. M.O License Fee Management Branch. 79/01/00. Spp 


7901160857 DOCKET 50-336 Millstone Nuclear Power Station. Unit 8 
Forwards proposed revlelons to Tech Specs to amend operating 
license 

COUNSIL.HO Northeast Utllltiee 79/01/08. 6pp 


7901160859 DOCKET 50-336 Millstone Nuclear Power Station. Unit 8 
"Proposed Revisions to Tech Space" to emend license Proposss 
to delete generic applicability statement re hydraulic 
snubbers li would allow greater operating flexibility during 
repair It maint of snubbers 
• Northeast Utilities 79/01/09 9pp 


7901160831 DOCKET 50-336 Millstone Nuclear Power Station. Unit 8 
Dlicusset etatus of propoted Tech Spec revieien increaeing 
reepenee time of end bldg filtration ays Disagrees w/NRC 
dose ealeulattons Contends ISl rams thyroid dose It 3 S rams 
whole body does are conservative. 

COUNSIL.U.O Northeast Utilities 79/01/09. Spp. 
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docketed items 

7?aUQ0237 DOCKET 50-330 North Anna Pousr 9tatlen< Unit t 

Notification of availability of " Intariarvieo Procaduraa for 
Inatrvc tlona 1 5ya Davalopinant*' TPADOC Panphlat 350—30 
rafarancad in NUReo-0219 "Nuclear Security Parionnel for 
Pouer Plant* " 

BESAH) M J Division of Document Control 70/11/2O- SPP 


7901160177 DOCKET 50-330 North Anna Power Statlom Unit 1 
Forwards amends to modified amended security plan re 
editorial cbanpes b addl clarifications resulting from 
NRC review Amend contain* proprietary InfoKolthheld <ref 
10CFR2 790) 

BTALUINOSi C M Virginia Electric b Power Co 79/01/la. ip 


7901240508 DOCKET 50-336 Millstone Nuclear Pouer Statlom Unit 2 
Forward* data re qualification of automatic test injection) 
discusses performance history of automatic test Injection b 
inservlce availability Info submitted in support of 761227 
llcensa amend request 

COUNSIL.WO Northeast UtUltla* 79/01/16 7pp 


7901250140 DOCKET 50-336 Millstone Nuclear Power Statlom Unit 2 
Forwards t25, BOO payment for licensing Foe per NRC 79010S 
1 tr 

CDUN8 IL.no Northeast Utilities 79/01/17. 2pp 


7901020504 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Forwards IE Insp Repti 50-245/70-36 b SO-336/7B-33 on 
791106-09 No noncompl lane e noted 

SMITH. 0 H Region li Philadelphia. Fuel Facility b Materials 

Safety Branch 78/11/24 2pp 


7901020514 DOCKET 30-336 Millstone Nuclear Ppwer Station. Unit 2 
le Insp Hopt 30-245/70-36 b 50-336/70-33 on 701106-09 No 
noncomp 1 lance noted Major areas inspected radiation 
protection program including qualification of itaff. 
training. lab el Ing b control of mail, 

YUHAS.O P Region I. Philadelphia. Office of the Director 
70/11/21 9pp 


7901020014 DOCKET 50-330 North Anna Power Station. Unit t 
grants motions aseting mods In schedule b procedures adopted 
In decision ALAB-S09 Discusses implications of granting 
motions on original htaring schsduls, 

OUFLO. M E Abomlc Safety and Licensing Appeal Panal 70/12/21 
Spp. 


7901110329 DOCKET 50-330 North Anna Power Station. Unit 1 
Time within which Commission may determine to review 
deeiilon ALAB-509 Is eitandad until 790112 ' 

CHlLKi B U Office of the Secretary of the Comnlsslan 78/1D/2& 
3pp 


7901030034 DOCKET 30-336 Millstone Nuclear Pouer Stattom Unit 2 
Forwards IE Bulletin 78-14. ''Deter iorhilon of Duna-N 
Components In ASCD Solenoids " 

ORIERiD H Region 1. Philadelphia. Office of the Director 

70/12/19 Jp 


7901050004 DOCKET 50-336 Millstone Nuclear Power Station. Unit S 
Forwards IE Insp Repts 50-245/76-35 b 50-336/76—32 bn 
701025-27 No noncompllanc » noted 

SHITH.O H Region It Philadelphia. Fuel Facility b Materials 

Safety Branch 78/11/24 2pp 


7901050032 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
IE Imp Rept 50-245/70-35 b 50-336/70-32 on 761025-27. No 
noncompl 1 ence noted. Major areas Inspected: 1 1 censes conducted 
emergency drill b followup on emergency planning b radiation 
protection 

DDRES. R vl . DONALDSON. D E . 8T0HR, J P Region 1, Philadelphia 

Fuel Facility b Materials Dafety Branch 7B/11/S1. 9pp 


7901100054 DOCKET 50-336 Hi Liston* Nuclear Power Station. Unit 2 
Act receipt of 781216 Itr Informing NRC of steps taten to 
correct violations noted during TE Insp Repts 30-245/78-39 b 
80-336/78-36 

DRIER. B H Region 1. Philadelphia. Office of the Director. 
78/12/26 Ip 


7901300105 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Forwards updated inservlce Insp b testing program 
describing operational readiness testing far essential pump* 
b valves b program of periodic pressure tests Pragraia will 
be Implemented on or about 790426 

CDUNSlL.tl 0 Northeast Utllltlss 79/01/25 BSpp 


7901160236 DOCKET SO- 336 Millstone Nuclear Power Station. Unit 2 
Forwards monthly operating rept for Dec 1978. 

OPEKA.U F Northeast Utilities 79/01/10 Ip. 


7901160237 DOCKET 50-336 MlllstonB Nuclear Pouer Statlom Unit 2 
Monthly operating rept for Dec 1978 
HOULETT.O. H Northeast Utilities 79/01/03. Spp. 


7901030160 DOCKET 50-336 Nlllitone Nuclear Power Station. Unit S 
Forwards LER 78-032 /03L-0, 

□PEKA.J. F. Northeast Utilltle* 78/12/29 tp, 


7901030164 DOCKET 50-336 Millttane Nucliar Power Btatlon. Unit 3 
LER 7B-033/03L-0 on 781 130:Chsnnel B reactor protect eye 
core Protection calculator positive IB volt logit power 
eupply failed Cauied by normal aging of a capacitor In the 
auciltary rectifier circuit 

BATES. R U. Northeast UtlUties 76/12/29 Ip 


7901030025 DOCKET 50-338 North Anna Power Btatlon. Unit I 
Forward! mamos re pipe eupport base plate design 
TREBY. 8 A Hearings Division 78/11/07 Ip 


7901030033 DOCKET 50-338 North Anna Pousr Station. Unit 1 
Discusses structural fallurss of rigid pipe supports dve ta 
Improper design assumptions b poor anchor holt eAbednint 
resulting in underestimation of loads on some anchor bolt*. 
6TELLO1 V Division of Operating Reactors 76/06/20 Spp 


7901050063 DOCKET 50-330 North Anna Power Btatlon. Unit t 
Request for enforcement action to revoke VEPCO operating 
licenses by North Anna Environ Coelltlon is availeble for 
Insp 

DAVIE. U 0 Office of Inspection b Enforcement 76/12/13 Ip 


7901050077 DOCKET 50-330 North Anna Pouer Station. Unit 1 
North Anna Environ Coalition wanti licensee rivoktd at 
anforcements sanction for 7 month failure to report abnoenal 
settlement which had reached 7SX allowable value in Aug 
1977 Believed to constitute matl felsi itatament. 

ALLEN. J North Anne Environmental Coalition, 76/12/03 ip 


7901120249 DOCKET 50-330 North Anna Power Btatlon. Unit 1 
Affidavit of RD Pollard Certifies that author has reviewed 
staff submissions rs protection agalnet low-trajectory 
turbine mlssllei b provided the technical analysle In the 
UC8 reply far i ef. Cert 1 flcate of Bve end 

POLLARD. R D Union of Concerned Bcientlsts 76/12/13 4PF 


7901020300 DOCKET S0-33B North Anna Power Station. Unit I 
Espressae eitrene concern about Irregularities in sve of 
notice of A3LB decision to dsny Cltliens Energy Forun 
intervenor status re util request for amsnd to permit Spent 
fuel c ompac tlon. Appeals for intsrvenor status 
KRDOTi I Cltliens Energy Forum 78/12/16. 2pp 


790U1O273 BUCKET 50-330 North Anna Pouer Btatlpm Unit 1 
NRC request for extension of time until 790105 uithln whleti 
to file response to Union of Concerned Scientists suppi 
brief Alleges UCB ralsts Issues not prsvlously addreeted ri 
adequacy of NRC rsylsw of turblns misslls risks 
aUANSON.D T Office of the Executive Legal Director. 70/12/20 
Spp. 


7901060059 DOCKET 50-330 North Anna Power Btetlon. Unit 1 
Forwards NRC svaluation of util requsst to revlsi Tech BpICI 
re allowable settlement for plant sve water pumphouse. 

Allowable settlament can tafaly be increaeed. but not ai far 
as util reques te, N/encl existing Tech Specs 

8UAN60N.D T. Office of the Executive Legal Director. 78/12/22. 
7pp, 


7701090211 DOCKET 50-336 Millstone Nuclear Power Btatlon. Unit 2 
Forwards LER 70-O33/O3U-O 

□PEKA.J F. Northeast Utilities 79/01/04. Ip 


7901090216 DOCKET 50-336 Millstone Nucleer Power Btetlon. Unit 2 
LER 7B-033/03L-D on 70t2OS'uhlla operating IBU diesel for 
surve 1 1 lane e. low cooling water flew alarm received. Caueed by 
shelle In the heat exhanger 

CLEMENT. C Northeast Utilities 79/01/04, Ip. 


7901060064 DOCKET 50-336 North Anne Power Btation. Unit t 
8ER re util requsst to revlsi Tsch Spies re allowatie 
settlement for plant sve water pumphouse; Al lowabl* 
settlement can lafsly be Increased but not as far as wift 
requsste.U/encl rtvlsid Tech Bpses, 

a Division of Operating Reactors. 76/12/22. POpp. 


7901160152 DOCKET S0-33B North Anna Power Station. Unit 1 
Reeponde to 781207 Itr forwarding constituent 78120-1 tir 
demanding revocation of facility 1 icanses. Investigation ll 
underway to determine the substance of revocation requsti 
M/o end 761213 Davis retponse. 

OOS8ICK. L, V. Office of the Executive Director for Operalling 
70/12/27. ip. 
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790na0279 DQCKEr 50-338 North Anna Power Station. Unit 1 
Fopuardi NUREO/CR-OAOO. "Rlst Aat-esement Review Group Rept to 
the U8 NRC" (Leiill* Rept) to partiei to proEoedinp Has 
elraadv been fnruarded to aslBP U/o end 

BWANBONt D T Office of the Ejecutive Legal Director 7B/13/27 Ip 


790iaa0027 DOCKET 30-338 North Anna Power Station, Unit 1 
Proteeti ASLD refueal to grant iritervenor statu* to 
Citlien's Enargv Forum re licensee expansion of spent fuel 
pool capacity Seven Itrs also protsetlng ASLB decision end 
BIETKICHiM Affiliation Unknown 79/Ol/oa iOpp 


7901170183 DDCKET 50-330 North Anna Power Station, Unit 1 
Potoaidc Alliance appeals ASLD 781219 order re petitions for 
leave to intervene, per lOCFRa 714a 
DDUCHERTY, J D Potomac Alliance 79/01/03 Ip 


7901170187 DOCKET 50-33S North Anna Power Station, Unit I 
Drlef In support of Potoiriac Alliance appeal of ASLD 7B1219 
order 'Request* ASLAD order ALAB to admit Potomac Alliance 
a« Interveno)'*. Notice of appearance & Certificate of 8vc 
end 

DOUOHERTY, J P Potomac Alliance 79/01/03 17pp 


7901230301 DOCKET 50-338 North Anno Power Station, Unit 1 
Reply to UC8 731S14 amicus curiae brief Licensee asserts 
that UCB failed to cast doubt on adequacy or correctness of 
NRC plant-specific safety analysis Affidavit supporting 
documentation fc Certificate of Svc end 

CHRISTMAN, J N Virginia Electric b Power Co 79/01/08 83pp 


7901840063 DDCKET S0-33B North Anna Power Station, Unit I 
NRC response to UCB 7B1S14 emicus curiae brief NRC urges 
ASLAD to find that allegations raised by UCB are w/o merit 
re turbine missile issue Affidavit of KM Campe, supporting 
documentation li Certificate of Svc end 

BWANSDNiD.T, Dfflce of the Executive Legal Director 79/01/05 

&8pp 


7901150112 DOCKET 50-330 North Anna Power Station, Unit I 
Forwards topical rept VEP~FRN-23 “Vepco FLAME Model " 
THOMAS, H N Virginia Electric I, Power Co 79/01/09 Ip 


790U50U6 DOCKET 50-333 North Anna Power Station. Unit 1 
"Vepco FLAME Model " Util developed 3 d imens i one 1 1 1 > y , 1 1 
modified diffusion therory colculatlonal model designated as 
Vepco FLAME Model Accuracy of model is demonstrated through 
comparisons taken at Units I L 2 

BECK.H C Virginia Electric l< Power Co VEP-FRD-24 78/10/31 
lOOpp 


7901150136 DOCKET 50-338 North Anna Power Station, Unit 1 
Responds to NRC 781304 Itr re topical rept veP-FRD-23 May 
wish to lower priority of reiveu Requested references 9 b 12 
of rept contain proprietary matl received from Uestlnghouse 
THOMAS, H N Virginia Electric b Power Co 78/18/20 Ip 


7901290330 DOCKET 50-330 North Anna Power Station, Unit 1 
Reeponds to 780606 memo're license fee As a mattsr of 
iquity.NRH believes licensee should be relieved from payment 
of full OL fee under new schedule b Instead should pay OL 
fee lilted in 10CFR170 prior to 780333 

DENTON, H R. Office of Nuclear Reactor Regulation 70/11/03 5pp 


7901020282 DOCKET 50-338 North Anna Power Station, Unit 1 
Responds to 700124 b 780731 Itrs re silt clogging b leaking 
b generator bldg settlement Provides polnt-by-polnt response 
to issues raised Considers silt item closed on basis of 
Insp If settling reaches 75X, matter will be reviewed 
DEYOUNO, R C Division of Site Safety b Environmsntai Analysis 
70/12/21 Spp 


7901100207 DDCKET 50-330 North Anna Power Station, Unit 1 

Responds to NRC 700925 Itr requesting etatement of Intent re 
compliance w/posltion on adminstretl vo control of emergency- 
diesel generator air start manual Isolation valves States 
they will be key locked in open position 

STALLINGS, C M Virginia Electric b Power Co 79/01/04 ip 


79O119O'106 DOCKET 50-330 North Anna Power Station, Unit 1 
Forwards 8ER per ulil request to revise Tech Specs Section 
3/4,7.12, '*8ettl emeiit of Class I Btructures" re svc water 

■ y *, 

BHANBDN.D T Office of the Executive Legal Director 79/01/09 ip 


7901160300 DOCKET 50-330 North Anna Power Station, Unit 1 
Forwards changes b revisions to be incorporated as Amend 65 
to application for license Changes reflect mods made to 
engineered safety features since mid-1977 

BROWN, 3 C Virginia Electric b Power Co 79/01/12 Upp- 


7901190100 DDCKET 00-330 North Anna Power Station, Unit 1 
BER "Settlemeilt of Class I Structures " Concludes proposed 
amend does not involve significant haxards or endanger 
public health b safety Compliance w/NRC regulations is 
maintained 

a Office of Nuclear Reactor Regulatlnn 79/01/09 Bipp 


7901880073 DDCKET 50-338 North Anna Power Station, Unit I 
Responds to 701211 Itr re containment purging during 
operation Concludes sufficient physical featuras. 
administrative controls b procedures are provided to 
prevent unsafe override of safety equipment 
BTALLINOBiC M Virginia Electric b Power Co 79/01/17 


7901290891 DOCKET 30~33B North Anno Power Station, Unit 1 
Request* public hearing re abnormal b differential 
settlement b questions 3 set. of Tech Spec* re "m 

ALLEN, J. North Anna Environmental Coalition. 79/01/14 PP 


7901BD01B3 DDCKET 50-330 North Anna Power station, Unit 1 
NRC brief In eupport of 790103 ^ 

intervene, Potomac A1 lienee, appeal 701819 order 

inttrv*n^lon bsliov** th«fc crlt«rla r 
lOCFRa.714 are BatlsfUd Certificate of Svc encl 
OOLDBERO, 8. C. Office of the Executive Legal Director 
7pp 


79/01/16 


7901850107 docket 50-330 North Anna Power ®*'***""' 

NRC request for extension to 79018* to respond to . 

EnerB 9 ^Forum'*. 790102 notice b brief of appea 1, Request based 
an delay of svc by Forum Certificate of Bvc encl voyoiyiA 

OOLDBERO, 8 C. Office of the Executive Legal Director 79/0 / 

4pp, 

7901820335 DOCKET 50-338 North k 1. 

Expresses appreciation for ASLAB interest in J", 

failure problems. Suggests numerous ""J “Ij* nt, 

turbine bldg settlement. Ouestloni most recent mtasur m 

^Leifj "NoJJrAnn. environmental Coalition. 79/01/05 If 

7901300050 DOCKET 50-330 North Anna Power Station, Unit 1 

Forw-erds Policy XB-63. -xo/ni/io 3 bd 

KELLBY.P J. Johnaon b Higgins Insurance 79/01/10. 3pp 

79/01/22 4pp 

79O11S0146 DOCKET 50-330 North Anna Power Sbetlon, . 

N^SrorianUatlonal cbenge. In , 

nucleer power itetion const b operations activities H/att 

flP 0 ® ft 1 1 A 1 1 OTH ^ TO 4Dd 

SAUNiE A VlTSlhlf Electric b Power CO 79/01/05 pf 


7901290031 DOCKET 50-330 North Anna Power Station, Unit t 
Reviews 790104 Itr b concludes dsslgn features provided re 
inoperable condltons of the diesel generators b associated 
alarms augmented by admlnistretive controls meet 
requirements b are eceeptable 

PARR, D 0 Light Weter Reactors Branch 3 79/01/lB upp 

7901890303 DDCKET S0-33B North Anna power Otatlon, Unit I 
Dum to iiiWJiTiCB of lictni*iNRC Controll#r h*» obbr 

asked to refund ♦261,125 in fees To/nt/aa to 

MILLER, H 0. License Fee Manigement Branch 79/01/23 ip 

7901030106 DOCKET 50-333 North Anna power Station, Unit 1 
Forwards IE Insp Rept 5O-33B/78-30 on 781101-03 No 

nencompliance noted . „ . -la/itxou 

KENNA, W B Region 8, Atlanta, Safeguards Branch 

Spp 

7901030130 DDCKET 50-330 North Anna Power Btetlon, Unit 1 
IE Insp Rept 50-338/78-38 on 781101-03. No noncompliance 
noted Major areas inspected physical security program, 
iicurlty plan.eecurlty organiiation. alarm stations, b 

HENNEeBEY!'R*'j*I"'oiLLE6PlE,F P Region 2, Atlanta, Safeguards 

Branch. 78/11/16 3pp 

7901090416 DOCKET 50-338 North Anna Power Stetion, Unit I 
Forwards IE Insp Repts 50^330/78-36 b 50-339/78-29 on 

c,.,,..™. 

Branch 78/11/84 2pp 

Nuclear Support Branch 7B/IJ/22 Spp 
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790110000* DOCKET 50-338 Mopth Ann* Pouer Station. Vnlt I 
Fopiuords IE Insp Rapt* 60-330/76-35 U 50-339/78-01 on 
781030-1103 No none ampl lance noted 

SUTHenLAND. J T Raglan a. Atlanta, Fuel Facility 5 Mataptali 

Safety Drench 7D/1S/0I 2pp 


7901100010 DOCKET 30-33B North Anna Pouar Btatloni Unit 1 
IE Insp Rept* 80-338/78-35 t< 80-339/78-31 on 701030-1103 
No nonconp lianc* noted Major areas inspected adequacy t< 
ef #ec tivenesB of litentee's eitierjeney organiiat ion Si 
emergency facilities 

PERROTTl.D J . HUFHAMiJ W Region 81 Atlanta, Fuel FaelUty fc 

Materials Safety Branc h 78/1?/ 01 Idipp 


7901190048 DOCKET 50-330 North Anns Power Station, Unit 1 

Forwards IE Insp Rept 50-330/78-39, 50-339/70-33, 80-404/78-09 
& 50-405/78-09 on 781113-17. No noncompliance noted 

MURPHY, C E Region 8, Atlantai Reactor Construction 5 Engineering 

Support Branch 78/18/13 Spp 


7901190043 DOCKET 50-338 North Anna Power Statiooi Unit 1 
IE Insp Rtpts S 0-330/78 -39i 50-339/70-33. 50-404/78-09 t 
30-405/78-09 on 781113-17 No noncompl lane a neted Major areas 
inspacted action on previous Imp flndingsi lOCFflSO 55 fc Psrt 
31 items. IE Dul 1 a t Ins, LERs for Unit 1. piping of Unit B. etc 
MCFARLAND, C.R . VALLIBH. E J . IKRDT, A R Region B. Atlanta, 

Reactor Construction & Engineering Support Branch 7a/lB/0l, 
lOpp 


7901830038 DOCKET 30-330 North Anna Power Station, Unit 1 
Responds to NRC 701132 Itr re violations noted in IE Insp 
Rept 30-338/78-33 Requests that Notice of Violation be 
wl fehdrawn 

BTALUINO0.C rt Virglnle Clsctrlc * Power Co 70/12/15 2pp 


7901880024 DOCKET 50-330 North Anne Power Station, Unit 1 
Forwards IE Insp Rept 50-330/70-33 on 781017-20 U Hotlei of 
Violation 

SUTHERLAND, J T Region 2, Atlanta, Fuel Faci 1 1 ty t Materials 

Safety Branch 78/1 1/S2 2pp 


7901880029 DOCKET 30-338 North Anna Power Stetlon. Unit 1 
Hottc* of Vlolatlan from Imp on 761017-20 

CUNNINOHAM, A U , MUFHAMul H Region B. Alien te, Fuel Facility l< 

Moterials Bafrty Branch 78/11/88 Ip 


79018S0038 DOCKET 50-330 North Anna Pouar Station, Unit 1 
IE Insp Rept 30-306/78-33 on 701O17-SO Noncompllane e notcdi 
no surveillance proeedurei for ETB pi sempUng prograas for 
p lank tan, benthos, ne Iton 

DUNMINOHAM.A L I HUFHAM, U W Region 8. Atlenta, Fuel FaciUty I, 

Materials Safety Drench 7B/U/88 4pp 


790J0BO104 DOCKET 50-338 North Anna Pouir Station, Unit 1 
Forwards 1C Insp Repti 50-338/70-41 on 701205-00 No 
noncompllenca noted 

KENNA>H D Region B, Atlanta, Safiguards Branch 70/13/Sl 8pp. 


7901030166 DOCKET 30-338 North Anna Power Station. Unit I 
IE Imp Rept 50-338/78-41 on 701805-08, No rtoncompHanee 
noted Major areas Inspected physical security progrem 
Detatls withheld Iref iOGPRB 790). 

e Region a. Atlanta, Saftguardt Branch 70/18/21 Ip. 


7901180171 DOCKET 50-338 North Anna Pouar Station, Unit I 
Ack receipt of 761280 Itr Informing NRC of steps taken to 
correct violations noted In Imp Rept SO-338/70“34 l< 
80-339/70-34 , * . 

SUTHERLAND, J T Region S, Atlanta, Fuel Facility a. Materials 

Safety Branch, 79/01/03 Ip 


7901100028 DOCKET 50-330 North Anna Pouar Station, Unit 1 
Act receipt of 790104 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50— 33S/7B— 32. 

LONQ, F J Region 2, Atlenta, Raaetor Operations Nuelaar Bupporl 

Branch 79/01/10 Ip 


7901100037 DDCKET 50-338 North Anna Power Station, Unit 1 
Rfiponds to 761121 Itr forwarding IE Insp Rapt 80-333/76-33, 

(t 701211 suppl Initial response Corrective actions: personnel 
responilhls for preparing correspondence for NRC 
relnstructed to tniure accuracy (< completenass 
STALLINOa, C M Virginia Electric S, Power Co 79/01/04, 2gp 


79011B0043 DDCKET 50-330 North Anna Power Stetlon, Unit 1 
Responds to NRC 701121 Itr re devletlene noted In lE Imp 
Rept 30-330/76-32 Corrective actions air start eienual 
Itolatlon valves U control room selection switch chachtd 
every 4 hours. Contains no propristery Info 

STALLINCSiC H Virginia Electric (. Power Co 70/18/11 app 


7901100046 DOCKET 50-338 North Anne Power Station, Unit t 
Forwardi IE Imp Rept 50-333/76-32 on 781116-19 1. Notice 
of Deviation 

LONO, F. 0 Region 2, Atlanta, Reactor Dperatlon* Nucleef BtippgiT 

Branch. 78/11/81 Spp 


7901180054 DOCKET 50-330 North Anna Power Station, Unit I 
Notice of Deviation from Imp on 781116-19 

a Region 8, Atlanta, Reactor Opiretlens Nuclear Buppavl granck, 
70/11/21 Ip 


7901180059 DOCKET 50-338 North Anna Power Station, Unit 1 
IE Imp Rept 50-338/78-32 on 761116-19 None oopl lane e noted' 
failure to log emergency diesel conponsnt status per 
committment to NRC 

UEBSTERiE H , LENISiR C Region 8, Atlanta, Reactor Dperttlsat 
Nuclear Support Branch 7B/ 11/80. Spp 


7901190173 DOCKET S0-33S North Anna Pouar Station, Unit 1 
Act receipt of 790104 Itr informing NRC of steps taken to 
correct violations notsd in IE Insp Ripts 30-338/70-37 It 
50-339/76-32 

LDHOi F J Region 2, Atlanta, Reactor Operations Nuclear Sup peek 

Branch 79/01/11 Ip 


7901190176 DOCKET 50-338 North Anne Power Btetton, Unit 1 
Raspondt to NRC 701212 Ur re violations noted In IE Imp 
Repts 30-338/7B-37 (< 60-339/70-32 Corrective actlone vent I. 
drain valves Included on tagging record, design (k field 
changes noted on controlled draining sett. 

8TALLIN08. C M, Virginia Electric (, Power Co, 79/01/04 3gp. 


7901190163 DOCKET S0-33B North Anna Power Station, Unit 1 
Forwards Insp Repts 50-338/76-37 t, 50-339/78-38 on 
761002-1103 t< Notice of Violation. 

LONO, F. J Region 2, Atlenta, Reactor Operations Nucletr Bufpirl 
Branch 78/12/12 2pp 


7901190165 DOCKET 50-338 North Anna Power Station, Unit 1 
Notice of Violation from insp on 781002-1103, 

« Region 2, Atlanta, Office of the Director. 76/13/11. Ip 


7901190196 DDCKET 30-338 North Anna Power Station, Unit t 
IE Imp Rapts 50-338/78-37 1, 80-339/78-38 on 761002-1103 
NoncoMpliance notedivent (, drain valves left open I, no 
■ tsuranca that revisions to drawings ti specs ere didtrlkottl 
to operetlng personnel. 

KIDD.H 8 Region B, Atlanta, Office of the Director. LC1i{|,R < 
Region S> Atlanta, Reactor Operatione Nuclear Support Iranih 
79/12/11. t7pp 


7901180173 DOCKET 80-336 North Anna Power Station, Unit 1 
Reiponds to NRC 761127 Ur re violations noted In Imp Rept 
30-338/76-34 Corrective actions, pert iculate filter for 
nM-RM0-159 checled for alarmi per periodic test l-PT-37, I, 
full eompUance achieved „ 

STALLINOS, C. M Virglnle Electric h Power Co 7B/18/ao Bpp. 


790UBOi74 DOCKET (>0-338 North Anne Power Stetlon, Unit I 
Forwardi IE Imp Rept 50-338/ 70-34 I, 50-339/76-34 on 
781030-1103 I. Notice of Violation 

SUTHERLAND, U T. Region 8, Atlanta, Fuel Facility l< Materials 
Safety Branch. 78/11/27, 8pp. 


7901220217 DOCKET 50-338 North Anna Pouar Station, Unit 1 
Forwards IE Circular 79-02, "FalUirs of 120 Volt Vital AC 
Powsr Supplies " 

Of 'REILLY, J P. Region 2, Atlanta, Office of tki Director 
79/01/16 9pp 


7901290335 DDCKET 50-338 North Anna Power Station, Unit t 
Act receipt of 781207 Ur informing NRC of steps taken to 
correct violation noted in IE insp Rept 50-336/78-89. 

LENI8, R. C. Region B, Atlanta, Reactor Operatione Nuclear lupferl 
Branch. 79/01/18 ip. 


790U20176 DDCKET 50-338 North Anne Power atatlon, Unit I 
Notice of Violation from Insp on 781030-1103 

« Region 2, Atlanta, Fusl Facility li Haterlels Safety Branch 
78/11/27. Ip. 


7901290340 DOCKET 50-338 North Anne Power Station, Unit 1 
Responds to NRC 781114 Ur re violation noted In IE Insp 
Rept 50-338/7B-29, supplementing initial response of 781207 
Corrective eetlonsi Improved procedures for psrforaMince E f»r 
review of startup tests E subsequent documentetlan. 

STALLINOS, C. M Virginia Electric E Power Co, 79/01/15 Bff 


7901120177 DOCKET 50-336 North Anna Power Btatlon, Unit 1 
IE Insp Rept 50-338/78-34 E 50-339/78-34 on 781030-1103, 
NoncoApIienee noted. failure tc periodlcelly chick E replace 
particulate E chireoe) filters in containment air monltar 
.JENKINS, O.R , 0IB80N, A, F. Region 2, Atlanta, Fuel Facility E 
Materials Safety Branch, 78/11/27, 7pp. 


7901290343 DOCKET 50-338 North Anna Power Btatlon, Unit I 
Ack roc S ip t of IE Imp Rept 50-338/78-29 on 780912-18 E 
780980-21. Corrective action' suppl info placed w/approprleti 
teste, training session given for inpineers to dlecutt prepee 
testing proeedurei. 

STALLINOS, C M. Virginia Electric E Power Go 78/12/07. 3fp 
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790129&346 DOCKET 9Q~338 North Anna Pquict* Station* Unit t 

Forward! In!p Rcpti 5O-330/7B-S9 & 80-339/7B-27 on 700912-lS 
t, 0920-21 «< Nhtlee of Violation 

LONO.F J. Rtgion 2. Atlanta. Raaetor Oparatlons Nuclear Support 

Bronth 7B/1>/1A Spp 

7901290348 DOCKkl 80-33B North Anna Potuar Station* Unit 1 
Notice of Vlojlatlon from insp on 780912-19 

» Raglan 2, Atlanta. Office of the Director 70/11/09. 2pp 


h^MnnH ?? 781226 aiial floi difference deviated 

limit due to power reduction caused by 
steam leak in drain line of '*D" moisture seoarator ^ 
CARTHRIOHT, W R Virginia Electric t< Power Co 79/01/16 


2pp 


7901300084 DOCKET S0-33B North Anna Power Station* Unit 1 
Forward! LER 79-001 /OIT~0 

BTALL1NS8. C M Virginia Elect-lc b Power Co 79/01/16 Ip 


7901290349 DDCK,GT 90-338 North Anna Power Station* Unit 1 
IE Inap Rept* 50-330/78-29 t< S0-339/7B-87 on 780912-19 t< 

0920-21 Nanccimpl iance noted startup test deviations l. 
daf ic lone ie* not Idintlfied as required 

BURNETT, P T . DYER. 0 A . MARTIN, R D Region 2* Atlanta, Reactor 

Operations Ndcltar Support Branch 78/11/09 9 pp 

( 

7901090314 DOCliET SO-33B North Anna PnuBr Station. Unit 1 
Forward! aildl info re LER 70-053/01 T-0 forwarded on 780706 
which reported temporary Inoperabl 1 i tg of diesel driven fire 
pump Diesel Engine was replaced b new engine tested per 
eialnt proeadures b declarsd operable on 760702 
QTALLINOS. C H Virginia Electric b Power Co 78/12/04 2pp 


7901090202 DOCiieT 90-338 North Anna Power Station. Unit 1 
Forward! LER. 78-126/O3U-0. 70-12B/O3L-O, 7B-129/03L-0. 

78-131 /03L-b b 78-132/03L-0 

STALL 1 NO a. C h Virginia Electric b Power Co 79/01/04 Ip 


7901300008 DOCKET 50*338 North Anna Power Station* Unit I 
LER 79-OOl/OlT-O on 790115 non-conservati »m identified in 
calculations performed in monitoring ailal power 
distribution Fjii) Caused by omission of sys b procedures 
used to monitor Fj(i) 

CARTWRIGHT, W R Virginia Electric b Power Co 79/01/19 2 pp 


7901240199 DOCKET 50-338 North Anna Power Station, Unit 1 
Forwards LER 7B-134/03L~0* 78-136/03L-0 b 7S-i3B/03L-0 
stallings* C M Virginia Eiectrlf b Power Co 79/01/19 ip 


7901240204 DOCKET 50-338 North Anna Power Station* Unit 1 
LER 70-134/O3L-O on 701223 trip status indication was not 
racelvei when turbine stop valve TV-3 was closed during 
periodic test l-Pt-34 3 Caused by limit switch for turbine 
stop valve TV-3 out of adjustment 

CARTHRIOHT* M R Virginia Electric b Power Co 79/01/19 2pp 


7901090206 DOCKET SO-330 North Anna Power Station* Unit I 
LER 78-18i!/03L-0 on 701206- during monthly tast one of the 
hast tracl'ng channels of the boron injection sys was found 
Inoparab la. Caused by open circuit in a boron Injection tank 
heater, caused by defective cable 

CARTHRIOUf* W. R. Virginia Electric b Power Co 79/01/03 2pp 


7901240209 DOCKET 50-338 North Anna Power Station* Unit i 
LER 7S-136/03L— 0 on 781827 during power reduction aslai flux 
difference deviated greater than +9X contrary to Tech Specs 
3 2 1 Caused by rapid power reduction necessitated by 
overpressuri lation of prompt relief trip 

CARTHRIOHT, W R Virginia Electric b Power Co 79/01/19 2pp 


7901090209 DOCKET 50-338 North Anna Power Station* Unit 1 
LER 7B-l;!8/0aL-0 on 701214 after main steam trip valve 
l-TV-MB-lilA was opened during reactor trip it failed to 
clast fully Caused by washer stuck in mechanism 
CARTWniOHT. W R Virginia Electric b Power Co 79/01/03 2pp 


7901240214 DOCKET 50-338 North Anna Power Station* Unit 1 
LER 7B-13B/03L-0 on 781228 during operation Indication 
from pressure transmitter 1494. 1 "C" steam generator failed 
high, caused by faulty power supply Associated pressure 
channel taken out of sve b faulty card replaced 
CARTWRIGHT. W R Virginia Electric b Power Co 79/01/19 2pp 


7901090219 paCKET 50-330 North Anna Power Station. Unit 1 
LER 78-ip9/03L-0 on 781219. during performance of routine 
fariedic Itast of reactor rate trip time constant for NIB 
channel N-42. allouiable time Units were not observed Caused 
by slactronic drift In instrumentation 

CARTWRIOhjT.W, R Virginia Electric b Power Co 79/01/03 2pp 


7901090221 IDOCKET 50-338 North Anna Power Station, Unit 1 
LER 7B-131/03L-0 on 701211. alarms for pressuriier level 
protection channel L-1460 usro observed Indicating tripped 
status on a logic channel in protection system Caused by 
blown fuit In process circuitry for the L-1460 channel 
CAtTHRlGljlT.H. R Virginia Electric b Pnwar Co 79/01/03 3pp 

7901090233 ! DOCKET 50-338 North Anna Power Station, Unit 1 

LER 7a-lp8/03L-0 on 781813 during periodic test for post DBA 
Hydrogen Analyiar.it was found that the analyier indicated 
8. 5X lasis hydrogen than the sample gas Indicated Recomblner 
8-HC-HC-^l leas declared Inoperable b analyxer uncalibrated 
CARTHRIO|hTiH. R. Virginia Electric b Power Co 79/01/03 Bpp 


7901J90093 DOCKET 50-338 North Anna Power Station, Unit 1 
Forwarda PER 78-091/01X-1 

BTALLINOB, C M Virginia Electric b Power Co 79/01/16 Ip 


790119001(7 DOCKET 50-33B North Anna Power Btatlon, Unit I 
LER 7B4o5i/01X-l on 700614 auxiliary faadwater pump start-op 
delay dUa te impropar adjustment of instantaneous contracts 
DT) an Aquastat 2400 series relay 

CABTWRIOHT.M R Virginia Electric b Power Co 79/01/16. Bpp 


7901 190103] DOCKET 50-338 North Anna Power Station. Unit 1 
Forwards LER 7B-iao/03L-0, 70-133/O3L-O b 7a-ia5/03L“0 
STALLINO^. C M Virginia Electric b Power Co 79/01/16 Ip. 


7901290220 DOCKET 50-338 North Anna Power Station. Unit 1 
Forwards LER 78-137/03L-0 

aTALLlNGS, C M Virginia Electric b Power Co 79/01/26 Ip 


7901290224 DOCKET 50-330 North Anna Power Station. Unit 1 
LER 7S-137/03L-0 on 781228 during Mode I operation, turbine 
automatic stop oil low pressure signal locked in Caused by 
loose terminal screw on P8-LO-609-4 

CARTWRIGHT, W R Virginia Electric b Power Co 79/01/25 2pp 


7901100287 DOCKET 50-339 North Anna Power Station, Unit 2 
Responds to NRC 780923 Itr requesting statement of intent re 
compliance wi/positien on adminstratl ve control of emergency 
diesel generator air start manual isolation valves States 
they will be key locked in open position 

STALL1NG8.C M Virginia Electric b Powar Co 79/01/04 ip 

7901120146 DOCKET 50-339 North Anna Power Station, Unit 2 
Informs NRC of organ! tational changes in executive mgt of 
nuclear power station const b operations activitlas H/att 
organliational charts 

BAUM.E A Virginia Electric b Power Co 79/01/05 4pp 


7901150112 DOCKET 50-339 North Anna Power Station, Unit 2 
Forwards topical rept VEP-FRN-24 "Vapeo FLAME Model '• 
THOMAS.W N Virginia Electric b Power Co 79/01/09 ip 


7901150116 DOCKET 50-339 North Anna Power Station, Unit 2 
“Vepco FLAME Model “ Util developed 3 dimensional Ix.y.i). 
modified diffusion theory ealculational model designated as 
Vepco FLAME Model Accuracy of model is demonstrated through 
comparitons taken at Units 1 b 2 

DECK, H C Virginia Elsctrlc b Power Co VEP-FRD-84 76/10/31 
lOQpp 


7901l90lb7 DOCKET 50-33B North Anna Power Btatlon, Unit i 
LER 7aMl30/03L-0 on 701220 during ineort-axcore detector 
crass uallbr, axial flUx deviated contrary to Tech Specs 
Causad^bg personntl error 

CARTHRjlSHT.W R Virginia Electric b Power Co 79/01/16. 


2pp. 


7901150136 DOCKET 50-339 North Anna Power Station, Unit 2 
Respands to NRC 701204 Itr re topical rept VEP-FRD-23 Kay 
wish to lower priority of review Requested references 9 b 12 
of rtpt contain proprietary matl received from Mestinghous# 
THOM A a, H N Virginia Electric b Power Co 78/18/20 Ip 


790U90ljll DOCKET 50-330 North Anna Powar Station, Unit I 
LER 71-133/03L-0 on 781226. Loop A steam flow indicator 
(Fl-U 74Undlcatad high u/re to Its redundant indicator 
Causal by rsfarenee leg flashing due to steam leak on root 
isolation valve l-Ma-4 

CARTWRIGHT. W. R Virginia Electric b Power Co 79/01/16 Bpp 


7901160300 DOCKET 50-339 North Anna Power Station. Unit 2 
Forwards changes b revisions to be incorporated as Amend 65 
to application for license Changes reflect mods made to 
anglnesred safaty features sines mld-1977 
BROWN, B C Virginia Electric b Power Co 79/0i/i2 Itpp 


790U00329 DOCKET 50-339 North Anna Power Station. Unit 2 
Forwards order extending const completion date for CPPR-70 
Latest const completion date has been extended from 781101 
to 791201. 

PARR.O D Light Hater Reactors Branch 3 78/12/29 3pp 
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790ki00334 DOCKET 30--339 NoTth Anna KouieT Station. Unit 2 
OrilBT eitending conat c omp 1 8 1 loii data for CPPR-TO from 
701101 to 791201 FoToards staff evaluation of renUBst for 
•eianskon of conai completion date 

BOVD. FI a Division of Pra|eet rtanagement 78/18/29 7pp 


7901100338 DOCKET 50-339 North Anna Pouer Statlom Unit 8 
llagatlve declaration re eitension of Const Permit CPPR-'7a 
NtlFlFIIB..> A Environmental Project Branch 8 78/18/29 Spp 


7901100345 DOCKET 50-339 North Anna Pousr Station. Unit 2 
EIS supporting extension of Const Permit CPPR-70 
a Division of Site Safetu t Environmental Analusls 78/12/29 
Spp 


79011&02S8 DOCKET 50-339 North Anna Power Btation. Unit 8 
Forwards response to NRC 781801 retiuest for addl info re 
second level of undervoltage protection including logic 
diagram b exerpt from Tech Specs 

BRDHN.8 C Virginia Electric b Power Co 79/01/12 6pp 


7901110273 DOCKET 30—339 North Anna Power Station. Unit 2 
NRC request for sstenston of time until 790108 within which 
to file response to Union of Concerned Scientist* lupni 
brief Alleges UCS raises issues not previouslg addressed r* 
adequacy of NFIC review of turbine missile risks 

^ Office of the Executive Legal Director 7B/ia/ao 


7901110329 DOCKET 50-339 North Anna Power Station. Unit 2 
Time within which Commission mag determino to review 
decision ALAD~S09 is extended until 790118 
CKILK. 8 J Office of the Becretarg of the Commission 




A^idavlt of RD Pollard Certifies that author ha. reviewed 
staff subtnissiens re protection against low-tra jectorg 
turbine missiles b provided the technical analgsis in the 
UCS replg brief Certificate of Bvc end 

POLLARD. R D Union of Concerned Scientists 70/12/13 4pp 


7901310039 DOCKET 50-339 North Anna Power atation. Unit 8 
Forwards addl info to applicant 790112 Itr re degraded 
voltage protecting scheme 

SHOWN. 8 C Virginia Electric b Power Co 79/01/29 3pp 


790llf>017r DOCKET 50-339 North Anno Power Btation. Unit 2 
Forwards amends to modified amended securltg plan re 
editorial changes b addl clar i f Icatloni resulting from 
Nile review Amend contains proprletarg Infoi wi t hheld (ref 
lacFRB 790) 

STALLIMOSfC N Virginia Electric b Power Co 79/01/18 Ip 


. I __ ,11 l-UIJiar aEBcion. UH 1 1 2 

nriponda to 781207 Itr forwarding constituent 701201 itr 
rfemanillng revocation of focilltg licenses Invoetigation is 
underway to d.tarmlne the subst.nca of revocation r.qu.et 
H/o tncl 781S13 respons* 

7B/!2%a "^ip E«*tutlv. Director for Operations 


790117D123 DOCKET 30-339 North Anno Power Station. Unit s 
Potomac Alliance appeals ASLB 781219 order re petitions for 
leave to I ntervtne. per 10CFfi2 714a 
DOUCHERTY.J B Potomac Alliance 77/01/03 Ip 


79011B0237 DOCKET 50-339 North Anna Power Station. Unit 8 
Notification of availabilltg of "Intarservlce Procidures for 
tnetrucbiona I Sgs Development" TRADOC Pamphlet SBO-GO 
raferanced in NUfiEQ-0219 “Nuclear Security Personnel for 
Power Plants " 

BE3AH. W J Division of Document Control 78/11/20 BPP 


79011701B7 DOCKET 50—339 North Anna Power Station. Unit 2 

®vpport of Potomac Alliance appeal of A8LD 7 Q 181'9 
order Bequests ASLAB order ALAB to admit Potomac Alliance 
as Intervenors Notice of appearance b Certificate of Bvc 
end 

DOUOHERTY. d B Potomac Alliance 79/01/03, 17pp 


7901020014 DOCKET 50-339 North Anna Power Btation. Unit 2 
Orants motions seeking mads in schedule b procedures adopted 
in decision ALAB-SO? Discusses Implications of granting 
motions on original hearing schedule 

DUFLO. M E Atomic Safety and Licensing Appeal Panel 70/12/81 
3pp 


7901100279 DOCKET 80-339 North Anna Power Station. Unit 2 

Forirard* NUREO/CR-0400. "Risk Assessment Review Group Rept to 
the U3 NftC" iLewie Rept) to partlee to prociadlng Has 
already bean forwarded to ABLBP W/o «ncl 

SHANBON. D T Office of the Executive Legal Director 70/12/27 Ig 


7901080380 DOCKET 50-339 North Anna Power Station. Unit 8 
Eipreseee extreme concern about irregularities In sve of 
notice of A3LD decision to deny Cttiiens Energy Forum 
intervenor statue re util request for amend to permit spent 
fuel compacbloEi Appeals fpr intervenor status 
KROOT. I Citiiene Energy Forum 7B/12/IB 2pp, 


790103DD25 DOCKET 50-339 North Anna Power Stetlon. Unit 2 
Forwards memos T» pipe support base plate deilyn 
TREBY.S A HBarlnge Division 78/11/07 Ip 


7901030033 DOCKET 50-339 North Anna Power Btation. Unit a 
Discusses structural failures of rigid pipe supports due to 
improper design aseumptloni t. poor anchor bolt ambedment 
in undarestimation of loads on lome anchor bolts 
BTELLOiV Division of Operating Rsactori 78/06/28 Qpp 


7901050063 DOCKET 50-339 
Request fur enforcement 
licensee by North Anna 
Jnep 

DAVIS, d 0. Office of I 


North Anna Power Btation. Unit 2 
action to revoke VEPCo operating 
Environ Coalitian is available for 

nspectlon b Enforcement 7B/12/13 


Ip. 


79DI17018& DOCKET 50-339 North Anna Power Station. Unit 2 
Forward* SER per util request to revise Tech Specs Section 
3/4 7. 18. “Settlement of Class 1 Structures" re sve weter 
lys 

BHAN3DN. D T Office of the Executive Legal Director 79/01/09 If 

7901190108 DOCKET 50-339 North Anna Power Station. Unit 2 
sen "Battlement of Class I Btructoree " Concludes propatad 
amend does not involve significant haiards ur endanger 
public health b safety Compliance u/NRC regulations is 
malntai ned 

* Office of Nuclear Reactor Regulation 79/01/09 2lpp 


7901220027 DOCKET SO-339 North Anna Power Station, Unit 2 
Protests ADLD refusal to grant Intervenor statu* to 
Citlien'e Energy Forwm re licenseo expaneton of spent fuel 
pool capacity Beven Itre also protesting ASLB decision and 
DIETRICH, M, Affiliation Unknown 79/01/02 lOpp 


7901230301 DOCKET 50-339 North Anna Power Station. Unit 2 
Reply to UCS 781214 amicus curias brief Llceneae asserte 
that UC8 failed to cast doubt on adequacy or correctneee of 
NRC plant-epedfic eafetg analysis, Affldavl I supporting 
documentation b Certificate of Bvc end 

CHRISTMAN. O N Virginia Electric b Power Co 79/01/09 B3pp 


7901240063 DOCKET 50-337 North Anna Power Station. Unit 8 
NRC response to UC8 781214 amicus curiae brief NRC urges 
A8LA0 to find that allegations raised by UCB are w/o merit 
re turbine misille i esue, Affidavit of KM Camp*, supporting 
documentation b Certificate of 8vc end 

SHANBONi b T Office of the Executive Legal Director 79/Ol/OS 
2Spp 

79012S0183 POCKET 90-339 North Anne Pnwer Station. Unit 2 
NRC brief Iti support of 790103 appael by petitioner to 
intervene, Potomac A1 1 iance. appeal of ABLD 761219 order 
denying intervention. NRC believes that critarla of 
10CFR2 714 are satisfied Certificate of Bvc end, 

OOLDBEROfG C Office of the Executive Legal Director, 79/OI/t#, 
7pp. 


7901290187 POCKET 50-339 North Anne Power Station, Unit 8 
NRC request for extension to 790iai to respond to Cltliens 
Energy Forum's 790(02 notice b brief of appael Request bated 
on delay of eve by Forum Cirtlfieafce of Bvc end 
POUDBERO. a. C, Office of the Executive Legal Director. 79/OI/l<t 
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7?Oia'?OZ91 DOCKET 90-339 North Anna Pouier Station. Unit 2 
Raqut»ti public hearing ro abnormal t< differential 
settlement tt questions 3 sets of Tech Specs re problem 
ALLENi J North Anna Environmental Coalition 79/01/14 4pp 


7901SS0339 DOCKET 30-339 North Anna Pouier Station, Unit 2 

Expresses appreciation for A6LAB interest in turbine missile 
failure problems Suggests numerous documents mag eiiet re 
turbine bldg settlement Questions most recent measurements 
of bldg settlement 

ALLEN, J North Anna Environmental Coalition 79/01/09 Ip 


790I2S017B DOCKET 90-339 North Anna Pouer Station, Unit 2 
Forwards Endorsement 21 to Policg NF-240 U Endorsement 3 to 
Binder E0-63 for calendar gear 1979 

KELLEVi P J Nuclear Energg Llabilitg Insurance Association 
79/01/22 4pp 


7901300090 DOCKET 90-339 North Anna Power Station, Unit 2 
Forwards Policg XB-bS 

KELLEY,P J Johnson b Higgins Insurance 79/01/10 3pp 


7901090416 DOCKET 90-339 North Anna Power Station, Unit 2 
Forwards IE Insp Repts 90-33B/78-36 t, 90-339/70-29 on 
781024-27 No noncompliance noted 

LDNO, F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 70/11/24 2pp 


7901090419 DOCKET 90-339 North Anna Pouer Station, Unit 2 
IE Imp Repts 90-330/70-36 «< 90-339/70-29 on 781024-27 No 
noncompliance noted Major areas inspected revieu of 
preoperational test procedures (, tour of Unit 2 facilittes 
DYER, J A , MARTIN, R D Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 78/11/22 9pp 


7901100006 DOCKET 90-339 North Anna Pouer Btation, Unit 2 
Forwards IE Insp Repts 90-330/70-39 & 90-339/70-31 on 
781030-1103 No noncomp 1 lance noted 

SUTHERLAND, J T Region 2< Atlanta, Fuel Facllitg b Materials 

Safety Branch 70/12/01 2pp 


7901100010 DOCKET 90-339 North Anna Pouer Station, Unit 2 
IE Insp Repts 90-338/78-39 «c 90-339/78-31 on 701030-1103 
No noncompliance noted Major areas inspected adaquacg b 
af faetiveneis of licensee's emergoncg organiiatlon b 
amargancg faellltlBs 

PERR0TT1,D J , HUFHAMi J U Region 2, Atlanta. Fual Facilltg b 

Materials Safetg Branch 7B/12/01 16pp 


790} 120171 DOCKET 90-339 North Anna Power Station, Unit 2 
Act racflpt of 761220 Itr informing NRC of steps taken to 
correct violations noted in Insp Rapt 90-330/78-34 b 
90-339/78-34 

SUTHERLAND, J. T Region 2. Atlanta, Fuel Facility b Materials 

Safety Branch 79/01/03 Ip 


7901120173 DOCKET 90-339 North Anna Pouer Station, Unit 2 
Responds to NRC 761127 Itr re violations noted in Insp Rept 
90-338/78-34 Corrective actions particulate filter for 
RM-nM8“199 checked for alarne per periodic tost l-PT-37, b 
full compltancB achieved 

BTALLINOS.C M Virginia Electric b Pouer Co 76/12/20 2pp 


7901120174 DOCKET 90-339 North Anna Pouer Station, Unit 2 
Forwards IE Insp Rept 90-338/76-34 b 90-337/78-34 on 
781030-1103 b Notice of Violation 

SUTHERLAND, J T Region 2, Atlanta. Fuel Facilltg b Materials 

Safety Branch 70/11/27 2pp 


7901120176 DOCKET 90-339 North Anna Pouer Station, Unit 2 
Notice of Violation from Insp on 781030-1103 

» Region 2, Atlanta, Fual Facility b Materials Safety Branch 
78/11/27 Ip 


7901180177 DOCKET 90-339 North Anna Pouer Station, Unit 2 
IE Imp Rept 90-330/70-34 tt 90-339/70-34 on 781030-1103 
Noncompllanee noted failure to periodically check b replace 
particulate b charcoal filters In containmant air monitor 
JENKIN6, 0 R , OtBSON, A F Region 2, Atlanta, Fuel Facility b 

Matarlals Safety Branch 70/11/27 7pp. 


7901190042 DOCKET 90-339 North Anna Power Station. Unit 2 

Forwards lE Insp Rapt 90-330/70-39,90-339/70-33,90-404/78-09 
fc 90-409/70-09 on 701113-17 No noncompliance noted 

HURPHY.G E Region 2, Atlanta, Reactor Conetruction b Engineering 

Support Branch. 70/12/12 2pp 


7901190043 DOCKET 90-339 North Anna Power Station, Unit 2 
IE Imp Reptf 90-330/78-39,80-339/78-33. 90-404/70-09 b 
90-409/78-09 on 781113-17 No noncompllanee noted Major areae 
inspacted action on previous inap findings, 10CFR90 99 tc Part 
21 items, IE Bulletins, LERs for Unit 1, piping of Unit 2, etc 
MCFARLAND, C R , VALL18H, E J , HERDT, A R. Region 2, Atlanta, 
Reactor Conetruction b Engineering Support Branch 78/12/01 
lOpp 


7901190173 DOCKET 50-339 North Anna Power Station, Unit 2 
Ack receipt of 790104 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-33B/7B-37 b 
90-339/78-32 

LCINO, F J Region 3, Atlanta, Reactor Operations Nuclear Support 

Branch 79/01/11 Ip 


7901190170 DOCKET 90-339 North Anna Power Station. Unit a 
Responds to NRC 761212 Itr ro violations noted in IE Insp 
Repts 5O-330/7B-37 b 90-339/78—3? Corrective act ions vent b 
drain valves included on togging record, design b field 
changes noted on controlled draining sets 

STALLINOS, C M Virginia Electric b Power Co 79/01/04 3pp 


7901190182 DOCKET 30-339 North Anna Power Station, Unit 2 
Forwards Insp Repts 90-338/70-37 b 50-339/78-32 on 
781002-1103 b Notice of Violation 

LONQ, F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 76/12/12 2pp 


7901190109 DOCKET 90-339 North Anna Pouer Station. Unit 2 
Notice of Violation from insp on 701002-1103 

Region 2, Atlanta, Office of the Director 78/12/11 ip 


7901190196 DOCKET 90-339 North Anna Pouer Station, Unit 2 
IE Insp Repts 90-330/78-37 b 90-339/78-32 on 781002-1103 
Noncompliance noted vent b drain valves left open b no 
assurance that revisions to drawings b specs are distrituted 
to operating personnel 

KIDDiM 8 Region 2, Atlanta, Office of the Director LEUIS.R C 
Region 2, Atlanta, Reactor Operations Nuclear Support Branch 
79/12/11 17pp 


7901220817 DOCKET 90-339 North Anna Power Station, Unit 2 
Forwards IE Circular 79-02. "Fai lur e of 120 Volt Vital AC 
Pouiop Supplies " 

OP'REILLY.J P Region 2. Atlanta, Office of the Director 
79/01/16 9pp 


7901290346 DOCKET 50-339 North Anna Power Station, Unit 2 
Forwards Insp Repts 50-330/70-29 b 50-339/78-87 on 7B0918-15 
b 0920-21 b Notice of Violation 

LONDi F J Region 3, Atlanta. Reactor Operations Nuclear Support 

Branch 78/11/14 8pp 


7901290340 DOCKET SO-339 North Anna Power Station, Unit 2 
Notice of Violation from Insp on 700918-19 

» Region 2, Atlanta, Office of the Director 78/11/09 2pp 


7901890349 DOCKET 50—339 North Anna Power Station, Unit 2 
IE Insp Repts 90-338/70-29 b 50-339/78-27 on 780912-15 b 
0920-21 Noncompllanee no ted. s tar tup test deviations b 
deficiencies not Id entitled as required 

BURNETT, P T , DYER, J A , MARTIN, R D Region 2, Atlanta, Reacbot 

Oparatlens Nuclear Support Branch 78/11/09 9pp 

7901090334 DOCKET 90-339 North Anna Power Station, Unit 2 
Forwards IB Circular 76-19, "Manual Override of 

Safety Sys Actuation Signals " 

Q'REILLV.J P Region 2, Atlanta, Office of the Director 
78/12/29 Ip 


7901290180 DOCKET 50-339 North Anna Power Station. Unit 2 
Interim rept re spare containment pipe penetrations not 
being sealed at both ends 29 spare penetrations have been 
found Corrective actions continuing 

DRONN, 8 C Virginia Electric b Pouer Co ,78/12/20 Ip 


79010401 16 DOCKET 90-339 North A 
NRC Region 2 was notifl 
through b resulting spl 
high density spent fuel 
In progress b final rej 
BROWN, a C Virginia El 


7901190133 DOCKET 90-339 North Anna Power Station, Unit 2 
Informs NRC of corrective actions taken re potential 
significant deficiency in design of sve water resarvotr 
spray cooling capability Final rapt will be submitted by 
790210 b will document efforts to ensure design capability. 
BROWN. 8 C Virginia Electric b Pouer Co 77/01/10 2pp 


7901290226 DOCKET 90-339 North Anna Pouer Station, Unit 2 
Rept of a 781211 deficiency during high pressure tasting of 
Unit 2 SVC water reservoir spray sys, a break occurred In the 
18- b 10-lneh underwater spray piping header Investigation 
Is proceeding 

BROWN, 8 C Virginia Electric b Power Co 7B/12/13. 2pp 


7901290186 DOCKET 90-339 North Anna Power Station, Unit 2 
Submits euppi info bo 790108 rapt re possible daficlattcy in 
calculation of axial flux shape Fj.(il, since background 
signal ie not subtracted from measured fkul signal. Equipment 
net yet operational 

BROWN, 8, C Virginia Electric b Power Co 79/01/11 2pp 
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7?at2S018S D0CK6T 50-339 North Anna Power Station. Unit 2 
Submitt suppl >n#o to 790108 rapt re hlpJi head safety 
Injection pumps Mai Plow rate obtainable in present syi Is 
well below design value, due to hijher than eipected 
pressure drops across skid cooling ays 

BRDHNi 9 C Virginia Electric l< Power Co 79/01/12 2pp 


79O110O23S DOCKET 50-341 Enrico Fermi Atomic Power Plant. Unit 2 
NotiPicatlon oP availability of " Interservlce Procedurii Por 
Instructional Syt Devalopment" TRADDC Pamphlet 350-30 
referenced in NUREO-0219 "Nuclear Security Personnel for 
Power Plants *' 

BEBAW. W J Division oP Document Control 7B/ll/a® app. 


790129-0001 DOCKET 50-339 North Anna Power Station, Unit 2 
Interim rept re dePeetive end catting on 2-RS-Prt-IB 
rec Irculet 1 on spray pump notor. causing bearing grease 
leakage 1. consequent gross failure of lower bearing t. damage 
to motor shePti upper guide bearing t, upper t< lower seals 
8R0HN, 3 C Virginia Electric 1. Power Co 79/01/22 3pp 


7901300059 DOCKET 50-339 Worth Anna Power Station, Unit 3 
Reporting requirements carried out re p-otentlal over- 
stressing oP SVC water sys piping S. supports Evaluation 
has detarmlned proeedura Por verifying ttructural adequacy 
of ecistlng sys Final rept Is forthcomning 
BROWN, B C Virginia Electric & Power Co 79/01/26 2pp 


7901160149 DOCKET 50-341 Enrico Fermi Atonic Power Plant, Unit S 
Forwards Nov 1978 Mark I containment program activity review 
info Provides task-by-task summary 

BOBON.U J Oentral Electric Co , Nuclear Energy- Products Dlv 
79/01/09 12pp 


7901030398 DOCKET SO-3-41 Enrico Fermi Atoeslc Power Plant. Unit 3 
Hofelflcatlon of 780116 meeting at lubj facility u/Datrolt 
Edison re observation of raac tor, components. 6 safety 
faaturei of Unit 3 

KINTNER.L L Light Water Reactors Branch i 78/12/26 Ip 


7901120152 DOCKET 50-341 Enrico Fermi Atomic Power Plant. Unit 2 
Summary of 781128 netting re turbine trip transient 
analytif Applicant proposed revision to design b. analysl* of 
equipment to reduce leverity of main steam generator lead 
transla-nt NRC accepted revision for rivlew 

KIHTNER.L L Light Water Reactors Branch I 78/12/27 19pp 


7901100363 DOCKET 50-341 Enrico Feral Atomic Power Plant, Unit 2 
Notle# of 790104 meeting u/appllcant in Dethes-daiMD re 
request for revision of Fermi 2 licensing schedule 
« Light Water Reactors Branch 1 79/01/03 2pp 


7901020090 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 8 
Forwards physical security plan tt requests withholding 
IreP 10CFR2 790) 

UENS.H H Detroit Edison Co 79/01/02 2pp 


7901020397 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 3 
NRC response to amended petition filed by Citliens for 
Employment 6 Energy Addreeses contentloni 4-19 for leeve to 
intervene There are deficiencies in the showing of l-ntereil 
Certificate of 8vc end 

MCOURRENiH J , BLACK, R U . TREOV, 8 A Office of the Eiecutlvs Lefll 
Director. 78/12/15 17pp 


7901170436 DOCKET 50-341 Enrico Fermi Atomic Power Plant. Unit 3 
Forwards notice of appearance Por PA Marguardt t CertlPicata 
of Bve 

MAROUARDT, P A Detroit Edison Co 78/12/15 4pp 


7901190264 DOCKET 50-341 Enrico Fermi Atomic Power Plant. Unit 3 
Forwards H Drake 781210 Itr indicating intention to withdraw 
petition to intervene 

BLACKiR L OPPlee of the Executive Legal Oiractor, 70/12/22 if 


7901120252 DOCKET 50-341 Enrico Farrnl Atomic Powtr Plant, Unit 2 
Granta request for hearing 6 petition for intervention of 
Citliens for Employment h Energy CEE hai sufficiently 
demonstrated standing at a matter of right Rejects most of 
CEE's contentions, 

BECHHQEFERrC Atomic Safety and Licensing Board Panel 79/01/09 
30pp 


7901160399 DOCKET SO-341 Enrico Parmt Atomic Power Plant, Unit 2 
Notice that hearing will be held in proceeding* re 
ippllcatlon from Detroit Edison to possess, use i< operate 
unit At least one prehterlng conference will be held per 
I0CFR2 752 

BECHHOEFER, C Atomic Safety and L learning Board Panel 79/01/09 
4pp 


7901120148 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Forwapdi request for add) info from Cor* Performance 1. 

Reactor Sys Branches for facility FSAR review Requests reply 
by 790226 

STOtZiU F Light Water Reactors Branch 1 79/01/03 22pp 


7901050150 DOCKET 50-341 Enrico Fsrml Atomic Power Plant, Unit 2 
Forwards Certificate of 8vc for Amend 18 to amendid %t 
substituted application for licenses Certificate of Gvc 
end 

HATERa, B R Detroit Edison Co 79/01/02 3pp 


79011003IB DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Forwards interim info re recently cemplettil generic effort* 
•p-onsared by Mark I owner's group in support of design for 
util's safety relief valve discharge dtvlce (quencher) 

JENS. W H Detroit Edison Co 79/01/04 Ip. 


7901290)90 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Notification of 790122-24 meeting in San Jose. CA w/ 
representatives of Mark. I owners group to discuss Hsrk I 
long term program load definition rept 6 related issues. 

Agenda end 

ORIHESrC I Plant Systems Branch, 79/01/08 4pp 


7901230299 DOCKET 80-341 Enrico Fermi Atomic Power Plent. Unit 2 
Forwards revised pages for GE BWR std Tech Bptes Updated 
Tech Specs should be used to prepari facility Tech Specs. W/o 
end 

8T0LZ.J. F Light Water Reactors Branch 1 79/01/10 2pp 


7901290085 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Summary of 790104 meeting re licensing schedule for placet. 
Applicant expressed concern that insuff iclent time was 
allowe-d In licensing schedule for contested public hearing 
Priority assigned to plant review considered Inadtquete. 
KtNTNER.L L Light Watir Reactors Branch 1 79/01/12 8pp 


7901300203 DOCKET 50-341 Enrico Farml Atomic Power Plant, Unit 2 
Notification of 790206 meeting «i/utll in Btthesda.ND 
to discuss Mark 1 containment mods, asymetric reactor vessel 
load* tc other outstanding items Agenda and 

KINTNER.L L Light Water Reactors Branch 1 79/01/19. 4pp 


7901304185 DOCKET 50—341 Enrico Fermi Atomic Power Plent, Unit 2 
Notice of 790308 meeting to observe 1, discuss reactor, 
ropetor component* t. safety features Meeting itinerary k 
agenda 

KlNTKEA, L. L Light Water Reactor* Branch 1 79/01/30. 3pp. 


790I0901S9 DOCKET 50—341 Enrico Fsrml Atomic Pouar Plant, Unit 3 
Forward* responses to environ review questions end in 
780922 k 781T30 IJtrs Info will be fllad as App A 4, Supel 5 
to Environ Rept 

JEN8.WH. Detroit' Edison Co 78/12/26 141pp 


790I3I0D33 DOCKET 50-341 Enrico Fermi Atomic Power Plant. Unit 2 
Forwards Csrtlflcste of Bve for Amtnd 19 to amendtd t 
subitltutsd application for llctnse* 

MATERS. B R Datrolt Edison Co 79/01/26 3pp. 


790117O21B DOCKET 90-341 Enrico Fsrml Atomic Power Plant. Unit 2 
Forwards Amsnd 19 to license application S. additions 6 modi 
to P8AR W/Certlfleate of 8vc 

LANDORAF, C LeDoeuf, Lamb. Leiby 6 HacRae 79/01/16. 8pii. 


7901170222 DOCKET 50-341 Enrico Fermi Atomic Power PUnbt Untl B 
FSAR Amsnd 19 re stsim 6 power conversion sys.radloictivt 
wasts ngtt rad latlon protection, conduct of operations, 
accldant analysis. Tteh Specs t, OA. 
a Dstrolt Edison Go 79/01/16 60pp 


790-1120242 DOCKET 80-341 Enrico Fermi Atomic Power Plant. Unit B 
Forward* "Mark I Containment Program flER" <NURE0-O40a did 
Die 1977) NRC evaluation of plant unique Info will be 
provided in 8ER to be issued by 790831 All issue* must b* 
reeelvsd bafors fuel leading 

ST0L2. J F Light Water Reaetora Branch 1 78/12/06. 9pp 


7901120255 DOCKET 50-341 Enrico Fermi Atomic Power Plant. Unit 2 
'‘Mark I Containment Short Term Program BER. " Condudii 
licensed BUR facilities may continue to operate safaly wMlt 
a methodical 6 comprchantlve long term program Is eondueltd. 
Plant-unlqui analysts are raqolrtd 

• Offlc* of Nuclear Reactor Regulation, NURE0-040B 77/18/31 
114pp. Avallatls at NTIB 


7901090309 DOCKET SO-341 Enrico Farml Atomic Power Plant. Unit 8 
Forwards IE Circular 7B-19. "Manual Override (Bypass) of 
Bafaty By* Actuation Blgnal*. " (< list of Circular reclflintl 
In Region III 

PAPPAS, H, Region 3, Chicago, Office of the Director. 79/01/02 

app. 


7901100310 DOCKET 50-341 Enrico Fermi Atomic Power Plant. Wnlt 8 
Forward* IE Insp Rept 50-341/76-17 on 781025-27 No 
nancomplience noted 

FIORELLI.O Region 3, Chicago, Reactor Operation* Nudtir 8»|g«s| 
Branch 78/12/06. 2pp, 
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790lt00312 DOCKET DO-Ofll Enrico Fermi Atomic Power Plant. Unit B 
IE In *9 Rept 50-341/70-17 on 781025-27 No none omp U aoc b 
notei) Major objective was to meet liey site operation* mgt 
personnel to discu*s implementation oP preoperatlonal 
testlnp program 

CREBHELL. J S . STREETER. J F Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 78/11/30 3pp 


7901020516 DOCKET 30-341 Enrico Fermi Atomic Power Plant, Unit 2 
Responds to NRC Itr re deviation noted in Insp Rept 
S0-341/7H-16 Corrective actions issued Halt Work directive 
on welding ac tivi ties, al 1 weldors required to attend 
training sessions t addl monitoring of welding operations 
H1NE8> E , RVAN, J D , BARR.R W Detroit Edison Co 78/12/13 4pp 


7901180203 DOCKET 30-341 Enrico Fermi Atomic Power Plant, Unit 3 
Updatas previous response to deviations noted in IE Insp 
Rept 30-341/78-03 After detailed insp,LK Comstock Co 
evaluated previously indeterminate welds to be acceptable 
HINES. E Detroit Edison Co 70/12/26 Ip 


7901080024 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 3 
Forwards IE Circular 70-19, "Manual Override (Dgpass) of 
Safety Sgs Actuation Signals " 

KEPPLER. J 9 Region 3, Chicago, Office of the Director 78/13/29 


7901230031 DOCKET 30-341 Enrico Fermi Atomic Power Plant, Unit 
Forwards IE Circular 79-03, "Failure of 130 Volt Vital AC 
Power Supplies " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 

0pp 


2 

79/01/16 


7901030233 DOCKET 50-341 Enrico Fermi Atomic Power Plant. Unit 2 
Act receipt of 701201 interim rept pursuant to lOCFBSO 55 re 
torus ring beam weld indication 

HEISHMAN, R F Region 3, Chicago, Reactor Construction fc 

Engineering Support Dranch 70/12/19 Ip 


7901040080 DOCKET 30-341 Enrico Fermi Atomic Power Plant, Unit 3 
Submits interim 30 day rapt on pptentiailg defective Kul ka 
terminal blocks supplied bg Cone* for drywell electrical 
penatratlons 13 Kulka terminal blocks supplied 
w/penetrations were utillied only by drgwell cpoling fans, 
FAHRNER.W J Detroit Edison Co 78/12/20 Ip 


7901000364 DOCKET 30-341 Enrico Fermi Atomic Power Plant. Unit 2 
Act receipt of Interim rept dtd 7B1220 re Kulka terminal 
blocks .... 

HEISHMAN, R F Region 3, Chicago, Reactor Construction U 

Engineering Support Dranch 70/12/29 Ip 


7901100100 DOCKET 80-341 Enrico Fermi Atomic Power Plant, Unit 3 
Forwards status deficiancg rept EF2—43, 605 of 790103 per 
lOCFftSO 3S(B) on torus ring beam weld indications 
FAHRNERiM J Detroit Edison Co 79/01/03 3pp 


7901240237 DOCKET 30-341 Enrico Fermi Atomic Power Plant, Unit 2 
Ack racalpt of 790103 Interim rept on torus beam weld 
Ind Ication* ^ ^ . 

HEISHMAN. R F Region 2, Atlanta, Reactor Construction t, 

Englnaering Support Dranch 79/01/16 ip 


7901170023 DOCKET 30-344 Troijan Nuclear Plant, Unit I 

Petition protesting unit's opening due to alleged failure to 
meet safety standards 

BLANCHETTE. A , DERRICK, L . WILSON. V T Affiliation Unknown 
70/12/11 24pp 


7701160333 DOCKET 50-344 Trojan Nuclear Plant, Unit I 

Provides notice that FW Ostrander will appear on behalf of 
State of OR Energy Facility Siting Council OR Dept of 
Energy in proceedings Certificate of Svc end 
OSTRANDER, F W Oregon. State of 70/13/13 3pp 


7901170372 DOCKET 30-344 Trojan Nuclear Plant, Unit I 

Intervener State of DR's brief in support of Its oicaptlons 
to ASLS's initial decision Asserts NRC is proceeding 
unlawfully Ic that certain Tech Specs should be imposed to 
ensure compliance w/NRC standards W/C art 1 f i ca t a of Svc 
SANDVIK.R M , OSTRANDER, F W Oregon. Stats of 70/12/13 35pp 


7901040077 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Forwards licensee's post-hearing proposed Findings uf fact t< 
conclusions of law re interim apei ation, b addl proposed 
transcript corrections 

AJCELRADiM L owens te i ii , Newman , Rea s . Ax e 1 rad t. Toll 70/12/13 2pp 


7901040000 DOCKET SO-344 Trojan Nuclear Plant. Unit I 
Licensee's post-hearing propuaed findings of fact 6 
conclusions of law re interim operation of facility Finding* 
concern procedural matters t. issues re limited appearance of 
R Pollard 

0HEA, K Lewensteln. Neuman. Reis. A> clrad tc Toll 70/12/15 1 Ipp 


7901040002 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Licensee's addl proposed transcript corrections Certificate 
of Svc end 

8HEAi K Lowenstein. Newman. Re i 3, Al e Irad f< Toll 70/12/13 3pp 


7901020496 DOCKET 30-344 Trojan Nuclear Plant. Unit 1 

Forward* limited appearance statement bg RD Pollard of UC8 
N/enc 1 5 

ROISMAN.A Z Natural Resources Defense Council 70/12/13 2pp 


7901020S07 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Limited appearance statement by FtS Pollard of UCB to explain 
the kind of Inquiry possible, yet untapp ad, u/re*p ec t to any 
person of Pollard's cnmpetenc* t< commitment in field ef 
nuclear plant licensing 

POLLARD. R D Union of Concerned Scientist* 78/12/11 63pp 


7901170289 DOCKET 50-344 Trojan Nuclear Plant. Unit I 

Per conversation at close of 701214 h eari ng. forwards copy of 
NRC Staff Exhibit 10, "Rept on Seismic Audit of (.le stl nghouse 
Electrical Equipment '' 

ULMAN, M 0 Office of the Executive Legal Director 78/12/19 Ip. 


7901190271 DOCKET 30-344 Trojan Nudoar Plant. Unit I 

Forward* NRC addl proposed findings of fact re 701213-14 
evidentiary hearings Finding* are to be incorporated into 
proposed NRC Findings pieviously filed Also forward* 
transcript corrections W/Cer t i f ic ate of Svc 

ORAYi J R Office of the Executive Legal Director 70/12/19 


6pp 


7901080004 DOCKET 50-344 Trojan Nuclear Plant, Unit t 

Ack receipt of 780802 Itr tranimittlng Revision 2 to amended 
security plan Forwards comment* fi queitlons to aid in 
further review as basis of discussion during 790104 site 
visit Enel withheld (ref lOCFRB 790) 

TRAMMELL. C M Operating Reactors Dranch 1 78/J2/27 2pp 


7901170043 DOCKET 50-344 Trojan Nuclear Plant, Vnlt 1 

Forwards exemption from requirements of lOCFRSO 46 re error 
in ECC8 calculations performed by Westinghouso for those 
facilities using nudoar steam supply »g* Matter for info 
only, unrelated to proceeding 

GRAY, J R Office of the Executive legal Director 78/12/20 


2pp 


I 7901170046 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

7901040143 DOCKET 50-344 Trojan Nudoar Plant, Unit I ' 

Forwards "Licensee's Bupp 1 ementary Proposed Findings of Fact 
4( Conclusions of Law Concerning Interim Operation. " Concerns 
equipment qualification based on record thru 701103 i< other 
prefiled testimony 

A)CELRAD,M Lowenstoln, Newman, Re is, Axelrad t< Toll 73/13/06 2pp 


7901040151 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 

"Licensee's Suppl Proposed Findings of Fact *< Conclusions pf 
Law concerning Interim Oper " Purpose of submittal Is to 
facilitate presentation by the parties at the 701211 hearing 
re positions on this Issue Certificate of 0vc end 
JOHNSON, R.W, Portland Oereral Electric Co AXELRAD, M , MJOHT, 0 S 
Lowensteln, Newman, Ral s, Axelrad fc Toll 78/13/06 9pp 


7901170378 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 , 

Forwards NRC addl proposed findings of fact re facility's 
floor response spectra N seismic qualification of safety- 
related equipment, submitted per A3LB request of 781205 
Certificate of 0ve end 

CRAY, J R Office of the Executive Legal Director 78/12/08 IBpp 
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7*701160004 DCCKGT ?0-344 Trojan Nuclear f’lanti Unit 1 

Brief by applicant in opposition to eicjptlons by Intervener 
Stt Garrett raised re rtSLO decision of 7B1005 Asserts that 
ABLQ decision, should be aPfirmed Certificate of Svc end 
HASTINGS. W Portland General electric Co 76/12/23 2Ipp 


79011703Q"? DOCKET 50-344 Trojan Nuclear Plant. Unit 1 

Forwards list of requosts For design changesi items ui 1 1 not 
affect 1 0 a d ~c a 1 ry iny capability oF any najor shear uia 1 1 
□uppls previous lists CcrtlFlcate of Svc end 
JOHNSON. R IrJ Portland General Electric Co 76/12/22 4pp 


7*701(140193 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 
Eiemptlon from ECC5 Acceptance Criteria 10CFR50-4b (a) i 1 1 
that £CCS performance be calculated In accordance u/ 
calculation model conforming to provisions of App K 
STELCOr V Division of Operating Reactors 73/12/20 Spp 


7901040196 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
SER re order For nod of license related to error in 
Hestinghoose ECCS evaluation model Hhen final calculations 
are subml t ted. opera t Ion Jill conform to 10CFR50 46 
* Division of Operating Reactors 76/12/20 9p p 


7901160113 DOCKET 30-344 Trojan Nuclear Plant, Unit I 

Foruards copy of "Risk Assessment fievieu Group Rept to US 
NRC"' (Lffujls Rept) Commission is presently developing policy 
statement concerning rept 

CRAViJ R Office of the Executive Legal Director 7B/12/27 Ip 


79011*70036 rOCKFT 50-344 Trojan Nuclear Plant, Unit 1 

Forwards NUflEG/CR~0400. "Risk Assessment Review Group Rept to 
the US NRC" ( Louii B Rep t ) . a Iready forwarded to Licensing I, 

Appeal Doard Panels 

CRAV.d B Office of the Executive Legal Director 70/12/27 tp 


7901230161 DOCKET 50-344 Troyan Nuclear Plant, Unit 1 

Eicdpilons to ASLD 761221 partial initial decision Alleged 

errors niado by the ASLD Include finding that fire protection 

for interim operation was satisfactorily established !« that 

NRC pos t— car t h quak e Inspection procedures are adequate 

nQSOLIE.E Caotltlon for Safe Power DELL, N Affiliation Unknown 

79/01/05 3pp 


7901240346 DOCKET SO-344 Trojan Nuclear Plant, Unit 1 

NRC brief in opposltlun to exceplidns raised by intervenor 
SM Barrett to 781005 ASLD decision author i ling amend of 
license to permit increase in spent fuel pool storage 
capacity Certificate of Svc end 

GRAY, J R Office of the Executive Legal Director 79/01/00 37pp 


790125032B DOCHET SO-344 Trojan Nudaar Plant, Unit I 

Effective 790110,0 Kdfoury lulthdrawc as representative of 
Columbia Environ Council 

KATOORV, 0 Kafoury Hagen 79/01/00 3pp 


7901290336 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Petition for stay ponding appeal of 781221 partial interim 
decision nf the ASLD Petitioner to in tervetie, Coal 1 1 1 on for 
SaPD Power, seeks relief to preserve right nt meaningful 
ravlau 

flOSOLIE,E Coalition for Safe Pouor 79/01/00 9pp 


7901260127 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Opposition Df applicant to excDptions taken by State of OR 
Tech Specs t* ABLD's treatment of 750916 Commission policy 
statement Assorts QR is attempting to reargue the evidence 
CsrtlficBto of Bve end 

HASTtNOa, W Portland General Electric Co 79/01/12 3Zpp 


7901250160 DOCKET 50-344 Trojan Nuclear Plant, Un 1 t 1 

Feruards copies of lOCFRPO. lOCFRSO, lOCFRSl tt lOCFRlOP M/d 
one 1 1 

ULHAN.H D Office of the Executive Legal Director 79/01/15 Ip 


7901250323 DOCKET 50-344 Trojan Nuclear Plant, Unit I 
Hatlon by NRC to strike 790104 request by Intervenor, 

Coalition for Safe Power, for stay pending appeal of 761221 
A0LD partial initial decision Asserts intervenor does not 
comply u/lflCFRS 700 Certificate of Syc end 

0BAY,d R Office of the Executive Legal Director 79/01/15 4pp 


7901260264 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Answer of licensee in opposition to Coalition for 6afe Power 
790104 petition for stay Asserts Coalition falls to show 
that stay Is warraTited under J0CFR2 760{el Certificate of 
Eve enc 1 

JOHNGON, R W Portland General Electric Co AXELRAD, M 
Lowniste In, Neutran, Be I Sr Ai elrad 4. Toll 79/0J/15 12pp 


790J020273 DOCKET 50-344 Trojan Nodear Plant. Unit 1 

Forwards list of requests for design chang as, supp 1 emsn ting 
previoui lists I terns on list will not affect load carrying 
capability of any major shear wall Certificate of Sve incl. 
JOHNSON. R M Portland General Electric Co 70/12/10, 3pp 


7901040191 DOCKFT 50-344 Trojan Nuclear Plant, Unit 1 
Forwards exemption dtd 791220 from requirements of 
lOCFRSO 46<a)CE) to permit calculation of ECCB performance 
In accordance w/acceptab 1 e calculation model conforming to 
App K 

8CHHENCEn,A Operating Reactors Branch 1 70/12/20 2pp 


7901040004 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Forwards partial Initial dec Ison, Amend 35 to Llcenie NPF-1 
E. notice of Issuance 

TRAMMELL. C N Operating Reactors Branch 1 73/12/22 4pp 


7901040010 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Am end 35 to License NPF-l Modifies waiver portions of Tech 
Specs S( rsAR criteria which are not complied with due to 
design deficiency in control bldg shear walls 
GTEULO, V Division of Operating Reactors 70/12/22 3pp 


79010400X9 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Notice of issuance of Amend 35 License NPF-1 
TRAMMELL, C ff Operating Reactors Branch 1 78/12/22 spp 


7901090039 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Bummary of 731219 meeting u/llcensee L Bechtel re mod of 
control bldg Discussed preliminary test results of shear 
wall specimens, proposed mod I, security aspects during mod 
H/end list of attendees 

TRAMMELL, C H Operating Reactors Branch I 70/12/28 SSpp 


7901260014 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Summary of a 781219 meeting re mod of control bldg M/encl 
list of attendees, testing program reiul ti, axis ting itrocturi 
design, proposed mads R topical rept on strengthening of 
control bldg 

TRAMMELL, C M Operating Reactors Breneh 1 70/12/28 2Spp 


7901030049 DOCKET 50—344 Trojan Nuclear Plant, Unit 1 
Util intends to submit ECCS evaluation using "Oct 1975" 
Meetinghouse model corrected for Zr— water reaction error 
w/request for amend to Tech Specs for peaking factor by 
790401 Interim peak factor will be 2 25 

GOODMIN, C Portland General Electric Co 76/12/29 App 


7901040067 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Informs that due to control bldg proceeding, the mod to 
operating status alarms of diesel generators will not hr 
completed until 790131 

0D0DM1N,C Portland General Electric Co 76/12/2? tp 


7901040142 DOCKET 50“3'44 Trojan Nuclear Plant, Unit t 
Responds to NRC 78X128 1 tr requesting addl info re 
transportation of hazardous mail thru Trojan exclusion area 
Error eontoinod In 7B0911 Itr re smoke detectors in 
ventilation sys. Mill submit responses by 790201 
GOODWIN, C Portland General Electric Co 78/12/29 )p 


790H00273 DOCKET 50-044 Trojan Nuclear Plant, Unit 1 

Forwards data re containment purging during Modes 1,2,3 (i 4 
taking into account operational capab 11 1 ties, radlolog i cal 
cantro 1 s, rasp Iratory requirements safety consideratlone. 
Seeks containment purging of up to 90 h per year, 

GOODWIN, C Portland General Electric Co 79/01/03. 24pp 


7901090204 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 

Forwards license change application No 49 requesting amend 
of License NPF -1 to support use of revised, improved thermal 
design methods in future reload core designs Certificate of 
Svc end 

GOODWIN, C Portland General Electric Co 79/01/05 66PP 


7901170323 DOCKET 50-344 Trojan Nuclear Plant* Unit 1 
Forwards modal Tech Bpecs for overpressure protection to 
ensure sys operability 4 to serve as guide in preparing 
subml ttal. Reply requested 

SCHWENCER,A Operating Reactors Branch 1 79/01/09. lOpp 


790I2S0051 DOCKET 50-344 Trojsn Nuclear Plant, Unit 1 

License Change Request 39 is no longer pending for action 
before NRC Review of H0-8B18 testing conducted on 790103 
determined test results to be accepteb 1 1, sxcspt for an 
administrative matter re procedure itself 

SCHWENCEBiA Operating Reactors Branch 1 79/01/15 3pp 


7901190123 DOCKET SO-344 Trojin Nuclear Plant, Unit 1 
Forwards "Rept on Design Mod for Trojan Control Bldg " 
(POE-1020) 

BROEHL. D J Portland General Electric Co 79/01/17 3pp, 
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7901190131 docket 50-344 Trojan Nuclear Plant, Unit 1 

"R»pt on Design Mod tov Trojan Control Bldg " Summarlies 
existing control bldg design $< describes design changes & 
mods 

• Portland Ceneral Electric Co POE-1020 79/01/14 200pg 


7901230143 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Foruards info re correction to License Change Application 2b 
to incorporate requirements of lOCFRSOa for pump ti valve 
inservlce testing Change updates inservice Insp program by 
Oct 1970 t) modifies 40-nionth insp interval to 790920 
OOODW1M<C Portland Oeneral Electric Co 79/01/19 2p p 


7901230201 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Provides addl Info on License Change Application 33 re 
Tech Specs for hydraulic snubbers 

CPODHIN.C Portland Oeneral Electric Co 79/01/J9 2p p 


7901110164 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 
Forwards lE Insp Rept 50-344/70-22 on 701030-1103 No 
lioneomp liance noted 

BOOK. H E Region S< San Francisco, Fuel Facility 4( Materials 

Safety Branch 70/12/01 2pp 


7901110169 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

IE Insp Rept 50-344/70-22 on 701030-1103 No noncompliance 
noted Major areas inspected emergency planning {emergency 
kits, control center, communications! effluent monitoring) 

BAIRD, J B 1 NORTH, H S Region 5, Ban Francisco, Fuel Facility t< 

Materials Safety Branch 70/12/01 llpp 


79O12S0013 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Forwards lE Insp Rept 50-344/70-25 on 70HO1-9. 22-30 «< 1201 
No non comp I lance noted 

CREUS, J L Region 5, San Francisco, Reactor Operations Nuclear 

Support Branch 70/12/15 2pp 


7901250017 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
IE Insp Rept 50-344/70-25 on 781101-9,22-30 t< 1201 No 
noncompliance noted Major areas inspected plant operations, 
maint, cal ibr, securi ty l< radiation protection activities 
HALMROS, M H . STERNBERG, D M Region S, San Francisco, Reactor 

Operations Nuclear Support Branch 70/12/13 6pp 


79012SO135 DOCKET 50-344 Trojan Nuclear Plant, Unit I 
Foruardt IE Insp Rept 50-344/70-26 or* 701129-1201 No 
nonconpllance noted 

CREUS, v) L Region S, San Francisco, Reactor Operations Nuclear 

Support Branch 78/12/10 2pp, 


79012S013B DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

IE Insp Rept 50-344/70-26 Qt* 781129-1201 No noncompl lance 
noted Major areas inspected licensee event rapts h response 
to IE Bulletins 6 Circulars 

UDHNSON, P H , HORN, A J Region S, Sen Francisco, OPflce of the 
Director STERNBEROiD H Region 5, San Francisco, Reactor 

Operations Nuclear Support Branch 76/12/15 3pp 


7901220212 DOCKET 50-344 Trojan Nuclear Plant, Unit l 

Foruiards IE Circular 79-02, "Failure of IQO Volt Vital AC 
Power Supplies " 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/01/16 7pp 


7901080148 DOCKET 50-344 Trojan Nuclear Plant, Unit l 

"Operational Environ Radiological Surveillance Program," 

1977 Annua! Report, July thro Dec M/encl "Environ 
Radiological Surveillance Program, 1977 Final Report of 
Contractor Activity" dtd Sept 1977 

* Portland Oenaral Electric Co POE-1006-77-2 70/03/31 31pp 


7901000152 DOCKET 60-344 Trojan Nuclear Plant, Unit I 

"Environ Radiological Surveillance Program, 1977 Final Report 
of Contractor Activity " Presents data obtained thru 
analyses of environ samples collerted between 770101-770630 
* Portland Oeneral Electric Co PQE-10O6-77 77/09/30 63pp 


7901170242 DOCKET 50-344 Trojan Nuclear Plant, Unit i 
Forwards monthly oparatlng rept for Dec 1978 
WITHERS, D D Portland General Electric Co 79/01/08 Ip 


7901170246 DOCKET 50-344 Trojan Nuclear Plant, Unit I 
Monthly operating rept for Dec 1978 

DAIR.O G Portland General Electric Co 79/01/08 4pp. 


7901310041 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Forwards tabulation comparing 1978 i< 1979 versions of unit 
nenrad iolog 1 cal environ monitoring programs, Changes drop 
monitoring beyond Tech Specs 

GOODWIN, C Portland Oeneral Electric Co 79/01/26 9pp 


7901030158 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Forwards LER 78-020/03X-3 

WITHERS, D 0 Portland General Electric Co 76/12/26 4pp 


7901030177 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 

LER 70-O2O/O3X-3 on 7S0622 during t evl eu, me orrec t ly grouted 
penetrations noted, p jp 1 ng stresses exceeded allowable code 
Determined that selection tt installation of penetration 
details during const were not part tf controlled process 
BELLiM A Portland Oeneral Electric Co 70/12/26 Ip 

7901030203 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Forwards LER 70-O26/O3L-O 

WITHERS, B D Portland General Electric Co 70/12/26 2pp 

7901030210 DOCKET 50-344 Trojan Nocluar Plant, Unit 1 
LER 70— 026/03L— 0 on 761214 d 1 ese I— dr i ven fire pump was 
inoperable due to ruptured water jacket hose Rupture caused 
by normal aging of hose 

SCHMITT, n P Pcxrtland Ceneial Electric Co 70/12/26 Ip 


7901100244 DOCKET 30-344 Trojan Nuclear Plant, Unit 1 
Forwards LER 78-027/O3L-0 

WITHERS, B D Portland Oeneral Electric Co 70/12/29 Ip 

7901100246 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

LER 70-O27/O3L-O on 761211 insp of electrical circuits in 
containment identified 3 circuits w/unqua 1 if i eif splices 
Cause not determinedi sp 1 1 ces replaced u/quallfied splices 
SCHMITT, R P Portland General Electric Co 70/12/29 l| 


7S12200356 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Transcript of 7B1S11 hearing In Salem, OR Pp 2390-2573 
MILLER, M E , MCCOLLOM, K A , PAXTON, H C Atomic Safety and Licensing 
Doard Panel 70/12/1 l ia4pp 


7812220004 DOCKET 50-344 Trojan Nuclear Plant, Unit I 

Transcript of hearing on 701212 at Salem, OR Pp 2574-2738 

MILLER, M E , MCCOLLOM, K A , PAXTON, H C Atomic Bafetu and Licensing 

Board Panel 70/12/12 J64pp 


79O110O36S DOCKET 50-346 Davls-Desse Nuclear Power Station, Unit 1 
Review of 761107 Itr attached to 781116 1 tr causes concern 
re effect of 0 555 trigger level on number or weight of 6 
species of fish listed Will forward nRC review of analysis 
of Impact of Implementation 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/01/10 
IP 


761206DD27 DOCKET 50—346 Davls-Desse Nuclear Power Station, Unit 1 
Summary of 701025 meeting In DetheBda,MD w/licensee re staff 
review of fire protection program Agenda, at t endec list, ft 
status summary end 

V1SSIN0,GS Operating Reactors Branch 4 78/11/27 lOpp 


790103D0SS DOCKET 50-346 Davls-Desse Nuclear Power Station, Unit 1 
Forwards revised pages to amended Industrial security plan 
reflecting EEOC educational guidelines Requests withholdlnn 
(rof 10CFR2 790) “ 

ROE.L E Toledo Edison Co 7B/12/27 Ip 


7901150094 DOCKET 50-346 Davis-Oesso Nuclear Power Station, Unit I 
Responds to NRC 781220 request for addl info I, confirmation 
of dates ro completion of mod being made to Implement fire 
haiard analysis rept Includes Info re fire ex t 1 ng wish ors, ’ 

water cur tains, h ose stations ft completion schedule 
ROEiL E Toledo Edison Co 79/01/10 17pp 


7901180179 DOCKET 50-346 Davls-Desse Nuclear Power Station, Unit I 
Responds to NRC 7BI232 Itr ro progress In implementing 
requirements of 10CFR73 55 & forwards 5 copies of App A to 
amended Industrial security plan, which are withheld (ref 
lOCFRE 790) 

ROE, L E Toledo Edison Co 79/01/12 tp 


7901240251 DOCKET SO-346 Davis-Besse Nuclear Power Station, Unit 1 
Notification of Intent to obtain access to facilities 
pursuant to license conditions imposed by 770106 “Initial 
Decision (Antitrust) " 

JADLQN,R A Spiegel JiMcDiarmld 76/12/29 3pp. 


7901170161 DOCKET 50-346 Davis-Besse Nuclear Power Station, Unit 1 
"BhH 177 Fuel Assehly Owner's Oroup Asysmmetrlc LQCA Loads 
Evaluation Program " Outlines evaluation base L details to 
determine more specific loads ft eomponent/struetur al 
evaluations 

« Duke Power Co 76/11/10 9pp 


7901190001 DOCKET 50-346 Davis-Besse Nuclear Power Station, Ifnlt 1 
Responds to 700613 request for info re guide tube wear 
TAYLORrJ H Babcock tc Hllcox Co 79/01/02 7pp 
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7901030533 OOCHET D«v>»-Dn.s* Nucl(p*r Power Station. Unit 1 

Ratpondt to 781029 Itr raqoettinj hoarlng r» dtnial of 
operator license Discusses areas addressable in hearlns «■ 
faints out that emplovee is no longer employed at Davis- 

LlEQERMAN.vJ Office of the Eietotlve Legal Dlraelor 76/12/15 

Spp 

7901030231 DOCKET 50-34* Davls-Beste Nuclear Power Station. Unit 1 
tJtll will develop detailed design of steam generator dual 
level setpoint for auiillary feedwater control by 790321 
Mill suboiit proposed schedule b safety evaloatlon to 
determine if change re-QUires license amend 
ROE. L E Toledo Edison Co 78/13/20 Ip 


79011A.0312 DOCKET 50-346 Davls-Desse Nuclear Power Btotlon. Unit 1 
Orants relief from certain ineervlto insp b testing 
requirements of the ASME Boiler b Pressure Vessel Code, 

Sectton II. pending review cooipjetlon Determines that environ 
statiment re this action is not necessary 

REID.R M Operating Reactors Branch 4 79/0'l/03 3pp 


7901160139 DOCKET SO-346 Oavis-Desse Nuclear Power Station. Unit 1 
Forwards technical rept. ”«ellatil Ity Study of Davls-Bessa 
Unit 1 Decay Heat Removal Sys Suction Dypass ” Concludes 
facility design l< procedures meet required protection For 
health b safety of public 

ROEi L E Toledo Edison Co 79/01/11 Ip 


7901160161 DOCKET 50-346 Davls-Besse Nuclear Power Station. Unit 1 
''Reliability Study of Davis-Desse Unit 1. Decay Heat Removal 
Sys Suction Bypass." prepared by Bechtel power Corp Analyiis 
incidents re decay heat removal sys eipoiure to 
overpressure due to improper opening of suction bypass 
• Toledo Edison Co 79/01/05 35pp 


7901310044 DOCKET 50-346 Davlt-Bssse Nuclear Power Station. Unit t 
Forwards results of coeipleted reactor protection sys noise 
test program, veri fy ing that faults on non-Class IE circuits 
would not propagate to Clast IE circuits Attached repts 
withheld Cref 10CFR3 7901 Affidavit end 
RDE.L e Toledo Edison Co. 79/01/11 8pp 


7901190060 DOCKET 50-346 Dawls-Besse Nuclear Power Station. Unit I 
Responds to commitment made in 7B0536 Itr Provides revised 
info on flow data b total pressure drops re reactor coolant 
sys after removal of burnable poison rod assemblies b 
orifice rod assemblies 

RDE.L E Toledo Edison Co 79/01/16 2pp 

79Dia50056 DOCKET 50-346 Davis-Desse Nuclear Power Station. Unit I 
Forwards IE Circular 79—02. "Failure of 130 Volt Vital AC 
Power Supplies " 

KEPPLFR.-J 0 Region 3. Chicago. Office of the Director 79/01/16 

apg 


7901150-126 DOCKET 50-346 Davis-Desse Nuclear Power Station. Unit 1 
Forwards monthly operating rapt for Dec I97B 
HURRAY. T D Toledo Edison Co 79/01/06 Ip 


7901150129 DOCKET 50-346 Davis-Desse Nuclear P-ower Station. Unit I 
Monthly operating rept for Doc 1978 
CABA.E Toledo Edison Co 79/01/00 9pp 


7901030146 DOCKET 50-346 Davis-Bcsee Nuclear Power Station. Unit 1 
Forwards LER 7a-llB/03L-0 

HURRAY. T D Toledo Edison Co 70/12/27 IP 


790103D154 DOCKET 50—346 Davis-Desse Nuclear Power Station. Unit 1 
LER 7B-lia/3L-0 on 781130 Xe reactivity declartd to be 
greater than lOX from equilibrium Causad by personnal 
failure to adequately anticipate the dynamics oP the Xe 
transient Personnel educated re Xe transient procedures 
FULMER. 5 Toledo Edison Co 78/12/27 3pp. 


7901030157 DOCKET SO-346 Dovls-Dessa Nuclear Power Station. Unit I 
Forwards LER 7a-119/03L-0 

HURRAY. T D Toledo Edison Co 78/12/27 If 


7901030163 DOCKET 50-346 Davis-Desse Nuclear Power Statlo-n. Unit 1 
LER 7a-119/O3U-0 on 781204 containment radiatloii monitor RE 
2005 UBS declared inoperable because of detector module 
component failure Nodule replaced, calibr. tested b declared 
operable 

KAVACH. a Tot ado Edison Co 78/13/27. 2pp 


7901090178 DOCKET 50—346 Devis-Betse Nuclear Power Btatlon. Unit 1 
Forwards LEfi 78-114/03L-1 

HURRAY. T D Toledo Edison Co 78/12/29 Ip 


7901090181 DOCKET 90-346 Davis-Desse Nuclear Power Station. Unit I 
UBB 78-114/03L-1 on 701110 berated water storage tani low 
level trip setpoint was out of tolerance <at 99,39 In H20) 
on safety features actuation stf* Channel 8 Caused by 
instrument drift of bistable 

KOVACH. B A Toledo Edlion Co 78/13/07 Ip 

7901160161 DOCKET 90-346 Davls-Dosse Nuclear Power Station. Unit 1 
Reportable occurrence on 7B1228 during startup, both 
containment spray pomp motor breakers were found to be 
racked out. caused by personnel error 
MURRAY. T D Toledo Edison Co 78/12/29 Ip. 

7901090207 DOCKET 30-346 Davis-Desse Mud tar Power Station. Unit 1 
Forwards suppl info sheet to LER 78—101 

MURRAY. T D Toledo Edison Co 79/01/02 ip 


7901070210 DOCKET 50-346 Davis-Desse Nuclear Power Station. Unit 1 
LER NP-33-7B-120 on 701005, Sup p 1 amenta 1 Info' other eve water 
valves asseciated w/componsnt cooling water heat cscbatigert 
were Inspected for similar conditions w/no problems noted 
s Toledo Edison Co 79/01/03 Ip 


7901160150 DOCKET 90-346 Davis-Desse Nudear Power Station, Unit I 
Forwards revision to suppl Info sheet to LER NP-33~7O-l20 
MURRAY.T D Toledo Edison Co 79/01/02 Ip 


7901160154 DOCKET 50-346 Oavls-Deste Nuclear Power Station, Unit I 
Revision 1 to suppl Info sheet for LER NP-33-7B-I2D on 
781005 Other svc Water valves associated ui/campanent Cdollng 
water heat eichangers were Inspected for slnllar Inoperable 
conditions No problems noted 
a Toledo Edison Co 79/01/02 Ip 


7901090208 DOCKET SO-346 Davls-Besse Nodear Power Station. Unit 1 
Forwards LER 7B-120/03L-0 

MURRAY.T D Toledo Edison Co 79/01/04 Ip 


7901090213 DOCKET 90-346 Davis-Desse Nuclear Power Btatlon. Unit 1 
LER 7B-1S0/O3L-O on 781307 containment post-accident 
radiation monitors RE 3029 b 9030 failsd due to daoign 
error Ambient temp esceeded limits b caused dacompoe 1 tlon Of 
pump motor bearing grease, resul ting in bearing saliure 
KOVACH, 3 A , ADAMS, J Toledo Edison Co 79/01/04. 4pp 


7901120096 DOCKET 90-346 Davis-Deste Nuclear Power Station. Unit I 
■ Forwards Reportable Occurrence NP-09-70-03 
. GRANT. J 8 Toledo Edison Co 79/01/09 Ip 


7901120099 DOCKET 50-346 Davls-Basse Nuclear Power Btatlon. Unit I 
Reportable Occurrence NP-09-7B-03 on 781209—10 dlicharge 
temp for statlpn liquid effluents eicdeded SO F limit above 
late temp Causcd'ln part by design deficiency in eye utsd to 
determine effluent liquid discharge temp 
t Toledo Edison Co 79/01/05. 2pp 


7901120142 DOCKET 90-346 Davls-Bessa Nuclear Power Btatlon, Unit I 
Forwards suppl Info for LER NP-32-77-12 on 770809. during hot 
functional test, pressurlier electromagnetic power relief 
valve was opened b severe movement of discharge piping uat 
observed Caused by design deficiency. 

MURRAY.T D Toledo Edison Co 79/01/09. 3pp 


7901120160 DOCKET 50-346 Oavls-Desie Nuclear Power Station. Unit I 
Forwards LER 7B-!23/0aL-0 

MURRAY.T D Toledo Edison Co 79/01/09 tp 


7901120161 DOCKET 90-346 Davls-Betso Nucloar Power etatlon. Unit 1 
LER 7B~12B/03L-0 on 781200. control rod 4 of Croup 8 abiPlute 
position Indlcotion was erratic duo to intoroil ttent falture 
of a component within the position indicator tubs. 

NAYLOR, R Toledo Edison Co 79/01/09. 3pp 


7901120179 DOCKET 90'-346 Davls-Bessa Nuclear Power Station. Unit I 
Forwards LER 78-121 /03L-0 

MURRAY.T D Toledo Edison Co 79/01/09 IP. 


7901120178 DOCKET 50-346 Davls-Besse Nuclear Power Station. Unit 1 
LER 78-181/03L-0 on 7B1810' borated water storage tank level 
in safety features actuation sys channel 3 failed, Caueed kg 
open circuit In the thermocouple for • heat trace 
controller 

NAYLOR, R Toledo Edison Co 79/01/09 2pp 


7901330314 DOCKET 90-346 Davls-Beeie Nuclear Powar Statlpn, Unit I 
Forwards supplemantal info for RD NP-09-7B-03 on 781209-10 
Temp dlffarentlal between lake b effluent discharge exceaded 
20 F limit due to design deficiency in sys which msasures 
liquid discharge temp Deilgn being revised. 

ORANT, J 8 Toledo Edison Co. 79/01/09 3pp. 
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7901160187 DOCKET S0-3A6 Davls-Desse Nuclear Power Statiorii Unit I 
Feriuarde LEfl 78’“133/01T~0 

MUJlRAYiT D Toledo Edison Co 79/01/10 ip 


7901160109 DOCKET 50-3'16 Davls-Bosse Nuclear Power Stationi Unit 1 
VER 78-123/OIT-O on 701220 about 2 hours after unit entered 
Mode 4i containment spray pump motor breakers had not 
been racked In Caused by personnel error since operator 
involved failed to follow written procedure 
FULMER 1 8 Toledo Edison Co 79/01/10 3pp 


7901160K46 DOCKET 90-346 Davls-Dcsse Nuclear Power Statiom Unit 1 
Forwards LER 70-124/O3L-O 

MURRAY) T D Toledo Edison Co 79/01/11 Ip 


7901160240 DOCKET SO-346 Davis-Desse Nuclear Power Station. Unit I 
lew 70-I24/O3L-O on 701216 during surveillance tasting. 13 
of IB main steam safety valves failed to be within +/-17 of 
design setpoint, apparently caused by change in ambient 
conditions 

DROUN.R A Toledo Edison Co 79/01/11 3pp 


7901160166 DOCKET 50-346 Davls-Desse Nuclear Power Station. Unit 1 
Forwards Reportable Occurrence NP-09-70-01 
ORANT.J 0 Toledo Edison Co 79/01/12 Ip 


7901160160 DOCKET 90-346 Davis-Desse Nuclear Power Station, Unit 1 
Reportable Occurrence NP-09-70-01 on 701219 during routine 
review of shift foreman's 1 og. dl scovered svc water sys out 
header radiation monl tor, nE8432 had been Inoperable, 
apparently caused by design error 
« Toledo Edison Co 79/01/12 2pp 


7901V90102 DOCKET SO-346 Davis-Desse Nuclear Power Station. Unit 1 
Forwards supplemental Info re RO NP-09-7B-02 Major mods to 
aurvelllance Tests 8T 5032 01 «< 9032 08 to emphasipe reptlng 
requireirients of tank monitors in ETB have been prepared Memo 
emphaililng reptlng roquiremonts issued 790104 
GRANT. J 0 Toledo Edison Co 79/01/19. 3pp 

79D12B0137 DOCKET 90”346 Davls-Besse Nuclear Power Station. Unit 1 
forwards LER 70-ia9/O3L-O 

MURRAY. T,D Toledo Edison Co 79/01/19 Ip 


7901890140 DOCKET SO-346 Davls-Besse Nuclear Power Station. Unit 1 
LER 7D-ia9/03L-0 on 701104 personnel started reactor coolant 
pump 1-1-2 Instead of l-l-l causing loas of power of 
esaentia) bus *'D1". caused by personnel error 6 design 
deflclincies. 

BROUN. D H Toledo Edison Co 79/01/19 3pp 


79010201B9 DOCKET 9D-347 Mlhama Nuclear Power Btatlnn, Unit 2 
Forwards revised language to metlon to plead matter In 
controversy filed 7B0909 Areas remaining for ASLB resolution 

DAUOHERTY. T M, Offshore Power Systems (subs of Westlnghpuse 
Electric Corp ) 70/12/19 iipp 

7901090199 DOCKET 90~340 Joseph M Farley Nuclear plant. Unit 1 
Forwards Amend 4 to fire protection program 
Info includes' location of fire protection equipment, fire 
area haiard analysis fc proposed ihods 
CLAYTON, F L Alabama Power Co 79/01/03 40pp 

79010B0194 DOCKET 50-348 Joseph M Farley Nutlsar ‘ 

Forwards Endorsement 2 to Policy 

Go's eicesi liability coverage for 790101 to '91831 
FIELDER. J. Mersh li McLennan. Inc 79/01/02 3pp 


7901100204 DOCKET 90-34B Joseph M Farley ‘ 

Requests refund of *0.763 00 for period 790101-0719, due to 
reduction In Indemnity fee 

HORBLEY. N Alabama Power Co 79/01/09 ip 


7901020177 DOCKET 30-340 Joseph M Farley Nuclear Plant. Unit 1 
Amend 71 to FSAR Revisions include updated RNR isolatien 
valve interlDck le tpoints. commitment to upgrade charcoal 
absorbers in containment purge eihaust sys 6 description of 
second water treatment plant 

CLAYTON. F L Alabama Power Co 78/12/29 iOOpp 


7901100296 DOCKET 50-340 Joseph M Farley Nuclear plant. Unit I 
Forwards proposed changes to License NPF-2 Tech Specs re 
addition of overpr essurl lat ion mitigating sys 
sped f ications 

CLAYTON, F L Alabama Power Co 79/01/04 Ip 


7901100890 DOCKET 30-340 Joseph M Farley Nuclear Plant. Unit 1 
Safety evaluation for reactor coolant sys overpressure 
protection sys proposed Tech Specs Approves changes 
* Alabama Power Co 79/01/04 5pp 


7901190060 DOCKET 90-348 Joseph M Farley Nuclear Plant. Unit 1 
Informs of FSAR review !< plana re Cycle S reload core Finds 
no unreviewed safety questtan.s are involved b amend to 
license is not required Ueri f icat ion of reined core design 
will be per standard physics tests for PUR reload cycles 
CLAYTON, F L Alabama Power Co 79/01/00 2pp 


7901170176 DOCKET 50-340 Joseph M Farley Nuclear Plant. Unit 1 
Responds to NRC 701120 1 tr re containment purging during 
normal plant operation Sys at fectlity can purge containment 
thru 40 or 10 inch valves Plans to continue using mini purge 
sy? S< restrict inch valve usi 
CLAYTON. F L Alabama Power Co 79/01/09 2pp 


7901160136 DOCKET 50-340 Joseph M Farley Nuclear Plant. Unit 1 
Forwards diagram of containment purging during normal plant 
operation which was inadvertently left out of respondent s 
790109 Itr 

CLAYTON. F L Alabama Power Co 79/01/10 2pp 

7901170311 DOCKET 50-340 Joseph M Farley Nuclear Plant. Unit I 
Forwards graph showing elevation dependent peaking factor 
versus core height Info submitted in support of requested 
Fxy Tech Spec change to LUensa NPF-2 
CLAVTDNiF L Alabama Power Co 79/01/12 2pp 

7901230140 DOCKET 50-340 Joseph M Farley Nuclear Plant. Unit 1 
Forwards results of study re assessment of degraded 
electrical power grid conditions 
CLAYTON. F L Alabama Power Co 79/01/15 7pp 

7901040037 DOCKET 50-340 Joseph M Farley Nuclear Plant, Unit 1 
Forwards IE Insp Rept 50-340/70-29 an 701017-20 No 

R-at- 2. Atlanta, Reactor Operations Nuclear Support 
Branch 70/11/15 2pp 


7901040034 DOCKET 90-340 Joseph M Farley Nuclear Plant. Unit 1 
IE Insp Rept 50-348/78-29 on 701017-20 No noncomp I ianc a 
noted Major areas inspected licensee event ’■*P**‘ . 

Bulletins 6 Circulars, review 8i audi ts, inspector identified 

LEwTs.R C Region 2, Atlanta, Reactor Operations Nuclear 

SuppoT^t Branch 70/ll/lS 3pp 

7901020032 DOCKET 90-340 Joseph M ^ 

Aek receipt of IE Insp Repts 50-340/70-30 6 50-364/78 18 

on 701114-17 No proprietary Info 

CLAVTOMi P L. Alabama Power Co 7S/i2/la ip 

7901020039 docket 50-340 Joseph M Farley Nuclear Plant, Unit I 
Forwards IE Insp Rept 50-340/78-30 S, 50-364/70-18 on 
701114-17 No noncompliancB noted ^ 

SUTHERLAND, J T Region 2, Atlanta. Fuel Facility 6 Materials 

Safety Branch 70/18/11 2pp 


7901190100 DOCKET 90-348 Joseph M Farley Nuclear 

Forwards certified copies op Endorsement 2^ '”’1070 

NF-8a0, providing advance premium of *‘05' 

FIEDLERiJ Marth McLtnnani Inc 7*?/0I/io <PP' 

7901190121 DOCKET aO-i34B Joseph M Farley * 

Forwards eerifled copies of Endorsement 2 bo 
F^naUclIl Protection Binder £8-62 
FIEDLER. J Harsh McLennan, Inc 79 / 01/16 3pp 


7901300144 DOCKET 50-340 Joseph M 
Forwardt Endori ement 16 to Policy 
premium of *53, 775 00 
FIELDER, J. Mareh << McLennan, Inc 


Farley Nuclear 
MF-93 giving 

79/01/24. 


plant. 

advance 

2PP 


Unit I 


7901020162 DOCKET 50-348 Joseph M 

Forwards Amend 71 to FartR‘“^C.rtlflcats of Bvc 
CLAYTON, F.L. Alebama Power Co 70/12/29 app 


Unit 1 
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790l040l<f0 DaCttET 50-340 Joieph M Parley Nuclear Plant, Unit 1 
IE Imp »»pt 30-343/76-31 on 761113-17 No nontomp I larte 
nQt«il Major areas inspected radwaste nanapement program 
incluping effluent release monitoring t, reactor cDOlant 
wa t rr J 2 i 1 

CIDSQN n P , N03£V C H Region 3, Atlanta, Fuel FaciUtg Si 

Materials Oafatg Dranch 78/12/03 6pp 


7‘;otCBQ063 DO'IMET S0-34S Joseph M Farley Nuclear Plant, Unit 1 
Act retejpt of IE Jnsp Rept 50-343/76-33 on 701127-1201 No 
proprtetary info 

CLAfTON, F L Alabama Pouer Co 73/12/18 ip 


7901030Q1i 7 DaCPET 50-348 Joseph M Farley Nuclear Plant, Unit 1 
Foruarips !£ Jnsp Rep t 50-348/78-33 or 731127-1301 No 
nonccmp 1 1 anc e noted 

LONC, F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Dranch 73/12/13 2pp 


7901080074 DOCKET 50-348 Joseph f1 Parlay Nuclear Plant, Unit 1 
IE Imp Rept 50-348/76-33 on 731127-1201 No none omp 1 1 ance 
noted Major areas inspected LERs, Circulars *< Bulletins, plant 
operation d unresolved tteas 

HARDIN, A P . ELROD.S A , LEWIS. R C Region S, Atlanta. Reactor 

Operations Nuclear Support Branch 73/12/12 6pp 


7901080031 ODCKET 50-348 Joseph M Farley Nuclear Plant, Unit 1 
Act receipt of 781210 Ur informing NBC of steps taken to 
correct violations noted In Imp Kept 50-348/73-26 
SUTHERLAND, J T Region 3, Atlanta, Fuel Facility ti Materials 

Safety Branch 78/12/29 3pp 


7901160301 COWET 50-3AB Joseph H Farlpy Nuclear Plant, Unit I 
IE Insp Rept 30-343/73-34 No noncompl ianco noted Major areai 
inspected lieetiBoe event veptsi plant operat i on»i p 1 ant 
cleanliness B open ?, unresolved items 

HARDINiA K I LEHlB.R C Region 2, Atlanta, Reactor CperatJnnt 

Noclear Support Dranch 7B/i?/29 6pp 


7901220191 DOCKET 50-348 Joseph M Farley Nuclear Plant, U/HI | 
Forwards IE Circular 79-08, "Fa i 1 ure of 180 Volt Vital AC 
Pouer Suppliers '' 

a'PEtU-Y.J P Region 3. Atlanta, Office of the Director 
79/01/16 2pp 


7901290189 DOCKET 50-348 Joseph M Farley Nuclear Plant, Unit I 
Ack receipt of 731219 Itr Informing NRC of eteps taken to 
correct violations noted in lE insp Rept 50-340/76-37 
LEOlSiR C Region 8, Atlanta, Reactor Operatlone Nuclear QupiieP't 
Branch 79/01/22 Ip 


790(290192 DOCKET 30-343 Joseph M Farley Nuclear Plant, Unit ) 
Responds to NRC 731201 Itr re violations noted In IC Insp 
Rept 30-340/78-27 Corrective actloni provision for tlctlar 
sys to tract roeponie to noncomp 1 1 ancee, document control 
audit of drawing flloe i, vendor manual files. 

CLAYTONiF L Alabama Powor Co 73/12/19 4pp 


7901290194 liacKET 30-343 Joseph M Farley Nuclear Plant, Unit I 
Forwards Insp Rept 50-340/70-27 oM 701008-06 (i 
Notice of Violation 

LONO, F J Region 3, Atlanta, Raactar Dperatlont Nuclear Bvseert 

Dranch 73/12/01 2 pp 


79OIOB0O36 DOCKET 50-348 Joseph M Farley Nuclear Plant, Unit 1 
Responds to NRC 781120 Itr re violations noted in Jnsp Rept 
30-348/70-26 Corrective actions sys operating procedure 
FNP-l-SOP-49 0, Solid Waite Processing Sys, Revision 4, issued 
for transfer of uaste 

CLAYTON, F L Alabama Power Co 70/lS/lB 8pp 


7901030039 DOCKET 50-348 Joseph M Farley Nuclear Plant, Unit t 
Forwards IE Insp Rept 50-348/78-26 on 780923-29 t, Notice of 
Violation 

SUrHESLANC. J T Region 2, Atlanta, Fuel Facility & Material! 
Safety Branch 78/11/20 2pp 


7901290199 DOCKET 50-340 Joseph M per ley Nuclear Plant, Unit I 
Notice of Violation from insp on 791002-06 

» Region 8, Atlanta, Office of the Director 70/11/20 Djp 


7901390204 DOCKET 30-340 Joseph M Farley Nuclear Plant. Unit ) 

IE Insp Rept 30-340/70-37 on 701003-06 Noncompliance noted 
corrective actloni not completed within given time period 
after deficiencies were identified li lack of control dv+r 
control led documents 

KELLOOS, P J , ASHENDEN, M C , JENKINB. H D Region 2. Atlanta, 

Reactor Operations Nuclear 0uppOrt Dranch 70/lt/BQ ISpp 


7901080042 DOCKET 50-340 Joseph 
Notice of Violation from Insp 
a Region 2, Atlanta. Fuel 
78/11/20 Ip 


N Farley Nuclear Plant, Unit 1 
on 730923-89 

Facility 6 Materials Safety Branch 


7901160233 DOCKET 30-348 Joseph M 
Forwards monthly operating rept 
CLAYTON, F,L Alabama Power Co 


Farley Nudlear Plant. Unit I 
for Dec 197a 

79 /Ol/ia ip 


7901080047 docket 50-348 Joseph M Parley Nuclear Plant, Unit 
u.‘e "" 780925-29 Noncump 1 lane e noted 

hu f £ written procedures to transfer resin to 

bull loading facilict^ 

HDSEV.C M . ZAVADDSKI.fl W , OIDSON,A F Region 8, Atlanta, 

Office of the Director 70/11/09 lOpp "*"*“*’ 


790H602dB DOCKET 50-340 Joseph M rnrley Nuclear Plant, Unit I 
Monthly operating rept for Dec 1970 
Hairston, W O Alabama Power Co 79/01/01. 4pp 


Forwards LEfi 7a-0a9/03U-0 ti 70-O9O/O3L-O 
CLAYTON, F L Alabama Power Co 79/01/03 


If 


J9»eph M Farley Nuclear Plant, Unit I 

lAMo e . ‘ 50-348/73-33 

jjj ' Region 2, Atlanta, Office of the Director 79/01/05 

7901120166 DOCKET 50-348 Joseph ti Farley Nuclear Plant, Vnl t 1 

50-r4B/;a^a"^orr»f'' violation^ noted in tn.p R^jJ 

actions proposed Tech Spec change tn 

LLAYIDN, F L Alabama Power Co 78/J2/3I Spp 

50-348 Joseph M Farley Nuclear Plant, Unit t 
orvtoutlL^"*'’ «n 7BU06-09 t, Notice 

7B/ia/oS*""4; Operation* Nuclear Suppp. 

50-348 Joseph h Farley Nuclear Plant, Unit 1 
Notice of Violation from insp on 7SII06-09 

*7a/ll%9‘“"ip’ **‘*"**' DpArations Nuclear Support Brand 


LFHIS B r ' '* Tech Spec* 

Su^ou Branch Operation. Nuc„.r 


Nuclear Plant, Unll J 

ER 7B-oa9/03L-0 on 701206 while performing FNP-l-flTP-BB 2, 
dltiel generator 10 Operability Test, lote of syi pretfura 
seyuencer failed to pick Up step 6 (bettery charger 1B> 
o *a was not determined 

HAIRSTON, W 0 Alabama Power Co 79/01/03 IP 

^'^LER° 7 B-Ln/nnfV°~^vm^nl*'’'' Nuclear Plant. Unll 1 

LER 78 090/03L-0 on 781206 While reviewing FNP-10TP-1 0, 

n.t^vefnsiiun**^^ 4 S 2 a 6 reyulrements were not being 
were open as required but briakere to valid 

HAIRSTON U o'** open, due to perionHel error. 

nAiRaTQNi H 0 Alabama Power Co 79/01/00, Ip. 


^’fo^S ' 

CLAYTON, F L Alabama Power Co. 79/01/11 Ip, 


50-340 Joseph N 
LER 7e-091/oaL-0 on 781212' trai 
to be in tripped state, could no 
determined. 

HAIRSTON, H 0 , Alabama Power Co 


Farley Nuclear Plant, Unit I 
A river water pompe noted 
be started from control 

79/Ol/il Ip 


. urwerus Ltn 78-092/03L-0 
CLAYTON, F,t. Alabama Pow, 


Farley Nuclear Plant, Vnit I 
79/01/24 ip. 


J^iprUtijy Jnff ®“-=’«/7B-34 on 7B1 

CLAYTON.f t Alabama Power Co 79/0T/O9 ip 


t. Unit 1 
9 No 


7901100299 Docket 50-34a jo* 
Forwards lE Insp Rept SO-' 
LONO, F J Region 2 , ai 
B ranch 70/12/29 2pp 


Farley Nuclear Plant, Unit I 
34 No noncompl JancB noted 
Reactor Operatione Nuclear Support 


LER 78 - 092 / 03 L -0 an ^ Farley Nuclear Plant, Unll I 

1 ‘oem ♦jrhaosr/an 701229 ' during FNP-l-BTP-ao 0 , pent rat Ion. 

dibi:^bunduii^<i *wk^^**L”«* r*(^ulr*d ID m£n Cau»»d 

fellur. *, now.r ‘kbauit fan motor resulting In bearing 

nniR»ioN,H. 0 Alabama Power Co 79/01/24, Ip 
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7?01 020024 DOCKET 50-349 Fukuihiina Station. Unit 3 

Suppl brl*# of Comnionuea 1 th Edison Co on authorliatlon 
aoostion MEmhor* of NRDC S. Cltiiens for o Botter Environ 
must bo consoltsd bsfore thoy are aothoriied to be 
represented in proceedings Certificate of Svc end 
STEP TO E. P Isham. Lincoln tt Deale 70/12/15 fipp 


7901080249 DOCKET 50-352 Limerick Generating Station. Unit 1 
Provide* summary of 7B1114 meeting with owners of lead Mark 
ri facilities to discuss NRC Mark II containmant acceptance 
criteria Info requested by NRC t< criteria end 
ANDERSOMi C Containment Systems Branch 70/12/20 33pp 


7901 1802BB DOCKET 50-352 1 Imerick Generating Station. Unit 1 
Ac k receipt of 78U2S Itr informing NRC of steps taken to 
correct violatinn noted in IE Insp Rept SO— 352/78— 08 on 
781004-03 

CARLSON. R T Region 1. Philadelphia. Reactor Construction t< 

Engineering Support Branch 79/01/05 Ip 


7901180296 DOCKET 50—352 Limeiick Senerating Station. Unit 1 
Responds to NRC 7Q1024 Itr re violation noted in IE Insp 
Rept 50-352/78-03 on 7BI004-05 Corrective actions weld 
fillet sue increased to meet required specifications for 
certain bo« girder joints 

DOVER. V B Ph 1 ladelph la Elec trie Co 78/11/22 ?pp 


7901080338 DOCKET 50-352 Limerick Generating Station. Unit 1 
Forward* notes of 7B1115 meeting w/Mark II owners group to 
discuss NRC Mark II containment acceptance criteria related 
to submerged structure drag load W/end attendance list !< 
meating handout* 

ANDERSON. C Containment Systems Branch 7B/l.^/20 39pp 


7901080249 DOCKET 50-353 Limerick Oenoiating Station. Unit 2 
Provides summai y of 701114 meeting with owners of lead Mark 
II facilities to discuss NRC hark II containment acceptance 
criteria Info requested by NRC &. criteria enclosed 
ANDERSON. C Containoienb Systems Branch 70/12/20 33pp 


7901090103 DOCKET 50-352 LlmcMck Generating Station. Unit 1 
Sumraary of 781117 moeting w/Mark II owners group ra NRC 
comment* << question* on intarmediate program tasks 
jyEOE-21851— P. NEDE-24106-P. NEDE-23697. NEDC— 21659-P Test 
facility was toured U/end NRC comments 1< quostlons 
ANDERSON. C Containment Systems Branch 70/12/20 IBpp 


79010D033B DOCKET 50-353 l.lmerick Generating Station. Unit 2 
Forwards notes of 781115 meeting w/Nark II owners group to 
discuss NRC Mark tl containment acceptance criteria related 
to submerged stiucturo drag load W/encl attendance list S< 
meeting handouts 

ANDERSON. C Containment Systems Branch 78/12/2B 39pp 


7901310157 DOCKET 30-352 Limerick Generating Station. Unit 1 
aomfflariie* 781213 moeting in Dethosda, MD w/representati ves 
of util* w/post-CP appllcotione to discuss pending QL review 
matters, including staff policies «< review priority criteria 


Discussion areas N attendees list end 
LICITRA. E Light Uater Reactors Branch 3 


79/01/12 Bpp 


/9DlO90iO3 DOCKET 50-333 Limerick Generating Station, Unit 2 
Summary of 701117 meeting w/Mark II owners group re NRC 
comments & questions on Intermediate program tasks 
NEDE-21851-P, NLDE-24106-P, NEDE-23697. NEDC-2I659-P 1 est 
facility was toured W/encI NRC comments t< questions 
ANOERSON.C Containment Systems Branch 78/12/28 iOpp 


7901030G42 DOCKET 30-352 Limerick Generating Station, Unit V 
Forword* IE Bulletin 70-14, '•Deterioration of Duna-N 
Compononts in A6C0 Solenoids " 

GRIER. D H Region 1. Philadelphia, 

78/12/19 Ip 


Office of the Director 


7901310157 DOCKET 50-353 Limerick Oencrating Station. Unit 2 
Summarl les 70121 3 meeting in nethesda.ND ij/represontativos 
of utils w/post-CP applications to discuss pending OL review 
mo tters, Inc 1 ud 1 iig staff policies Zr review priority criteria 
Discussion areas 6 attendees list enc 1 

LICITRA. E Light Nator Reactors 111 anch 3 79/01/12 Bpp 


7812210392 DOCKET 50-332 Limerick Generating Station, Unit 1 
Forward* IE Insp Rept 30-352/70-08 on 791004-05 «. Notice of 
Violation ........ 

CARLSON, R T Region 1. Phlladelphlo, Reactor Construction 

Engineering Support Branch 70/10/24 2pp 


7012110300 DOCKET 30-353 Llmonck Gonorotlng Station. Unit 2 
Forwards IE Insp Repts 50-332/78-07 *< 50-353/70-04 on 
780923-29 6 Notice of Violation 

DRIER. D H Region I. Ph 1 ladelph i a. Office of the Director 
78/10/31 3pp 


7912210394 DOCKET SO •332 Limerick Generating Station. Unit 1 
Notice of Violation from Insp on 781004-03 

* Region 1. Philadelphia. Reactor Construction 6 Engineering 
Support Branch 78/10/24 tp 


7812110302 DOCKET 50-353 Limeiick Generating Station. Unit S 
Notice of Violation from insp on 700923-29 

GRIER, D H Region I. Philadelphia. Office of the Director 

78/10/31 Ip 


7812210400 DOCKET 50-35S Limerick Generating Btatloft, Unit I 
IE Insp Rept 50-332/70-08 on 781004-03 Noncorap 1 lance noted 
failure to perform welding per drawings 

DURR.JP Region 1. Philadelphia, Reactor Construction*, 

Engineering Support Branch 70/10/16 4pp 

7812110300 DOCKET 50-332 Limerick Generating Station. Unit 1 
Foruardi IE Imp Repts 30-352/78-07 & 30-333/78-04 On 
780923-29 t< Notice of Violation 

GRIER. S.H Region i. Philadelphia. Office of the Director 
79710/31 3pp 


7912110302 DOCKET 30-352 Limerick Generating Station. Unit 1 
Notice of Violation from insp on 780923-29 

GRIER, B H Region 1, Philadelphia, Office of the Director 
78/10/31 ip 


7812110304 DOCKET 30-352 Limerick Generating Station. Unit 1 
IE Insp Repts 30-332/7B-07 & 50-333/70-04 on 7B092S-29 
Nontompllance noted failure to perform liquid penetrant 

HCHAUOHY.R N , MATTIA. J C . DURR, U P. Region 1, Philadelphia 

ConstTUction & EnginBWt'ing 90pport Qi'^nch 7Q/10/17 

topp. 


79D11 10014 DOCKET 30-352 Limerick Oenerotlng Station. Unit 1 
Aek receipt of 701204 Itr informing NRC of step* taken to 
correct violations noted in Insp Rept 50—352/70—07 I, 
30-353/78-04 „ 

GRIER, D H Region I, Philadelphia, Office of the Director 
79/12/26 Ip 


79Om0O17 docket 30-332 Limerick Generating Station, Unit 1 
Responds to NRC 701031 Itr re violations noted in In*p Repts 
50-352/79-07 6 30-333/78-04 Corrective actions re- 
quall flcation of technic ian, re-examlnati on of weld 8t re- 
•laminetion of liquid pentratlon teat 
BOVER.V e Philadelphia Electric Co 78/12/04 4pp 


790110000S DOCKET 30-332 Limerick Generating Station, Unit I 
Forwards IE Circular 78-19, “Manual Override (Bypass! of 
Safety Sys Actuation Signals '* t 

DRIER, B.H Region 1, Philadelphia, Office of the Director 
78/12/29 Ip 


7812110304 DOCKET 50-353 Limerick Ociioratlng Otatlon. Unit 3 
IE Insp Repts 50-352/78-07 6 50-353/70-04 on 700925-29 
Noncomp 1 lance noted failure to perform liquid penetrant 
to st 

MCHAUGHY.R W , MATTIA, J C > DURR.O P Region 1, Phi lado 1 ph la. 

Reactor Construction *< Engineering Support Branch 70/10/17 
lOpp 


7901030042 DOCKET 50-353 Limerick Generating Station, Unit 2 
Forwards IE Bulletin 70-14, “Deterioration of Uuna-N 
Components In A9C0 Solenoids " 

ORIER.O H Region 1. Ph i 1 ade 1 ph ta. Office of the Director 
79/12/19 Ip 


7901100005 DOCKET 50-353 Limerick Generating Station, Unit 2 
Forwarde IE Circular 70-19. "Manual Overrido (Bypass) of 
Safety Sys Actuation Signals “ 

ORIER.D II Region 1, Philadelphia, Office ef the Director 
70/12/29 ip 


7901110014 DOCKET 50-353 Limerick Generating Station, Unit 2 
Ack receipt of 701204 Hr informing NRC of steps taken to 
correct violations noted in Insp Ropt 50—352/78—07 I, 
30-353/70-04 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/12/26 Ip 

7901110017 DOCKET 30-353 Limerick Generating Station. Unit 3 
Responds to NR(2 701031 Itr re violations noted in Insp Rept* 
50-332/70-07 tl 50-353/70-04 Corrective actions re- 
qual 1 flcation of technician, re-examination of weld *< re- 
examination of liquid pentratlon test 

DOVER, 'V S phlledalphla Electric Co 70/JS/O4 4pp 


7901160149 DOCKET 50 354 Hope Creek Nuclear Station, Unit 1 
Forwards Nov 1970 Mark I containment program activity review 
Ipfo Provides task- by-task summary 

80BQN.L U General Electric Co .Nuclear Energy Products Dlv 
79/01/09 12pp 
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7701220010 DOCXf-T SO-354 Hop« Cr-B»k Nuclear Station, Untt I 
Intorma that TRADOC Pamphlet 350-30, • Intertervi c B 

Procedures for Instructional S^* Cevelopnent" referenced in 
NUREO-0217 available in mjcTofiche forn from NRC 
BESAM U j Division of Document Control 7B/11/20 4pp 
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7901220010 DOCKET 50-355 Hope Creek Nuclear Btatlon. Unit 2 
Informs that TRADOC Pamphlet 350-30. '' Interaervico 
Procedures for Instructional Sys Development" referenced in 
NUREO'0219 available in microfiche form from NRC 
BE9AW. W J Division of Document Control 70/11720 4pp 


7901250184 DOCKET SO-354 Mope Creek Nuclear Station, Unit I 7901250184 DOCKET 50-355 Hope Crook Nuclear Station, Unit 2 

Notification csf 790122-24 meeting in San Jose.CA ui/ Notification of 790122-24 meeting in San Jose, CA ui/ 

representatives of Mark I ouners group to discuss Marl I representatives of Mark I owners group to discuss Mark I 

long tern program load definition rept I, related iisues long term program load definition rept t, related issues 

Agenda one 1 Agenda end 

GRIMES.C ! Plant Systems Branch 79/Ol/OB 4pp ORIMES, C I Plant Systems Branch 79/01/00 4pp 


7901020014 DOCKET 50-354 Hope Creak Nuclear Station. Unit 1 
Crants mstions seeking nods in schedule procedures adopted 
In decision ALAB-509 Discusses implications of granting 
motsons on original hearing schedule 

DUPLO. M E Atomic Safety and Licensing Appeal Panel 76/12/21 
5pp 


7901110329 DOCKET 50-354 Hope Creek Nuclear Station, Unit ! 

Time uithin uhich Commission nay determine to review 
decision ALAD-509 is eitendod until 790112 

CHILK. 5 J Office of the Secretary of the Commission 7B/12/26 
3pp 


7901110141 DOCKET 50-354 Hope Creek Nuclear Station, Unit 1 
Forwards recent NRC memos on criteria in buckling of steel 
containment structures Staff believes info does not 
adversely affect previous evaluation 

BLACK, R t Office of the Eiecutlve Legal Director 78/12/20 19PP 


7901230367 DOCKET 50-354 Hope Creek Nuclear Station, Unit 1 
Decision ALAB-518, affirming A5LD ' s author 1 latlon for 
Issuance of const permits Modifies permits by adding 
conditions re monitoring of liquid petroleum gas traffic U 
const along DE River 

DUFLD, M E Atomic Safety and Licensing Appeal Panel 79/01/12 
87pp 


7901030050 DOCKET 50-354 Hope Creek Nuclear Station, Unit 1 
Forwards 16 Bulletin 76-14, "Deterlorat ion of Buna-N 
Components In ASCO Solenoids " 

OfllER.BH Region 1, Phi ladelphia, Office of the Director 
78/12/19 Ip 


7901100013 DOCKET 50-354 Hope Creek Nuclear Station, Unit i 
Forwards IE Circular 78-19, "Manual Override (Bypassl of 
Safety Sys Actuation Signals " 

CRIER, B H Region 1, Philadelphia, Dfflce of the Director 
78/12/29 tp 


7901030235 DOCKET SO-354 Hope Creek Nuclear Station, Unit 1 
Forwards IE Insp Rept 50-354/70-15 on 7S1016-1B No 
nonconpl lance noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction t, 

engineering Support Branch 78/J1/13 2pp 


7901030237 DOCKET 50-354 Hope Creek Nuclear Station, Unit I 
16 Insp Rapt 50-354/73-13 on 781016-16 No noncomp 1 1 anc* 
noted Mayor areas Inspected fabrication (, installation of 
primary containment suppression chamber 

SANDERB.H F , EBNETEfi, S D Region t, Philadelphia, Reactor 

Construction 6 Engineering Support Branch 78/11/07 4pp 


7901020014 DOCKET 50-355 Hope Creek Nuclear Station, Unit 2 
Orants motions seeking mods in schedule (, procedures adapted 
in decision ALAB-S09 Discusses implications of granting 
motions on original hearing schedule 

DUFUO.M E Atomic Safety and Licensing Appeal Panel 7S/IS/Bt 
5pp 

7901110141 DOCKET 50-355 Hope Creek Nuclear Btatlon, Unit 2 
Forwards recent NRC memos on criteria in buckling of steal 
containment structures Staff believes info does not 
adversely affect previous evaluation 

BLACK, R L Office of the Executive Legal Director 70/12/20 


7901110329 DOCKET 50-355 Hope Creek Nucleer Station, Unit 2 
Time within which Commission may detsrralne to revisui 
decision ALAB-509 is attended until 790112 

CHILKiS J Office of the Secretary of the Commission 70/12/26 
3pp 


7901230367 DOCKET 50-355 Hope Creek Nuclear Station, Unit B 
Decision ALAD-510, affirming ASLD ' s authorl lation for 
issuance of const permits Modifies psrmlts by adding 
conditions re monitoring of liquid petroleum pas traffic t< 
const along DE Rlvsr 

DUPLO, M E Atomic Safety and Licensing Appeal Panel 79/01/12 
57pp 


7901030050 DOCKET SO-355 Hope Creek Nuclear Station, Unit 2 
Forwards IE Bulletin 70-14, "Deterioration of Duna-N 
Components in ASCO Solenoids " 

eSlERiD H Region I, Ph 1 ladelphia. Office of the Director 
78/12/19 Ip 


7901100013 DOCKET 50-355 Hope Creek Nuclear Station, Unit 2 
Forwards IE Circular 70-19, "Manual Overrlda {Bypass) of 
Bafely Sys Actuation Signals " 

ORIER.D H Region 1, PhUodflphla, Office of the Director 
70/12/29 Ip 


7901020211 DOCKET 50-355 Hope Creek Nuclear Station, Unit 2 
Ack receipt of 701120 Itr re daflcloney of DIF Industrial 
botttrfiy valves 

CARLSON.ft T Region, 1, Philadelphia, Reactor Construction t. 
Engineering Support Draneh 7B/12/04 Ip, 


-- — ~ Mujrw Mui-isar ncaiion, vniT if 

Rspts significant dsflclsncy of DIF Industries butterfly 
valves on 701024 shaft key locking operator splint adapter 
to valve stem h spline adapter may vibrate loose, dl lanapg Ing 
*^PTque, rendering valve inoperable, 

Public Service Electric h Oat Co of New vlariiu 
7B/I 1/20 2pp 


7901020211 DOCKET 50-354 Hope Creek Nuclear Station, i/nlt 1 
Aek receipt of 7S1I20 Itr rc deficiency of GIF Industries 
butterfly valves 

CARLSON, R 7 Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch 7B/12/04 ip 


79010202S5 DOCKET 50-355 Hope Creek Nuclear Station, Unit 2 
Aek racaipt of 731122 itr re failure of Nelson Studs. 

CARLSON, R T Region 1, Philadelphia, Reactor Construction fc 
Engineering Support Draneh 70/12/04 Ip 


7901020213 DOCKET 50-354 Hope Creek Nuclear Station, Unit 1 
Repts significant deficiency of 0IF Industries butterfly 
valves on 781024 shaft key locking operator spline adapter 
to valve stem t< iplin* adapter nay vibrate loose, disengag Ing 
valve driving torque, rendering valve inoperable 

Public Service Electric t, Oas Co of New Jersey 
7B/1 I /DO dfipi * 


7901020215 DOCKET 50-354 Hope Creek Muelear Station, Unit 1 
781122 Ur re failure of Nelson Studs 
^ e Region 1- Philadelphia. Reactor Construction 
Engineering Support Branch 78/12/04 ip 


79010B0249 DOCKET 50-358 Ml 11 lam H, Zimmer Nuclear Btatlon, Unit I 
Provides summary of 781114 meeting with owners of Isad Mark 
11 facilities to discuss NRC Mark II containment acceptance 
criteria Info requested by NRC t< criteria end 
ANDERSON, C Containment Systema Draneh 78/12/80. 33pp 


..ww,..., william n atmrnir Nucitar station, uni 

Forwards notes of meeting on 70Ul» u/Mark II owner! group 
to discuss NRC Mark II containmsnt acceptance criteria 
related to submerged structure drag losd.M/encl attendanca 
list k meeting handouts 

ANDERSON, C Containmsnt Systems Draneh 7B/18/SB. 39pp. 


7901160149 DOCKET 50-355 Hope Creek Nucleer Station, Unit 2 

I containment program activity review 
‘‘sb-hy-task summary 

79 / 0 ^/ 09 '^ iRop"”*' 'Nuclear Energy Products Dlv. 


auml.ru Hi 1 Ham H Zlmmtr Nudsar Btatlon, Onli 

Summary of 781117 meeting w/Merk II owners group re 

R“F*blons on intermediate program tasks' 

ISSerbdn r* W/.nd NRC comments l. questions 

ANDERSON, c Contelnment Systems Branch, 78/12/28 t( 
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7«?0ia40144 DOCKET 30-350 William H Ztmmar Nucla-r Station. Unit , 
ConPli'ni that ODYKJ calcuiational model ulU be used in 
■nolgsle of certain translente That verelon of the ODVM Code 
uhich i» extant at the time calculations are initiated uill 
be u«od 

BOnOHANNi E A Cincinnati Oas t. Electric Co 79/01/19 tp 

William H Zimmer Nuclear Station. Unit 1 
Notification of availability of "Inters ervi ce Procedures for 
instructional Bys Development" TRADOC Pamphlet 330-30 
referenced In NUREO-0219. "Nuclear Security Personnel for 
Pouer Plants ’’ 

OEBAUi U vl Division of Document Control. 78/11/SO SPP 


7901050093 DOCKET 50-368 Hill. am H Zimmer Nuclear Station, Unit 1 
50-350/78-35 on 7B1024-S6 No noncomp liance 
noted Major areas inspected installation of electrical 
i '‘>"’P“ncnts t, revieie of related quality records 
VANDEU, 7 E . MAXUEtL. 0 F , HAVES. D U Region 3. Chicago. Office 
Of the Director 78/11/39 7pp 

7901190001 docket 30-358 MilllamH Zimmer Nuclear Station. Unit 1 
Foriuards IE Insp Rept 50-358/78-29 on 781106-08 No 
noncomplianCB noted 

HEISHMAN.R F Region 3. Chicago, Reactor Construction fc 

Engineering Support Branch 78/13/30 3 pp 


7901030084 DOCKET 50-358 Hilllam H Zlmmar Nuclear Station. Unit 1 
Applicant’s second set of interrogatories propounded to 
intervenor Miami Valley Poujer Project pertaining to 
contentions as admitted as issues by A8LD 760319 order 
Certificate of 8vc enc 1 

WETTER HAHN. M 0 Connor. Moore «< Corbor 78/13/19 ISpp 


7901150141 DOCKET 80-35B Uilliam H Zimmer Nuclear Station, Unit 1 
NRC reepnnse to A81.B order of 781116 Finds applicant's 
proposed starting date of 790219 for evidentiary hearings 
unreal i stlcel ly optimistic Notice of appearance for L 
Brenner b Certificate of Sve end 

BARTH.C A Office of tho Eiecutive Legal Director 7B/t5/22 5pp 


7901190003 DOCKET 50-35B Uilllani H Zimmer Nuclear Station. Unit 1 
!E Insp Rept 50-358/76-29 on 7i31106-08 No noncomp 1 1 ance 
noted Major areas inspected electrical cable installations, 
site subcontractors QA program, b revlei./ of previously 
identified noncompliance matters 

JADLQNEKI.F J , MAXWELL. 0 F , 5PE5BARD, R L Region 3. Chicago. 

Reactor Construction U Engineering Support Branch 70/12/14 5pp 


7901190014 docket 50-358 Hilllam K Zimmer Nuclear Station. Unit 1 
Foruards IE Insp Rept 80-358/70-26 on 701017-20 
No noncompl lane e noted 

FIORELLI.O Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 78/12/30 3pp 


7901030375 DOCKET 50-35B William H Zimmer Nuclear Station. Unit I 
Notice of appearance by CA Barth for NRC In proceedings 
Certificate of 8vc end 

DARTHiC.A Office of the Eiecutive Legal Director 7B/i?/l0 3pp 


7901230037 DOCKET 50-330 Uilliam H Zimmer Nuclear Btation. Unit 1 
Forwards MUREO/CR-0400. "Risk ABsessment Review Oraup Rept 
to tho U8NRC" ILeiels Rept) ■ providing recoiemendatlons for use 
of risk assessment methodology t< assessment of UABH-1400 W/o 
■ ncl. 

DBENNER.L Office of the Eiecutive Legal Director 79/01/1 J Ip 


7901110126 DOCKET 50-358 William H Zimmer Nuclear Station. Unit 1 
Forwards addl financial info in response to U Stolz request 
Completa response enc 1. superseding similar Info submitted 
w/771314 Itr 

BOROMANN, E A. Cincinnati Oas 6 Electric Co 79/01/07 7S0pp 


7901100271 DOCKET 50-350 William H Zimmer Nuclear Station. Unit i 
Forwards Amend 82 to license application (Raviston 31 to 
F8AR), Including responses to NRC 780932,1011 b 1205 requests 
for addl info re auilllary systems 

BOROMANN.C. A Cincinnati Oas b Electric Co 79/01/03 2pp. 


7901100377 DOCKET 30-358 William H Zimmer Nuclear Station. Unit 1 
Revision 51 to FSAR. Including responses to NRC 780932.1011 b 
1305 requests for addl info re auilllary sys 
a Cincinnati Oas b Eloctrlc Co 79/01 /OS 3Spp 


7901090156 DOCKET 30-350 William H Zimmer Nuclear Btation, Unit 1 
Forwards originals b copies of Certificate of Bve of Amend 
B2t in form of Revision 51 to FSAR, to license application 
filed u/NRC on 790103 

BORailANN. E A Cincinnati Oas b Electric Co 79/01/05 2pp 


7901S301B5 DOCKET 50-358 William H Zimmer Nuclear Station. Unit 1 
Forwards addl info requested on 780923 b 7B1S05 by NRC to 
continue review Response constltutos Amend B3 to application 
b is documented in FSAR as Revision 52 

BOROMANN. E. A Cincinnati Oas b Electric Co 77/01/16 2pp 


790133DIBB DOCKET 30-338 William H Zimmer Nuclear Station. Unit I 
Revision 53 to FBAR Changes are identified b addl info 
submitted per request of NRC 

• Cincinnati Oas b Electric Co 79/01/16 63pp 


7901300155 DOCKET 60-358 William H Zimmer Nuclear atation. Unit 1 
Forwards Certificate of 8vc for Amend 83. In form of Revision 
52 to FSAR. to application for llconess filed ui/NRC on 
7901 S3 

BOROHANN.E. A Cincinnati Oas b Electric Co 79/01/24 2pp 


79010903Q9 DOCKET 50-338 William H. Zimmer Nuclear Station. Unit I 
Forwarde IE Circular 78-19. "Manual Override (Bypass) of 
3afety Qys Actuation Signals. " b Hat of circular recipients 
In Region HI. 

PAPf AS. M Region 3. Chicago. Office of the Director 79/01/02 

app 


7901030091 DOCKET 50-388 Hilllam H Zimmer Nuclear Btation, Unit 1 
Forwarda IE Insp Rept 50-338/78-23 on 781024-26 No 
noncompl lanca noted 

HEI8HMAN, K.F Region 3, Chicagor Reactor Cnnatructton b 

Engineering Support Branch 78/ia/Ol Spp 


7901190018 DOCKET 50-358 Uilliam H Zimmer Nuclear Station, Unit 1 
IE Insp Rept 50-3SB/7B-26 on 7B1O17-20 No noncompl lane e 
noted Major areas inspected preoperatlonal test program 
organization b administration, status of unresolved items. b 
status of const rolatud to preoperatlonal test program 
MAURA. F A . DETTENMEIER.R . STREETER, J F Region 3. Chicago, 

Reactor Operations Nuclear Support Branch 78/12/14 6pp 


7901080027 DOCKET 30-350 William H Zimmer Nuclear Station. Unit 1 
Forwards IE Circular 7B-19. “Manual Override (Bypass) of 
Safety Sys Actuation Signals “ 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 7B/12/29 

Ip 


79O12S0O1S DOCKET 30-3SB William H Zimmer Nuclear Btation. Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies “ 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/01/16 

Bpp 


7901020400 DOCKET S0-35B William K Zimmer Nuclear Station. Unit 1 
Ac)i receipt of 791205 interim rept re motor operated valves 
llmltorque operators Final rept will be reviewed upon 
receipt 

HEI9HMAN.R F Region 3. Chicago. Reactor Constiuctton b 

Englnoerlng Support Branch 70/13/22 Ip 


7901110050 DOCKET 50-358 William H Zimmer Nuclear Station. Unit 1 
Ack raceipt of final ropt dtd 7B1221 re Anchor/Darling 
tilting disc check valve 

HEISHMAN.R F Region 3. Chicago, Reactor Construction b 

Engineering Support Branch 79/01/01 Ip 


7901220033 DOCKET 50-361 Ban Onufre Nucleer Station. Unit 2 
Informs that TRADOC Pamphlet 350-30, "Inteqservlce 
Procedures for Instructional Sys Develupmcnt” referenced in 
N(JREO-O219 is aveilable In microfiche form from NRC 
BE8AH.WJ Division of Document Control 70/11/20 3pp 


7901030051 DOCKET 50-361 Sen Onofre Nuclear Station, Unit 2 
Notification of 790109 meeting w/8outhern CA Edison Co In 
Dethesda.tlD to discuss thermal hydrology 

LYNCH, ODT Environmental Project Branch 2. 78/13/19 Ip 


79010B0142 DOCKET 30-361 Ban Onofro Nuclear Btation, Unit 2 
Has no comments on DEG b does not require FES 

CAMFIELD.R E Housing b Urban Development. Dept of 78/13/19 Ip 


7901020472 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Forwards copy of critique to public re DEB Delays In 
schedules b causes are discussed w/reco.mniendati ons for 
Impravameni 

lynch. O D. Environmental Project Branch 2 78/tS/3i Spp 


7901030014 DOCKET 50-361 San Onofre Nuclear Btation, Unit 2 
Forward! correctiono to preoperatlonal monitoring program 
approved by NRC Airborne sampling program did not commence 2 
yaara prior to initial operation due to delays in purchase b 
dallvery of addl raquired sir sampler 

BASKIN. K.P Southern California Edison Co 78/12/33. 2pp 


7901090102 DOCKET 30-361 San Onofre Nuclear Station, Unit 2 
Forwards order oxtendlng const completion dates 
BDYD, R 8 Division of Project tienagement 78/12/3B 4pp. 
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T'JOJOMIO^ DDCHET S0-36J Sal) anofre Nuclear Station) Unit 8 
Orifer eitencfinB coiiit completion dates to B00601 for Unit I 
El to 8104.01 for Unit 2 H/encl evaluation of request for 
viienBion 

BDVDfR S Division oP Project flatiigienent 70/12/20 4pp 
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7901240M4 DOCKET SO-361 San Dnofro Nuclear Station. Unit 3 
Comments on DEB Suggests erosion control plan be developed 4 
further discussion In statement on use of 19 acres of prime 
land 

Jf NKU6. B Agriculture. Dept of 79/01/09 ip 


7901090107 DOCKET 50-341 Ban Dnofre Nuclear Station. Unit 2 
Negative declaration supporting aitension of const permits 
CPP/J-97 tc 98 Bjpjratlon dates 

BESAN. W H Enwlronmental Project Branch S 7B/13/20 2pp 


7901090110 DOCKET 50-3A1 San Onofre Nuclear Station. Un i t 2 
EIA supporting ectension of Const Permits CPPR-97 li 90 
rinds Impacts mill be insignificant 

* Division of Site Safety h Envl r onraent a 1 Analysis 73/12/20 
6PP 

7901050151 DOCKET 50-361 San Onofre Nuclear Station. Unit Z 
As requested in NBC 780921 Itr. forwards guideline forms from 
seiSDiic & structural analysis audit of 781804-OB 
W/o end 

SASKlffiK P Southern California Edlsori Co 79/01/03 333pp 


79012A0222 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Requests add! info to prepare for site visit by seismic 
qualification review team. spec if leal ly that info specified 
In qualification summary forms end be provided for typical 
item of equipment selected from list of each equipment type 
BAER.B L Light Water Reactors Branch 2 79/01/11 IBpp 


79D1230337 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Summary of 7S12OA-0 NRC audit of seismic U structural design 
calculations N/encl attendance list.agenda b requests for 
addi info 

RDOD.H Light Water Heattors Branch 2 79/01/12 15pp 


7901260027 DOCKET 50-361 San Onofre Nuclear Station. Unit 3 
Bundiary of caseload forecast panel visit Forecasts fuel load 
date of Nov 19B0 W/end startup schedule & attendance list 
ROOD. H Light Water Reactors Branch 2 79/01/16 7pp 


790J220093 DOCKET 30-361 San Dnofre Nod ear Station. Unit 2 
Responds to 7B1130 request for commonts on DEIS Anticlpatos 
no significant Impacts ulthtti legal jurisdiction 
HEJNEMANN. J M En vlroruie nta 1 Protection Agency 79/0i/l7 Ip 


7901230334 DOCKET 50-341 San Onofre Nuclcpr Station. Unit 2 
Summary of 790117 meeting In Bathesda.MD re site geology Ir 
selinology W/cncl attendance list.agenda slides presented 
ROOD.H Light Water Reactors Branch 2 79/01/17 34pp 


7901230253 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Revlau of DEIS Comments cover reereatlonal 6 cultural 
resources Impacts Recommeiids applicant take historic b 
Native American cultural resources Into account 
MEIERQTTO. L E Interior. Dept of 79/01 /IB, Spp. 


7901240120 DOCKET 30-361 San Onofre Nuclear Station. Unit 2 
Comments on DES Believes FES should reflect Anaheim ti 
Riverside. CA part ounershlp of Southern CA Edison Co's SOK 
Interest in facilities Demonstrates need for facilities 
WATTS. A R, Affiliation Unknown 79/01/19 3pp, 


7901310010 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Summeriias 7BI214 meeting to discuss facility fuel design 
NRC indicated margin to grid deformation may be inadequate b 
applicant should justify number of grlif impact tests 
Recommended vertical impact proof tests on fuel elements 
RDOD.H Light Water Reactors Branch 2 79/01/19 20pp 


-361 San Onofre Nuclear Station. Unit 2 
iversation ui/Lynch. ei tending EPA Region. 9 
od to 790205 

enta] protection Agency 79/01/23 Ip 


n. Onofre Nuclear Station. Unit 2 
have been sent copies W/o end 

Legal Director 7B/12/14 


tation. Unit 2 
- EIS 
"6 Ip. 


7901310097 DOCKET 50-361 San Dnofre Nuclear Station. Unit 2 
Comments on DEIS Final version should mention relationship 
of fish species to kelp habitat b potential addl cost of 
compensating for loss of biological resourtoo due to 
operation of plant 

OALLER. S R Commerce. Dept of 79/01/22 5pp 


7901020005 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Forwards NUREO/CR-0400. "Risk Assessment Review Croup Rrpt 
to US NRC." (Lewis Roptl to parties of proceeding Copies 
were previously sent to ASLB b ABLAB on 7B1204 H/o end 
CHANDLER. L J Office of the Executive Legal Director 70/12/14 
IP 


79D1230149 DOCKET 50-361 San Dnofre Nudeer gtation. Unit 2 
Provide* notice thet applicant will take deposition of R 
Caritens on 790106 in Biattle.WA Carstens will be eiamlned 
re uranium prices b related matteri Certificate of Sve end 
PIODTT.D R Chlckerlng b Gregory 79/01/04 4pp 


7901190229 DOCKET 50-361 Sen Onofre Nuclear Station. Unit 2 
Responds to concerned citlien 701H6 Itr re 6CC8 
inadequacies b failures b potential radiation dangers. 

Informs of NRC responsibl 1 Ity in nuclear power plant 
regulation b insuring safe design 

DEYOUNG. R C Division of Site Safety b Environmental Aralysie. 
79/01/09 7pp 


7901190234 DOCKET SO-361 Ban Dnofre Nuclear Station. Unit 8 
Expresses concern re nuclear plant haiardi b safety measurei 
taken Ouestlon* effectiveness of facility'* ECCS b potential 
radiation disasters Requests NRC action to ellmlnats dangsrs 
of nuclear industry Requests info re step* taken 
FRIDMAN. Y Affiliation Unknown 70/11/16 2pp 


7901020020 DOCKET 50-361 San Dnofro Nuclear Btatton. Unit 8 
Responds to R Flagg 780214 Itr forwarded In 781117 Cranetan 
Itr Forwards info re reverse Initallatlon of subj 
facility reactor Reports that 180 degree Inetalletlan 
mlsortentatton is of little consequence 

ODSSICK.L V Office of the Executive Director for Operation*. 
78/12/18 2pp 


7901020022 DOCKET 50-361 San Onofre NUClaar Stetlon. Unit S 
Forwards 700214 Itr from H Flagg for NRC consideration r* 
reactor vessel installation 
CRANBTONi A Senate 70/11/17 ip, 


7901190231 DOCKET 50-361 Ban Onofre Nuclear Station. Unit 8 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Buppllet " 

ENGELKEN. R H Region 5. Ban Franciaco. Office of the Director 
79/01/14 Ip 


7901190297 DOCKET 50-341 San Onofre Nuclear Station. Unit 2 
IE Circular 79-02. "Failure of 120 Volt Vital AC Powar 
Supplies " Describes 760916 degradation of both offsite 
power sources at AR Nuclear One.Unit 2. during hot functional 
test Recommends review W/encl list of IE Circulars for 1970 
* Region 5. Ban Francisco. Office of the Director 79/01/16 

6pp 


7901OB0Q13 DOCKET 50-361 Sen Onofre Nuclear Station. Unit 8 
Forwards IE Circular 70-19, "Manual Override <8ypa»a) Of 
Safety Sys Actuation Signals " 

ENOELKEN. R H Region 5, San Francisco. Office of the OlrfCtof 
7B/12/29 ip 


7901230230 DOCKET 50-361 San Onofre Nuclear Station, Unit 2 
Forwards "Final Rept on Pipe Support Fillet Held Design 
Def id tnc iis. " 

MOORE. J, B. Southern California Edison Co. 79/Ol/OB. Ip 


7901230231 DOCKET 50-361 San Onofre Nuclear Station, Unit 2 
"Final Rept on Pipe Support Fillet Weld Design Pef ic lenc If t* 
re 377 assemblies w/underslied welds, Assembl ies not yet 
installed will be corrected b the installed ones rauarkad. 
All affected pipe supports have bean reviewed, 
a Southern Catifornle Edison Co 79/Ol/OS, Spp 


...w.i.vwuv uuLKET 90-361 San Onofre Nudeer Station, Unit 2 
Act racelpt of 701130 Itr seeking review b comments re draft 
ElB Proposed plan does not cojifUet u/existing or euthorlied 
plane of Corps of Englnaar* 

ARNO, N Army. Dept of, Corps of Enjirioors 79/01/02 Ip 


7901020472 DOCKET 50-362 San Onofre Nuclear Station. Unit 3 
Forwards copy of critique to public re DEB, Delays In 
schedules b causes are discussed w/recommendations for 
Improveffisiit 

LYNCH.O D Environmental Project Branch 2 78/12/81. tipp 
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79010300i4 DOCKET 50-^362 San Onofre Nuclear Statio^i Unit 3 
Forbiirds correciioni to preaperational monitoring program 
approvod by NIIC Airborne ssnpllng program did not commence 3 
year* prior to Initial operation due to delay* In purchase ft 
delivery of addl required air sampler 

BABKIN. K J* Southern California Edison Co 78/13/23 2pp 


79OIO30O31 DOCKET S0''3A2 San Onofre Nuclear Station. Unit 3 
Notification of 790109 meeting u/Southern CA Edison Co In 
Bethesda.IlQ to discuss thermal hydrology 

LVNCM. 0 D T Environmental Project Branch 3 7B/12/19 Ip 


7901030191 DOCKET 30-363 San Onofre Nuclear Station. Unit 3 
As requested in NRC 780931 Itr. forwards guideline forms from 
seismic ti structural analysis audit of 781S04-0B 
U/o and 

BABKIN.K P Southern California Edison Co. 79/01/03 333pp 


7901000148 DOCKET 30-363 Ban Onofre Nuclear Station. Unit 3 
Has PD comments on DEB t< does not require FES 

CANFIELD.R E Housing «< Urban Development. Dept of 76/12/19 tp 


79013 iQOlO DOCKET 50-363 San Onofre Nuclear Station. Unit 3 
Summariies 781314 meBting to discuss Facility fuel design 
NRC indicated margin to grid deformation may be inadequate 1. 
applicant should justify number of grid impact tests 
Recommended vertical Impact proof tests on fuel element* 
ROOD.H Light Water Reactors Draneh 3 79/01/19 20pp 


7901030193 DOCKET 50-362 San Onofre Nuclear Station. Unit 3 
Has no comments on staff evaluation of draft ElB 
DARROWSiHL Agriculture. Dept Of 7B/I3/36 Ip 


7901030117 DOCKET 30-362 San Onofre Nuclear Station. Unit 3 
Foriuards DES All parties have been sent copies W/o end 
CHANDLER) L J Office of the Executive Legal Director 78/12/14 
IP 


7901170209 DOCKET 50-362 San Onofre Nuclear Station. Unit 3 
Ack receipt of 781130 Itr seeking revleui t< comments re draft 
EI8 Proposed plan does not conflict w/eiisting or authoriied 
plans of Corps of Engineers 

ARNO.N Army. Dept of, Corps of.Englneer* 79/01/03 Ip 


7901090108 DOCKET 30-363 San Onofre Nuclear Station. Unit 3 
Forwards order extending const completion dates 
BOYD. R 8 Division of Project Management 78/13/30 4pp 


7901870104 DOCKET 90-363 San Onofre Nuclear Station, Unit 3 
Order extending const completion dates to B0O6O1 for Unit 1 
1. to 810601 for Unit 3 W/encl evaluation of request for 
ex tension 

BOYD. R. 8 Division of Project Management 78/13/38 4pp 


7901090107 DOCKET 90-368 San Onofre Nuclear Station, Unit 3 
Nagatlve declaration supporting extension of const permits 
CPFR:-97 6 9S expiration dates 

REDAN. U H Environmental Project Branch 3 7a/12/2& Bpp 


7901090110 DOCKET 90-362 Ban Onofre Nuclear Station, Unit 3 
EIA supporting extension of Const Permits CPPR-97 1. 90 
Finds Impacts will be insignificant 

• Division of Site Safety & Environmental Analysis 7B/13/3B 
App 


7901830033 DOCKET 30-363 Ban Onofre Nuclear Station, Unit 3 
Informs that TRADOC Paraphlot 350-30. "Interiervlce 
Procedures for Instructional Bye Development" referenced In 
NUREO-OSl? Is available In microfiche form from NRC 
BESAM. M vf Division of Document Control 70/11/20 3pp 


7901880093 DOCKET 30-363 San Onofre Nuclear Station. Unit 3 
Responds to 701130 request for comments on DEI0 Anticipates 
no slpPlfi'Canb impacts within legal jurisdiction- 
HE INCH AN M, J N Environmental Protactlon Agency 79/01/17 Ip 


7901830344 DOCKET 50-363 Ban Onofre Nuclear Station. Unit 3 
Confirms 790118 conversation w/Lynch, extending EPA Region 9 
comment rovleui period to 790308 

JANKUDrD. Environmental Protactlon Agency 79/01/23 Ip 


7901360144 DOCKET 50-362 San Onofre Nuclear Station. Unit 3 
Comments on DES Suggests erosion control plan be developed 1. 
further discussion In statement on use of 19 acres of prime 
land 

vlANKUSi B Agriculture. Dept of 79/01/09 Ip 


7901310077 DOCKET 50-362 San Onofre Nuclear Station. Unit 3 
Comments on DEIS Final version should mention relationship 
of fish species to kelp habitat ti potential addl cost of 
compensating for loss of biological resources due to 
operation of plant 

OAELER. S R Commerce. Dept of 79/01/22 3pp 


79010’30009 DOCKET 30-363 Ban Onofre Nuclear Station, Unit 3 
Forwards NOftEO/CR-0400. "Risk Assessment Review Sroup Rept 
to US NRC." (Lauls Reptl to parties of proceeding Copies 
were previously sent to A3LD t. ASLAD on 7B1304 H/o end 
CHANDLER. L ^3 Office of the Executive Legal Director 78/12/14 
ip 


7901830169 DOCKET 30-363 San Onofre Nuclear Station, Unit 3 
Provides notice that applicant will take deposition of R 
Carstens an 790106 In Seattle, UA Carstens will be examined 
re uranium prices 6 related matters Certificate of Sve end 
PIOOTT. D R Chickerlng & Gregory 79/01/04 4pp 


7901020020 DOCKET 30-363 San Onofre Nuclear Station. Unit 3 
Responds to R Flagg 780314 Itr forwarded In 781117 Cranston 
Hr Forwards info re reverse Installation of subj 
facility reactor Reports that 180 degree installation 
mlsor ientati on Is of little consequence 

ODBBICK.L V Office of the Executive Director for Operations 
70/12/13 2pp 


7901030023 DOCKET 90-362 San Onofre Nuclear Station. Unit 3 
Forwards 780214 Itr from R Flagg for NRC consideration re 
reactor vessel Installation 
CRANBTON.A Senate 70/11/17 Ip 


7901830839 DOCKET 30-363 Ban Onofre Nuclear Station, Unit 3 
Revlau of DEIS Comments cover recreational & cultural 
resources Impacts Recommend* applicant take hlttorlc & 
Native American cultural resourcem Into account 
MEIEROTTO, L. E Interior. Dept. of. 79/01/18 2pp 


7901830394 DOCKET 90-363 Ban Onofre Nucleer Station, Unit 3 
eummarv of 790117 meeting In Dethesda.MD re site geology «< 
eelsmoloey. U/encl attendance list. agenda 1< slides presented 
ROOD.H. Light Weter Reactors Branch 2 79/01/17 34pp 


7901830397 DOCKET 90-362 San Onofre Nuclear Station. Unit 3 
Summary of 701804-8 NRC audit of seismic «» structural design 
calculations M/encl attendance list. agenda U requests for 

ROOD.H Light Weter Reectors Drench 8 79/01/13 19pp 


7901240180 DOCKET 90-362 San Onofre Nuclear Station, Unit 3 
Commente on DES Eelleves FES should reflect Anehelm 6 
RlversldeiCA part ownership of Southern CA Edison Co s BOX 
Interest in facilities Demonstrates need for fecillties 
MATTBj A R. Affiliation Unknown 79/01/19 3pp 


7901240228 DOCKET 90-362 San Onofre Nuclear Station. Unit 3 
Rtqueste addl Info to prepare for sib# visit by seismic 
qualification review team, specifically that info specified 
in qualiflcotlon eummary forms end be provided for typical 
Item of equipment selected from list of aoch 'VP* 

BAER.R L. Light Water Reectors Branch 2. 79/01/11 ISpp. 


7901190829 DOCKET 50-368 San Onofre Nuclear Station. Unit 3 
Responds to concerned cttlien 7S1116 Itr re ECC8 
Inadequacies (. failures & potential radiation dangers 
Informs of NRC responsibility in nuclear power plant 
regulation li insuring safe design 

DEVOUNOj R C Division of Bite Safety U Environmental Analysis 
79/01/09 7pp 


7901190234 DOCKET 30-362 San Onofre Nuclear Station, Unit 3 
Expresses co.ncern re nuclear plant haiards 1< safety measure* 
taken Questions effectiveness of facility's ECC8 t< potential 
radiation disaster* Requests NRC action to eliminate dangers 
Of nuclear 1 ndustry. Requests info re steps taken 
FRIDMAN.Y Affiliation Unknown 70/11/16 8pp. 


7901000013 DOCKET 30-362 San Onofre Nuclear Station. Unit 3 
Forwards IE Circular 70—19. "Manual Override (Bypass) of 
Safety Sys Actuation Signals '■ 

ENOELKEN.R H Region 3. San Francisco, Office of the Director 
70/12/89 Ip 


7901190291 DOCKET 30-362 San Onofre Nuclear Station. Unit 3 
Forwards IE Circular 79-02. “Failure of ISO Volt Vital AC 
Power Supplies " 

ENOELKEN.fl H Region 3. San Francisco, Office of the Director 

79/01/16 Ip 


7901190257 DOCKET 30-362 San Onofre Nuclear Station, Unit 3 
IE Circular 79-03, “Failure of 120 Volt Vital AC Power 
Supplies " Describe* 7B0916 degradation of both offsite 
power sources at AR Nucleer One. Unit 2. during hot functional 
test Recommends review W/encl list of IE Circular* for 1978 
e Region 9, 9an Froncisco, Office of the Director 79/01/16 
6pp 
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7';0ia30230 SOCKET 50-3&S San Onorne Nlll:l«a^ Statlonr Unit 3 
Forward* "Final Rapt on Pipe Support Fjllet Weld Design 
Deficiencies ” 

MaOHE. J □ Southern California Edison Cu 79/Ol/OB Ip 


7901330231 DOCKET 50-3A2 San Dnofre Nuclear Station. Unit 3 
“Final Rept on Pipe Support Fillet Meld Design Deficiencies" 
re 377 aisemlillei w/undersl ied welds Aisenblies not get 
installed will be corrected Si the installed ones rBuoried 
All affected pipe supports have been revieued 
* Southern California Edison Co 79/Ol/OB 8pp 


7901030022 DOCKET 90-3i3 Forked River Nuclear Station. Unit 1 
Foriuard* IE Bulletin 7S-14i “Deterioration of Buna-N 
Components in ASCD Solenoids " 

ORIERiB H Region 1> Ph i 1 ade Ipli i a i Office of the Director 
7B712/19 Ip 


7901030247 DOCKET 30-3&3 Forked River lluclear Station. Unit 1 
Forwards IE Insp Rept 50-3*3/76-14 on 7B1024-26 No 
none omp 1 iance noteil 

CARLSON. R T Region 1, Philadelphia. Reactor Construction S. 

Engineering Support Branch 78/ 1 1/07 2pp 


7901030249 DOCKET SD-353 Forked River Nuclear Station. Unit 1 
IE Insp Rept 50-363/78-14 on 781024-26 No noncomp 1 tence 
noted Major areas inspected QA program for fabrication l< 
Installation of contalnirent liner, k reviev of status of 
outstanding items 

NARRDW.L . SANDERS. W F Region 1. Ph 1 la de Iph i a . Reactor 

Construction 1. Engineering Support Branch 78/11/07 6pp 


7901020177 DOCKET 30-364 Joseph M Far leg Nuclear Plant. Unit 2 
Amend 71 to F8AR Revisions Include updated RHR Isolation 
valve interlock letpoints. commitment to upgrade charcoel 
abeorbere in containment purge eihaust sgt (> description af 
second water treatment plant 

CLAYTON, F L Alabama Power Co 78/12/29 lOOpp 


7901020032 DOCKET SO-364 Joseph M Farleg Nuclear Plant, Unit 2 
Ack receipt of IE Insp Repts 90-348/78-30 k 30-364/78-10 
on 701114-17 No proprletarg info 
CLAYTON.F L Alabama Power Co 78/12/18 Ip 


7901O20D39 DOCKET 30-364 Joseph M Farleg Nuclear Plant, Unit 2 
Forwards IE Insp Rept 50-348/78-30 k SO-364/7G-10 on 
701114-17 No noncompllance noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facllltg t. Materltis 

Bafetg Dranch 78/12/11 2pp 


7901020045 DOCKET SO-364 Joseph N Farleg Nuclear Plant, Unit 2 
IE Insp Rept 30-348/78-30 k 50-364/78-18 on 781114-17 No 
none ompl lance noted Major areas Ins pected. red lolog 1 cal 
environ monitoring program mgt controls 1. qualttg control of 
measurements 

PEERY. W W . HUFHAH.J U Region 2. Atlanta, Fuel Facltiig V 

Materleli Bafetg Dranch 78/12/05 9pp 


7901220191 DOCKET SO-364 Joseph M. Farleg Nuclear Plant. Unit 0 
Forward* IE Circular 79-03. "Fai lure of 120 Volt Vital AC 
Power Suppliers “ 

D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/01/16 2pp 


7701120090 DOCKET 50-363 Forked River Nuclear Etatlom Unit 1 
Forwards IE Circular 78-19, ''Manual Override (Dgpass) of 
Safetg Sys Actuation Bignals " 

DRIER, B H Region 1. Philadelphia, Office of the Director 
78/12/29 IP 


7701100296 DOCKET 50-364 Joseph N Farleg Nuclear Plant, Unit 2 
Forwards proposed changes to License NPF-2 Tech Specs re 
addition of overpressur i zatlun mitigating sye 
spec 1 f i cations 

CLAYTON.F L Alabama Power Co 79/01/04 Ip 


7901100298 DOCKET 90-364 Joseph H Farleg Nuclear Plant, Unit 2 
Safety evaluation for reactor coolant igs overpressure 
protection sgs proposed Tech Specs Approves changes 
• Alabama Power Co 79/01/04 Spp 


7901090331 DOCKET 50-364 Joseph M. Farleg Nuclear Plant, Unit 2 
Forward* IE Circular 78-19. “Manual Override (Bgpetel of 
Bafetg Ege Actuation Slgnale '' 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
7B/1E/29 Ip 


7901160134 DOCKET 50-364 Joseph M Farleg Nuclear Plant, Unit 2 
Act receipt of Inep Rept 50-364/78-19 on 781 120-1201. No 
proprietary info 

DARTON. A R Alabama Power Co 79/01/05, Ip 


7901160136 DOCKET 50-364 Joseph M. Farleg Nuclear Plant, Unit S 
Forward* IE Insp Rept 50-364/78-19 on 781 128-1201. No 
noncamp liance noted 

MURPHY, C E Region 2, Atlanta, Reactor Con* true Hen k 

Engineering Support Branch, 78/12/20. 2pp. 


790123014D DOCKET 50-364 Joseph H Farley Nuclear Plant, Unit 2 
Forwards results of study re assessment of degraded 
electrical power grid conditions 
CLAYTON.F L Alabama Power Co 79/01/15 7pp 


7901070155 DOCKET 50-364 Joseph H Farleg Nuclear Plant, Unit 2 
Forwards Amend 4 to fire protection program re-evaluation 
Info includes location of fire protection equipment, fire 
arte haiard analysis 6 proposed mods 
CLAYTON.F L Alabama Power Co 79/01/03 40pp 


7901180231 DOCKET 50-364 Joseph M Farley Nuclear Plant. Unit 2 
Notification of availability of “Intersvc Procedures for 
Instructionel Sgs Development" TRADDC Pamphlet 350-30 
referenced Ira NUflEO-0319 ''Nuclear Security Pereonnel for 
Power Plants " 

BEBAW, W J Division of Document Control 78/11/20 3pp 


79010B0I94 DOCKET 50-364 Joseph M Farleg Nuclear Plant, Unit 2 
Forwards Endorsement 2 to Pol leg Binder XD-62 for AL Power 
Co's eicess liability coverage for 790101 to 791231 
FIELDER, J Marsh 6 McLennan, Inc 79/01/02 3pp, 


79O’il9OlO0 DOCKET 50-364 Joseph M Farleg Nuclear Plant, Unit 2 
Fo.rwards certified cobles of Endorsement 21 to polieg 
NF-23B, providing advance premium of •185,225 for 1979. 
FIEDLER, J, Marsh 6 McLennan, Inc 79/01/16. 2pp, 


7901190121 DOCKET 50-364 Joseph M Farley Nuclear Plant. Unit 2 
Forwards carified copies of Endorsement 2 to Secondary 
Financial Protection Binder EB-62 for 1979 policy gear 
FIEDLER, J Marsh k McLennan, Inc, 79/01/16, 3pp, 


7901300144 DOCKET 50-364 Joseph M Farleg Nuclser Plant, Unit 2 
Forirardi Endorsement 16 to Polieg I1F-93 givlno advance 
premium of •33,775 DO 

FIELDER, J Marsh 6 McLennan, Inc 79/01/24, 2PP, 


7901160140 DOCKET SO-364 Joseph M Farleg Nuclear Plant, Unit 9 
IE Isnp Rept 50-364/78-19 on 781 128-1201. No nonconpl lanc* 
noted- Major areas Inspected, instrument cable initel latlon, 
quality records, instrument componente 4. eg* Installation 
HALTEBBiD K , BRYANT, J C Region 2, Atlanta, Reactor 

Construction I. Engineering Support Praneh 70/12/12. Bpp 


7901170359 DOCKET 30-364 Joseph M Farleg Nuclear Plant, Unit 0 
Act receipt of 781218 Hr Informing NRC of Steps tatsn to 
correct violation* noted In Insp Rept 60-364/78-17. 

MURPHY, C E, Raglan 2. Atlanta, Reactor Conetructlon 6 Rnflnteriri 
Bupp-ort Branch. 79/01/05 Ip 


7901170363 DOCKET SO-364 Joieph M Farleg Nuclear Plant, Unit 8 
Responds to NRC Itr of 781128 re violation noted In IG Intp 
Rept S0-364/7B-17. Corrective actione; electrical penetrallafi 
assemblies cleaned ti personnel instructed to keep asaentJIII 
closed ekcept when required 

BARTON, A, R. Alabama Power Co 7B/12/18. 2pp. 


7901170369 DOCKET SO-364 Joseph M. Farley Nuclear Plant, Unit 2 
Forwerde IE Insp Rept 50-364/78-17 on 701024-27 k Nailtt flf 
Violation. 

MURPHY, C E Region 2. Atlanta, Reactor Conetructlon 4. 

Engineering Support Branch 78/11/28. 2pp. 


7901170373 DOCKET 50-364 Joseph M Farleg Nuclear Plant, Unit- 8 
Notice of Violation from imp on 781024-27. 

* Region 2, Atlanta, Office of the Director 78/11/20 Ip 


7901170376 DOCKET 80-364 Joseph M Farleg Nuclear Plant, Unit 3 
IE Inep Rept 50-364/78-17 on 781024-27. Noncomp 1 lance nokeil 
failure to folloui procedural for Inetrument Instal 1 et loni b 
EPA storage 

CROHLEY, B. R , UALTERS, D. K Region 2, Atlanta, Office «f tbl 
Director CONLQN, T. E Region 2, Atlanta, Reactor 
St Engineering Bupport Branch. 70/11/28. 7pp. 


7901020162 DOCKET 50-364 Joseph M. Farley Nuclear Plant, 
Forwards Amend 71 to FSAR, w/Certlf icate of Eve 
CLAYTON, F. L Alabama Power Co, 78/12/29 3pp, 


Unit 2 


7901180032 DOCKET 50-364 Joseph H. FerUU Nuclear Plant, Unit 
Aek receipt of IE Insp Rept 50-364/70-21 on 701212-14, No 
proprietary info 


BARTON, A R Alabama Power Co, 


IP. 


2 


79/01/00, 
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790tlB0034 DOCKET 30-364 Josefth M Faring Nuclaar Planti Unit 2 
Forward* JT 1 »p Sept 80“364/'7B-2! on 701212-14 !< Notice op 
Violation 

hUfiPHV»C E Region 2< AtlantOi Reactor Construction !i 

Engineering Support Branch 70/1S/22 2pp 


7901180039 DOCKET 30-364 Joseph M Farley Nuclear Plant. Unit 2 
Notice of Violation from Insp on 701212-14 

» Region 2, Atlanta. Office of the Director 7B/12/22 ip 


7901100041 DOCKET 30-364 Joseph M Farley Nuclear Plant. Unit 2 
IE Jnsp Rept 30-364/70-21 on 781212-14 Non c om p 1 lane e noted 
audit closures 

HUNT.M D Region 2. Atlanta. Office of the Director HERDT.A R 
Region 2. Atlanta. Reactor Operations Nuclsar Support Branch 
70/12/22 4pp 


7901100143 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Forwards amend to proposed modified amended saciirity plan 
Amended plan describes program provided for physical 
protection against industrial sabotage Amend withheld <ref 
10CFR2 790) 

HHlTMEfi. C F Georgia Power Co 79/01/12 ip 


7901080133 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant. Unit 2 
Forward* Endorsement 2 to Policy Slnder XD-Sl for CA Power 
Co policy 

FIEDLER. J Marsh t. McLennan. Inc 79/01/02 Ip 


7901080197 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant. Unit 2 
Forward* Endorsement 2 to Policy Binder XB-67 for GA Power 
Co policy 

FIELDER, J Karsh (< McLennan, Inc 79/01/02 3pp 


7901290226 DOCKET 50-366 Edwin I Hatch Nuclear Plant. Unit 2 
Forwards insurance Endorsement 37 to Policy MF-7B for 1979 
advanced premium 

FIELDER. J Marsh li McLennan. Inc 79/0i/23 2pp 


7901030194 DOCKET 50-366 Edwin I Hatch Nuclear Plant. Unit 2 
Forward* certified copies of Endorsenient 1 to Secondary 
Financial Protection Binder XB-67 Binder effective date 
coincides u/780613 effective date of license 
FIELDER, J Nuclear Insurance Consultants 78/12/27 3pp 


7901220077 DOCKET 50-366 Edwin I Hatch Nuclsar Plant. Unit 2 
Forward* Endorsement 2 to Policy EB~67 for 1979 advance 
premium of 94.630 

FIELDER. J Harsh (< McLennan, Inc 79/01/17 2pp 


79012200B2 DOCKET 30-366 Edwin I Hatch Nuclear Plant, Unit 2 
Forwards Endorsement 46 to Policy NF-213 for 1979 advance 
premium* of 9246.876 23 

FIELDER. J Harsh h McLennan. Inc 79/01/17 2pp 


790I0S0I1S DOCKET 50-366 Edwin I Match Nuclear Plant. Unit 2 
Notice of 790111 meeting w/util to discuss design concept 
for mod of rsactor protection system power supply 
VERRELLt.D M Operating Reactors Branch 3 7B/12/2B 2pp 


7901160149 DOCKET 60-366 Edwin 1 Hatch Nuclear Plant. Unit 2 
Forward* Nov 1970 Mark 1 containment program activity review 
Itifo. Provide* ta*l-by-ta*k summary 

SDBONi L J Osntral Electric Co .Nuclear Energy Product* Dlv 
79/01/09 12pp 


7901160100 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant. Unit 2 
Responds to NRC 781129 Itr Review underwey is etpected to 
justify unlimited purging during normal plant operation 
Study to be completed by 790416 
WHITHER, C F. Georgia Power Co 79/01/09 ip 


7901820D63 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant. Unit 2 
Responds to 780007 Itr transmitting an order for mod of 
Hesnee Identifies error in reactor protection sys low 
voltage trip Tech Spec s. Forwards amend to Tech Specs re 
voltage trip setpoint 

WHITHER. C F Georgia Power Co 79/01/10 8pp 


7901220203 DOCKET 30-366 Edwin I Hatch Nuclear Plant, Unit 2 
Act receipt of 701221 application to amend Licenses 
DPR-S7 fc NPF-3 re Incorporation of requlroment* of App 1 on 
radto-logical effluents. Requests submittal of Class 3 fee 
DIOOS) R, H, Licinte Fee Management Branch 79/01/12 2pp 


7901230190 DOCKET 80-366 Edwin 1 Hatch Nuclear Plant, Unit 2 
Amends request for amend to Tech Bpecs submitted 790118 to 
lower setpoint* of under-voltage protective Instrumentation 
on rsactor protection sys motor ganerstor sets , 

HHITMER.C F Georgia Power Co 79/0i/i9 7pp 


7901230216 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant. Unit 2 
Notification of 790122-24 meeting in San Jose.CA u/ 
representatives of Mark I owners group to discuss Hark 1 
long term program load definition rept related iesues H/ 
end agenda 

GRIMES. C I Plant Systems Branch 79/01/08 4p p 


7012280104 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant. Unit 8 
Forward* "Reactor Containment Oldig Integrated Leakage Rate 
Test" final rept.dtd 700814 
MANRYi M Georgia Power Co 70/12/12 Ip 


7B122BD111 DOCKET 50-366 Edwin I Hatch Nuclear Plant. Unit 2 
Final rept "Reactor Co-nta 1 nmenl Rldg Integrated Leakage Rate 
Tost" describing the successful pre-op erat iona 1 Type A test 
on 780319 

DUNDAS, R C , BURGESS. O M Georgia Power Co 70/08/14 700pp 


7901030213 DDCKFT 50-366 Edwin I Hatch Nuclear Plant. Unit 2 
Forwards rept "Multiple Subsequent Safely/ReUef Valve 
Actuation Evaluation." containing structural evaluation of 
torus support sys. using p re 1 Iml'nary data 
WHITMEH.C F Georgia Power Co 78/18/22 2pp 


7901030219 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant. Unit 2 
"Multiple Subsequent Safety /Re 1 i ef Valve Actuation 
Evaluation for Mark 1 Containment. Rev 1,“ dtd Nov 1970 Tests 
of tO'Pus support sys were run t> results confirm conclusions 
of original 7Q0727 rept re safety 
♦ Georgia Power Co 70/11/30 24pp 


7901170203 DOCKET 50-366 Edwin I Hatch Nuclear Plant. Unit 2 
Notice of rescheduled meeting w/OA Power Co to obtain NRC 
concurrence on preliminary design concept for mod of 
reactor protection sys power supply New date 790110 
VERRELLIiD M Ooeratina Reactors Branch 3 78/12/28 2pp 


7901180193 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant. Unit 2 
Application for amend to Tech Specs App A of License NPF-9i 
NPF-S, which will minimi le inadvertent scramming of reactor 
during turbine control valve maint testing by lowering 
setpoint for fast closure trip of TCV.w/encl amend fee 
WHITMER.C F Georgia Power Co 79/01/11 5pp 


7901170332 DOCKET 50-366 Edwin I Hatch Nuclear Plant. Unit 2 
Ack. receipt of 781213 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-321/78-34 t< 
80-366/78-42 

SUTHERLAND. J T Region 2, Atlanta. Fuel Facility Materials 

Safsty Branch 79/01/10 Ip 


7901170335 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit S 
Responds to NRC 781124 Ikr re vloletions noted in IE Insp 
Repts 50-321/78-34 It 30-366/78-42 Corrective actions neutron 
survey instruments sourco checked prior to carrying out 
procedure HNP-2-10090 

STAFFA.R W Georgia Power Co 70/12/13 Ip 


7901170338 DOCKET 30-366 Edwin I Hatch Nuclsar Plant. Unit 2 
Forwards Insp Repts 90-321/78-34 t, 30-366/78-42 on 781017-20 
N Notice of Violation 

BUTHERLAND.O T Region 2. Atlanta, Fuel. Fac i 1 1 ty & Ms ter ials 

Safety Branch 70/11/24 2pp 


7901170341 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Notice of Violation from insp on 701017-20 

• Region 2. Atlanta. Office of the Director 78/11/24 ip 


7901170343 DOCKET 50-366 Edwin I Hatch Nuclear Plant. Unit 8 
IE Insp Repts 50-321/78-34 «. 30-366/78-42 on 781017-20 
Noncompliance noted failure to. follow procedure for checking 
neutron survey instrument 

HOSEV.C M Region 2. Atlanta, Office of the Director 

GIBSON. A F Region 2. Atlanta. Fuel Facility t< Materials Sefet 

Branch 7B/il/B4 7pp 


7901170361 DOCKET 50-366 Edwin I Hatch Nuclear Plant. Unit 2 
Ack receipt of IE Insp Rept* 90-321/78-37 & 940-366/78-47 on 
701114-17 No proprietary Info 
STAFFA.R H Georgia Power Co 79/01/03. Ip 


7901170364 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Forward* IE Insp Repts S0-321/7B-37 «< 50-366/78-47- Np 
none amp 1 { anc e noted. 

LONG. F. J Region 2. Atlanta. Reactor Operations Nuclear Supper 

Branch 70/12/13 2pp 


7901170360 DOCKET 30-366 Edwin I Hatch Nuclear Plant, Unit 2 
IE Inep Repi* 30-321/78-37 «< *0-366/70-47 No noneompllance 
noted Major areas Inspected UER's. review ti audit functions, 
organliatlon (. admin i i trat 1 on. claanl Iness tt unresolved 
items 

CANTRELL. F 8 , JULIAN, C A Region 2. Atlanta, Office of the 

Director DANCE. H C Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 70/12/11 12pp 
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7901160002 DOCKET 50-066 Eduiln I Hatch Nuctaar Plaivt, Unit S 
Ac% receipt of 7B1206 I tr informing NEC of tteps taken to 
cormt violation} noted in IE Insp Repta SO-02I/7S-33 b 
30-366/76-41 

LONOj P J Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/05 Ip 


7901160005 DOCKET SO-366 Eduin I Hatch Nuclear Plant. Unit 2 
Responds to NRC 7B1117 Itr re violations noted In IE Insp 
Repts 50-321/76-33 h 50-366/76-41 Corrective actions 
revision of procedure 6 startup overlap signed off by 
Operations Supervisor 

rTAPEA. n H Oeorgia Puuer Co 70/12/06 2pp 


79011B0007 DOCKET 50-366 Eduiln I Hatch Nuclear Plant. Unit 2 
Forvardis IE Insp Repts 50-321/70-33 tc 30-366/78-41 on 
761003-06 I< Notice of Viol at ion 

LONO. F J Region 2. Atlanta. Reactor Dperations Nuclear Support 

Branch 70/11/17 2p p 


7901160011 DOCKET 50-366 Eduin I Hatch Nuclear Plant. Unit 3 
Notice of Violation from insp on 701003-06 

• Region 2. Atlanta. Office pf the Director 76/11/16 Ip 


7901160014 DOCKET 50-366 Eduin I Hatch Nuclear Plant. Unit 2 
IE Insp Repts 50-321/70-33 1. 50-366/78-41 on 701003-06 
Nonconp I lane e noted continued operation u/o urttten approval 
of Operations Supervisor Ec failure to initiate procedure 
revision request 

CANTRELL, F S , PRICE, 0 S Region 2. Atlanta, Office of the 
Director DANCE. H C Region 2. Atlanta, Reactor Operations 

Nuclear Support Branch 70/11/16 13pp 


7901290154 DOCKET 50-366 Eduin I Hatch Nuclear Plant, Unit 2 
Act receipt of 790109 Itr informlnp NRC of steps taken to 
correct violation noted In IE Insp Repts 50-321/78-30 Ic 
50-366/78-46 

KENNA.H B Region 2, Atlanta. Safeguards Branch 79/01/22 2pp 


7901290161 DOCKET 50-366 Eduin I Hatch Nuclear Plant, Unit 2 
Responds to NRC 781206 itr re violation noted in IE Imp 
Repts 50-321/78-38 U 50-366/7B-46 Corrective ectlons 
ulthheld (ref 10CFR2 790) 

STAFFA.R W Georgia Pouer Co 79/01/09 Ip 


7901290167 DOCKET 50-366 Eduin I Hatch Nuclear Plant. Unit 2 
Foruerds Insp Repts 50-321/76-36 fc 50-366/70-46 on 
781115-17 Notice of Violation uithheld (ref lOCFfi2. 790) 

KENNA.H D Region 2, Atlanta. Office of the Director 79/12/06 

2 pp 


7901290171 DOCKET 50-366 Eduin I Hatch Nuclear Plant. Unit 6 
IE Insp Repts 30-321/70-38 J, 30-366/70-46 on 781115-17 
Noncoaipl lance noted failuro to maintain personnel access 
control to vital area Details uithheld <ref 10CFR2 7901 
FUCHKO. J M , DESECKER, K H Region 2, Atlanta, Office of ths 

Director GILLESPIE, F P Region 2, Atlanta. Fuel Facilltu i. 

Materials Safetg Branch 70/12/03. tp 


7901310134 DOCKET 50-366 Eduin 1 Hetch Nuclsar Plant. Unit 2 
Forwards IE Insp Repts 50-321/78-48 6 50-366/7B-S1 an 
701211-15 t< 19 (( Notice of Violation 

LONG, F J Region 2. Atlanta. Reactor Operations Nuclear Bupdorl 

Branch 78/12/29 2pp 


79011B0123 DOCKET 50-366 Eduin 1 Hatch Nuclear Plant. Unit 8 
All receipt of 791220 Jfct informing NRC Of steps taken to 
correct violations noted Vn 1£ Insp Repts 30-321/70-36 6 
30-366/78-45 

LDNG.F J Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/03 Ip 


79011B0129 DOCKET 50-366 Eduin I Hatch Nuclear Plant, Unit 2 
Responds to NRC 7BII2? Itr re vlojations noted in IE Imp 
Repts 50-321/70-36 b 50-366/78-45 Corrective actions 
personnel have been instructed to prevent further failure to 
file rept for conditions that degrade sys operability 
3TAFFA. R W Georgia Pouer Co 78/12/20 Ip 


7901310136 DOCKET SO-366 Eduin I Hatch Nuclear Plant, Unit 2 
Notice of Violation from Insp on 701211-15 «. 19 

LONO.F J Region 2, Atlanta, Reactor Dperations Nuclear 0u«aort 

Branch 70/12/20 Ip 


.TV.J.U.JD uuvnci 3U-UOO touin I Hatch Nuclear Plant, Unit 2 
IE Insp Repts 50-321/70-42 t, 50-366/70-51 on 761211-15 (, 19 , 

Noncomp I lance noted person assigned to provide reactor 
engineering support did not have required experience at 
proper time 

CANTRELL, F S , DANCE, H C Region 2. Atlanta, Reactor Operatloni 

Nuclear Support Branch 78/18/28 6 pp 


79011B0131 DOCKET 30-366 Edwin 
Forwards Tnsp Repts 50-321/70- 
S, Notice of Violation 
LONO.F J Region 2. Atlan 

Branch 70/11/29 8 pp 


[ Hatch Nuclear Plant, Unit 2 
■36 Ec 50-366/78-4S on 701106-09 

:a. Reactor Operatlors Nuclear Support 


7901290114 DOCKET 60-366 Eduin I Hat. 
Act receipt of 701289 Itr Informing 
correct violations noted In IE Into 
701023-27 

LEWIS, R C, Region 8 , Atlanta, R( 
Branch 79/01/22 Ip 


:h Nuclear Plant, Unit 8 
NRC of stepi taken to 
Kept 50-366/70-44 on 

•actor Operations Nuclear Bupp-ort 


790IIB0133 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Notice of Violation from insp nn 701106-09 

• Region 2, Atlanta. Reactor OperattonE Nuclear Support Branch 

70/11/29 Ip 


7901100137 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
IE Insp Repts 50-321 /7B-3A Ec 50-366/70-45 on 701106-09 
Noncomp 1 lance nated In following areas. fel lure ta conduct 
mainl on safety-related equipment Ic failure to submit a 30- 
day rept 

HESBMAN, R H • PRICE, D S Region 2. Atlanta, Reactor Operations 

Htfclear Support Branch DANCE, H C Region 2. Atlanta. Office of 
the Director 70/11/29 13pp 


/vuiwvuiwi ouuKtT 30-366 Eduin I Hatch Nuclear Plant. Unit J 
Responds to NRC 781200 Itr re violations noti'd In IE Insp 
Rept 50-366/78-44 on 701023-27 Corrective actions irnprovad 
controls for special procedures, audl ting, fc Improved calibr 
for Instrumanti. 

BTAFFA.R M Georgia Pouer Co 70/12/89 3pp 


7901890124 DOCKET 50-366 Edwin I Hatch Nuclear Plant. Un 1 1 8 
VioUtion*"’** 701083-27 <c Notice of 

Branch 70 /l 2 /or'’" 8 p; *“'’’**• Pperatlons Nuclear 0upforl 


7901180269 DOCKET 50-366 Eduin I Hatch Nuclear Plant. Unit 2 
Act receipt of IE Insp Repts 50-321/78-41 6 50-366/70-50 on 
761120-21 6 701201 No proprietary info 


u»t. r. a .,7 7 ,.7 . tiuwxn 1 rracen Noeiear Plant. Unit 2 

Notice of Violation from Insp on 701083-27 

*70/l2%l‘‘’''6pp Operations Nuclear Support Branch 


IP I n — T - caulin 1 rfucitar Pl«nti Unit 3 

QA 78-44 on 781123-87 Noncompliance noted! 

« JmJnls trat Ion. aud i ti, doc ument control, 
*'''^^*****P‘^* tsstlngiE, calibr 

On eratlons^M* ^ Region 8 , Atlanta, Reactor 

Operations Nuclear Support Branch. 70/12/01. a 7 pp 


7901100166 DOCKET 50-366 Eduin I Hatch Nuclear Plant, Unit 2 
Forwards monthly operating rept for Dec 1970 
MANRY, M Georgia Power Co 79/01/05 Ip. 


7901100167 DOCKET 50-366 Eduin I 'Hatch Nuclear Plant, Unit 8 
Monthly operating rept for Dec 1970 
WILSON, B Georgia Pouer Co 79/01/05 Hpp 

7901030099 DOCKET 50-366 Eduin I Hatch Nuclear Plant, Unit 2 
Forwards LER 7e-O03/O3L-O 
MANRViM Georgia Pouer Co 78/12/82, Ip. 



DOCKETED ITEMS 


7701030107 DOCKET 90-36i> Eduln t Hatch Nuclear Plant. Unit S 
LEH Te-OBG/OSL-O on 781217 surveillance tost of the off gas 
hgdraget) analgiers not performed uiithin alloiuable time as 
loandatrd bg Tech Speca Caused bg personnel oversight 
Burveil lance team members uiere admonished 
HIXfR T Georgia Pouer Co 78/12/22 Ip 


77010301 1& DOCKET 90-366 Eduln I Hatch Nuclear Plant, Unit 3 
Forwards LER 7B-099/03L-1 

flANRV,M Georgia Power Co 7B/t2/23 Ip 


7701030120 DOCKET SO-366 Edwin 1 Hatch Nuclear Plant, Unit 2 
LER 79“087/03L-l on 7B1026 during roviow of data sheets of 
instruments covered bg procedure HNP— 833, noted that 33 
had esceedad their callbr interval Caused bg personnel 
oversight Responsible personnel chastised 
NIX.R T Georgia Power Co 78/12/32 3pp 


7701030123 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Forwards LER 78-077/03L-0 

KfOlAyiH Georgia Power Co 79/13/22 Ip 


7901030125 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
LER 78-077/03L-0 on 7B120B w/reactor In run mode, DC output 
breaker of 3R44-8003 tripped t< was inoperable Caused bg 
failure of AC/OC protection card A13A12 Card replaced & 
Inverter returned to svc 

HtXiR T Georgia Power Co 78/12/22 Ip 


7701100360 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 3 
Foruarde LER 7e-O04/O3L-O 

MANRViM Georgia Pouer Co 79/13/29 Ip 


7901100366 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant, Unit 3 
LER 7B-O84/03L-0 on 781313 during visual insp of standbg gas 
treatment sgs snubbers, R69 snubber found to be law on fluid 
Caused bg fluid leaking past refill plug 
NIX. R T Georgia Power Co 78/12/27 IP 


7901070183 DOCKET 90-366 Edwin I Hatch Nuclear Plant, Unit 2 
Voids LER 7B-0BI/03L-01-0 

HANRY, H Georgia Pouer Co 79/01/02 Ip 


7701120117 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant, Unit 2 
Corrects previous Itr stating that LER 50-366/78-91 had been 
voided Advises that LER 50-366/78-82 should have been the 
rept voided b asks that records be corrected 
HANAV.M Georgia Power Co 77/01/06 Ip 


77012300SO DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Forwards LER 79-003/03L~0 

MANRY. M. Georgia Power Co 77/01/12 Ip 


77013SO0SS DOCKET 80-366 Edwin I Hatch Nuclear Plant, Unit 2 
LER 77-002/03L-D on 771331 In cold shutdaun while performing 
HNP-2-34S6 j overvol tage trip setpoint for reactor protactlon 
sgt motor generator set "D" was found at 133 5 volts 
alternating current Caused bg setpoint drift 
NIXiR T Georgia Power Co 79/01/13 Ip 


7901SS0100 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Forwards LER 77-001 /03L-0 

MANRY.M Georgia Power Co 79/01/13 Ip 


7701330104 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant, Unit 3 
LER 77-001/03L-0 on 701339' in cold shutdown while performing 
HNP-2-31 54, reactor water level instrument switch 1 was found 
inoperative due to broken foot, %c switch 3 actuated at t33 3 
in HSO input 

NEX.R T Georgia Power Co 77/0i/i3 Ip 


770l30007i DOCKET 50-366 Edwin 1 Hatch Nuclear Plant, Unit 2 
Forwards LER 79-004/03L-0 
MANRY, N Georgia Power Co 77/01/17 ip 


7901300096 DOCKET 80-366 Edwin 1 Hatch Nuclear Plant. Unit 3 
LER 79-004/03L-0 on 790104! review of HNP-3-3610-0 IRHR pump 
eperabllitg) data sheet revealed pump delta requirements not 
met. Caused bg ‘personnel error resulting from new procedures 
GREEMB, T Georgia Power Co 79/01/17 3pp 


7701300109 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 3 
Forwards LER 79-003/03L-0 
HANRY. M Oaergia Pouer Co 79/01/17 Ip 


7901300113 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 3 
LER 77-003/03L-0 on 790103 in cold shutdown while performing 
HNP-2-3173 on reactor pressure switch 2B21-M031C, setpoint 
found above 600 psig for switch No 2 Caused bg switch 
setpoint drift 

NlXi R T Georgia Power Co 79/01/17 Ip 


7901300145 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Forwards LER 79-005/03L-0' 

MANRV, M Georgia Power Co 79/01/17 Ip 


79013001S0 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
LER 79— 005/03L— O on 790103 under freguencg trip setpcnt 
found at 54 IHZ for motor generator sot “A” Caused bg pre-op 
test on sgs Surveillance test HNP-2-3456 contains setioint 
more conservative than Tech Specs 
NIX, R T Georgia Power Co 79/01/17 Ip 

7901300167 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 

Forwards LER 79-006/03L-0 

HANRY, M Georgia Power Co 79/01/17 Ip 

7901300171 DDCKFT 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
LER 79-006/03L-0 on 790102 reactor pressure instrument FTbC, 
relag 2e31-K34A failed to operate w/actuatlon of 21531-N081A 
Caused bg open coll 

NIXiR T Georgia Pouer Co 79/01/17 ip 


7901300176 DOCKET 50-366 Edwin [ Hatch Nuclear Plant, Unit 2 
Forwards LER 79-007/03L-0 

MANRV, M Georgia Power Co 79/01/17 Ip 


7901300179 DOCKET 50-366 Edwin 1 Hatch Nuclear Plant, Unit 2 
LER 79-007/03L-0 on 790103 in cold shutdown t< performing 
HNP-3-3456i undervol tag e trip on reactor protection sgs 
motor generator set "A" was found ah 57 1 volts alternating 
current Caused bg low undervoltage setpoint 
NlX.R T Georgia Power Co 79/01/17 Ip 


7901300083 DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 
Forwards LER 79-00B/03L-O 

MANRV, M Georgia Power Co 79/01/24 Ip 


7901300086 DOCKET 50-366 Edwin 1 Hatch NueloaT Plant, Unit 2 
LER 79-00B/O3L-O on 790110 reactor core isolation cooling 
steam line differential pressure low switch founil to actuate 
at 119 in H20 ti high switch at -rlDS In HSO Caused bg switch 
setpoint drift 

NIXiR T Georgia Power Co 79/01/24 Ip 


79010B0349 DOCKET 80-367 Baillg Generating Station 

Provides summarg of 781114 meeting with owners of leaii Hark 
11 facilities to discuss NRC Hark tl containment acceptance 
criteria Info requested bg NRC It criteria enclosed 
ANDERSON, C Containment Sgstems Branch 78/13/20 33pp 


7901090103 DOCKET 50-367 Qaillg Oenorallng Station 
Summarg of 781117 meeting w/Hark It owners group re 
staff comments 8< quest! on s on In termed la te program tasks 
NEDE -21051 -P, NEDE-24106-P. NEDE-a3697, NEDC-21639-P Test 
faetlitg was toured H/oncl NRC comments Ir questions 
ANDERSON, C Containment Sgstems Branch 78/13/88 IBpp 


7901190091 DOCKET 50-367 Qaillg Generating Station 

Forwards propriotarg I, non-propr 1 etarg vcslons of “Thatcher 
OA Manual, QC ManualiBroun Field Insp Manual Procedures'' & 
"Baillg N-i Data Book, Pile Load Test Data Pile Driving 
Records for Tost t< Anchor Piles '■ 

BOHN, R J Northern Indiana Public Service Co 70/00/04 Ip 


7901190093 DOCKET 50-367 Daillg Generating Station 

“Baillg N-1 Data Book Pile Load Test Data Pile Driving 
Records for Teat S< Anchor Piles " 

# Northern Ind lane Public Service Co 7B/ 00/04 1 80pp 


7901190094 DOCKET 50-367 Daillg Generating Station 

“Thatcher OA Manual , Thatch »r QC Manual, Braun Field Insp 
Manual Procedures" Inonpropr I e targ ) Proprietarg versiori 
withheld ( ■ . 

* Nor'-'-- 
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docketed items 


7901040340 DOCKET 50-367 Datlly QeneTatms Steklon 

Riaponds to 7B1226 request for e»t*niJon of time to reapond 
to questions 4n 79t21i eioAiD Ertension to 790110 is granted 
to NRC< app 1 leant !• petitioners 

CHILK.S J Office of the Secretary of the Coininlstion 70/12/27 

»f 


7901180239 DOCKET 50-368 Ariansns Nuclear One. Unit S 

Notification of availability of "Intorsvc Pt'ocaduroe for 
Instructional Sys Developmont" TRADOC Pamphlet 350-30 
referenced in NURE0-02t9 "Noe I oar Security Personnel for 
Pouer Plants ■' 

BE8AU. H J Division of Document Control 7B/11/30 Spp 


7901110320 DOCKET 50-367 Dallly Oeneratlnj Station 

Forwards "CoiOments of Northern IN Public Svc Co on Petitions 
v/Respect Co Pile Foundation " Urges NRC to promptly deny 
the petitions 

EICHHORN.W H Eichhorn. Morrou & Eichhorn 79/01/08 Opp 


7901230230 DOCKET 50-368 Arkansas Nuclear One, Unit S 

Describes mods performed as roquirad by fire protectlan 8ER 
Combustible trays have been covered le/iiarinite board 
HILLIAMSiD H Arkansas Pouier t< Light Co 79/Ol/lS 2pp 


7901110324 DOCKET 50-367 Sallly Generating Station 

"Comments of Northern IN Public Svc Co on Petitions w/ 
Respect to Pile Foundation " Cites reasons for 
unacceptability of further delay Urges denial of petition 
* Northern Indiana Public Service Co 79/Ol/OB 47pp 


7901170133 DOCKET 50-367 Baiily Generating Station 

NRC response to Commlsslani''s questions of 701211 Questions 
concern representations made by licensee re piling placement 
t legal obligations of licensee re those claims 
U/documentak ion U Certificate of Svc 

CUNNINCHAK. O HI Office of the Eircutive Legal Director 79/01/10 
70pp 


7901090309 DOCKET 30-367 Gallly Generating Station 

Forwards IE Circular 76-19i "Manual Override (Bypass) of 
Safety Sys Actuation Slgnalti" h list of Circular recipients 
in Region III 

PAPPASjH Region 3. CblcagOi Office of the Director 79/01/02 

2pp 


7901020261 DOCKET 50-367 Ballly Generating Station 
Responds to NRC Itr re violations noted in Insp Rept 
30-367/78-07 Corrective actions calibr of Oalduln Southuort 
Machine loadce] !• dial gage h hydraulic gack calibr>tast data 
checked tc qualified personnel ulll calibr gauges 
BHORBiE H Northern Indiana Public Service Co 70/12/11 3pp* 


7901080046 DOCKET 50-367 Ballly Generating Station 

Forwards IE Circular 78-19, "Manual Override (Bypass) of 
Safety Sys Actuation Signals ” 

REPPLER.J 0 Region 3, Chicago, Office of the Director 7B/I2/29 
Ip 


7901250027 DOCKET 50-367 Bailly Oaneratlng Station 
Forwards IE Circular 79-02, “Failure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/01/16 

8pp 


7901020149 DOCKET 50-367 Ballly Generating Statiqn 
Forwards well charts for 761206-13, Dali ly Nells ui/o 
recorders for 781213,pond levels for 781213, pneumatic 
pressure transducers for 701213. water miter readings for 
781207-12 b Lake Michigan levels for 780901-781201 
BOHN, F 3 Northern Indiana Public Service Co 78/12/22. 33pp 


7901100270 DOCKET 50-367 Ballly fienerating Station 

Forwards well charts far 701213-781220, Bal lly Wells w/o 
recorders for 781220,pDnd levels for 781220, pneumatic 

781220 b water meter readings far 

7e31 a14''7012i8 

B(3HN,R J Northern Indiana Public Service Co 78/12/29 33pp 


790tlS0118 DOCKET S-O-Sb? Oallly Oenerating Btatton 
Forwards well charts for 781220-271 Be 1 lly Wells a/a 
recorders for 7B1227, pond levels for 7Bt227i pneumatic 

ransducers for 7B1227 b uatsr meter readings far 

Northern Indiana Public Service Co 79/01/03 2Spp 


7901050030 DOCKET 50-368 Arkansas Nuclear One, Unit S 
Forwards two Itrs received by NRC re facility 

CHANANIA, F D Office of the Esecutlvo Lagal Diracter 7B/12/2A 

Ip 


7901050035 DOCKET 50-360 Arkansas Nuclear One. Unit S 

Forwards Hr on behalf of city of ParagouldiAR re facility 
license review Inquires as to review status 
MONACO, 0 P Monaco b Frisk 78/11/13 Ip 


7901030026 DOCKET 30-368 Arkansas Nuclear Cns, Unit 2 

Responds to 781220 telecon b states that feeder breaks from 
facilities to SU2 are positioned such that no loads are 
automatically transferred to 8U2>uhlch will be meintalTiad 
until analysis is completed b Item Is resolved. 

WILLIAMS, D H Alabama Power Co 70/12/28 Ip 


/tU1190040 docket 50—360 Arkansas Nuclear One. Unit 0 
Forwards revised list of NRC Inspecters to be Issued 
permanent non-employsei no-escort-required picture badsee 
W/o list 

BEVFRlTiK V Region 3, Ban Francisco. Offlca of the Director 
79/01/09 ip 


7901240213 DOCKET 30-368 Arkansas Nuclear One, Unit S 
Responds to request re conformance to general design 
criteria 17 re Unit 2 containment spray actuation HO 
Analysis detarmines no cases that have unacceptable voltages 
at safety fauees * 

WILLIAMS, D H Arkansas Rawer b Light Co, 79/01/19 3pp 


7901030048 DOCKET 30-360 Arkansas Nuclear One. Unit 2 
Summary of 780628 visit to Sys Engineering Labs In Ft 
Liuderdali.FL, to audit "CPC Dynamic Software Verification 
Field Test Procedure " Logs were consistent u/procadura In 
all but one casa 

BULLOCK. J B Oak Ridge National Laboratory 78/07/06 2pp 


M. I . «r«ansas nuclear une. Unit 2 

nlnutas of 780831 meeting w/AR Power b Light Co b C-E r* 
single channel qualification test b software mods, process 
noise evaluation of the core protection calculator susi need 
•nglnetrlng documentation schedule 
70/09/08 *^IQ ^****’'*‘^' Instrumentation b Control eystsMt IlMegk 


■ uu.,,..., ju-jow nriansas Nuclear One, Unit 2 

Licensee i Position 19 for core protection calculator sys 
for Unit 2 re software changes discussed at 781109 meeting 
proceduri"'^**"^*'* ** *'*<iulrement In software change 

BTOLZ.d. F Light Water Reactors Branch i 78/12/13'. 7pp. 

Arkansas Nuclear One, Unit 2 

F rwards Tech Bpec change for approval. Proposes to change 

*< low generator 

CAVAMAUOH, U Arkansas Power b Light Co 78/12/20 8pp 


7901040034 DOCKET 50-368 Arkansas Nuclear One, Unit 2 

WILLIAMS *' Proper Class III fee. 

WILLIAMS, 0 H Arkansas Power b Light Co 78/12/20 Spp 


A mrsansas Nuclear 0 

WILLIAMS. D H Arkansas Power b Light Co. 


79/01/03. Ip 


Madias.. •Fo.amn —w r.. nuclear one, unit 2 

0p^“lbl« 2 a-IbS^n*. rH '""""f ^ Nutl'er One Unit 8 1 
prsUw. b .ttA» Che"See involve low preeeurlier 
CAVANAuShV uenerator preseure trip setpointe. 

ANAU8N, M Arkansai Power b Light Co 79/01/09 Opp. 


/Tv.vawioo uutnti 30-368 Arkansas Nuclear One, Unit 2 

eSr 78-14. "Deterloretion of Bune-N 

Components in A8C0 Solenoids '■ 

SEYFRIT.K V Region 4, Dalles, Office of the Director. 


70 / 12/19 
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DOCKETED ITEMS 


79011V0009 DDCKrT 30-368 Arkansas Nut 1 ear One. Unit 2 

Act receipt of 7Bl?te Itr inForming NRC of steps taken to 
correct violations notsd In Insp Rept 50-368/78-23 

MADSEN « O L Region 4. Dallas. Reactor Operations Noclsar Support 

Branch 79/01/03 ip 


7901360134 DOCKET 50-368 Arkansas Nuclear One. Unit 3 

Informs NRC that there util be no RO S0-368/7B-37 Number uas 
reserved for occurrence that uias possibly reportable but uas 
subsequently determined to be nonrepor tab 1 e 
UILLIAHS. D M Arkansas Pouer h Light Co 79/01/lB Ip 


7901170009 DOCKET 30-368 Arkansas Nuclear One. Unit S 

Responds to NRC Itr of 781127 re violations noted in IE Insp 
Hept SO-36B/70-23 Corrective actions periodic surveillance 
to Include testing of transfer circuit, setpoint, transfer 
points fit alarms 

WILLIAMS, D H Arkansas Pouer 6 Light Co 78/12/19 Ip 


7901240169 DOCKET 30-368 Arkansas Nuclear One. Unit 2 
Fo-ruards monthly operating rept for Dec 197B 
UILLIAHiStD U Arkansas Pouiei 1. Light Co 79/01/12 Ip 


7901310043 DOCKET 50-368 Arkansas Nuclear One, Unit 2 
Foruards LEfls 7a-O30/03L'0, 7a-03a/03L-0 h 78-029/O3L-0 
WILLIAMB,OH Arkansas Pouei t. Light Co 79/01/33 tp 


7901310045 DOCKET 30-368 Arkansas Nuclear One, Unit 2 

LER 7B-030/03L-O On 781327 in mode 1 operat 1 on, d ur ing main 
turbine roll, main steam relief valves 2P8Vlf>S3 lifted, due to 
steam dump valve failures Failed to reseat, causing etcesslve 
RCB coolAoun 

SHIVELV. C N Arkansas Pouer !< Light Co 79/01/35 IP 


7901240171 DOCKET 30-368 Arkansas Nuclear Ono, Unit 2 
Monthly operating rept for Dee 1970 

SHIVELY.C N Arkansas Pouer 6 Light Co 79/01/12 6pp 


7901020003 DOCKET 30-360 Arkansas Nuclear One, Unit 2 
Notifies NRC that 781105 Reportable Occurence Hept 
30-368/70-11 did not need to be prepared, ao previously 
thought Requests RO number be voided 

UILLIAHS, D H Arkansos Pouiei J, Light Co 7B/12/21 Ip 


7901130067 DOCKET 50-368 Arkansas Nuclear One, Unit 2 
poruards LER 7B— 022/OlT— O 

WILLIAMS, D H Arkansas Pouier h Light Co 79/01/03 Ip 


79011S0071 DOCKET 30-368 Arkansas Nuclear One, Unit 2 

LER 7B-O22/01T-0 on 781219 safety group control eleroont 
assembly A-32 stopped uithdrauing at 144 inches withdrawn 
Caused by failed lift coll a „ 

SHIVELY, C N Arkansas Pouei t. Light Co 79/01/03 4pp 


7901130077 DOCKET 30-368 Arkansas Nuclear One, Unit n- 
Foruords LER 70 -'O 2 O/QaL-O *< 7B-023-03L-0 
WILLIAMS. D H Arkansas Power & Light Co 79/01/03 


IP 


7901310032 DOCKET 30-368 Arkansas Nuclear One, Unit 2 
LER 70-O32/O3L-O on 781228 during mode 2 operation, 2P7A. 
emergency fedduator pump A tripped on overspeod when reeding 
steam generators Cause uas damaged lead In speed control 
unit 

9HIVELV.C N Arkansas Pouer 6 Light Co 79/01/33 IP 


7901310056 DOCKET 30-368 Arkansas Nuclear One. Unit 2 

LER 78-029/03L-0 on 781227 in mode 1 operat inn. during main 
turbine roll.main steair. relief valve 2PSV1053 lifted, doe to 
steam dump valve failures Valve failed to reseat . caus mg 
RCS temp to drop 107 feet within 52 min 

SHIVELY, C N Arkansas Pouer 6 Light Co 79/01/25 Ip 


7901160062 DOCKET 50-369 William D McGuire Nuclear Station. Unit 2 
Notification that NRC ulll eitond govt Indemnity to spent 
reactor fuel stored at a reactor site different than the one 
where it uas generated 

CHILK.S J Commission 78/12/29 9pp 


7901220042 DOCKET 50-369 William P McGuire Nuclear Station. Unit 2 
Informs that TRAOOC Pamphlet 350-30. Intorservi CB 
Procedures for Instructional Sys Development" referenced in 
NUREO-0219 Is available in microfiche form From NRC 
BE SAW, W J Division of Document Control 70/11/20 3pp 


7901100080 DBCKET 60-368 Arkansas Nuclear Ono. Unit 2 
LEB 7B-020/O3L-0 on 781206 control oloment assombiy 
Calculator 3 declared Inoperable duo to oscillating reo 
■witch position transmitter power supply. Caused by power 

BHIVELV, C N Arkansas Power l< Light Co 79/01/03 Ip 


7901220220 DOCKrT 50-369 William B McGuire Nuclear Station. Unit 2 
Recommends 701120 amended application be granted Amend 
covers Bitonsion to 791231 for completion of Unit 1 under 
Const Permit CPPR-B3 

DELANEY, 0 C Fuel Process f. Fab Dranch 78/12/17 2pp 


79011S00B3 DOCKET 50-36B Arkansos Nuclear One, Unit 2 

LER 7a-O23/03U-0 OP 781206 control element assemblies (CtA I 
2!^MO?46:37V5^d^oppedlCCA'. 22.27 h 29 ^EA' s 

26.1,40.46,37,22 L 32 drop pod or slipped due 
f.llur.si others failed due to seyoency 

filItVELV. C N Arkansas Power L Light Co 79/01/05 P 


7901050337 DOCKET 50-369 William B flcOulro Nuclear Station. Unit 3 
Responds to 760629 h 781107 Itrs requesting ertenslon of 
const completion dates Forwards order extending completion 
date of Const Permit CPPR-03 to 790430 h Const Permit 
CPPH-04 to e012Tl 

BAER, R L I iffht Water Reactors Branch 2 78/12/26 3pp 


7901250093 DOCKET S0-36B Arkansas 
Notification that there will not 
90-360/70-31 

WILLIAMS, D H Arkansas Power h 


Nuclear One, unit 2 
bo an RO S0-36B/7B-2! 

Light Co 79/01/10 


or 

»P 


7901030361 DOCKET 30-369 William B McOulre Nuclear Station. Unit 2 
■Order extending const completion date for CPPR-a3 from 
780801 to 790430 L for CPPR-84 from 790B01 to 801231 
DOYO. R B Division of Project Management 78/12/26 2pp 


7901300064 DOCKET 50-368 Arkansas Nucleor One, ^nlt 2 

forward . LER 78-024 /03L-0. 7B-025/03L-O h ° , 

WILLIAMS, D H Arkansas Powoi f< Light Co 79/01/15 p 

7901300066 DOCKET S0-36B Arkansas Nuclear One, Unit 2 
LER 7B-OS4/O3L-0 on 781214 barrel test on 
Utdb 2 Cr». personnel hatch 2C2 not performed a. 

Caused by scheduling error duo to respon sib I J 1 ty change 
supervisors Test completed on 78 121 5 70 / 01/19 Ip 

&HIVELY, C N Arkansas Power Light Co 79/01/19 p 

7901300068 DOCKET 30-368 Arkansas Nuclear Ono. Unit 2 
^ I FR 7B-O2S/03L-0 on 701314 during low pouer physics testing, 
cIac ® ?®“dsrad indp.rable Caused by accidental shorting of 
U.d. tHoLon during calibr of - ‘ 

converters In core 79/0l%9 Ip 

BHIVELV, C N Arkansas Powei h Light Co, 79/»» 9 

7901300070 DOCKET 30-368 Arkansas Nuc » ear O"® • ® 

LER 7B-026/03L-0 on 781216 during normal testing 2CV lOJV 2 
f 4 ll€il tc operat# from control room* rendering 
ftodwater pump 2P7A inoperable Failure located In solid 

state relay actuating 8CV-1039~a 79/01/13 Ip 

SHIVECYi C N Arltaii*as Power ^ Uignt Co. /y/wj/i? ip 


7901240166 DOCKET 30-368 Arkansas Nuclear One, Unit 2 
Fflpuardi LER 7B-02B/03L-0 79 / 01/18 

WILLIAMBi O H Arkansas Power t> Light Co 79 /oJ/io 


tp 


7901240168 DOCKET 50-368 Arkansas Nuclear “ 3-1 , 

LER 7e-02e/03L-0 on 781220 flow control valve aCV-lOaS 1, 
failed to operate due to loose motor power conn»et“f 
Connector tightened «, valva returned to ^ 

BHIVELV, C N Arkansas Power I< Light Co, 79/01/lB ip. 



DOCKETED ITEMS 


7‘?ai3QQ03‘! DClCKfT 50-36*? Willia'i Q MeCiHre Nut leaf Station. Unit 2 
£arliott theoretical ?jel loadiosi date Is 790702 u/probatite 
tcftedulod fuel load date of 7910QS 6 probable start of 
cofriercial operation near Jan J9G0 Change result* from 
delays in start of hot functional tests 
PAfiKFfJ.H 0 Duke Pouer Co 79/01/23 Ip 


79012902PB DOCPET 50-369 Hi 111 am 0 KcCuire Nuclear Station. Unit 2 
Foruards draft Qf ‘Offsite Ouse Calculation Manual ** Supple 
radiolos 1 C al effluent Tech Spec* submitted on 781215 
Discusses notile gases, liguid noni t or s. f u el cycle 
calculations, un) t uents 6 gas monitors 
PARHCS.W a Eule Pouer Co 79/01/23 60pp 


7901220SOS DOCKF.T 3D'369 Hilliam P McGuire Nuclear Station. Unit 2 
Forwards 5ER related to spent fuel storage 

ROUSE, L C Fuel Process 6 Fab Branch 79/01/10 2pp 


7901050216 DQCHeT 50-369 William D MeOuire Nuclaar Station. Unit i 
te insp Rept 50-369/70-35 on 781024-27 No Moncompl lane* 
noted Major areas inspeeted test program for safetg relate# 
piping support 6 restraint sys (< revieui of draft Tech Spiel 
COTTLE. H J . WHITNER.H L . LENIS.B C Ragion 2 , Atlant*. 

Reactor Operations Nuclear Support Branch 70/ll/aB I4pp 


7901090335 DOCKET 30-369 William D MeOuire Nuclear Station. Unit 8 
FQTuards IE Circular 70-19, "Manual Override (Bypass) of 
Safety Sys Actuation Signals " 

O'REIULY.J P Region 2. Atlanta, Office of the Director ' 

70/12/29 Ip 


7901120026 DOCKET 50-369 William 0 MeOuire Nuclear Station. UaM 8 
Ack receipt of IE Insp Rept 50-3h9/78-33 on 781113-17 No 
proprietary Info 

PARKER. W 0 Duke Potior Co 79/01/02 ip 


7901240305 DOCKET 50-369 William D McOuirr Nuclear Station, Unit 2 
Foruards root SAND77-J 927, "Tran sport of fi ad i onuc 1 » d es in 
l/rian Environs Work Draft Assessment Also forwards SECV- 
70-311 dtd 7B0614 !. uhclassifted portions of BECY-70-311A 
dtd 781109 

HOEFLIMG.R K Office of the Eiecutise Legal Director 79/01/03 
44p9 


7901840309 DOuKET 50-369 William B McGuire Nuclear Station. Unit 2 
■Transport of Radionuclides in Urban Environs Working Draft 
Assessment " Analyies the probjem in general & specifically 
for Neu /ork City 

DUCHARME.A R . AKINS. R E . DANIEL. S L Sandia Laboratories FIN 
A-1077-A SAND77-1927 70/05/31 7l5pp 


7901220099 DOCKET 50-J69 William D McOuira Nuclear Station, Unit • 
FofitfArdfi related to stoi'age 

HOEFLINO. R H Office of the Executive Legal Director 79/01/Jfl 
Ip 


790U30030 DOCKET 50-369 MiUiaffi B MeOuire Nuclear Station, ifnlt S 
Forwards IE Insp Rept 30-369/70-30 on 701113-17 No 
Tioncomp 1 lance noted 

LONS.F J Region 2 . Atlanta, Reactor Operations Nuclear BueboTt 
Branch 75/12/06 2pp 


7901120034 DOCKET 50-369 William D MeOuire Nuclear Station. Unit 8 
IE Insp Rept 50-369/76-30 on 781113-17 Nn noncomp 1 lane e 
noted Major areas inspected, hot functional testing 
procedures, compliance ui/Tltle 10 #< control of temporaru 
mods 

COTTLE. H T , WaONER. A 0 , LEWIS, R C Region 2, Atlanta, Offlci 
of the Director 7B/J2/06 lOpP 


7901180312 DOCKET 50-369 William B MeOuire Nuclear Station.. Unit B 
Ack receipt of IE Insp Reptp 50-369/78-40 fc 50-370/70-17 on 
701125-1201 No proprietary info 
PARKER, W 0 Duke Power Co 79/01/08 Ip 


7901S2010-2 DOCKET 50-369 WilJiam D McGuire Nuclear Station. Unit 2 
Evaluate* info re de si gn, f abr t c at 1 on. cons t. test 1 na t, 
performance characteristics of spent fuel pool itructure. 
supporting sys t, components important to Safety petermjnes 
4Pplicatton to br acceptable 

» Office of Nuclear Material Safety 8, BafeguariJ* 79/01/11 


7901040012 docket 3Q-369 Hill lam B McGuire Nuclear Station, 
’’^pts 50-369/76-37 I, 50-370/75-16 on 
781106-09 No proprietary anfo 
PARKER.W O Dule Power Co 76/12/22 Ip 


Unit 2 


7901160315 DOCKET 50-369 William D MeOuire Nuclear Btatlan. Unit 8 
Forward* IE Insp Repts 50-369/70-40 ti 50-370/70-17 on 
701120-1201 No noncompl lance noted 

MURPHV.C E Region 2. Atlanta, Reactor Construction •*( 
engineering Support Branch 70/12/13 2pp 


/7U11BUJ.£1 UULKKF 30— J69 William 


„ . - nuclear ucation. unit 

IE Insp Repts 50-369/70-40 I, 50-370/70-17 on 781180-1801 
No noocompUance noted Major areas Inspected- reactor 
coolant preaaure boundary piping activity records, radl ation 
monitoring equipment installation 

ECONOMOB.N . VALLISH, E J , CON LON, T E Region 2, Atlanta, affiti 
of the Director 70/ia/lB 14pp 


7901040017 docket 50-369 William p McGuire Nuclear Station. Unit 2 
90'369/7B-37 L 50-370/75-16 on 
/Bi 106-09 No none ompllance noted 

MURPHy.C E Region 2, Atlanta. Reactor Construction t< 

Engineering Support Branch 76/11/30 2 pp 


7901280215 DOCKET 50-369 William D MeOuire Nuclear Btatlan. Unit 8 
Forteard* IE Circular 79-02, "Fai lure of 120 Volt Vital AC 
p PoiMBr 8upp U qs 

t Region 2. Atlanta, Office of the Director 
79/01/16 2pp 


7901040026 DOCKET 50-369 Hill jam O McCuire Nuclear Station, Unit 2 
IE Insp Repts 50-369/75-37 «. 50-370/70-16 on 751106-09 No 
noncompliance noted Major areas inspected pressurlier level 
6 Pressure instrument insta I lat i on. o 1 ectr le penetration 
dsteffiblv li instrument instaltatian 

HUNT.M D . HARDWICK. R J . RUFF, A B Region 2, Atlanta. 

Construction 8. Engineering support Branch 75/1 j/30 Bpp 


7901050357 DOCKET 80-370 Mill lam B McGuire Nuclear Station. Unit 8 
Raspbnd* to 700689 *, 7aii07 Itrs requesting extension of 
contt cofflplptitin datov Forwards order oUandinfl tomplttiqn 

Ia 790430 I, const Permit 

LPPn*"B4 to Q01S3I 

BAER. ft L Light Water Reactor* Branch 2, 70/18/86 3pp 


^Acrrec^ht'^nf^lF^ir^^! Nuclear Station. Unit 2 

Ack receipt of IE Insp Rept 50-369/78-36 on 7el030-il03 
No proprietary iqPo 

PARKfifleW O puke Pouer Co 70/I&/a3 Ip 

7901050315 DOCKET 50-369 Hi 11 1 am B McOuiro Nuclear Station. Unit 2 
Forwards IE Insp Rept 50-369/75-36 on 701030-1103 No 
noncompliance noted 

lamrSra^ch" 78/,2;^r'’ Facility h Material* 

7901050320 DOCKET 50-369 WUH.m B MeOuire Nuclear Station, Unit 2 
50-369/70-36 on 781030-1103 Me nonCompHapr. 
noted Major areas inspected radiation protection, radioactive 
^ radiation safety training 

c e ^ Region 2, Atlanta, Fuel Facility 6 

Materials Safety Branch 75/12/01 7pp ^ “ 

1^0 " 30-3^-^77B-3» on 791024-27 No 

PAftKER.W 6 Duke Poioer Co 75 / 12/22 ip 

7901050214 docket 50-369 William B MeOuire Nuclear Station, Unit a 
Forwards IE ln*p Rept 50-369/78-35 on 781024-27 No * ^ ^ ® 

Branch 76/1 iDso^^pp Oparations Nuclear Support 


7901050361 docket 50-370 W1 Ij Um D MeOuire Nuclear Station. Unit 2 
7 anSm c“;"M»tion date for CPPR-B3 from 

nOvn°B B ^ fTom 790001 to 001231 

flOYD,R 8 Division of Project Management 78/18/26 2pp. 


Unit 2 


^^EvalSatl 30-370 William B MeOuire Nuclear Station, 

Evaluation oP raquest for aittantion op provJaionjJ Connt 
P.rmi 1 CPPR-B3 fc CPPfi-04. Applicant attMbute. dJlagTo 
problems, sys changes f< preoperational test. 

S’’" requ»»t 1« reasonable 

70/12/26 ^ 3 ^ Light Water fieac tors Branch 2. 


Negative decl^Lt? William B. MeOuire Nuclear Station. Unit 3 
CPPrUs ‘"11 •ktenslon of Const Psrail tt 

that Irs** expiration dates Forwards EIA (? concludes 

REGAN w w warranted for this particular action 

tiBWAN.H H Environmental Project Branch S 79/18/86 SpP 

^"^ElA^supportinn^.^t"^’? M^Auir# Nuclear Station. Unit a 

6 CPPR-B 4 ** ® kktenslon of dates for Const Permits CpPH-03 

2 pp “i* Site Safety & Environmental Analysis. 70/18/26 

”Siucfof“?S’l’et?n“‘f'‘rfh a*-**-"' ® 

wJiQ ia 0f HD u/Dukt Pouir Co to 

-ropo.sd au^m.nred 

BIRKEL. R A Light Water Reactors Branch 8 79/01/00 Spp. 
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7901280042 DOCKET 50-370 Mill tarn D McOoira Nutlsar Station. Unit S 
Informs that TRADOC Pain(>hlet 350-30. '' Inters erv ic« 

Proceduras for Instrueti onal Sys Development" referenced in 
NUftEO-0219 i» available in mlcToflche form from NRC 
BE3AU. U J Division of Document Control 7S/11/30 3pp 


7901220S31 DOC-KET SO-370 Ullllam D McCuire Nucloar Station. Unit 2 
Responds to 701229 request i< foriuards EIA re shipment of 
spent fuel 

BPITAUNY.O Fuel Reprocess t< Recycle Dranch 79/01/05 Hpp 


7901290228 DOCKET 50-370 Uiniam D McOuire Nuclear Station. Unit 2 
Foruiards draft of "Dffslto Dose Calculation Manual " Suppls 
rad i olog ical effluent Tech Specs submittod on 781210 
Discusses noble gases. liquid monitors, fuel cycle 
ca Iculat ions, uni t vents (< gas monitors 
PARKER, u a Duke Pouer Co 79/01/25 bOpp 


7901080338 DOCKET 50-373 LaSalle County Station. Unit 1 

Forwards notes of meeting on 7B1I19 w/Hark II owners group 
to discuss NRC Mark II containment acceptance criteria 
related to submerged structure drag load M/encl attendance 
list ti meeting handouts 

ANDERSON. C Containment Oystemo Dranch 78/12/20 39pp 


7901090103 DOCKET SO-373 LaSalle County Station. Unit 1 
Summary of 7011)7 meeting w/Mark II owners group re 
staff comments t. questions on intermediate program tasks 
NE0E-31B51-P. NEDE-24l0b-P. fJEDE-23697, NEDC-2lii59-P Test 
facility was toured M/enc I NRC comments (. questions 
ANDERSON. C Containment Systems Branch 70/12/28 IBpp 


7901100201 DOCKET 50-373 LaSalle County Station. Unit 1 
Forujards revised pages of Topical Rept CE-l-A. Revi s i on 6. 
"QA Program " 

TURBAK.M S Commonwealth Edison Co 79/01/02 7pp 


7901300054 DOCKET 50-370 Uilllam D McCuire Nuclear Station. Unit 2 
Earliest theoretical fuel loading date is 790702 ui/probable 
scheduled fuel load date of 791001 t. probable start of 
commercial operation near Jan 1900 Change results frnm 
delays in start of hot functional tosts 
PARKER. U □ Duke Power Co 79/01/23 ip 


7901040315 DOCKET 50-373 laSalle County Station. Unit 1 

Caseload forecast panel upcTate of facility fuel load date of 
March 1979 is believed optimistic Requests certain info by 
early Jan )979 in order to review const completion status L 
update panel's projected fuel load date 

PARR. 0 D Light Hater Reactors Dranch 3 78/12/20 3pp 


7901840305 DOCKET 50-370 William D McGuire Nuclear Station. Unit 2 
Forwards rapt SAND77-1927. "Transport of Radionuclides in 
Urban Environs Work Draft Assessment " Also forwards 3ECY- 
70-311 dtd 780614 f< unc lad si f led portions of SECY-78-311A 
dtd 781109 

HOEFUINO.R K Office of the Executive Legal Director 79/01/03 
44pp 


7901240309 DOCKET 90-370 Mltllam D McGuire Nuclear Station. Unit 2 
"Transport of Radionuclides in Urban Environs Working Draft 
Assessment '' Analyies the problem in general U specifically 
for Neui York City 

DUCHARME. A R . AKINS, R E . DANIEU. 8 L Bandia Laboratories FIN 
A-)077-A SAND77-k9a7 7B/05/31 71bpp 


790I04001S DOCKET 30-370 William D McGuire Nuclear Station. Unit 2 
Ack receipt of IE insp Repts 30-369/78-37 & 50-370/78-16 on 
781106-09 No proprietary info 
PARKER. W D Duke Power Co 78/12/22 Ip 


7901040017 DOCKET 30-370 MU Ham 0 HcOulre Nucloar Station. Unit 2 
Forwards IE Insp Repts 90-369/78-37 A 30-370/78-16 on 
781106-09 No noncompliance noted 

MURPHY.C E Region 2. Atlanta, Reactor Construction & 

Engineering Support Branch 78/11/30 Spp 


7901040026 DOCKET 90-370 William D McGuire Nuclear Station, 
IE Insp Repts 50-369/78-37 b 30-370/78-16 on 781106-09 No 
noncompUanc* noted Major areas Inspected prossurlzer level 
fc pressure Instrument Instal latlon, electric pcnetrotlen 
• ssemblu ?< instrument Installation 

HUNT. M D . HARDWICK. R J , RUFF. A Q Region 2, Atlanta. 

Construction & Engineering Support Branch 78/11/30 Bpp 


Unit 2 


Reactor 


7901100312 DOCKET 30-370 William B McGuire Nuclear Station. Unit 2 
Ack receipt of IE Insp Repts 50-369/70-40 ti 50-370/78-17 on 
7BIIS8-120I No proprietary Info 
PARKER, U.Q Buks Power Co 79/01/03 Ip 


790ltBD3t9 DOCKET 30-370 Ml I Hem D McOulro Nuclear Station. 
Forwerds IE Imp Repts 90-369/78-40 & 30-370/78-17 on 
+81128-1201 No noncompHance noted 

MURPHY. C C Region 2. Atlanta, Reactor Construction 

Englnserlng Support Dranch 70/12/13 2pp 


7901180321 DOCKET 90-370 William B McOulro Nuclear Station. Unit 2 
IE Insp Repts 90-369/70-40 b 30-370/78-17 on 781128-1201 
No nontompl lance noted Major areas Inspected reactor 
coolant pressure boundary piping activity records, rad iation 
monitoring equipment inetallation „ . nreicn 

ECONOMoa, N , VAUUISH.E J . CONLON, T E Region 2, Atlanta. OfPl 
of the Director 78/12/12. Hpp 


7901110099 DOCKET 50-373 LaSalle County Station. Unit 1 
Second round request for addl Info to continue reviei.. of 
FSAR W/encl questionnaire covering Class IE equipment t. 
failure of high water level trip 

PARRrO D Light Hater Reactors Dranch 3 79/01/03 6pp 


7901160223 DOCKET 50-373 LaSalle County Station. Unit 1 

No comments were received from state agencies on NUREG-0486 
HORND ACKER. T E Illinois, State af 79/01/08 Ip 


7901180339 DOCKET 50-373 LaSalle County Station. Unit 1 
Comments on proposed preservice iiisp h test plans Finds 
deficiencies in proposed alternate eiamination procedure to 
provide adequate protection against component failure 
Forwards guidance for preparation of program 
PARR. O D Light Water Reactors Dranch 3 79/01/10 9pp 


7901190256 DOCKET 50-373 LaSalle County Station. Unit 1 
Forwards Round 2 questions for continuing review of FSAR 
W/encl 

PARR. 0 D Light Water Reactors Branch 3 79/01/10 3pp 


7901170260 DOCKET 30-373 LaSalle County Station. Unit 1 

Responds to 701220 const forecast panel questions Reviews 
progress since Aug 1978 Fuel load projected to be 790701 
because of boilermakers' strike tt design change to 
incorporate KWU quenchoT& 

REED, C Commonwealth Edison Co 79/01/12 9pp 


7901290033 DOCKET 30-373 LaSalle County Station. Unit 1 
Notification of 790206 meeting in Dethesda.HD w/util to 

discuss fuel load date -to/ntj-to 

BOURN I A. A Light Haler Reactors Dranch 3 79/01/19 


3pp 


7901310146 DOCKET 30-373 LaSalle County Station. 
Notification of 790131 meeting u/Commonueal th 
discuss open items on Initial test program 
BOURNIA. A Light Hater Reactors Dranch 3 


unit I 
Edison to 

79/01/24 


2pp 


901290210 DOCKET 50-373 LaSalle County Station, Unit 1 
Ack receipt of f-EIS Informs of reservations re potential 
operational problems associated w/ceollng sys Concludes thot 
design «< operation of water Intake structure does not 
represent best technology vo/ni yso Pn. 


7901020026 DOCKET 50-373 LaSalle County Station. Unit 1 

Identifies status of all outstanding Issues in SER review 

PARr"o^D Light Water Reactor* Branch 3 78/12/21 2pp 


7901220219 DOCKET 00-370 William B McGuire Nuclear Station. 
Forwards IE Circular 79-02. ”Fat lure of 120 Volt Vital AC 

□ 'REILLyI*J P Region Si Atlanta, Office of the Director 

79/01/16 2pp 


Unit 2 7901180213 DOCKET 50-373 LaSalle County Station, Unit J 

^ Notification of availability of "Interservice Procedures for 

Initructional Sys Development" TRADOC Pamphlet 350-30 
referenced In NUREO-0219, "Nuclear Security Personnel for 


7901080249 DOCKET 50-373 LaSalle County Station. Unit 1 

Provides summary of 7BU14 meetiog with owners of »»ad Mark 
II fecHltles to discus* NRC Mark ll containment acceptance 

criteria Info requested by NRC h 33 ob 

AHDER80N.C Cootainmont Systems Dranch 70/12/20 33pp 


7901230154 DOCKET 30-373 LaSalle County Station. I 

Forward* Amend 41 to FSAR ^o/nt/nm i.. 

REED. C Commonwealth Edison Co 79/Ol/Oa Ip 


7901230161 DOCKET 50-373 LaSalle County Station, Unit 1 

Amend 41 to FSAR covering auillsary spillway design, pump tt 
valve operability as suranc e, design stress limits Ji component 
suppoi'ibs ^ ^ 

* Comntonufla 1 th Fdison Co 79/01/08 280pp 
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docketed items 


79OlS60ie3 DDCI'ET 50-373 LaSalle Countij Station* Unit t 

Forwarids revis.eil qualification requirements for radiation- 
cheiAietrq technicians to be docv-ented in Amend 42 of FSAR 
tELCCanCE L O Cocnonueal Ih Ed non Co 79701/17 3pp 


7'70127020V D0Ci<ET 50-373 LaSalle County Station* Unit 1 

Forward* affidavit per 10CFH2 lOI stating that d I str tbull on 
of FSAR Amend 41 has been made per NRC 770524 Itr U/encl 
af f Idavi t 

DELCEOROE.L O Cornonuealth Edison Co 79/01/24 2pp 


7901090309 DOCKET 50-373 LaSalle County Station* Unit 1 
Foruards IE Circular 73-19* "Manual Override (Bypass) of 
Safety Sys Actuation Signals," t< list of circular recipients 
in Region Itl 

PAPPAS. H Region 3. Chicago* Office of the Director 79/C 
Spp 


7901080338 DOCKET 50-374 LaSalle County Station. Unit 2 

Foriearde note* of meeting on 781113 ui/tlark II owner* group 
to discuss NRC Mark II contalnmant acceptance criteria 
related to submerged structure drag load U/encl attendance 
list 3 meeting handout* 


7901090103 DOCKET 50-374 LaSalle County Station. Unit 2 
aummaru of 781117 meeting w/Mark II QUiners group re 
itaff comment* 1< question* on Intormadiale program taeke 
NEDE-2ia31-P. NEDE-24106-P. NEDE-23697, NEDC-S1639-P To*t 
facility was toured M/encl NRC comments fc quoation* 

ANDERSON, C Containment System* Branch 70/12/28 lOp 


7901100201 DOCKET 30-374 LaSalle County Station. Unit » 
Foruards revised pages of Topical Rept CE-l-A* Revi sion d.. 
"OA Program " 

TURBAK,n 8 Commonwealth Edison Co 79/01/02 7pp 


7901250002 DOCKET 50-373 LaSalle County Station, Unit 1 
Forwards iE Circular 79-02, "Fa i lure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 79/01/16 

Bpp 

7901080270 DOCKET 50-373 LaSal 1* County Station. Unit I 
Forwards IE Insp Rept 50-373/78-26 on 781024-26 No 
nancompliance noted 

FTflflELLI.O Region 3. Chicago* Reactor Opopatlnns Nuclear Support 

Branch 78/12/20 2pp 


7901110095 DOCKET 50-374 LaSallfl County Station. Unit 2 
Second round request for addl Info to continue review of 
FSAR W/encl questionnaire covering Class IE equipment fc 
failure af high water level trip 

PARRrO D Light Water Reactors Branch 3 79/01/03 *p 


7901160223 DOCKET SO-374 LaSalle County Station. Unit S 

No comments were received from state agencies on NUREO— 0484 
KORHBACKER. T E Illinois, State of 79/01/00 Ip 


7901080277 DOCKET 50-373 LaSalle County Station. Unit 1 
IE Insp Rept 50-373/78-26 on 781024-26 No noncompl lance 
noted Major areas inspected preoporat lonai test program, 
fire prevention review* emergency protection plen 
Implffhent ms proCfftfure 

SHAFER, W D . WALKER, R D , KNOP.R C Region 3. Chicago, Reactor 

Operations Nuclear Support Branch 76/12/15 iipp 


7901110069 DOCKET 50-373 LaSalle County Station* Unit 1 
Insp Kept 90-373/78-23 on 780927-28 (< 1003-05 No 
noncompl lance noted Major areas Inspected preoperatlonal 
test program & test procedures, turnover packages t. ctatus 
of const related to test program 

MAURA. F . DETTENMEIER.B * STREETER, J F Region 3, Chicago, 

Reactor Operations Nuclear Support Branch 78/11/28. 4pp 


7901080030 DOCKET 50-373 LaSsl le County Station, Unit t 
Forwards IE Circular 70-19, "Manual Override (Dypassl of 
Safety Sys Actuation Signals " 

KEPPLERi J 0 Region 3. Chicago, Office of the Director 70/12/29 

Ip 


7901020038 DOCKET 50-373 LeSalle County Statldn. Unit 1 
Ack receipt of 781201 Itr re Ingersoll Rand Co pump 
def Icitnci es 

HEISKHAN.R F Region 3, Chicago, Reactor Construction U 

Engineering Support Branch 7S/12/22 Ip 


7901100162 DOCKET 50-373 LaSalle County Station. Unit 1 

Forwards Interim rept re containment tendon deficiency used 
to pre-stress concrete contelnment Final rept will be 
sutmltted by 790415 

OELOEORCEiL 0 Commonwealth Edison Co 79/01/04 Ip 


70CKCT 50-373 LaSalle County Btatlon, Unit 1 
t tendon deficiency interim rept Describes 
* pre-stres*ing tendon button heads that 
\ly high number of detects Final rept 
ition of test will be submitted 
dison Co 79/01/04 Spp 


nty Station, Unit 1 
104 re post-tens-lonlng 

fotce of the Director 


7901040315 DOCKET SO-374 LaSalle County Station. Unit 2 

Caseload forecast panel update of facility fuel load date of 
March 1979 Is believed optimistic Requests certain Info by 
early Van 197? In order to revieui const completion status b 
update panel's prajected fuel load date 

PARR.O D Light Water Reactors Branch 3 78/12/20 Spp* 


7901080249 DOCKET 50-374 LaSalle County Station. Unit 2 

Provides summary of 781114 meeting with ouners of lead Hark 
II facilttle* to discus* NRC Mark II containment acceptance 
criteria Info requested by NRC t*. criteria end 
AKDERBON.C Containment Systems Drench 78/12/20 33pp 


7901180339 DOCKET 50-374 LaSaUe County Station. Unit 2 
Comments on proposed preservlce insp ti test plan* Finds 
deficiencies in proposed alternate oiapiinatlon procedure to 
provide adequate protection against component failure. 
Forwards guidance for preparation of program 
PARR.0 D Light Water Reactor* Branch 3 79/01/10 5p 


7901190956 DOCKET 50-374 LaSalle County Station, Unit 2 
Forwards Round 2 question* for continuing review of FBAR 
W/f"'* 

PARR.O D Light water Roactor* Branch 3 79/01/10 3p 


7901290033 DOCKET 30-374 LaSalle County Station. Unit 2 
Notification of 790206 meeting In Bethetda.HD la/utll to 
discuss fuel load date 

DDURNIA. A Light Hater Reactor* Branch 3 79/01/19 3 


7901310146 POCKET 50-374 LaBalle County Station, Unit 2 
Notification of 790131 nesting u/Commonwealth Edison to 
discuss open Items on Initial test program 
DDURNIA. A Light Water Reactor* Branch 3 79/01/24 


7901290210 DOCKET 50-374 LaSalle County Station. Unit 2 
Ack receipt of FEI6 Informs of reservation* re potential 
operational problems associated w/cooHng sys Concludes the 
design h operation of water intake structure does not 
represent best technology 

TAYLOR. B J Environmental Protection Agency 79/01/22 « 


7901020026 DOCKET 50-374 LaBalle County Station. Unit 2 
Identifies status of all outstanding issues In BER review 
since 701016 

PARR.O D Light Water Reactors Dranch 3 70/12/81 2f 


7901180213 DOCKET 50-374 LaSalle County Station. Unit 2 

Notification of availability of *' Interservlc* Procedure* f> 
Instruc tional By* Development'' TRADOC Pamphlet 050-30 
referenced in NUflEO-0819, "Nuclear Security Personnel for 
Power Plants " 

DESAU.M J Division of Docunont Control 78/11/20 2p| 


7901230154 DOCKET 30-374 Laflalle County Station. Unit 2 
Forwards Amend 41 to FBAR 

REED.C Commonwealth Edison Co 79/01/08. Ip 


7901230161 DOCKET 30-374 LaSalle County Station, Unit 2 
Amend 41 to FSAR covering auilllary tp Illway design. pump 
valve operability assurance, desi gn stress limits t< compoi 
supports 

» Commonwealth Edison Co 79/Ol/OB 230pp. 


7901260183 DOCKET 30-374 LaBalle County Station, Unit 2 
Forwards revised qualification r equlreniant* for radiation- 
chemistry technicians to be documented in Amend 42 of FSAR 
DELOEOROE* L 0 Commonwealth Edison Co, 79/01/17, Spp. 


7901890209 DOCKET 30-374 LaSall* County Btatton. Unit 2 

Foruards affidavit per i0CFR2 lOi stating that dlstrlbutioi 
of FBAR Amend 41 ha* been made per NRC 770326 itr. W/encl 
affidavit 

DELOEOROE.L 0 Commonwealth Edison Co 79/01/24 2pp 


7901110066 DOCKET 30-373 LaSal lo County Station* Unit 1 
Foruards Insp Rept 50-373/78-23 on 760927-28 Nu 
noncompliance noted 

FIDRELLI'O Region 3. Chicago. Reactor Operations Nuclaar Support 

Branch 78/12/01 2pp 
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79D10BOOSO DOCKET 50-374 LaSalle- Countg Station^ Unit 2 
Forward* IE Circular 70-19, “Manual Override (Ogpasa) of 
Safatg Sg« Actuation Signals “ 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 7B/12/29 
if 


7901220331 DOCKET 30-382 Waterford Oeneratlng Station, Un 1 1 3 
Notifies of postponement of 790118 meeting in Dethesda.MO to 
diftcuss appHcant revieui Bchetfulo 

OENEDICT»R A Light Water Reactors Branch 3 70712/19 2 pp 


7901090309 DOCKET 50-374 LaSalle County Station, Unit 2 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Safety Sys Actuation Signals," & list of circular reclolents 
in Region III 

PAPPAS, H Region 3, Chicago, Office of the Director 79/01/02 

2pp 


7901250002 DOCKET 50-374 LaSalle County Station, Un 1 1 2 
Forwirda IE Circular 79-02, "Fa 1 lure of 120 Volt Vital AC 
Pouar Supplies “ 

HEPPLER«J 0 Region 3, Chicago, Office of the Director 79/01/16 

Bpp 

790103003B DOCKET 50-374 LaSalle County Station, Unit 2 
Act racalpt of 781201 Itr re Ingersoll Rand Co pump 
daf Ictencles 

KEISHMAhfiR F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 70/12/22 Ip 


7901100102 DOCKET 50-374 LaSalle County Station. Un 1 1 2 

FoTuards Interim rapt re containment tendon deficiency used 
to pra~stress concrete contalnmant Final rept will be 
subnilttad by 790415 

DELQEOROE, L 0 Commonwealth Edison Co 79/01/04 ip 


7901230156 DOCKET 50-382 Waterford Oeneratlng Station, Unit 3 
Act receipt of 781221 Itr Forwards operating agreomont for 
Homer, LA 

ASWELL, D L Louisiana Pouer 8, Light Co 79/01/12 ip 


79012301S9 DOCKET 50-382 Waterford Oeneratlng Station. Unit 3 
Agreement between Town of Homer 1< LA Power ti Light re 
transfer of ownership of electric sys of Town of Hooier.LA 
MCLENDON, 0 D Louisiana Power t. Light Co 78/03/15 26p p 


7901240193 DOCKET 50-362 Waterford Generating Station, Unit 3 
Submits revised schedule for responding to NRC requests for 
addi F8AR Info as requested *ln Ref 1 Supercedes schedule 
provided in Ref 2 

ASWEUL,0 L Louisiana Pouer & Light Co 79/01/19 5p p 


7901030170 
Forwards 
Light Co 
80UDER, J 


DOCKET SO-302 Waterford Generating Station, Unit 3 
under separate cover docteted version of LA Power I, 
application for op era ting license. 

L Division of Rules and Records 73/12/20 Ip 


7901170220 DOCKET 50-383 Waterford Generating Station, Unit 3 
Forwards Amend 1 to FSAR 

ASWELL, A S Louisiana Power L Light Co 79/01/10 Ip 


7901100104 DOCKET 50-374 LaSalle County Statlo,n. Unit 2 
Containment tendon deficiency interim rept Describes 
Intp ft tests of pre-stressing tendon button heads that 
dtvaloped unusually high number of defects Final rept 
containing evaluation of test will be submitted 
e Commonwealth Edison Co 79/01/04 3pp 


7901170232 DOCKET 50-382 Waterford Generating Station, Unit 3 
Amend 1 to FSAR covering site character Is t ics, geog raph y & 
demography, nearby Indus tr 1 al, transpor tat 1 on 6 military 
f Bci 1 1 ties, me teorol-ogy (< hydroltc engineering 
« Louisiana Pouer L Light Co 79/01/10. llSBpp 


7901290008 DOCKET 50-374 LaSalle County Station, Unit 2 
Act receipt of Interim rept dtd 790104 re post-tenslonlng 
•ye 

HEI8MMAN, R F Region 3. Chicago. Office of the Director 
79/01/10 Ip 


790102047S DOCKET 50-382 Waterford Oeneratlng Station, Unit 3 
Requests copy of operating agreements (HameriLahe 
Providen-ce, Th Ibodaux or Monroe) in regard to obtaining 
antitrust info 

TDALBTON, A Antitrust b Indemnity Group 78/12/21 Ip 


790I050OS7 DOCKET 50-376 North Coast Nuclear Plant 

Forwards status review of geology t< seismology for reactor 
slit as reportid in PSAR Vol I-XIll (< amends Mo capable 
faults have been identified within vicinity of site (, no 
Identified restricted tectonic elements exist 

DEVINE. J F. Interior, Dept of, U S Geological Survey 70/12/14 
9pp, 


79011201B3 DOCKET 50-376 North Coast Nuclear Plant 

Forwards copies of NUREO/CR-0400, "Risk Aisessmont Review 
Group Rapt to the NRC" ("Lewis Committee Rept") NRC Is 
presently developing a policy statement re this rept 
MCQURRENiK.J Office of the Executive Legal Director 70/12/20 
Ip 


790122034B DOCKET 30-376 North Coast Nuclear Plant 

Farwarde status rept as of 701229 ri dsvslopmsnts In Puarto 
Rico Water Resources Authority's application 

AXELRADi H Lowenstein. Newman, Rsl s. Ax* Irad fcToll, 70/12/29 Ip. 


7901020309 DOCKET 50-382 Waterford Generating Station. Unit 3 
Forwards IE Insp Rapt 50-302/70-13 on 701016-27 No 
tioneomp llance noted 

8EIDLE, W, C Region 4, Dallas, Reactor Construction & Engineering 

Support Branch 76/11/15 2pp 


7901020313 DOCKET 50-302 Waterford Generating Btation, Unit 3 
IE Insp Rept 5O-302/7B-13 on 701016-27 No noneomp 1 lanes 
noted Maior areas Inspected const activities related to 
licensee's site QA program 

STEWART. R C , OOERO. C R . CRQSSMAN. W A Region A, Dallas. Office 
of the Director 70/11/15 13pp 


7901100322 DOCKET 50-382 Waterford Generating Btation, Unit 3 
Forwerde Insp Rept 50-302/70-14 on 7eU14-»l7 t< Notice of 
Violation 

8EIDLE, W. C Region 4, Dallas, Reactor Construction S, Enginsarlng 

Support Branch 70/12/06 2pp 


7901820352 DOCKET 50-376 North Coast Nuclear Plant 

Statue rept as of 781229 re Puerto Rico Water Resources 
Authority's application Internal review of generation 
expansion not yet completed Wet^'tlnqhouse contract re nuclear 
steam supply syt cancillsd W/Certlficate of 8ve 

AXEURAD, M Louens teln, Nsuman, Rei s, Axelrad (< Toll 76/12/29 Spp 


7901220040 DOCKET 50-302 Waterford Generating Btation, Unit 3 
Informs that TRADOC Pamphlet 350-30, "Inter service 
Procedures for Instructional Bye Development" referenced in 
NUflEO-0219 It avellabls In microfiche form from NRC. 

BEeAW.W, J. Division of Document Control 70/11/80 2pp 


79O1DSO40S DOCKET 50-382 Waterford Generating Btation, Unit 3 
PoTwirds Federal Register notices re 701210 docketing of 
lictnie application. 

BAER.R, L. Light Water Reactors Branch 2. 70/12/19 Spp 


7901020488 DOCKET 50-382 Waterfohd Osneratlng Btation, Unit 3 
Notice of receipt of application for operating license, 
notice of availability of environ rept.ndtlce of 
consideration of issuance of license (< notice of opportunity 
for hearing 

SAERiR L Light Water Reactors Branch 2, 78/12/19, 9pp. 


790104D2S9 DOCKET 50-382 Waterford Generating Btation, Unit 3 
Notlco of 790110 meeting In BethesdotHD to discuss 
review echedule ti fuel load forecast data 

BENEDICT.R. A Light Watir Reactors Branch 2. 70/12/19. 2pp. 
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7901240244 DOCKET 50-3B3 Uaterford Oenerating Station. Unit 3 
Forwards IE Clrtular 7B-19i "Manual Overrldt IBupass) of 
Safatt) Actuation Signals " 

SEYFRIT.K V Region 4, Dallas. Dffica of the Dlractor 7a/i2/a9 
ipp 


79O12S02B2 DOCKET S0-3B3 Uaterford Qensrating Station. Unit 3 
Act recalpt of 790108 1 tr informing NRC of steps taken to 
correct violation noted in !E Insp Rept SO-SSS/TS-l 4 
SEIDLE.M C Region 4. Dallas. Reactor Construction & Engineering 

Support Branch 79/01/12 Ip 


7901230286 DOCKET 30-382 Haterford Generating Station. Unit 3 
Responds to NRC Itr re violation noted in IE Insp Rept 
50-302/78-14 Corrective actions surveillance of welding 
parameters performed dally on random basis to verify 
conformance w/wplding procedure 

ASHELL. D L Louisiana Rower tt Light Co 79/01/08 Ip 


790125001& DOCKET BD-3Q2 Uaterford Generating Station. Unit 3 
Forwards IE Circular 79-02, "Fat I ur# of 120 Volt Vital AC 
Power Supplies " 

SEYFRJT.KV Region 4, Dallas, Office of the Director 79/01/16 
7pp 


7901030033 DOCKET 30-382 Waterford Generating Station, Unit 3 
Cooper-Bessemer 's work to replace shafts that drive 
engine speed control governor t. engine over speed shutdouin 
governor has not been completed Final significant deficiency 
rept 6 will be submitted by 790831 

ASUELL. 0 L Louisiana Power t, Light Co 78/12/29 2pp 


7901030060 DOCKET 50-383 Waterford Generating Statinn, Unit 3 
Forwards final rept of significant constr deficiency No 8 
re containment electric penetration bolting failure 
ASUELL. D L Louisiana Power i< Light Co 78/12/29 ip 


7901030068 DOCKET 50-382 Waterford Oenerating Station, Unit 3 
Bolted connections that connect horizontal channel sections 
of the termination subassambl y to the header mounting 
brackets were loose or disengaged Termination sub-assembly 
connections were redesigned to use welded pemnuts 
« Arkansas Power U Light Co 70/12/27 ip 


7901040083 DOCKET 50-382 Waterford Generating Station, Unit 3 
Forwards copy of addl interim rept of significant const 
deficiency 9 "Noncomp 1 ianc e to Welding Regulrements for HVAC 
Seismic Support Henger to Embedded Plates " Will submit 
final report by 791201 

ASWELLpP L Louisiana Power b Light Co 78/12/29 Ip 


7901040090 DOCKET 80-382 Waterford Generating Station, Unit 3 
Aiidl intarim raport of significant const deficiency 9, 
''hloncomplianc e to Welding Reguirements for HVAC Seismic 
Support Hanger to Embedded Plates " In addition to immediate 
corrective actions. hanger to plate welds are being repaired 
* Louisiana Power fc Light Co 70/12/29 17pp 


7901150280 DOCKET 50-383 Takahama-cho 

Motion by Central Electric Power Cooperative for eitenslon 
of time until 790131 to respond to 8C Electric b 6a« motion 
to ditmisi, or in the alternative, for summary of disposition 
Certificate of Sve end, 

BRAND. W E Central Electric Power Cooperative. Inc 79/01/03 4pp 


7901080249 DOCKET 30-387 Susquehanna Steam Electric Btattom Unit 1 
Provides summary of 781114 meeting with ouners of lead Hark 
II facilities to discuss NRC Mark 11 containment acceptance 
criteria Info requested by NRC I, criteria end 
ANDERSON. C Containment Systems Branch 78/12/20, 33pp 


7901080336 DOCKET 30-387 Susquehanna Steam Electric Station, Unit 1 
*■'- — ’■ notes of meeting on 78H15 u/Mark II owners group 
NRC Hark II containment acceptance criteria 
submerged structure drag load U/tnd attendance 
ing handouts 

Containment Systems Drench 78/12/88 39pp, 


CKET 50-087 Susquehanna Steam Electric Station, Unit 1 
781117 meeting u/Hark II owners group re 
nti t( questions on Intermediate program tasks; 
P,NEDE-84l06-P,NEDE-23697. NEDC-216S9-P Test 
s toured W/end NRC comments t, questions. 

Containment Systems Branch 78/12/28 ISpp 


CKET 50-387 Susquehanna Steam Electric Station, Unit 1 
dl info re mass (, energy release data from the 
to continue review of tlcanse application 

Light Water Reactors Drench 3 78/12/21 3pp, 


CKET 50-387 Susquehanna Steam Electric Station, Unit 1 
90112 meeting In Oethesda, MD w/utl 1 to dtscuse 
River Basin Commission water riqulremente far 
ties 

Environmental Project Branch 2 79/01/03 2pp 


79DI100031 DOCKET 50-387 Susquehanna Steam Electric Station, Unit I 
Forwards request for addl info re electric power supply syi 
at facility in order to complete review of license 
application 

PARR, 0 D Light Water Reactors Branch 3 79/01/03 20pp 


7901110191 DOCKET 50-387 Susquehanna Steam Electric Station, Unit 1 
Summary of 781128 meeting w/util ri review schedule for 
Bubj facility Util felt that May 1980 fuel load date would 
be met NRC agreed to re-evaluete review schedule after 
first round questions t, rept of Caseload Forecast Panel 
MINER, S Light Witer Reactors Branch 3 79/01/03 3pp. 


7901160325 DOCKET 50-387 Susquehanna Steam Electric Station, Unit I 
Ravlcw of Amend 35 to Sections 13 2 b 13 5 of FSAR is 
complete Amend is not acceptable for cold llecnti 
eligibility per 10CFR33 25 Addl info required for review St 
sne 1 

COLLINS. P F Operator Licensing Branch 79/01/03 2pp. 


7901230099 DOCKET 30-387 Susquehanna Steam Electric Station, Unit | 
Amtnd 5 to PA Power & Light 700731 application for Class 103 
operating license Contains Revision 4 to FBAR 6 addl info 
par NRC requests 

CURTIS. N W Pennsylvania Power 1, Light Co 79/01/16 700pp 


7901290095 DOCKET 50-387 Susquehanna Staam Electric Station, Unit I 
Notification of 790214 meeting In Silver 8prlng,MD to 
discuss design of advance control room complei << obierva 
simulator control panols 

MINER. 8 Light Water Reactors Branch 3 79/01/16 2pp 


7901240111 DQCKET 50-387 Susquehanna Steam Electric Station, Unit I 
Forwards rept "Tornado Evaluation far tho Busquehanna Btaaa 
Electric Station " Rept available In Central Files 
CURTIS, N W Pennsylvania Power <c Light Co 79/01/19 tp 


7901250277 DOCKET 30-307 Susquehanna Staam Electric Station, Unit 1 
Releasil addl document requested by counsel for Gulf Oil Co 
for availability to public 
CHOPKO. M, E Cemnlstion 79/01/19. 2pp 

7901160139 DOCKET 50-387 Susquehanna Steam Electric Station, Unit i 
Notification of availability of "Interservlce Procedures for 
Instructional Syt Development" TRADOC Pamphlet 330-30 
referenced in NUREO-0219, "Nuclear Security Personnel for 
Power Plants " 

QESAW.W J Division of Document Control 78/11/20 Spf. 


7901060128 DOCKET 50-387 Susquehanna Steam Electric Statian. Unit I 
Summary of 78il29-1201 meeting t, site tour to risolva 
outstanding Issues associated u/revleu of security plan for 
facility. Attachments rs unresolved Items withheld 
trsf 10CFR2 790) 

CLARK, R A Division of Opsratlng Rsactore. 78/12/22 2pp. 


7901040293 DOCKET 50-307 Susqushanna 8team Electric Btatlon, Unit I 
Requests limited apptaranes at hearings to detirmlnc 
fitness of util to own U opsrate subj facllltv 
OORMLEy, J E Affiliation Unknown. 7B/12/1W Ip. 


7901020363 DOCKET 50-387 Susquehanna Staam Electric Station, Unit I 
Requests limltsd appearance at early 1979 NRC hearings tg 
determine fitness of util tp operate subj facility. 

OORMLEY, J, E Affiliation Unknown 78/12/17. ip 


7901150038 DOCKET 30-387 Susquehanna Steam Electric Station, Unit 1 
Informs individual of NRC intervention process 
SNAPP, B A Pennsylvenio Power t. Light Co, 78/12/lB, 2pp. 


7901120044 DOCKET 50-387 Susquehanna Bteam Electric Station, Unit I 
Ac k 781215 Itr re the status of 700908 Johnirud pstltion to 
intsrvsne Forwards ASLB 781026 Memo I, Order rajacting 
petition due to insufficient info tt announcing 790129 
prehearing conference 

BECHHOEFER, C Atomic Safety and Licensing Board Panel 78/12/23. 
3fP 


7901050402 DOCKET 50-387 Susquehanna Steam Electric Station, Unit I 
Requests limltsd appearance at hearings on llcania 
appllcstion Raquists addition of Susqushanna Alliance to tve 
1 1 st. 

FADE, D. A Affiliation Unknown. 70/12/27 Ip, 


7901160370 DOCKET 50-387 Susqushanna Steam Electric Station, Unit 1 
Providts notlct that OE Silbtrg will appear on behalf of 
PA Pousr Ic Light In froestdings. Certificate of Sve end. 

SILBERG.J, E Shaw, Pittman, Potte, h Trowbridge 78/12/20 tOgp 


7901160362 DOCKET 50-3B7 ausquthenne Steam Electric Station, Unit I 
Provides notlct that AR Yutpeh will appear on behalf of PA 
Power <1 Light In proceedings Certificate of Sve end. 

Y'USPEH,A. R Shaw, Pittman, Potts, 6 Trowbridge, 78/18/20 3pp, 
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7901SS0009 DOCKET SO-^SS? Su9(iu»hanti« Steam Electric Stall om Unit I 
Statement by Citliene Against Nuclear Dangers In support of 
petition to intervene re const permits 
* Cltiiens Against Nuclear Dangers 79/01/05 2 pp 


7901230006 DOCKET S0-3B7 Sustiuehanna Steam Electric Stationi Unit 1 
Forwards statement pf Cltliena Against Nuclear Dangers in 
support of petition to intervene ra const permits 
LEMANOHICZ. I Citizens Against Nuclear Dangers 79/01/05 Ip 


79012S0D39 DOCKET 50-397 Susquehanna Bteam Electric Stationi Unit 1 
States reasons for Interventipn in proceedings 

LEMANOUICZr I Cltiiens Against Nuclear Dangers 79/01/10 3pp 


7901S80267 DOCKET 50-3S7 Susquehanna Steam Electric Stationi Unit 1 
Raquasts permission to make a limited appearance statement 
at NRC 790129 hearings 

CREASYiH K Affiliation Unknouin 79/01/10 Ip 


7901190300 DOCKET 50-3S7 Susquehanna Steam Electric Stationi Unit 1 
Permlte Nf)C ti applicant to respond to petitioner to 
intervenei Ci tliens Against Nuclear Dangers '• 7ei22Bi 701229 & 
790103 supple b any other suppl filed by 7901 19, Response may 
be In one filing b must be received by 790126 

BECHHOEFEniC Atomic Safety and Licensing Board Panel 79/01/11 

2pp 


79011901SS DOCKET 90-3B7 Susquehanna Steam Electric Statlom Unit 1 
Requaste permtsilon to make limited appearance at licensing 
hearing 

DERAYHONDiJ Affiliation Unknobin 79/01/12 Ip 


7901310162 DOCKET 90-3B7 Susquehanna Steam Electric Statlom Unit 1 
Foruardi suppl to petition to intervene b list of 
contentions which involve safety i ssuesi design problem of 
pump flywheel missiles b flow induced vibration 
KAR8H.C Affiliation Unknown 79/01/12 Ip 


7901310166 DOCKET 90-307 Susquehanna Steam Electric Statlnni Unit 1 
Suppl to petition to intervene of C Marshi et alioutllnlng b 
listing contention! Delleves applicant's design fails to 
resolve problem of pump flywheel missiles b fails to provide 
adequate onsite storage facilltlesi etc 
MARBHiC Affiliation Unknown 79/01/ia 2pp 


790l>260260 DOCKET 90-3B7 Susquehanna Steam Electric Statlom Unit 1 
Amended petition to Intervene in proceedings re application, 
Petitioners allege substantial tntarest b that contentions 
satisfy criteria for intervention W/suppl petition for 
expanses reimbursement b affidavit 

a Susquehanna Environmental Advocates 79/01/iq. 17pp 


7901S60061 DOCKET 90-3B7 Susquehanna Steam Electric Statlom Unit i 
Providei notice that BA Snapp will represent licenses In 
proceedings 

SNAPP I B A Pennsylvania Power b Light Co 79/01/19 ip. 


79010401B3 DOCKET 50-387 Susquehanna Steam Electric Stationi Unit 1 
Forwards IE Insp Repts S0-3B7/7S-tQ b S0-3BB/7S-17 on 
7B 1004- 13. No noncompliance noted 

CARLSONi R. T, Region li Philadelphia! Reactor Construction b 

Engineering Support Branch 78/11/06 2 pp 


79010401B6 DOCKET 90-367 Susquehanna Steam Electric Station. Unit 1 
IE Inep Rapte 90-387/70-18 b 90-383/78-17 on 781004-13 
No noncompl lance notad Major areas Inspected piping 
b piping support storage. malnti b installation 
DURR. U. P I FASANOiA N . EDNETER.B D Region li Philadelphia. 

Reactor Construction b Engineering Support Branch, 78/11/02 7pp 


7901040239 DOCKET S0-3B7 Susquehanna Steam Electric Station. Unit 1 
Act recalpt of 7B1120 Itr Informing NRG of steps taken to 
correct violations noted in Insp Repti 90-307/78-19 b 
90-380/78-13. 

CARLSON. R T Region li Philadelphia. Reactor Construction h 

Engineering Bupport Branch 78/12/04 ip. 


7901040293 DOCKET 90-387 Susquehanna Steam Electric Station. Unit 1 
Responds to NpC 781017 Itr re violations noted in Inip 
Reports 90-387/78-15 b 50-380/78-13 Corrective actions 
pTOcedurei cross referenced b approval of sya design 
deecrlptlon 34 

CARLSON. R.T Pennsylvania Power b Light Co 78/11/20 3pp 


7901180342 DOCKET 90-387 Susquehanna Steam Electric Station. Unit 1 
Forwardi IE Inep Rept 90-387/78-19 on 701101 b 781114-17. No 
noncompl lance noted 

CARLSONi R T. Region 1. Phi ladelphie. Reactor Construction b 
Engineering Support Branch 78/12/08. Spp. 


79011B0349 DOCKET 90-387 Susquehanna Steam Electric Station. Unit 1 
IE Insp Rept 50-387/70-19 on 7B1101 b 701114-17 No 
noncomp 1 lance noted Major areas inspected preservlee insp 
activities associated u/starage b Installation of reactor 
pressure vessel Internals 

OERNIOAN.E P . MCDREARTY, R A , EDNETER, S O Region 1. 

Philadelphia! Reactor Construction b Engineering Support Branch 
78/12/06 7pp 


7901030045 DOCKET 50-337 Susquehanna Bteam Electric Station. Unit 1 
Forwards IE Bulletin 70-14. "Deter i ora ti on of Buna— N 
Components in ASCO Solenoids '' 

GRlERiD H Region 1. Philadelphia. Office of the Director 
70/12/19 Ip 


7901090411 DOCKET 30-387 Susquehanna Steam Electric Station. Unit 1 
In response to IE Bulletin 70-12 & 7a-12A.uttl is 
negotiating w/vendor b will respond to bulletins by 790322 
CURTIS. N N Pennsylvania Power b Light Co 78/12/96 Ip 


7901100023 DOCKET S0-3B7 Susquehanna Steam Electric Station. Unit 1 
Forwards IC Circular 78-19. "Manual Override (Dypas!) of 
Safety Sys Actuation Signals " 

GRIER. B H Region L. Philadelphia. Office of the Director 
70/12/29 Ip 


7901220039 DOCKET 90-387 Susquehanna Steam Electric Station. Unit 1 
Ac k receipt of 701114 Itr forwarding interim rept on damaged 
wl r Ing 

CARLSON. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/01/09 Ip 


7901190096 DOCKET 90-387 Susquehanna Steam Electric Station. Unit 1 
Feriuarde addl info re deficiency in terinination module 
connector plugs During shortening of c ab 1 e s. no ted that high 
amount of non-safety related cables also exhibited cuts b 
nicks similar to those on T~modulas 

CURTIS. N W Pennsylvania Power b Light Co 79/01/15 0pp 


7901230109 DOCKET 50-387 Susquehanna Staam Electric Station. Unit 1 
Confirtna 790109 rept re deficient termination module 
eonnictors plugs b non-safety related cables Forwards suppl 
rept 

CURTIB.N W Pennsylvania Power b Light Co 79/01/15 2pp 


7901230194 DOCKET 50-307 Busquehanna Bteam Electric Statlnn. Unit i 
''Interim Rept b Suppl on Termlnatiun Cabinet ~ Termination 
Modules Damaged Conductor Insulation " Describes damage to 
insulation on 200 conductors In termination modules In 
cabinet 1TC62} b II cables Correction scheduled for 79021S 
• Pennsylvania Power b Light Co 79/01/04 7pp 


7901030036 DOCKET S0-3SB Susquehanna Steam Electric Btation. Unit 5 
Requests addl Info re mass b energy release data from the 
reactor sys to continue review of license application 
PARR. 0 D Light Nater Reactors Branch 3 70/12/21 Spp 


7901080249 DOCKET 90-380 Busquehanna Steam Electric Station. Unit 2 
Provides summary of 701114 meeting with owners of lead Hart 
It facilities to discuss NRC Mart II containment acceptance 
criteria Info requested by NRC b criteria end. 

ANDERSON, C Containment Systems Branch 70/ 12/20 33pp 


7901080338 DOCKET 90-388 Busquehanna Steam Electric Btat 

t * L TT „ 
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7901110191 DOCKET 90-3BB Suftquehanna Strain Electric Station. Unit 3 
Sunnarg of 7S1128 meeting ui/utll re reviou tchadule far 
■ Ubj Pacllitg Util Pelt that Hag l'7B& Fgel load date uould 
be net MAC agreed to re~evaluate revleu schedule aPter 
firet round iiueations. & rept of Caseload forecast Panel 
miner, 8 Light Uater Reactors Branch 3 79/01703 3pp 


7901340111 DOCKET S0-3B8 Susquehanna Steam Electric Station. Unit 3 
Forwards rept "Tornado Evaluation For the Busquihanna Steam 
Electric Station " Rept available in Central Files 
CURTIS. M U Pennsylvania Power Ic Light Co 79/01719 Ip 


79012S0099 DOCKET 50-338 Susquehanna Steam Electric Station, Unit 2 
Amend 5 to PA Pouter tc Light 7B0731 application For Class 103 
operating license Contains Revision 4 to FSAI? & addl info 
per NRC requests 

CURTIS. N U Pennsglvania Pouter & Light Co 79/01/ IF. 700pp 


7901290095 DOCKET 50-363 Susquehanna Steam Electric Station. Unit 2 
NotiFlcatlon of 790214 meeting in Silver Sprlng.HD to 
discuss design of advance control room complei ti observe 
simulator control panels 

MINER. 8 Light Water Reactors Branch 3 79/01/iF> 2pp 


7901080126 DOCKET 50-388 Susquehanna Steam Electric Station. Unit 2 
Bummary of 701129-1201 meeting *• site tour to resolve 
outstanding Issues associated ui/revieiit of security plan for 
Facility Attachments re unresolved items withheld 
(ref 10CFR2 790) 

CLARK. R A Division of Operating Reactors 73/12722 2pp 


7901180139 DOCKET 50-388 Susquehanna Steam Electric Station. Unit 2 
Notification of availability of '■ Intersirvlce Procedures for 
instructional Sys Development" TRAD0C Pamphlet 390-30 
referenced In NUREO-0219. "Moclear Security Personnel for 
Power Plants " 

BESAW. U J. Division of Document Control 76/11/20 2pp 


7901020363 DOCKET 90-368 Suiquahanna Steem Electric Station. Unit 2 
Requests limited appearance at early 1979 NRC hearings to 
determine fitness of util to operate subj facility 
QORKLEy.J E Affiliation UnInoun 70/12/17 ip 


7901040293 DOCKET 50-388 Susquehanna Steam Electric Station. Unit 2 
Requests limited appearance at hearings to determine 
Fitness of util to own b operate subj facility 
OORMLEV, J E Affiliation Unknown 70/12/12 Ip 


7901050402 DOCKET 50-388 Susquehanna Steam Electric Station, Unit 3 
Requests limited appearance at hearlnge on license 
application Requests addition of Susquehanna AUlanca to sve 
list. 

bade. D A Affiliation Unknown 78/12/27 Ip. 


790I12D044 DOCKET 50-388 Susquehanna Staam Electric Station. Unit 2 
APk 781215 Itr re the status of 760908 Johnsrud petition to 
intervene Forwards ABLD 781026 Memo fc Order rejecting 
petition due to insufficient info b announcing 770189 
prehearing conference 

BECMHOEFER.C Atonic Safety and Licensing Bosrd Panel 78/12/22 
3pp 

790119O03B DOCKET 90-3BS Susquehanna Steam Electric Station. Unit 2 
Informs individual of NRC Intarvention process 
8NAPP. 3 A Pennsylvania Power b Light Co 78/12/16 Spp 


79011.60370 DDCKET 90-388 Susquehanna Steam Electric Station. Unit 2 
Provldas notice that 0£ Silberg will appear on behalf of 
PA Power b Light In proceedings Certificate of 8vc end 
elLDERO, JC 8hau, Pittman. Potts, b Trowbridge. 78/18/28 4Dpp. 


7901160382 DOCKET 90-388 Susquehanna Steam Electric Station, Unit 2 
Provides notice that AR Yuspeh Will appear on behalf of PA 
Power b Light in proceedings Certificate of Bve end. 

VUSPEH.A R Shaw. Pittman. Potts, b Trowbridge. 78/18/88 Spp. 


7901160300 DOCKET 90-388 Susquehanna Steam Electric Station. Unit 2 
Psrmlti NRC b applicant to respond to petitioner to 
tntervane.Cltliens Against Nuclear Dangers '. 7B1S28. 7B1889 b 
790103 suppls b any other luppl filed by 790119 Rttpc>nse ney 
be In one filing b must be received by 790126 

BECHHOEFER.C Atonic Safety and Licensing Board Panal, 79/01/11. 
8pp. 


7901190155 DOCKET 50-386 Susqushanna Steam Electric Station. Unit 2 
Requests permisilon to make limitad appearanca at llcanilng 
hearing 

DERAYMOND.U. Affiliation Unknown 79/01/tS Ip 


7901220009 DOCKET 50-388 Birsquahanna Steam Electric Station. Unit 2 
Statement by Cltiiens Against Niiclasr Oantitrs in support of 
petition to Intervene re const permits 
« Cltiiens Age Inst Nuclear Dangers 79/01/03 2pp 


79DI220006 DOCKET 90-388 Susquehanna Steam Electric Station. Unit a' 
Forwards statement of Cltiiens Against Nuclear Dangers in 
support of petition ta Intervene re const permits 
LEMANOVIICZ. 1 Cltiiens Against Nuclear Dangers 79/Ot/OS Ip 


7901250039 DOCKET 90-388 Susqushanna Steam Elactric Station. Unit 2 
States reasons for Intervention in proceedings 

LEHANOUICZ. I Cltiiens Against Nuclear Dangers 79/01/10. Spp 


7701290267 DOCKET 90-389 Susquehanna Steam Electric Station. Unit 2 
Requests permission to make a limited appearance statement 
at NRC 790129 hearings 

CREASY. M K Afflllatlan Unknown 79/01/10 Ip 


7901260061 DOCKET 90-383 Susquehanna Steam Electric Stetton. Unit 2 
Provides notice that BA Bnapp will represent licensee in 
proceedings 

8NAPP.D A Pennsylvania Power b Light Co 79/01/19 Ip, 


7901260260 DDCKET 90-388 Susquehanna Steam Electric Stetlon. Unit 2 
Amended petition to Intervene In proceedings re application, 
petitioners allege substantlel interest b that contentions 
satisfy criteria for intervention H/iuppl petition for 
Bipensce reimbursement b affidavit 

• Susquehanna Environmental Advocates. 79/01/14 17pp. 


7901310162 DDCKET 90-388 Susquehanna Steam Electric Station. Unit 2 
Foriuerds suppl to petition to intervene b list of 
contentions which Involve safety 1 ssuae. design problem of 
pump flywheel missiles b flow induced vibration 
MARSH. C Affiliation Unknown 79/01/12 Ip 


7901310166 DOCKET 90-388 Susquehanna Btaan Electric Station, Unit 8 
Suppl to petition to Intervene of C Harsh, et al. outlining b 
listing contentions Believes applicant's design falls to 
resolve problem of pump flywheel mltsilee b fails to provide 
adequate onsite storage facilities, etc 
HAR8H.C Affiliation Unknown 79/01/12 app 


7901030049 DOCKET 90-388 Susquehanna Steam Electric Station. Unit 8 
Forwards IE Bulletin 78-14. "Deterioration of 8una-N 
components in ASCO Solenoids " 

DRIER, D H Region 1. Philadelphia, Office of the Director 
78/12/19. Ip 


7901040183 DDCKET 90-338 Susquehanna Staam Elactric Station. Unit 2 
Forwards IE Insp Repte D0-3S7/7B-1S b 9O-3eB/70-*17 on 
781004-10. No noncompllancB noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction b 
Eiiginaoring Support Dranch 78/11/06 Spp 


7901040186 DOCK'ET 90-383 Susquehanna Steam' Elactric Station. Unit 2 
IE Insp Repts 90-387/78-18 b 90-388/78-17 on 781004-13. 

No noncompliance noted Major areas Inspected piping 

b piping support storage, malnt. b installation 

DURR.J P . FASANO. A N ■ EBNETER. 8 D Region 1. Philadelphia. 

Reactor Construction b Engineering Support Branch. 76/11/02. 7pp. 


7901040239 DOCKET 90-388 Susquehanna Steam Electric Station. Unit 2 
Act receipt of 781120 Itr Informing NRC of steps taken to 
correct violation* noted In 'Insp Ropts 90-387/78-15 b 
90-380/78-13 

CARL80H.R T, Region i. Philadelphia. Reactor Constroctlon b 
Engineering Support Branch 78/12/04. Ip 


79010403S3 DOCKET 90-388 Susquehanna Steam Electric Btatlon. IMlt 2 
Responds to NRC 781017 itr ri violations notad in Insp 
Reports 90-387/78-19 b 50-388/78-13. Correct! ve metiont; 
procedures cross referenced b approval of eye design 
description 34 

CARLSON. R T. Panneylvenla Power b Light Co 78/11/20. Spf 


7901090411 DOCKET 90-388 Busquohanna Bteam Electric Station. Unit 2 
In retponae to IE Bulletin 78-12 b 7B-1SA. util Is 
negotiating w/vendor b will respond to bulletins by 790322. 
CURTIB.N H Pennsylvania Power b Light Co 78/12/26 ip. 


7901100023 DOCKET 90-383 Susquehanna Steam Electric Station. Unit 2 
Forwards IE Circular 78-19. "Manual Override (Bypaee) of 
Bafaty Bye Actuation Blgnalt " 

QRIER.B.H. Region 1. Philadelphia. Office of the Director. 
78/12/29. Ip. 


7901230189 DOCKET 90-388 Susquehanna Staam Electric Station. Unit 2 
Confirm* 790109 rept re deficient termination module 
connectors plugs b non-safety related cables Forwards tuppl 
rept 

CURTI8.N. U. Panntylvanla Power b Light Co 79/01/19 2pp. 
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t36 


79Oia301M DOCKET SO-3BB Buiqughanna Steam Electric Btationi Unit S 
"Interim Rcpt b Suppl on Termination Cabinet - Ternlnatlon 
Kodulee Damaged Conductor Inaulatlon^ " Describes damage to 
insulation on SOO conductors in termination modules in 
cabinet ITCbSl b il cables Correction scheduled for 790219 
• pennsglvania Power b Light Co 79/01/04 7pp 


7901230173 DOCKET 50-3S9 Bt Lucie Plant. Unit 2 

Indorms that TRADDC Pamphlet 390-30. "Intirservlca Procedures 
for Instructional 8yi Development" refe-reneed in NUnEO-0219 
Is available In microfiche form from NRC 

BESAU.W. J Division of Document Control 7B/11/20 3pp 


7901020014 DOCKET 90-3B9 Bt Lucie Plant, Unit 3 

Oranti Riotions seeking mods in schedule b procedures adopted 
In decision ALAB-S09 Discusses Implications of granting 
motions on original haarlng schedule 

BUPLO, H E Atomic Safety and Licensing Appeal Panel 78/1S/21 
Spp. 


7901110329 DOCKET SO-309 St Lucia Plant. Unit 2 

Time within which Canunisslon may determine to review 
dec Islon ALAB-909 is extended until 790112 

CHILK.S J Office of the Secretary of the Commission 7B/12/2& 
3pp. 


7901030134 DOCKET 90-339 Bt Lucie Plant. Unit 2 

Motion concerning ALA8-S09 Util requests ASLAD take same 
action to distribute memoranda re radon emissions 
Piled by Intervenors in Btertlng b Tyrone proceedings 
Opportunity to reply to all w/lnterrst 

REIStH F Lowenstein. Nawman. Reis. Axclrad b Toll 73/12/13 Spp 


79010300aB DOCKET S0-3B9 8t Lucie Plant. Unit 2 

Forwards util 781206 Itr ra increase in estlmatad cost 
of facility 

PATON.U D Office of the Executive Legal Director 78/12/19 2pp 


7901230336 DOCKET 50-389 Bt LuclePlant. Unlt2 

Forwards Info re criteria in buckling of steel containment 
structures b NRC evaluation of info 

PATON.U D Office of the Executive Legal Director. 78/12/22 2pp 


7901290071 DOCKET 90-389 8t Lucia Plant. Unit 2 

Forwards SAND77-1927< "Transport of Radlonuc 1 Ide s In Urban 
Environs. Harking Draft Assessment." Also end are Commission 
Info repts BECV>-7B-3tl b SECY-7B-31 1 A. recommend Ing no 
Immediate regulatory action U/o ancle 

PATON.U D Office of the Executive Legal Director 79/01/16 2pp 


7901190129 DOCHBT 90-30? Bt Lucia Plant, Unit 2 

Forwards carlfled copies of Endorsement 22 to policy MF-BB. 
glvlna Advance Premium of *61,200 for policy year 197? 
FIEDLER. d Marsh b McLennan. Inc 79/01/19 Spp. 


7901190139 DOCKET 90-3B9 8t Lucie Plant. Unit 2 

Forwards certified copies of Endorsement 38 to policy MF— 99. 
showing 1979 advance premium 

FIEDLER, d Harsh b McLennan, Inc 79/01/19 2pp, 


7901220092 DOCKET 90-389 St Lucia Plant. Unit 2 

Forward! Endorsement 20 to NELIA Policy NF-227 for Advance 
Premium of *210.800 

FIEDLER. d Marsh b McLennan, Inc 79/01/17, 2pp 


7901220096 DOCKET 90-38? Bt Lucia Plant, Unit 2 

Forwards Endorsement 2 to Binder EB-99 for 1979 advance 
premium of *4, 690 

FIEDLER, d Marsh b McLennan. Inc 79/01/17 2pp 


7901090096 DOCKET 90-38? 8t. Lucia Plant, Unit 2 

Confirms 7B1207 telephone call from OA Douknlght to lU 
Smith. Parties havs agreed to serve objection* on 781811 bo 
dlscDvary request* 781222 date for responses to objections 
will not be affected Certificate of Svc and 

eoUHNTOHT, d A. Atomic Safety and Licensing Board panel 70/12/08. 
Spp 


7901040216 DOCKET 90-38? Bt. Lucia Plant, Unit 2 

NRC respansa to applicant's objaetlon* to diseovtpg request 
by NRC, DOd b Intarvanor*. Also responds to motion for 
pfotactlv* ordar Urge* applicant's objection* be deniad. 

Supporting doeumantation b Certificate of Bvc and 

DEWEY, L a , CHANANIAiF D , EVANS, D d Office of ths Executive Legal 

Director 78/12/22. 74pp 


7901160098 DOCKET 90-30? 8t Uud* Plant, Unit 2 

Reply by applicant to Intarvanor*' objection* to applicant's 
discovery requests Asserts that raquasts seeking info from 
Individual parties are wholly parmlssabls. Certl f Icata of Bvc 

□Vfl.H • ORIDDDN.DM. , 0R083MAN, J. B. Covington b Burling. 78/12/22 

lOpp. 


7901170120 DOCKET 30-389 Bt Lude Plant, Unit 2 

Response of DOd to applicant's oh j set i on* . to joint discovery 
request by NRC. DO J b Intervenros Asserts applicant Is wrong 
in asserting that Che timo periods covered by requests are 
overboard Certificate of Svc end 

BERSER. H 0 . CALKOUON. M L dustlcs. Dept of 70/12/22 25pp 


7901170417 DOCKET 90-3B9 Bt Lucie Plant. Unit 2 
FL Cities' rsBpanse to applicant's objections to 
Interrogatories submitted by NRC b intsrvenor FL Cities 
Asserts the applicant's objection* are based on limited view 
of discovery U/d ocumenta ti on b Certificate of Bvc 
OUTTMAN. D Spiegel b Me D1 arm id 70/12/32. 78pp 


7901220193 DOCKET 50-389 St Lucie Plant, Unit 2 

Forwards IE Circular 79-02. "Fa 1 1 ore of 120 Volt Vital AC 
Power Suppliers “ 

O'REILLY, d P Region 2. Atlanta. Office of the Director 
79/01 /ib 2pp 


7901090013 DOCKET 90-38? St Lucie Plant. Unit 2 
Forward* IE Imp Rept 50-309/76-11 on 781 106-09 «o 
none ompl 1 nnee noted 

MURPHY. C E Region 2r Atlanta. Reactor Construction b Engineering 

Support Branch 78/11/29 2pp 


79010S0015 DOCKET 50-309 St Lucie Plant. Unit 2 

IE tnsp Rept 90-3B9/7S-11 on 7Bl 106-0? No noncompliance 
noted Major areas inspected reactor coolant pressure 
boundary pipe welding procedures b safety related pipe 
welding 

CROULEY. D R i CONUON.T E Region 2. Atlanta. Office of the 
Director 70/11/29 6pp 


7901090329 DOCKET 30-389 St Lucie Plant, Unit 2 

Forwards IE Circular 76-19. "Manual Override IDypass)' of 
Safety Bys Actuation Signals 

O'REILLViU P Region 2. Atlanta. Office of the Director 
7S/12/S9 Ip 

7901170381 DOCKET 90-389 St Lucie Plant. Unit 2 

Ack receipt of IE Insp Rapt 90-389/78-11 No proprietary 
Info 

UHRIO. R E Florida Power b Light Co 79/01/03 Ip. 


7901180310 DOCKET SO-38? St Lucie Pkanbi Unit 2 

Ack receipt of 781219 Itr Informing NRC of steps taken to 

correct violations noted In IE tnsp Rept 90-3S9/76-10 

MURPHY. C E Region 2. Atlanta. Office of the Director 79/Ol/OB 

Ip 


7901180316 DOCKET S0-3S9 8t Uucla Plant. Unit 2 

Responds to NRC Itr re violations noted In IE Insp Rept 
30-389/7B-10 Corrective actions presents explanation of 
problem w/loose impeller locking not b why incident was not 
reported to NRC. U/ end correspondence re Issue 
UHRIO.R E Florida Power b Light Co 78/12/19 Ip 


79011 8031? DOCKET 50-309 Bt Lucie Plant. Unit 2 

Forwards Insp Rapt 80-369/70-10 on 7B1024-27 b Notice of 
Violation 

MURPHY, C E Region 2, Atlanta, Reactor Conetruetlon b 

Engineering Support Branch 76/11/21 Spp 


7901180323 DOCKET 50-30? St Lucie Plant. Unit 2 
Notice of Violation for imp on 7B1034-27 

« Region 2. Atlanta, Reactor Construction b Engineering Support 
Branch 78/11/20 2pp 


7901130329 DOCKET 80-3B? 0t Lucie Plant. Unit 2 

IE Insp Rept S0-3B9/7B-10 on 791024-37 None ompl ianca 
noted’ failure to rept safety significant deficiencies 
URiOHTtR.U. HERDT.A R Rtglnn 2. Atlanta, Reactor Construction 

b Engineering Support Branch. 7B/11/20. 9pp 


7901100252 DOCKET 50-390 Uatts Bar Nuclear Plant. Unit 1 
Forward* addl info on hydrologic analysis par 781120-21 
meeting w/NRC U/ancl plots of discharge b stage hydrographt, 
Figure 0371-1 b 0371-2, Uatts Bar projsct layout drawing* u/ 
watershed north of site 7 Little TN River flood hydrographs. 
OILLELAND.UE Tanne* see Valley Authority. 79/01/04. Bpp 


7901190005 DOCKET SO-390 Matts Bar Nuclear Plant, Unit 1 
Forwards Round 2 Question 212 74 b response par NRC 7S0919 
request rs check valves b leak testing 

OILLELAND, U. E Tennessee Valley Authority 79/01 /ID Spp 


79010S0106 DOCKET 90-390 Watt* Bar Nuclear Plant, Unit 1 
Request for addl info on hydrologic aspects of sutj 
facility d Sf Ign, W/anc I quastlannalre. 

VAROA, 6, A Light Water Reactors Branch 4. 76/12/19 Bpp. 
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7901030168 DOCKET 50-390 Watts Dar Wuclear Plant/ Unit 1 

Submits jnFo in support of TVA request for use of Tefiol 800 
as an approved mechanical snubber seal mat! Discusses 
performance advantag a t/ eomposl t i on of tnabl t testing of 


plastic seals 

OILLELAfJDi J E Tennessee Valleg Authori tg 


7a/lZ/2B 


3P» 


7901050014 DOCKET 50-390 Watts Bar Nuclear Plant* Unit I 
iE Insp Repts 50-390/76-57 «i 50-391/76-23 on 761002-87 No 
noncoispliance noted Major areas inspected, const activities/ 
licensee items/ Part SI Items/ lafetg-relatad conponentsi 
piping (i storage 

COCHRAN/ 0 J Region 2/ Atlanta/ Reactor Construction ti 

Engineering Support Branch 76/11/52 6pp 


7901840122 DOCKET 50-390 Watts Bar Nuclear Plant/ Unit 1 
Responds to 7B12I9 request for addl info an faeilitg 
radiological monitors W/enc! oversiie drawings 
B5E47W600-10eRO/ B5M47H920- IRO, 05H47H92O-8n 17. 0 5H47H920-3RB. 
05H47W92O-4RI5, B5M47W920-5 l< B5M47W92O-6R10 
OILLEUAND. J E Tennessee Valleg Authority 79/01/16 Bpp 


7901090406 DOCKET SO-390 Watts Bar Nuclear Plant/ Unit I 
Forwards IE Insp Repts 50-390/78-20 ti 80-391/78-24 on 
761030-1105 t< 1103-1109 No none amp 1 i ance noted 

MURPHY/ C E Region 5/ Atlanta/ Reactor Construction t( Englnsirini 
Support Branch 76/15/01 Spp 



7901090405 DOCKET 50-390 Watts Bar Nuclear Plant. Unit I 
Forwards FES dtd Dec 197B. d t seussing problems & objections 
raised by govt agencies or officials ii private 
organi »at i one M/encl distribution list 

REOAN. W H Environmental Project Branch 2 78/12/29 7pp 


7901100061 DOCKET 50-390 Watts Dar Nuclear Plant. Unit 1 
Forwards Federal Register notice of niuancs of FES 
REOAN. W H Environmental Project Branch 8 7B/ 12/29 Ip 


790110006S DOCKET 50-390 Matts Bar Nuclear Plant. Unit 1 
Notice of availability of FEB 

REOAN. M H Environmental Project Branch I 78/12/89 Spp 


7901090374 DOCKET 50-390 Watts Dar Nuclear Plant. Unit 1 
FEB related to operation of subj facility Concludes that 
action called for under NEPA 6 10CFR51 is Issuanee of 
operating licenses lubj to conditions for protection of 

environment 

a Office of Nuclear Reactor Regulation NURE<l-049a 70/12/31 
231 pp 


7901890231 DOCKET 50-390 Watts Bar Nuclear Flint. Unit 1 
Review of FEB no comments offered/ due to nature of study 6 
its concern w/operatlonal Impacte 

TANNENBAUM. J E Advisory Council on Historic Preaervatton 
79/01/24 Ip 


7901310026 DOCKET 50-390 Watts^Bar Nucltar Plant. Unit 1 
No comments on FEB 

TANNENBAUH. J E Advisory Council on Historic Preservation, 
79/01/24 Ip, 


7901190129 DOCKET 50-390 Watts Bar Nuclear Plant. Unit 1 
Forwards notice of appointment of HO Parris as Manager of 
Power All correepandencfr should be addressed to him 
OILLECAND.d E Tennessee Valley Authority 79/01/16 ip 


7901110096 DOCKET 50-390 Watts Bar Nuclear Plant. Unit 1 
Requests info re upcoming public hearings 
OORENFLO.L Affil let ion Unknown 76/18/14 Ip, 


7901110064 DOCKET 50-390 Watts Dar Nuclear Plant. Unit 1 
Ack receipt of NUREG-0490 t reaffirms objections to draft 
EI8 Feels cut off date for effects of radon 825 is in diraet 
contradiction to NEPA law 

LEWIS. M 1 Affiliation Unknown 79/01/05 Spp 


7901080174 DOCKET 50-390 Watts Bar Nuclear Plant. Unit I 

Forwards Endorsoment S to Pol icy Dlnder ItO-SS. XB-39 1/ X8-4D 
for TVA policy 

FIELDER/J Marsh te McLennan. Inc 79/01/02 7pp. 


7901860193 DOCKET 50-390 Watts Bar Nuclear Plant. Unit t 
Forwards Amend 17 to FSAR 

OILLELAND. J E Tennessee Valley Authority. 79/01/24 Ip 


7901260194 DOCKET 50-390 Watts Dar Nuclear Plant. Unit 1 

Amand 17 to FBAR consisting of initial responses to Round 2 
question, ti revised pages to basic FSAR 
» Tennessee Valley Authority 79/01/24 830pp 


7901090341 DOCKET 50-390 Matte Der Nuclear Plant. Unit I 
Forwards IE Circular 76-19. ''ftanual Override (Bypest) of 
Safety Sys Actuation Signals '' 

O'REILLY/ J P Region 2. Atlanta. Office of tha Diractor. 
78/12/89 ip 


7901030010 DOCKET 50-390 Metts Dar Nuclear Plant. Unit 1 
Forwards IE Insp Repts S0-390/7B-S7 (/ 30-391/7S-53 on 
761002-27 No nancompl lance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction (. Engineering 

Support Branch 76/11/22 Spp 


7901090418 DOCKET 50-390 Watts Bar Nuclear Plant. Unit I 
IE Imp Repts 50-390/70-26 ti 30-391/70-24 on 761030-1102 (. 
1106-09 No noneomp liance noted Major areae 
inspected Inservict Insp-reviiu of proceduras. I< preiarvlei 
intp-observation of work (< work activltlee 
OIRARO/E H / CQNLON, T E Rtglon 2. Atlanta. Reactor 

Construction t. Engineering Support Branch 76/12/01. Spp 


7901290230 DOCKET 50-390 Watts Bar Nuclear Plant. Unit 1 
Forwards IE Insp Repts 50-390/76-30 ti 50-391/76-25 on 
761101-30 No noncompliance noted 

MURPHY/ C E Region 2. Atlanta. Reactor Conitructian 1. Enginierlfl 
Support Drench 70/12/20 Spp < 


7901290233 DOCKET 50-390 Watts Dar Nuclear Plant. Unit 1 
IE Imp Repts 50-390/76-30 8. 50-391/70-25 on 781101-30 No 
noncompllence noted Hejor ereas inspactad; const acttvitlasi 
electrical penetrations, component 1. equipment storage It 
conet fire prevention program 

HERDT/A R . COCHRAN. B J Region 2. Atlanta. Reactor 

Construction fc Engineering Support Branch 76/18/18 tOpp 


7901290094 DOCKET 50-390 Watts Bar Nuclear Plant. Unit 1 
Forwards IE tnep Rept 50-390/7B-33 on 701205-08 
No noncompliance noted 

LONO/F J Region 2. Atlenta. Reactor Operationa Nuclear SuiparS 
Branch 7B/12/21 Spp. 


7901290096 DOCKET 50-390 Watte Bar Nuclear Plant. Unit 1 
IE Insp Rapt 30-390/76-33 on 761205-06 No noneompllane# 
noted, Major areas inspected preoperati onal tast prograa. 
plant pracedures/h oparatlng proceduras 

HINCKLEY. D 0 , BEL18L6. 0 A i DANCE. H C Region 2/ Atlanta. 

Reactor Operatlone Nuclear Support Branch 78/12/21 5pg. 


7901290104 DOCKET 50-390 Hitta Bar Nuclear Plant. Unit 1 
Forwards IE Insp Rept 50-390/70-34 on 701806-08 
No noneompi lance noted 

eUTHERLAND. J T Region 2. Atlanta. Futl Facility It Natirials 

Baffty Branch. 79/12/28 8pp 


7901290110 DOCKET 50-390 Watts Bar Nuclear Plant. Unit 1 
IE Imp Rept 50-390/78-34 on 701206-06 No none OMp 1 iancl 
noted Major areae inspactad. radiation protaction program 1. 
radioactive waste tya 

UACKBON/L L . DID8I3N.A F Region 8. Atlanta. Fuel FafllHy « 

Materials Safaty Branch 76/18/22 Spp. 


7901220236 DOCKET 50-390 Watte Bar Nuclear Plant. Unit I 
Forwarde IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supplies " 

O'REILLY.U. P Region 2. Atlanta. Office of tha Diractor. 
79/01/16 9pp 


7901310095 DOCKET 60-390 Watte Bar Nuclear Plant. Unit I 
Forwards "Environ Radioactivity Levels/" 1977 annual rapt. 
OILLELAND. J.E Tennessee Valley Authority. 79/01/88. Ip 


7901310099 DOCKET 50-390 Watts Bar Nuclear Plant. Unit 1 

"Environ Radioactivity Levels/" 1977 Annual Rept. Rapt csvsrt 
atmospherU monltcrlnp ti terrestrial I. rtservolr Manlterlnf. 
No release of rad loectivlty te environ 

* Tannasfee Valley Authority RH-7a-5-WDl. 76/12/31. 43pf 


7901880301 DOCKET 50-390 Watte Bar Nuclear Plant. Unit t 
Forwarde eecond Interim rept re 760916 notification e# 
deficiency, Next rept 790309. Corrective action pastponed 
pending analysie of reeulte of modified acc umulater e, 
eiLLELAND.U E Tanniieet Valley Authority. 76/18/19 8jp 


7901240351 DOCKET 50-390 Watts Bar Nuclear Plant. Unit 1 
Postponee from 790119 to 790220 tha deadline for final 
defUteney rept of a dlierepency In LOCA analycli of riacter 
coolant loop 

OILLELAND.J E Tennessee Valley Authority. 79/01/09 ip. 


7901250156 DOCKET 50-390 Watte Bar Nuclear Plant. Unit I 

Forwarde Interim deficiency rept re Inetallatlon of tiliaic 
pipe hanger anchors 

OILLELAND.J E Tannesste Valley Authority 79/01/19. Ip. 
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7901SSD19B DOCKET 30-390 Watts Dar Nuclear Planti Unit 1 
Deflclcncg rept anchor bolts to attach seismic pipe hanger 
bale plates to concrete ualls wore improporlg installed 
Cauied bg lack of concern on part of Individual craftsmen 
Imp program has been Instituted 
* Tennessee Valley Authority 79/01/19 3pp 


79O10301BO DOCKET 90-391 Watts Dar Nuclear Planti Unit 2 

Submits Info in support of TVA request for use of Tefiel 200 
as an approved mechanical snubber seal matl Discusses 
performance advantagesi compos 1 1 ion of matl & testing of 

plaitic seals 

OlLLELATlDi J E Tennessee Valley Authority 78/12/20 3pp 


7901090106 DOCKET 90-391 Watts Bar Nuclear Plant. Unit 2 
Aaquest for addl Info on hydrologic aspects of subj 
facility design W/encl questionnaire 

VAROA. 8 A Light Water Reaetors Dranch 4 70/12/15 Spp 


7901100292 DOCKET 90-391 Watts Dar Nuclear Plant. Unit 2 
Forwards addl Info on hydrologic analysis per 701120-21 
eeeatlng w/NRC W/enel plots of discharge (i stage hydrographii 
Figure Q371-1 li Q371-2i Watts Bar project layout drawings w/ 
■watorshed north of site t< Little TN River flood hydrographs 
OILLELANDiJE Tennessee Valley Authority 79/01/04 8pp 


7901190089 DOCKET DO-391 Watts Bar Nuclear Plant. Unit 2 
Forward! Round 2 Question 212 74 t< response per NRC 700919 
request re check valves (< leek testing 

OlLLELANDiJ E Tennessee Valley Authority 79/01/13 Bpp 


7901240122 DOCKET 90-391 Watts Bar Nuclear Plant. Unit 2 
Reipondi to 701219 request for addl info on facility 
radiological monitors W/encl overslie drawings 
e9E47M6OO-lO0RO. 09N47W92O-1RO, B9M47W920-2R17. 09M47W92O-3R8, 
a9M47M920-4R19. 0SM47W92O-3 U a9M47W920-6R10 
OILLELAND. J E Tennessee Valley Authority 79/01/10 Bpp 


7901090374 DOCKET 80-391 Watts Dar Nuclear Plant. Unit 2 
FE8 related to operation of subj facility Concludes that 
action called for under NEPA t< 10CFR91 Is issuance of 
aperatlng licenses subj to conditions for protection of 
anvlronment. 

a Office of Nuclear Reactor Regulation NURE0-049a 78/12/31 
231 pp 


7901090409 DOCKET 80-391 Watts Dar Nuclear Plant. Unit 2 
Forwerdi FES dtd Dec 1970. d Iscusslng problems li objections 
railed by govt agencies or officials ti private 
organl titions W/encl distribution list 

REOAff. W H Environmental Project Branch 2 70/12/29 7pp 


7901100061 DOCKET 80-391 Matts Dar Nuclear Plant. Unit 2 
Forwards Fidiril Rigistir notice of Issuance of PE8 
REOAN.M N Environmental Project Dranch 2 78/12/29 Ip 


7901260193 DOCKET 30-391 Watts Bar Nuclear Plant. Unit 2 
Forwards Amend 17 to FSAR 

OILLELANDi J E Tennessee Valley Authority 79/01/24 


IP 


7901260194 DOCKET 50-391 Watts Dar Nuclear Plant. Unit 2 

Amend 17 to FSAR consisting of initial responses to Round 2 
question. 1. revised pages to basic FSAR 
• Tennessee Valley Authority 79/01/24 aSOpp 


7901050010 DOCKET 50-391 Watts Bar Nuclear Plant. Unit 2 
Forwards IE Insp Repts 50-390/78-27 !< 50-391/70-23 on 
781002-27 No none omp 1 1 anc B noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction h Engineersng 

Support Dranch 70/11/22 2pp 


7901090014 DOCKET 50-391 Watts Dar Nuclear Plant. Unit 2 
IE Insp Repts 50-390/70-27 50-391/70-23 on 781002-27 No 

noncompl lance noted Major areas inspected const activities, 
licensee Items.Pert 21 items. safe ty-rc lated components, 
piping It storage 

COCHRAN. B J Region 2. Atlanta. Reactor Construction 8. 

Engineering Support Dran&h 70/11/22 6pp 


7901090341 DOCKET 50-391 Watts Bar Nuclear Plant. Unit 2 
Forwards IE Circular 70-19. "Manual Override (Bypass) of 
Safety 8ys Actuation Signals “ 

O'REILLY. 0 P Region 2. Atlanta. Office of the Director 
78/12/29 Ip 


7901090406 DOCKET 50-391 Watts Bar Nuclear Plant. Unit 2 
Forwards IE Insp Repts 50-390/7B-2B & 50-391/78-24 on 
781030-1102 ii 1103-1109 No none omp 1 1 anc e noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction 6 Engineering 

Support Drench 7B/12/0t 2pp 


7901090412 DOCKET 50-391 Watts Dar Nuclear Plant, Unit 2 
IE Imp Repts 50-390/70-20 «< 50-391/70-24 on 7B1030-I102 b 
1106-09 No noncompliance noted Major areas 

inspected inservice insp-revlew of procedures, b preservlce 
imp-observation of work b work activities 
OIRARD, E H 1 CONLON, T E Region 2, Atlanta, Reactor 

Construction b Engineering Support Branch 78/12/01 Spp 


7901220230 DOCKET 80-391 Watts Dar Nuclear Plant. Unit 2 
Forwards IE Circular 79-02. "Fa I lure of 120 Volt Vital AC 
Power Supplies “ 

□'REILLY, J P Region 2, Atlanta. Office of the Director 
79/01/16 9pp 


7901290230 DOCKET 50-391 Watts Bar Nuclear Plant. Unit 2 
Forwards IE Insp Repts 50-390/70-30 b 50-391/78-25 on 
701101-30 No noncompliance noted . „ . . 

MURPHY. C E Region 2. Atlanta. Reactor Construction b Engineering 

Support Dranch 78/12/20 2pp < 


7901100068 DOCKET 50-391 Watts Dar Nuclear Plant. Unit 2 
’ Notite of availability of FEB 
REOAN. W H Environmental Project Branch i 78/12/29 


2pp 


7901390S31 DOCKET 80-391 Watts Bar Nuclear Plant. Unit 2 
Rtvilw qf FEBino comments offered. due to nature of study b 
Its toneern w/operatlonal Impacts 

TANNENBAUM. J. E Advisory Council on Historic Preservation 
79/01/24. Ip 


7901290233 DOCKET 80-391 Watts Bar Nuclear Plant. Unit 2 
IE Imp Repts 50-390/7B-30 b 80-391 /7B-25 on 781101-30 No 
noncompliance noted Major areas inspected const activities, 
electrical penetrations, component b equipment storage b 
const fire prevention program . ^ ^ 

HERDT. A R . COCHRAN. B J Region 2, Atlanta. Reactor 

Construction b Engineering Support Dranch 78/12/10 lOpp 


7901310098 DOCKET 50-391 Watts Bar Nuclear Plant. Unit 2 
Forwards "Environ Radioactivity Levels." 1977 annual rapt 
OILLELAND, J E Tennessee Valley Authority 79/01/25 ip 


7901310028 DOCKET 50-391 Watts Dar Nuclear Plant. Unit 2 
Ho consmente on FEB. 

TANNENBAUM. J E. Advisory Council on Historic Preservation 
79/01/24 Ip 

7931110084 DOCKET 80-391 Watts Bar Nuclear Plant. Unit 2 
Ael rtcalpt of NURE0-049a b reaffirms objections to draft 
eiS.Feals cut off date for effects of radon 222 is In direct 
contradiction to NEPA law 

LEWIS, M I. Affiliation Unknown 79/01/02 2pp 

7901110096 DOCKET 80-391 Watts Dar Nuclear Plant, Unit 2 
niqiieiti Info re upcoming public hearings 
OOREMFLO.L. Affiliation Unknown 78/12/14 Ip 

7901190129 DOCKET 80-391 Watts Dar Nuclsar Plant, Unit 2 
Forwards netlci of ippointmint of HO Parris as Manager of 
Power. All eorriipondence should be addressed to Jilm 
01Li.ELANDiU E Tennessee Veliey Authority 79/01/18 ip. 


7901080174 DOCKET 80-391 Watts Bar N«« an 

Forwards Bndorssmsnt 2 to Policy Blndsr XB-30, XD-39 b XB 40 
foV TVA policy , _ 

FlELDERjJ Marsh b McLsnnan. Inc 79/01/02 7pp. 


7901310099 DOCKET 30-391 Watts Dar Nuclear ® 

"Environ Radioactivity Levels," 1977 Annual Rept Rept covers 
atmospheric monitoring b terrestrlel b reservoir monitoring 
No release of radioactivity to environ 

e Tennessee Valley Authority RH-78-S-WB1 78/12/31 43pp 

7901220301 DOCKET 80-391 Watts Bar Nuclear Plant, Unit 2 
Forwards second interim rept re 780918 notification of 
deficiency Next rept 790309 Corrective action postponed 
pending analysis of results of modified aecumuletors 
OILLELAND.U E. Tennessee Valley Authority 78/12/19 8pp 

7901240381 DOCKET 50-391 Watts Bar Nuclear Plant. ^ 

^Postpones from 790119 to 790220 the deadline for 

deficiency rept of a discrepancy In LOCA analysis of reactor 

OILLELAND. J*'e Tennessee Valley Authority 79/01/09 Ip 


7901280186 DOCKET 50-391 Watts Bar Nuclear Plant. Unit 2 
^Forwards InterlfH deficiency rept re installation of seismic 

SIlJeIISw'j r"’?Jnn..s.. Valley Authority 79/01/19 Ip 
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?9012S015S DOCKET 50-391 Matts Car Huele»r f=l« 0 ti Unit S 
Deflcleiieij rapt anchor bolts to attach taisnic plpa hangar 
basfr to concrete uialls were improperly inetellefl 

Causad tg lack of concern on part of individual craftsmen 
Insp program has barn instituted 
a Tennessea Vaileg Authority 79/01/19 2pp 


7901S20010 DOCKET 50-393 Virgil C ffumaiar Nuclear fttatiom Unit 1 
Inform* that TRADOC PseipMet 350-30. ■’ Inter sarvic* Procedures 
for Instructional 8ys Development" refaranced in NUrEO- 0219 
Is available in microfiche form from NRC 

BEBAUi H <J Division of Dpcumant Control 78/11/20 3pp 


790I1004SO DOCKET 50-393 Virgil C Summar Nuclear Station. Unit 1 
Responds to Santee-Cooper 781221 Itr requesting addl tlma to 
file second response Central Electric dots not object to 
eitension as long as It does not go beyond 79011S 
BRAND. U E Pearce U Brand 7B/12/22 3pp 


7901190I&7 DOCKET 50-393 Virgil C Summer Nuclear Station. Unit I 
Notice of appearance for HP Morrison t< C8 Leepar fop SC 
Public Svc Authority in proceedings Certificate of Bvc aacl 
MORRISON. H P , LEEPER.C S CahUl, Gordon e< Raindal 78/12/22 

2pp 


7901030096 DOCKET 50-395 Virgil C Summer Nuclear Station. 
Forwards request for add! info on FSAR. dea 1 Ing u/ 
Instrumanta 1 1 on confcro.1 sys ft structural engineering 
Raquaets response by 790213 Second round requests will be 
issued mld-Jan 1979 

DAERjR 1- Light Hater Reactors Branch 2 78/12/27 


Unit 


3Bpp 


i 


7901100217 DOCKET SO-399 Virgil C Bummar Nuclear Station. Unit 1 
Supplements info In 7B1102 Itr notifying NRC of seismic 
event occurring on 7B1027 cj/value of 2 5 on Richter scale 
CREHSi E H South Carolina Electric ft Oas Co 79/01/05 Ip 


7901250362 DOCKET 50-395 Virgil C Summsr Nuclear Station. Unit I 
Forwards motion on behalf of appl leant. seek ing estenslon 
until 790131 within which to file response to licensee 
notion td dismiss 

HALL.E E Pearce ft Brand 79/01/03 Ip 


7901250369 DOCKET 50-395 Virgil G Summer Nuclear Station. Unit 1 
Applicant's motion for aitension of time to 790131 ulthln 
kiKich to respond to BC Edison motion to dismiss Notion battd 
on previous commitment of applicant's atty ft desire to wait 
for all motions to be received 
BRAND.M E Pearce ft Brand 79/01/03 4pp 


7901260207 DOCKET 50-395 Virgil C Summer Nuclear Station. Unit 1 
Forward* addl Info re seismic events of 7BOB27 ft 781027 
Includes data recorded by UBOS strong motion acce 1 eromster ft 
attract from topographic map showing location of 

accolerometer ^ 

CREHS.E H South Carolina Electric ft Oa* Co 79/01/23 3pp 


7901260262 DOCKET 50-393 Virgil C Summer Nuclear Station. Unit 1 
Motion by SC Public Svc Authority urging dismissal of 781206- 
petition of applicant Pstltion falls to satisfy plsadlng 
requlremsnts H/documents ft Certificate of Svc 
MORRISON. H P . LEEPER.C 8 Cahill, Gordon ft Relndal. 79/01/19 
^Spp 


790130019'7 DOCKET 50-395 Virgil C Bummer Nuclear Station. Unit 1 
Notification of 790206-07 meeting w/utll in Dethosdai 
ltd re outstanding issues in FBAR review . „ « 

T1BDITT9. D L Light Hater Reactors Branch 2 79/01/23 3pp 


79O11B016B DOCKET 50-395 Virgil C Bummer Nuclear Station. Unit 1 
Forwards Amend A to environ rept in response to request for 
ad-dl info on radiological environ program 

CREWS.E H South Carolina Electric ft Oas Co 79/01/13 9pp. 


7901180169 DOCKET 50-395 Virgil C Summer Nuclear Station. Unit 1 
Amend to environ rept in response to request for addl 
info 

• Bouth Carolina Electric ft Oai Co 79/01/31 27pp 


7901220074 DOCKET 30-393 Virgil C Sumner Nuclear Station, Unit I 
Forwards RevisioTi 4 (Change 51 tP stete of SC "Peacatlme 
Redlological Emergency Response Plan," dtd 7B1230 
CREHBiE H South Carolina Electric ft Gas Co 79/01/16 Ip 


7901220079 DOCKET 50-395 Virgil C. Summer Nuclear Station, Unit 1 
State of SC "Paacetime Radiological Emergency Rasponie Plan" 
Revision 4 (Change S) Includes protective action guldts, 
emergency radiological assistance telephone directory ft 
verification telephone lists 

a South Carolina, Btetf of 7B/12/30 2Bpp 


7901040255 DOCKET 50-395 Virgil C Summer Nuclear Station. Unit 1 
Motion to dismiss or. in the al ternat ive, for suinmary 
disposition re petition by Contra) Electric Pouer Coop for 
finding of significant change ft request for antltruit 
haarlng on operating llcahte Supporting documantati on end 
CONNER, T.B., RADER.R H Conner. Moore k Corber 78/12/21 296pp 


7901290230 DOCKET 50-395 Virgil C Summer Nuclear Station, Unit 1 
Provides suppl Info re 781027 seismic event Event toiaa rated 
Richter magnitude of approi 2 8 ft epicenter of earthquake 
determined to be less than 1/4 mil* from notion 
accelcromater 

CREHB.E H South Carolina. State of 79/01/05 2pp, 


7901250228 DOCKET 30-395 Virgil C Bummer Nuclear Station. Unit 1 
Forwards 790105 Itr providing suppl Info r* minor seiimlc 
svant racordtd near station previously reported in 7B1102 
Itr 

CONNER, T.B CcinnsPi Moore ft Corber 79/01/09 2pp. 


7901190112 DOCKET SO-393 Virgil C Summer Nudeer Station. Unit 1 
Forwards cartlPied copies Of Endorseinint ID to policy 
NF-2S2. provi d 1 ng advance pramlum of * 2.000 for 1979 
FIEDLER. J Marsh ft McLennan. Inc 79/01/16 2pp, 


7901130IAI DOCKET 50-395 Virgil C Summer Nuclear Station. Unit 1 
States Santea-Cooper bal laves Central Electric Pouer 
Cooperative's finding of significant change ft rsquest for 
antitrust hearing on operating llcenis is legally 
insufficient 

MORRISON, H P. Cahill, Cordon ft Relndel. 78/12/21. 3pp 


7901240210 DOCKET D0-39S Virgil C Buismer Nuclear Station. Unit I 
Provide* suppl response to nnncompl lance noted In IE Insp 
Rept 50-395/78-12 Corrective action stop work placed on alt 
reactor coolant pipe welding on 780712 ft special welding 
meeting held Melders rc-tralned ft repairs undertaken. 

JOHNSON, M C Southern California Edison Co 78/10/31. 4pp. 


7901030250 DOCKET 50-395 Virgil C Summer Nuclear Station. Unit 1 
Foruerdi lE Imp Rept 50-395/78-25 on 781016-19. No 
noncompllance noted 

MURPHV. C E Region 2. Atlanta, Reactor Construction ft Englnetrlsi 

Support Branch 78/11/16 Spp 


7901030276 DOCKET 90-395 Virgil C Summer Nuclear Station. Unit I 
IE tnip Rept 90-399/78-29 on 781016-19. No noncompllance 
noted Major areas Inspected licensee actions on previous 
Imp findings. IE Bulletins ft Circulars ft 1DCFR90. 9 S(b M terns. 
BURDETTE. T E Region 2. Atlanta, Reactor Construction ft 

Engineering Support Branch 78/11/19. Bpp 


7901220256 POCKET 90-395 Virgil C. Sumner Nuclear Station. Unit i 
Foruird* IE Insp Rept 90-393/78-29 on 761128-30. No 
noncompliance noted 

LDNG.F. J Region 2. Atlanta. Reactor Operations Nuclear Supf-srl 

Branch 78/12/13 2pp. 


790122023S DOCKET 50-395 Virgil C. Bummar Nudaar Station. Unit I 
IE Inap Rept 80-395/78-29 on 781128-30, No noncompllance 
noted Major araas inspected, plant operations, new fuel 
receipt ft fuel handling 

SKDLDSrJ, L I LEWIS, R.C. Region 2, Atlanta. Reactor DptrailCftt 
Nuclear Support Branch 78/12/12 9pp 


79010S0396 DOCKET 50-399 Virgil C Bummer Nudeer Stetlon. Unit 1 
Act receipt of IE Insp Rapt 90-395/70-24 on 781017-19. No 
proprietary info 

JOHKSPNrH. c. Bouth Carolina Electric ft Oas Co. 76/lS/lB. Ip. 


7901050397 DOCKET 90-395 Virgil C. Bummer Nuclear Station, Unit I 
Foruardt lE Inap Rept 90-399/78-24 on 701017-19. No 
noncompliance noted 

SUTHERLAND, J. T Region 2. Atlanta. Fuel Facility ft Materiel* 
Safety Branch 78/12/01. 2pp 


7901030400 DOCKET 90-395 Virgil C. Bummer Nuclear Station, Unit 1 
IE Insp Rapt 90-399/78-24 on 7S1017-19 No noncompllanca 
noted. Major areas inspected; radiological environ monitoring 
program mgt control. OC of analytical maaauremant ft 
procaduras 

MACARTKUR.T, C . PEERV, W. H > HUFHAM, J U Region 2, Atlanta, fvll 
Facility ft Materials Safety Branch 7B/11/3D. Spp, 


7901090330 DOCKET 50-399 Virgil C Summtr Nod tar Station. Unit I 
Forwards IE Circular 76-19, "Manual Ovarrlda (Bypass) of 
Safaty Bys Actuation Signal* '' 

□ 'REILLY, J. Pi Region 2, Atlanta, Offlca of tha Director. 
78/12/29, ip 
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7901240191 DOCKET 90-399 Virgil C Eummtr Nuclear Station. Unit 1 
Rtiponii* to NRC 761814 Itr re deficiency noted in IE Insp 
Ript 80-309/78-80 on 781804-07 Corrective actions records b 
precadures have been changed & revised, personnel assignments 
ti dufelts hava been revised 

UOHNSON.H C South Carolina Electric << Oas Co 79/01/05 3pp 


7901S40153 DOCKET 90-395 Virgil C Bummer Nuclear Station. Unit 1 
Forwards IE Insp Rept 90-395/78-88 on 701804-07 No 
noneonptlance noted 

HURPHV.C E Region 8. Atlanta. Reactor Construction t< 

Enginaerlng Support Branch 78/12/15 Spp 


7901240197 DOCKET 90-399 Virgil C Bummer Nuclaar Station. Unit 1 
IE Insp Rept 90-395/78-26 on 781204-05 No noncompliance 
noted. Major areas inspected containment work activities t< OC 
records, reactor vessel work, pipe supp orts. restrain ts ti 
uelds te action on previous insp findings 

COMFTOM. R M . MODENOS. L . DRYANT. J C Region 2. Atlanta. 

Reactor Construction %i Engineering Support Branch 78/12/15 Spp 


7901220192 DOCKET 50-395 Virgil C Summer Nuclear Station. Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

O'REILLY. J P Region S. Atlanta, Office of the Director 
79/Ot/JA Ip 


7901290334 DOCKET 50-395 Virgil C Bummer Nuclear Station, Unit 1 
Act receipt of 790105 Itr Informing NRC of steps taken to 
correct violation noted IE Insp Rept 50-395/78-27 

MURPHY.C E Region 8. Atlanta, Reactor Construction *c Engineering 

Support Branch 79/01/19 Ip 


7901890394 DOCKET 90-395 Virgil C Summer Nuclear Station. Unit 1 
Responds to NRC 761814 Itr re violation noted In IE Insp 
Rept 50-395/78-27 «< 50-395/78-28 Corrective actions file 
Indei cards corrected tt procedures for drawing control 
Improved 

JOHNSON, M C Bouth Carolina Electric U Oas Co 79/01/09 Spp 


7901890398 DOCKET 80-399 Virgil C Summer Nuclear Station, Unit 1 
Forwards Insp Repts 90-398/70-27 «< 90-398/78-88 on 781127-30 
li Notlca of Violation 

MURPHVtC E Region 2. Atlanta, Reactor Construction b 

Englnearlng Support Branch 76/12/14 2pp 


7901890389 DOCKET 50-399 Virgil C Bummer Nuclear Station, Unit 1 
Notice of Violation from Insp on 781127-30 
HURPHYtC E Region 3, Atlanta, Raaetor Construction it 

Engineering Support Branch 7S/12/14 Ip 


790ia?03&0 DOCKET 80-395 Virgil C Summer Nuclear Station. Unit I 
IE Inep Rept 80-395/78-27 on 781 127-30. Noncompl lance noted 
in following area failure to control drawings 
HEROT, A R , BRQNNLEE. V L , RAUSCH, J K Region 2. Atlanta, 

Reactor Construction b Engineering Support Branch, 78/12/14. 

82pp 


7901SSO147 DOCKET 80-395 Virgil C Summer Nuclear Station, Unit I 
Formal rapt per 1DCPR50 S5<e) re apparent inadequate bolting 
design for 8 emergency dleeel generator esclter cubicles 
Balsmtc test review found hold down bolting inadequate, due 
to incorrect vendor drawings b no interface review 
JOHNSONiM C Bouth Carolina Electric b Oas Co 7B/12/22 Qpp. 


7901310038 DOCKET 80-398 Virgil C Bummer Nuclear Station, Unit 1 
Updatas 781282 Itr re insufficient cable slack in IE 
electrical circuits Relnsp of weld sup ports, roe kwell valve 
operator quail ftcatlon b emergency diesel generator 
daf leiancles Initiated 

JOHNSONiM. 0 South Carolina Electric b Oas Co 79/01/18. Spp 


790I04009A DOCKET 50-396 Unlv of Virginia Cavalier Reactor 
Forwards Info re personnnel changes at Univ BL Shrlver will 
replace TO Mllllamson as Director of Nuclear Reactor 
Facility. Lilts perionnal qualifications b line of 
reipansibillty 

OIDBONtJ, E. Virginia, Unlv of 76/12/89 Ip 


79010B0249 DOCKET 50-397 HPP8B Nuclear Project. Unit 1 

Provides summary of 781114 meeting with owners of lead Mark 
11 facilities to discuss NRC Hark II containment acceptance 
criteria Info requested by NRC b criteria ene 1 
ANDERSON, C Containment Systems Branch 70/12/20 33pp 


79010B0338 DOCKET 80-397 WPPSS Nuclear Project. Unit I 

Forwards notes of meeting on 781115 u/Mark II ounars gr.up 
to discuss NRC Mark II containment acceptance criteria 
related to submerged structure dreg load U/encl attendance 
list b meeting handouts 

ANDERSON, C Containment Systems Drench 76/12/26 39pp 


7901090103 LOCKET SO-397 WPPSS Nuclear Project. Unit 1 
Bummary of 781117 meeting w/Mark II owners group re 
staff comments b questions on intermediate program tasks 
NEDE-21851-P, NEDE-84 106-P , NEDE-23697, NEDC-21&89-P Test 
facility was toured M/enc 1 NRC comments b questions 
ANDERSON, C Containment Systems Drench 76/12/26 ISpp 


7901030101 DOCKET SO-397 WPPSB Nuclear Project. Unit I 

Notice of 701218 meeting u/potentlal interveners to discuss 
license application 

LYNCH. H D Light Hater Reactors Drench 4 76/12/12 2pp 


7901090118 DOCKET 80-397 HPP88 Nuclear Project, Unit 1 

Forwards estimated schedule for safety review of application 
for operating license Predicts prospective decision date to 
be 000806. If there is no safety hearing 

DOVD, R S Division of Project Managemont 78/12/12 4pp 


7901160102 DOCKET 30-397 HPP8B Nuclear Project, Unit 1 

Forwards ATWS cost estimaters Views ATWS as 1 icensl ng. no t 
plant safety issue 

COCKRELL. R 0 Hashlngton Public Power Supply System 76/12/18 
t4pp. 


7901040233 DOCKET 90-397 WPPSB Nuclear Project, Unit 1 
Notice of 790105 meeting In Portland, OR w/potentlal 
intervenors re operating license eppllcatioiv 

NORRISid A Environmental Project Branch 2 78/12/2? Ip 


7901090203 DOCKET 90-397 WPP 88 Nuclear Project, Unit 1 

Forwards copies of responses to NRC 760910 Itr requesting 
addl info re instrumentation b controls sys Responses to 
be formally inserted in F9AR as an amend in Fab 1979 
RENDEROCR, D L. Washington Public Power Supply Bystem 79/01/05 
B8pp 


7901290403 DOCKET 80-397 WPPSB Nuclear Project, Unit I 

Forwards "Statement of Regulatory Staff Positions b Request 
for Addl Info" relating to application for OL Requested info 
covers piping b electric penetrations, b design of spent 
fuel racks 

VAROAiS A Light Hater Reactors Oranch 4 79/01/18 9pp 


7901310169 DOCKET 50-397 HPPS8 Nuclear Project, Unit 1 
Ack receipt b expresses appreciation for 701218 b 790102 
Itrs re ATHB mods b occupational exposure 
MATTBON.R J Division of Systems Safety 79/01/18 Ip 


7901300123 DOCKET 50-397 HPPB3 Nuclear Project. Unit I 
Forwards responses to 761103 first round Containment Sys 
Branch questions Responses will be formally submitted at 
amend to F8AR 

RENOEROER.DL Washing ton Publ i« Power Supply Bystem 79/01/23 
64pr 


7901230229 DOCKET 80-396 Unlv of Virginia Cavalier Reactor 
Forwards addl info in support of 770309 request for amend to 
extend expiration data of Llcanie fl-66 Forwards emergency 
plan, revised Tech Specs b changes to BAR 
SHftIVER, B.L Virginia, Unlv of. 79/01/19 90pp. 


7901240U7 DOCKET 50-396 Unlv, of Virginia Cavalier Reactor 
Annual oparettnt rept covering number of hours of operation, 
rod drop tests, malnt, 80Ps, Tech Spec changes, experiments, 
surveillance b unplanned shutdowns 
FARRAR, J.P Virginia, Univ of 79/01/11 13pp 



DOCKETED ITEMS 


790U700il DOCKET 50^397 MPPSS Noel sir Projffcti Unit 1 

Riqutstt p«rini 5 *lon to mate app«at-»nc« boPore ASLB 

in proccBiIlngs 

MCKEELiS 8 Af PI nation Unknown 79/01/01 Ifl 


7901240319 DOCKET 50--397 MPPSS Nuclear Project. Unit I 
Inform* of ofc addroas change effective 790102 
DDUER8. E 8 Debevokse b Uleberman 79/01/03 2pp 


7901300024 DOCKET 30-397 MPPSS Nuclear Project. Unit 1 

Applicant ansiitor In opposition to petitioner* Darby Oarretl 

& Hanford Conversion Project request for uelvor of 

lOCFRa 700(6) W/encl Certiflcato of 3vc 

REYHOLDB.N S Debovolse b Lleberman 79/01/19 4pp 


7901240170 DOCKET 30-397 MPPSS Nuclear Project. Unit 1 
Foruards Certificate of 8vc for Amend 2 to F6AR 

RENDEROER.D U Washington Public Power Supply System 79/01/18 
3pp 

7901160104 DOCKET SO-397 HPP89 Nuclear Project. Unit 1 

Forurafdi Amend ? to F8AR Affidavit of distribution will be 
furnished within 10 days 

RENDEROER.D U Washington Public Power Supply System 79/01/09 

app 


7901160103 DOCKET 50-397 WPPSB Nuclear Project. Unit 1 

Amend 2 to F8AR w/updatsd copies of overslie Instrumentation 
& control drawing* per Chapter 1 7 of F9AR 

» Washington Public Puuier Supply System 79/01/09 IBOpp 


7901180374 DOCKET 30-397 MPPB8 Nuclear Project. Unit 1 

Requests addl Info from applicant for review of conduct of 
operations. Sections 13 2 b 13 5. re fir* protection training 
oiaminatlon t< diagram of control room 

COLLINS.P F Operator Ulcenilng Branch 79/01/10 4pp 


7901110247 DOCKET 30-397 WPP6B Nuclear Project. Unit 1 
Forwards Insp Rapt 80-397/70-12 on 761113-16 

ENOELKEN.R H Region 3. San Francisco. Office of the Director 

7B/ia/01 2pp 


7901110250 DOCKET 30“397 WPPSB Nuclear Project. Unit 1 

IE imp Ropt 50-397/70-12 on 781113-16 Facility was toorad 
6 mgt meeting was held to review statu* of plant const. 
Discussed NRC Insp program for preoperatlonal b startup 
testing t. subsequent plant operation 

U0HM80N. P H Region 5. Ban Francisco. Reactor Operatloo* 

Nuclear Support Branch 78/11/29 4pp 


790IOB0006 DOCKET 50-397 WPPSB Nuclear Project, Unit 1 
Forward* IE Circular 79-19. ’’Manual Override (Bypats) of 
Safety Sys Actuation Signals " 

ENOELKEN.R H Region S, San Francisco. Office of the Cireetor 
78/12/29 ip 


7901220216 DOCKET 30-397 MPPSS Nuclear Project. Unit 1 

Fnrwarili IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

ENQELKEN.R K Region 3. San Francisco. Office of the Director 
79/01/16 7pp 


IDCKET BO-397 MPPSa Nuclear Projact. Unit 1 
t of 781227 Itr informing NRC of step* taken to 
k 50-397/78-10 

Isco, Reactor Construction b 
16 ip. 


7901240331 DOCKET 30-397 WPPB3 Nuclear Project. Unit I 

Respond* to NRC 781122 Itr r* violation noted In Insp Rept 
80-397/78-10 Corrective action* lock note ordered b 
Installation eipected by 790109 

RENBEflOERiD L. Washington Public Power Supply System 78/13/27. 
3pp 


7901240332 DOCKET 50-397 HPPS9 Nuclear Projact, Unit 1 
Forward* Insp Rept BO-397/70-IO on 781024-27 b Notice of 
Violation 

SPENCER, O.S Region 5. San Franclsca, Reactor Conetructlan b 

Engineering Support Branch 78/11/32, 2pp. 


7901240339 DOCKET 30-397 MPPSS Nuclear Project, Unit 1 
Notice of Violation for ln*p on 781024-27 

* Region S. Ban Francisco, Reactor Construction b Engtnaerlng 
Support Branch 78/11/21 tp 


7901240339 DOCKET 90-397 WPPBS Nuclear Project, Unit i 

IE Insp Rept 30-397/78-10 on 7901024-27 Noncomp Lianc e noted 
In fol lowing area lock nuts not Installed on 3 anchor tolti 
of safety related vertical steel structural column at 
reactor bldg 

BISHOP. T U , VOROERBRUEOOEN, NARBUT. P P Region 3, San 

Francisco, Reactor Construction b Engineering Support Branch 
70/11/21 ISpp 

7901290132 DOCKET 80-397 WPPBS Nuclear Project. Unit 1 

Forwards deficiency rept re routing of Class IE cable trays 
in Beismic 2 area 

RENBEROER. D L Washington Public Power Supply Systeoi 79/01/17 
If 

7901230153 DOCKET 30-397 MPPSS Nuclear Project. Unit 1 
Evaluation of rod cluster control hangers Indicated they 
would overload in event of BSE Support of RCC pipes will be 
modified to meet Seismic I design criteria. 

• Washington Public Power Supply System 79/01/17 Ip 


79011D0237 DOCKET 50-400 Shearon Harris Nuclear Powar Plant. Unit i 
Forwards NC Utilltte* Commission 781220 opdar adopting 1978 
rept on "Future Electricity Needs for NC Load Forecast b 
Capacity Flan-197B" w/copy of rept, table showing util's 
latest forecast. & const schedule dtd 7B1220. 

JONES, J A Carolina Power b Light Co 79/01/03 6pp 


7901100241 DOCKET 30-400 Shearon Harris Nuclear Power Plent. Unit t 
NC Utilities Commission order adopting and rapt "Future 
Electricity Heed* for NC Load Foi^ecast b Capacity Plen-I97fl“ 
dtd Dec 1978 

UEQBTER.S J North Carolina, State of 7Q/12/28 146pp 


7901160151 DOCKET 30-400 Shterun Harris Nuclear Power Plant. Unit 1 
Forwards Info re site visit on 781208 to insp main daai core 
trinch b minor faults reported on 781 109, Random rochfiil 
lone teetlng to confirm Ebasco CH-S specs will be completed 
by week of 781217 

CORDONS. A T Oeaacl cnees Branch 79/01/08 3pp 


790I2SD238 DOCKET 30-400 Sbtaron Harris Nuclear Pflwer Plant, Unit I 
Summarlxas 781213 meeting in Bethfsda. KD w/r*pras*ntablv*s 
of util w/post-CP applications to discuss pending OL. review 
matter s. Inc 1 uding staff policies b review priority criteria 
Discussion areas b attendees list end 

LICITRA. E Light Water Reactors Branch 3 79/01/12. Bpp 


7901240145 DOCKET 30-400 Shearon Harris Nuclear Powar Plant. Unit I 
Klnl-computtr sy* described in 781109 util Itr is an 
ecceptabla replecement for "pul se-o-matic " sys In logging 
In-site meteorological data 

PARR.Q D. Ligh^ Mater Reactors Branch 3 79/01/15 2pp 


7901Z40IS0 DOCKET 30-400 Qhasron Harris Nuclear Power Plant, Unit I 
In rasponce to NRC 781129 request, provides data re addl wort 
requlrad on schist-granite contact in main dam dlvarslon 
conduit wall 3 photomicrographs encl. 

HCDUFFIE.H A Carolina Power b Light Co 79/01/19 8pp 


7901290238 DOCKET 80-400 Bheeron Harris Nuclear Powar Plant, Unit 1 
Forwards In-plact test fill program b requests approval by 
790201 so const of separating dike will not be adversaly 
Impactad 

MCDUFFIE.N A Carolina Power b Light Co 79/01/23, ip. 


7901290243 DOCKET 30-400 Shearon Harris Nuclear Powar Plant. Volt I 
Random rockflll matl test for dsfinlng rockflll propartls* 
re Class I dems b auxiliary dike Recommends that ttast 
pattern of 8x10 be used during production b siatl be end- 
dump ed from Euclid R-30 trucks 
« Carolina Power b Light Co 79/01/23. 13pp. 


7901300175 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Clarlflas final evaluation of geologic faults C. D b A3. 

Status of fault A2 In main dam core drench Investigation 
prasantly underway described Final rept will ba submitted 
upon completion of investigation W/cncl ovarstied drawings. 
HCDUFFIE.M.A Carolina Power b Light Co 79/01/24. 12pp 


7901180242 DOCKET 80-400 Shearon Harris Nuclear Powar Plant, Unit I 
Notification of availability of "Interservl ce Procaduraa for 
Instructional 8yt Development” TRADOC Pamphlet 330-30 
referenced In NURE0~0219. "Nuclear Security Personnel for 
Poiuar Plants “ 

BEQAW. W J Division of Document Control 78/11/20 3pp 


7901240176 DOCKET 80-400 Shearon Harris Nuclear Power Plant. Unit I 
Informs NRC of statu* of const ra fire protection sy*. Fir* 
water pumps *r* on-site Procurement Tech Specs for fire 
detection on sy* scheduled to be Issued on 790123 b fire 
doors Tech Specs shortly thereafter 
HOHE.P.M. Carolina Power b Light Co. 79/01/19 Ip. 



DOCKETED ITEMS 


141 


7TO1020014 DOCKET 90-400 8he«ron Hiirria Nuclaar Poiuar Planti Unit t 
OrAnt* notions isticinB nods in schedule b procedures adopted 
In decision ALAB-SO? Discusses implications of granting 
eiDtlons on original hearing schedule 

OUFLOj H E Atomic Safetu and Licensing Appeal Panel 78/12/Sl 
SpF 


7901250044 DOCKET SO-400 Shearon Harris Nuclear Power Planti Unit I 
“Future Electrlcltg Needs for NC Load Forecast & Capacity 
Plan-197e “ Shous forecast oF natl b state economic & 
demographic growth) long -term electric energy & peak-load 
forecast) reserve criteria & survey of alternate sources 
a North Carolina) Gtate of 7B/1S/0I 140pp 


7901110329 DOCKET 50-400 Bheapon Harris Nuclear Power plant, Unit 1 
Tina lelthin which Commission may datermine to review 
decleion ALAQ-909 Is extended until 790112 

CHILK, 0. J Office of the Secretary of the Commission 7B/l&/2ii 
3pp 


79010S01B3 DOCKET 50-400 Shearon Harris Nuclear Power Plant) Unit 1 
Applicant's response to amend to raiiuest for intervention 
by H Eddlaman b Kudiu Alliance Continues to oppose admission 
of patltloners to proceeding Notice of appearance of 
JH a'Nelll b Certificate of Bvc encl 

TRaUBPIDQE.O F ) O'NEILL) J H Bhaw) Pittman. Potts) U Trowbridge 
7B/ia/19 lOpp 


7901150012 DOCKET 90-400 Shearon Harris Nuclear Power Plant) Unit 1 
Forward! limited appeerance statement of 7B1211 prepared b 
lubmltted by ft Pollard of UCS Purpose of statement is to 
Identify technical subjects that deserve addl Hoard inquiry 
HO IBM AN) A I Natural Resources Defense Council 70/12/10 Ghpp 


7901290064 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Const permit now pending before Comml ssloni except for issue 
of mgt capability of applicant to design. operate b construct 
proponed facility Forwards Office of Nuclear Reactor 
Regulation memo re faults at site 

BARTH. C A Office of the Executive Legal Director 79/01/17 2pp 


7901020225 DOCKET 90-400 Shearon Harris Nuclear Power Plant. Unit t 
Comments on Baker 701002 I tr forwarded by Hart 7B1107 1 tr 
re hearing before the ASLB Repts that the public was givon 
ample opportunity to participate b 2 groups did AH appeals 
were rejected in Jan 197B 

OOSSICK.L V Office of the Exocutive Director for Operations 
70/12/20 2pp 


7901020232 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Forwards 25 Baker 701107 Itr re facility const for NRC 
cons Ideration 

HART.O Senate. Environment fc Public Works 70/11/07 Ip 


79Oi'O4O270 DOCKET 90-400 Shearon Harris Nuclear Power Plant, Unit 1 
Reiiuest by applicant for extenilon of time until 790109 
within which to respond to 70M29 communlcet ion from 
petitioners to intervene M Eddlemen b Kudiu Alliance 
Certificate of Bvc encl. 

TROHBRIDOE.O F. Shew, Pittman, Potts, b Trowbridge 7B/12/19 4pp 


7901020260 DOCKET 90-400 Shearon Harris Nuclear Power plant, Unit 1 
U Eddleman b Kudiu Alliance 701129 ttr re petition to 
intervene is an uneuthorlied filing containing no new info 
No new reaponees from the parties ere required 

SMITH. I W Atomic Safety end Licensing Board Panel 7B/12/20 ip 


790105Q024 DOCKET 90-400 Shearon Harris Nuclear Power plant, Unit 
Raqueste addl info re NRC propoead evidence filed 7B1201 b 
suggests that copisi of 8 listed documents on personnel 
•election b training be sent to ASLB b parties 
BMITH' I W Atomic Befety and Licensing Board Panel 70/12/20 


1 


2pp 


7901110346 DOCKET 90-400 Bhearon Harris Nuclear Power Plant, Unit 1 
Raquaste info re any change in end 7B1211 memo re faulting 
at facility dam const sit# 

BARTH. C. A Office of the Executive Legal Director 79/01/02 Ip 


790118DOU DOCKET 90-400 Shearon Harrle Nuclear Power plant. Unit i 
Forward# AZ Rolsman 70t216 Itr which in turn forwards 
limited appearance itetament of RD Pollard dtd 701211 Ltr fc 
end to ba served upon the parties to proceedings 

BMITH, I W, Atomic Safety and Licensing Board Panel 79/01/04 ip. 


7901190012 DOCKET 90-400 Shearon Harris Nuclear Power Plant, 
Forwards limited appearance statement of 701211 prepared h 
iubmltud by R Pollard pf Union of Concerned Bclentlets 
Porpoe# of etetement to identify technical subjects that 
daserva addl Board inquiry -.b/ic/.b 

ROISMAN.A. Z. Natural fitsources Dafense Council 70/12/lB 


Unit I 


66pp 


7901100121 DOCKET 90-400 Bhearon Harrle = ’ 

Act receipt of copy of 7B1214 itr Requests help in locating 

App A, B b C referred to on pages 36,49, b 50 7 ijvol /09 Id 

SMITH, I.W. Atomic Safety and Licensing Board Panel 79/01/09 ip 

7901220012 DOCKET 80-400 Bhearon Harris Nuclear Power * 

Denies petition to intervene submitted by W 

hlmeelf b Kudiu Alliance 2i?itloneri 

axcaptlon la to ba made under 10CFP2. 714{a> Cl >. Peti t loner 

jsay isaJia limited appearances, 79 / 01/10 7pp 

BMITHfl.M Atomic Safety end Licensing Board Panel. 

7901190272 DOCKET 90-4QO Bhearon Harris Nuclear Power ‘ 

Informs that copies of NUREO/CR-0400,*L,uiU Comml ttee Rapt 
eent to ABLAB b to parties to proceeding. NRC is developing 

policy statement re rapt. W/o end 70 /ni/ii to 

BARTH-C.A. Office of the Executive Legal Director. 79/01/11 IP 


7901230036 docket 90-400 Bhearon Harrle Nuclear Power * 

Forwards NUREO/CR-0400, "Risk 

to tha UBNRC" ILewlS » - P"''?" MABH-1400. M/o 

at rlat aasassment methodology b aseeiiment of 

DA0TH.C.A. Office of the Executive Legal Director. 79/01/11 2pp 


7901090332 DOCKET 50-400 Shearon Harris Nuclear Power Plant, Unit 1 
Forwards IE Circular 7B-19, ''Manual Ovorrida (Bypass! of 
Safety Bys Actuation Signals " 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 

78/12/29 Ip 

7901180099 DOCKET 90-400 Shearon Harris Nuclear Power Plant. Unit t 
Act receipt of IE Insp Repts 50-400/70-09# 30-401/70-09. 
50-402/70-09 b 50-403/70-09 on 701205-08 No proprietary 
info 

HOWE, P M Carolina Power b Light Co 79/01/02 Ip 


79011BD10S DOCKET 30-400 Shearon Harris Nuclear Power Plant, Unit t 
Forwards IE Insp Repts 50-400/78-09,50-401/70-09.30-402/78- 
09 b 50-403/70-09 No none omp 1 iane e noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction b 

Eng Inaer Ing Support Branch. 78/12/19 2pp 


79011B0111 DOCKET 30-400 Shearon Harris Nuclear Power Plant, Unit 1 
IE Insp Repts 30-400/70-09. 50-401 /70-O9, 30-402/70-09 b 
90-402/78-09 on 701803-00 No none omp 1 i anc e noted Major areas 
inspected projoct status. licensee action pn previous Inip 
find Ings, concrete placement in containment b warehousing 
BRADLEY. R D . WILCOX. J D . HERDT. A R Region 2, Atlanta. 

Raactor Construction b Engineering Support Branch 70 / 12/10 opp 


7901220246 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Pobicr Supplies " 

O'REILLY. J P Region 3, San Francisco, Office Pf the Director 

79/01/16 2pp 

790129009B DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Ack receipt of 790102 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-400/70-00. 

80-401/78-00, 80-402/70-08 b 50-403/70-00 

MURPHY.C E Region 2. Atlanta, Reactor Construction b Engineering 

Support Branch 79/01/19. Ip 


7901290404 DOCKET 50-400 Bhearon Harris Nuclear Power Plant, unit 1 
Responds to NRC 781212 Ur re violations noted In IE ^»P 
Repts 50-400/70-03,50-401/70-00,50-402/78-08 b 90-403/70 OB 
Corrective actions roads wore watered, dust control meaiuras 
reimplemented b Insp of aU sediment control devices begun 


7901 29C 
Ac k T 
80-4C 
info. 
HOME. 


7901 29C 
porua 
80~4C 
Vi ole 
MURPf 
Englr 


7901 29C 
Notlc 
S 


790l!itft0036 DOCKET 50-400 Bhaaron “f*'^** for*NcaSad‘ 

Order adootlng rapt "Futura Electricity Naada for nu 
F orecast £ Capacity PI*";*’’®'' 

WESBTERtB vi North Carolina, Btate of 79/01/1 pp 


Unit I 



docketed items 


79012'?0416 DOCKET SO-flOO Shearon Harris Nuclear Pouar Plant. Unit t 
IE Insp Repts 50-400/70-08. 80 - 401 / 7 8 -OS, SO- 4027 78 -OB 1. 

90-403/7B-08 on 781114-IA Noncpnip 1 ianes noted no action to 
control road dust from const ac tivi t|;i fai lure to mlnlinii* 
contamination U silt loadlnj of Buckhorn Creek 
BRADLEY. R D . BRYANT. J C Region 2. Atlanta. Office of the 
Director HEHDT. A R Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch 70/12/11 13pf 


7901100237 DOCKET 80-401 Shearon Harris Nuclear Power Plant. Unit 2 
Forwards NC Utilities Coramlssjon 781220 order adopting 1970 
rept on “Future Electrlcitg Needs for NC Load Forecast J. 

Capacitv Plan-197B'' w/copY of rept. table showing util's 

latest forecast. S. const schedule dtd 781220 

JDNE3. J A Carolina Power !t Light Co 79/01/03 App 


7901100241 DOCKET 30-401 Shearon Harris Nuclear Power Plant. Unit 2 
NC Utilities Commission order adopting end rept "Future 
ElectrlcltY Needs for NC Load Forecast Capacity Plan-197B" 
dtd Dec 1970 

WEBSTER, 8 J North Carolina. State of 70/12/29 146pp 


79011A0151 DOCKET 50-401 Bhearon Harris Nuclear Power Plant. Un I t 2 
Forwards info re site uislt on 781208 to insp main dam core 
trench & minor faults reported on 781109 Random rockfill 
lone testing to confirm Ebasco CH-B specs will be completed 
by week of 7B1217 

CORDONE. A T Oeosciencrs Branch 79/01/08 3pp 


7901240145 DDCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
Hlnl-conputer sys described In 7S1109 util Itr is an 
acceptable replacement for "pul se-o-mattc" sys In logging 
in-site mstearolag 1 cal data 

PARR. 0 D Light Water Reactors Branch 3 79/01/15. 2pp 


7901240150 DOCKET SD-401 Shearon Karris Nuclear Powsr Plant. Unit 2 
In response to NRC 781127 reiiue st. provides data re addl work 
required on schist-granite contact in main dan diversion 
conduit well 3 photomicrographs end 

HCDUFFIE. M A Carolina Power 1. Light Co 79/01/19 Bpf 


7901250238 DOCKET 50-401 Bhearon Harris Nuclear Power Plant. Unit 2 
Sufiuriariies 701213 meeting in Betheade.ilD u/representetlves 
of util u/poit-CP applications to discuss pending OL review 
matters, includ 1 ng staff policies h rivlew priority criteria 
Discussion areas & attendees list end. 

LICITRA.E Light Water Reactors Branch 3 79/01/12. Qpp 


790129023B DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit S 
Forwards in-place test fill program it requests approval by 
790201 so const of separating dike will not be adversely 
impacted 

HCDUFFIE.M A Carolina Power !< Light Co 79/01/23 Ip 


7901290243 DOCKET 90-401 Shearon Harris Nuclear Power Plant. Unit 2 
Random rockfill natl test for defining racjrflll properties 
ra Class I dams U auiillary d 1 ke. Rec ommends that blast 
pattern of BxlO be used during production (< matl be end- 
dumped from Euclid R-5I> trucks 

* Carolina Power N Light Co 79/01/23 13pp 


7901300179 DOCKET 50-401 Bhearon Harris Nuclear Power Planti Unit 2 
Clarifies final evaluation of geologic faults C> D h A3. 

Status of fault A2 in main dam core drench Investigation 
presently underway described Final rept will be submitted 
upon completion of investigation W/encl oversiced drawings 
HCDUFFIE.M A. Carolina Power 4, Light Co 79/01/24 12pp 


7901100242 DOCKET 90-401 Bhearon Harrii Nuclear Power Plant, Unit 2 
Notification of availability of "tntar service Procedures for 
Ipitructlonol Bye Development" TRADDC Pamphlet 350-30 
referenced in NUREO-0219. “Nuclear Security Personnel for 
Power Plants " 

BESAM.W. J Division of Document Control 78/11/20 3pp 


7901240I7A DDCKET 90-401 Shearon Harrie Nuclaar Power Plant, Unit 2 
Informt NRC of status of const re fire protection sys Fire 
water pumpe are on-si te. Procurement Tech Specs for fire 
detection on sys scheduled to be Issued on 790t29 I, fire 
doors Tech Specs shortly thereafter 

HONE.P W Carolina Power Jt Light Co 79/01/19 Ip. 


7901020014 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
Orinti motions seeking mods In schedule tc procedures adopted 
in decision AUAB-S09 Discusses Implications of granting 
motions on original hearing schedule 

DDFLOi M E Atomic Safety and Licensing Appeal Panal 78/12/21. 
9pp. 


7701D201B3 DDCKET 50-401 Bhearon Harris Nuclear Pohiar Plant. Unit 2 
Applicant's response to amend to reauest for intervention 
by W Eddltmen & Kudiu Alliance Contlnuee to oppose admission 
of petitioners to proceeding Notice of appearance of 
JH O'Neill h Certificate of 8vc end 

TROWBRIDOE, g F. . O'NEILL. U H Shaw, Plttmin. Potts, it Troubrldge 
78/12/19 lOpp 


7901020269 DOCKET 50-401 Bhearon Harris Nuclear Power Plant. Unit 2 
VI Eddleman N Kudiu Alliance 701129 Itr re petition to 
Intervene is an unauthorlied filing containing no new Info 
No new responses from tht parties are required 

SMITH. I H Atomic Safety end Licensing Board Panel. 78/12/80 Ip 


7901040278 DOCKET 50-401 Shearon Harris Nuclear Power Plent. Unit 2 
Reituest by applicant for eitansion of time until 790109 
ulthln which to respond to 781129 communication from 
petitioners to intervene W Eddleman b Kudiu Alliance 
Certificate of Svc end 

TROWBRIDQE.O F Shaw. Pittman, Potts, b Trowbridge. 76/12/19 4|, 


7901090024 DOCKET 90-401 Bhearon Harris Nuclear Power Plant. Unit 2 
Requests addl Info re NRC proposed evidence filed 701201 b 
suggesti that copies of 6 listed documents on personnel 
selection b training be sent to ABLB b parties 

EMITH, 1 H Atomic Safety end Licensing Board Panel 76/12/80 2g, 


7901110329 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 3 
Time within which Commission may determine to review 
decision ALAB-S09 is eittnded until 790112 

CNILK, B J Office of the Secretary of the Commission 7S/18/2b 
3pp, 


7901110346 DDCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 3 
Requests info re any change in end 761211 memo rr faulting 
at facility dam const sits 

BARTH, C A Office of the Eiecutive Legal Director 79/01/03. Ip 


7901150011 DDCKET 90-401 Shearon Harris Nuclear Power Plant. Unit 2 
Forwards AZ Rolsman 7S1216 Itr which in turn forwards 
limited appearance statement of RD Pollard dtd 781211. Ltr I. 
and to be served upon the parties to proceedings. 

SMITH.! H Atonic Bafity and Llcanstng Board Panel 79/01/04 ip 


7901190012 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Vnll 3 
Forwards llmitad appaarance statement of 781211 prepared b 
lubmltted by R Pollard of Union of Concerned Scientlits 
Purpose of etatsment to identify technical lubjacts that 
deserve addl Board inquiry 

ROIEKAN.A Z Natural Resources Defense Council 70/18/IB Ufg 


79O110D121 DOCKET 90-401 Shearon Harris Nuclear Power Plant. Unit 3 
Ack receipt of copy of 761214 ltr. Requests help in locating 
App A. B b C referred to on pagei 36.49. b 90 

SMITH, I H Atomic Safety and Llceniing Board Panel. 79/01/49. ip 


7901190272 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 3 
Informs that copies of NUREO/CR-0400, "Leuii s Committee Rapt" 
sent to ABLAB I. to parties to proceeding NRC li developing 
policy etetement fa rept U/o end 

BARTH, C A Office of the Executive Legal Director. 79/01/11 Ip 


7901220012 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
Denies petition to intervene submitted by M Eddleman for 
hlmielf b Kudiu Alliance Petitions were not timelyina 
exception le to be made under 10CFR2, 714(a 1 1 1 ) Petitioners 
may make limited appearance* 

SMITH. I U Atomic Safety end Licensing Board Panel. 79/01/10 7| 


7901230030 DOCKET 50-401 Bhearon Harris Nuclear Power Plent, Unit 8 
Forwards NUREO/CR-040D, "Risk Assessment Review flroup Rept 
to the UBNRC" (Lewis Rept I. providing recommendations for me 
of rlek Bsitssmant methodology b assessment of VIABH-1400. N/o 
end 

BARTH.C. A Office of the Executive Legal Director. 79/01/11. 8ff 


7901290036 DOCKET 50-401 Shearon Harris Nuclear Powar Plant. Unit 8 
Order adopting rept “Future Electricity Needs for NC'Load 
Forecast R, Capacity Plan~1976" as NC Commission Plan. 

UEBSTER.a J North Carolina, Btate of. 79/01/17 Spp 


7901290044 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 8 
"Future Electricity Ncedi for NC Load Forecast t. Capacity 
Plan-1978 “ Shout forecast of natl b state economic b 
demographic growth, long-term electric energy b peak-load 
foracaitiTaserve criteria b survey of alternate eources. 

* North Carolina, State of 70/12/31 14Dpp 


7901290064 DOCKET 50-401 Shearon Harrli Nuclear Power Plant, Unit 8 
Const permit now pending before Commission. except for iseut 
of mgt capability of applicant to deiign, operate b construct 
propoeed facility Forwards Office of Nuclear Reactor 
Regulation memo re faults at site 

BARTH.C A, Office of the Executive Legal Director. 79/01/17, Sfl 


7901020229 DOCKET 50-401 Shearon Harris Noeleer Power Plant, IMIl 8 
Comments on Baker 781002 Hr forwarded by Hart 781107 ltr 
re hearing befora the ABLB.Repts that the public wpe given 
ample opportunity to participate b 2 groups did All appeals 
were rejected in Jen 1970 

ODfiSICK.L V Office of the Executive Director for Operetlone 
76/12/20. 8pp 
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7901030832 DOCKET 50-401 Shearon Harris Nuclear Power Planti Unit S 
Foruardt W3 Baker 791107 Itr re facility conet for NRC 
contidiration 

HARTi 0 Senatoi Envlrontnent Si Public Works 70/11/07 Ip 


7901090338 DOCKET 50-401 Shearon Harris Nuclear Poucr Plant. Un i t 2 
Forwaritt IE Circular 70-l9< "Manual Override IBypass) of 
Safety Sys Actuation Bisnals " 

O'nEILUY. J P Region 2 , Atlanta. Office of the Director 
78/12/29 Ip 


7901180099 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Un 1 1 2 
ACk racaipt of IE Insp Repts 50-400/70-09.50-401/78-09. 
90-408/78-09 i< 50-403/78-09 on 781205-00 No proprietary 
info 

HOWE. P W Carolina Power «< Light Co 79/01/08 Ip 


7901180109 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 3 
Forwards IE Insp Repts 50-400/7S-09. 50-401/78-09. 50-408/70- 
09 Si 90-403/70-09 No noncompl ianc e noted 
MURPHY. C E Region 8 . Atlantap Reactor Construction & 

Englnearing Support Branch 70/12/19 app 


7901100111 DOCKET 60-401 Shearon Harris Nuclear Power Plant, Unit 8 
IE Insp Rapts 50-400/78-09,50-401/70-09.50-408/78-09 fc 
90-408/78-09 on 701205-08 No noncomp 1 larvca noted Major areas 
inspected project status, licensee action on previous insp 
flndlngsi concrete placement in containment S warehousing 
BRADLEY, R D . WILCOX, J D , HERDT, A R Region 8 , Atlanta, 

Reactor Construction S< Engineering Support Branch 70/18/13 6 pp 


1901160191 DOCKET 50-402 Shearon Hams Nuclear Power Plant, Unit 3 
Forwards info re site visit on 7BI20B to insp main dam core 
trench & minor faults reported on 781109 Random rockfill 
lone testing to confirm Ebasco CH-fl specs will be completed 
by week of 701217 

CORDONS, AT Geosciences Branch 79/01 /OB 3pp 


7901240145 DOCKET 50-402 Shearon Hants Nuclear Power Plant, Unit 3 
Ml n i-coinputer sys described in 781109 util Itr is an 
acceptable replacement for "pu I se-o-matl c" sys in logging 
in-slte meteorological data 

PARR.O D Light Mater Reactors Branch 3 79/01/15 3pp 


7901240150 DOCKET 50-402 Shearon. Harris Nuclear Power Plant. Unit 3 
In response to NRC 781189 request, provides data re add 1 work 
required on schist-granite contact in main dam diversion 
conduit wall 3 photomicrographs end 

MCDUFFIE. M A Carolina Pbwbi t< tuight Co 79/01/19 app 


7901250830 DDCKFT 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Summarlles 781213 meeting in Bethesda.MD w/representat 1 ves 
of utit w/pDst-CP applications to discuss pending OL review 
matters, Inc lud i ng staff policies !r review priority criteria 
Discussion areas it attendees list enc 1 

LICITRA.E eight Water Reactors Branch 3 79/01/12 Opp 


7901290838 DOCKET 50-402 Shearon Harris Nuclear Power Plant. Unit 3 
Forwards In-place test fill program & requests approval by 
790801 so const of separating dike will not be adversely 
Impac ted 

MCDUFFIE.M A Carolina Power & Light Co 79/01/23 ip 


7901220246 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
power Bupplies " 

O'REILUY.J P Region 5, San Francisco, Office of the Diroctor 
79/01/16 2pp 


7901890398 DOCKET 50-401 Shearon Harris Nuclear Power Plant, Unit 8 
Act receipt of 790108 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/70-08, 

90-401/70-08, 50-402/7B-0B «, 5O-4O3/7B-O0 

MURPHY, C.E Region 2, Atlanta, Reactor Construction «. Engineering 

Support Branch 79/01/19 Ip 


7901890404 DOCKET 50-401 Shearon Harris Nuclear Power Plant, Unit 2 
Responds to NRC 781218 Itr re violations noted in IE Insp 
Repts 50-400/78-00,90-401/78-00.50-402/78-00 I, 50-403/78-00 
Corrective actions' roads ware watered, dust control measures 
relmp lemented J< insp of all sediment control devices begun 
HOWe.P W Caralltia Power «, Light Co 79/01/02 4pp 


7901290407 DOCKET 50-401 Shearon Harris Nuclear Power Plant, Unit 8 
Aek receipt of IE Insp Repts 50-400/78-08,50-401/78-00, 
50-402/78-00 it 90-403/70-08 on 781114-16 No proprietary 
Info 

HOWE, P. W. Carolina Power it Light Co 70/12/21 Ip 


790I2904I0 DOCKET 50-401 Shearon Harris Nuclear Power Plant, Unit 2 
Forwards IE Insp Repts 30-400/70-00,60-401/70-00, 

50-402/70-00 b 50-403/78-00 on 781114-16 & Notice of 
Violation. „ . . 

MURPHY, C E Region 2, Atlanta, Reactor Construction b 

Englnaerlng Support Dranch 76/18/18 2pp 


7901290418 DOCKET 50-401 ahearon Harris Nuclear Power Plant, 
Notice of Violation from insp on 781114-16. 
a Region 2, Atlanta, Office of the Director 70/12/11 


Unit 8 
Ip 


7901290416 DOCKET 90-401 Bhearon Harris Nuclear Power Plant, Unit 2 
IE Insp Repts 50-400/70-00,50-401/70-00, 50 - 402 / 70-00 b 
50-403/70-00 on 701 1 14 - 16 , Noncompl lance noted no action to 
control road dust from const activity, fel lure to minimlie 
conteeilnetlon b silt loading of Duckhorn Creek 
BRADLEY, R D , BRYANT, U C. Region 2, Atlanta, Office the 
Director HERDT, A R Region 8 , Atlanta. Reactor Construction !< 

Enginaaring Buppert Dranch 76/12/11 lOpp 


7901290343 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Random roctflll matl test for defining rockflU properties 
re Class I dams b auxiliary dike Recommends that blast 
pattern of 0 x 10 be used during production b matl be end- 
dumped from Euclid R-50 trucks 
» Carolina Power b Light Co 79/01/23 13pp 


7901300175 DOCKET 50-402 BheaTon Hart is Nuclear Power Plant, Unit 3 
Clarifies final evaluation of geologic faults C, D b A3 
Status of fault A 8 In main dam core drench investigation 
presently underway described Final rept will be submitted 
uoon completion of investigation W/encl overslied drawings 
MCDUFFIE.M A Carolina Power ti Light Co 79/01/24 lapp 


7901100242 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Notification of availability of " Jnterservlce Procedures for 
Instructional Sys Development" TRADDC Pamphlet 350-30 
referenced in NUREO-0219. "Nuclear Security Personnel for 
Power Plants " t 

BESAW, W J Division of Document Control 78/11/80 3pp 


7901240176 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Informs NRC of status of const re fire protection sys Fire 
water pumps are on-site Procurement Tech Specs for fire 
detection on sys scheduled to be issued on 790125 b fire 
doors Tech Specs shortly thereafter 

KONE.P.H Carolina Power b Light Co 79/01/19 Ip 


7901080014 DOCKET 50-402 Shearon Hams Nuclear Power Plant, Unit 3 
©rants motions seeking mods in schedule b procedures adopted 
in decision ALAD-509 Discusses imp 1 1 cations of granting 
motions on original hearing schedule , „ . 

DUFLD, M E Atomic Safety and Licensing Appeal Panel 7B/12/21 
9pp 


7901100837 DOCKET 50-408 Bhearon Harris Nuclear Power Plant, Unit 3 
Forwards fJC Utilities Commission 781888 order adopting 1970 
pept on "Future Electricity Needs for NC' Load Forecast b 
Capacity plan-i970’' u>/copy of rept, table showing util's 


latasVlforecast, b const schedule dtd 701820 
JONES. J A Carolina Power b Light Co 79/01/03, 


6 pp 


7901100241 DOCKET 50-408 Bhearon Harris Nuclear Power Plant, Unit 3 
NC Utilities Commission order adopting end rept "F“***’'* 
Eise^rlslty Needs for MC Load Forecast b Capacity Plan-1970 

WEDS TER, 0 J North Carolina, State of 78/18/88 146pp 


7901040270 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Request by applicant for extension of time until 790105 
Within which to respond to 701189 communication from 
petitioners to Intervene W Eddlcman b Kudtu Alliance 

TRQHBRIDOEfo°F ^'^Shawf Pittman, Potte, b Trowbridge 70/18/19 4pp 

7901050084 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Requests addl info re NRC proposed evidence filed 781201 b 
euggests that copies of 8 listed documents on personnel 
eelectlon b training be sent to A8LD b , 70 / 18/20 Sen 

aMITHr I W Atomic Safety and Licensing Board Panel 70 / 12 / 20 . eipp 
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7901110329 DOCKET 50-40S Shearon Ham* Nuclear Powar Plant. Unit 3 
Tine uithin tahtch Carrnission maij deternine to revieu 
dacltjon fttA3-509 is eiteniled until 790112 

CHILK.S J Office of the Secietari^ of the Commiselon 76/12/26 
3pp 


7901180105 DOCKET 50-402 Shoaron Harris Nuclear Pouar Plant> Unit 3 
Forwards IE Insp Repts 50-400/7e-09i 50-401 /7B-09. S0-40a/7a- 
09 ti 50-403/78-09 No none omp 1 i anc t noted 
HURPHY.C E Region 2< Atlantai Reactor Construction 4 

Engineering Support Branch 76/12/19 Spp 


7901110346 DOCKET 50-402 Shearon Hams Nuclear Power Plant. Unit 3 
Re<iuests info re aiig change in enc 1 781211 aieno re faulting 
at facility dan const site 

BARTH. C A Office of the Executive Legal Director 79/01/02 Ip 


7901150011 DOCKET 50-402 Shearon Hams Nuclear Power Plant. Unit 3 
Forwards AZ Roisoian 781216 Itr which in turn forwards 
limited appearance statement of RD Pollard dtd 761211 Ltr Ic 
encl to be served upon the parties to proceedings 

SMITH. 1 II Atomic Safety and Licensing Board Panel 79/01/04 Ip 


7901150012 DOCKET 50-402 Shearon Hams Nuclear Pouer Plant. Unit 3 
Forwards limited appearance statement of 781211 prepared Si 
suPnitted by R Pollard of Union of Concerned Scientists 
Purpose of statement to identify technical subdects that 
deserve add 1 Board inquiry 

ROtSHAN. A Z Natural Resources Defense Council 76/13/16 66pp 


79O11B0121 DOCKET 50-402 Shearon Harris Nuclear Power Plant. Unit 3 
Act receipt of copy of 78)214 ltr Requests help in locating 
App A. B b C referred to on pages 36. 4 S. & SO 

SMITH.! H Atomic Safety and Licensing Board Panel 79/01/09 Ip 


7901190279 DOCKET 50-402 Shearon Harris Nuclear Peuer Plant, Un i t 3 
Informs that copies of NUREO/CR-0400. "Lewis Committee Rept" 
sent to ABLAD t, to parties to proceeding NRC Is developing 
policy statement re rept H/o encl 

BAHTH.C A Office of the Eieeutive Legal Director 79/01/il Ip 


7901220012 DOCKET 50-402 Shearon Harris Nuclear Power Plant. Unit 3 
Denies petition to intervene submitted by U Eddleman for 
himself b Kud I u Alliance Petitions were not tlmelyino 
esception is to be made under tOCFR2 714(al<l) Petitioners 
may make limited appearances 

SMITH, I H Atomic Safety and Licensing Board Panel 79/01/10 7pp 


7901S30030 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
PoTuards NUREC/Cn-040’0, "Risk Assessment Review Group Rept 
to the USNRC" (Lewis Rept ), provi d) ng recommendations for uis 
of risk assessment methodology b assessment of WAEH-1400 H/o 
encl 

BARTH, C A Office of the Ececutlve Legal Director 79/01/11. 2pp 


7901250036 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Order adopting rept "Future Electricity Needs for NC Load 
Foretast b Capacity Plan-1970" as NC Commission Plan 
WEBSTER, S J North Carolina, State of 79/01/17 Bpp 


7901250044 DOCKET 50-403 Shearon Harris Nuclear Power Plant, Unit 3 
"Future Electricity Needs for NC Load Forecast N Capacity 
Plan-197B '■ Shows forecast of nakl b state economic b 
demographic growthi 1 ong-term electrle energy b peali-load . 

forecast, reserve criteria b survey of alternate sources 
• North Carolina, State of 78/12/31 I40pp 


7901250064 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Const permit now pending before Commissi on, escept for issue 
of fflgt capability of applicant to design, operate b construct 
proposed facility Forwards Office of Nuclear Reactor 
Regulation memo re faults at site 

BABTH.C A Office of the Eiecutlve Legal Director 79/01/17 2pp 


7901020225 DOCKET 50-402 Shearon Harris Nuclear Fewer Plant. Unit 3 
CoBiflients on Baker 781002 ltr forwarded by Hart 761107 ltr 
re hearing before the ASLD Ropts that the public was given 
ample opportunity to participate b 2 groups did All appeals 
wsre rejected in Jan 1978 

GOSBlCKiL V Office of the Executive Director for Operations 
78/12/20 2pp 


7901020232 DOCKET 50-'402 Shearon Harris Nuclear Power Plant, Unit 
Forwards W9 Baker 781107 ltr re facility const for NRC 
consideration 

HART, (5 Senate, Environment b Public Works 76/11/07 Ip 


3 


7901090332 BUCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Forwards IE Circular 78-19. "Manual Override (Bypass) of 
Safety Sys Actuation Signals '* 

Ip 2' Atlanta, Office of the Director 


'901100099 DOCKET 
Ack receipt of 
50-402/70-09 b 
Info 


60-402 Shearon Harris Nuclear Power Plant, 
IE Insp Repts 50-400/78-09,30-401/76-09, 
50-403/78-09 on 761205-08 No proprietary 


HOME.P W Carolina Power b Light Co 79/01/02 Ip. 


Unit 3 


7901180111 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
IE Insp Repts 30-400/76-09.50-401/70-09,30-402/76-09 t< 

50-402/78-09 on 781205-00 No noncompliance noted Major areii 
inspected project status, 1 ic ensee action on pravlous Insp 
findings, concrete placement in containmant b warehausino 
BRADLEY, R 0 , HILCOX, J D , HERDT.A R Region 2. AtJanti. 

Reactor Construction b Engineering Support Branch 7Q/12/tB 6pi 


7901220246 DOCKET 50-402 Shearon Harris Nuclear Power Ptanti Unit 3 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

O^REILLV, J P Region S. San Franeiaco, Office of the Oirector 
79/01/16 2pp 


7901290390 DOCKET 50-402 Shoaron Harris Nuclear Power Plant, Unit 3 
Ack receipt of 790102 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-400/76-06. 
50-401/76-08,50-402/78-03 b 50-403/78-00 

MURPHY, C E Region 2, Atlanta, Reaetor Construction b EngintiTlne 
Support Branch 79/01/19 Ip 


7901290404 DOCKET 30-402 Shearon Harris Nuclear Powsr Plant. Unjl 3 
Responde to NRC 781212 ltr re violations notsd In IE Imp 
Repts 30-400/76-08,50-401/78-08,50-402/78-00 b 50-403/78-00 
Corrective actions roads were watered, dust control msaaurts 
reimplemented b insp of all sediment control devices begun, 

HOHEiP 14 Carolina Power b Light Co 79/01/02 4pp. 


7901290407 DOCKET 50-402 Shearon Harris Nuclear Powar Plant, Vivit 3 
Ack receipt of IE Insp Repts 50-400/70-08,50-401/76-06. 
5O-4O2/70-OB b 50-403/78-08 on 781114-16 No proprietary 
Info 

HOHE.P W Carolina Power b Light Co 78/12/21 Ip 


7901290410 DOCKET 50-402 Shearon Harris Nuclear Power Plant. Unit 3 
Forwards IE Insp Repts 60-400/76-00,50-401/76-08, 

50-402/70-08 b 50-403/76-08 on 781114-16 b Notice of 
Violation 

MURPHY, C E Region 2. Atlanta, Reactor Construction Ir 
EnglneeTlng Support Branch 78/12/12 2pp 


79D1290412 DOCKET 50-402 Shearon Harrli Nuclear Power Plant. 
Notice of Violation from imp on 761114-16 
• Region 2, Atlanta, Office of the Director, 70/12/11 


Unit 3 
if 


/TWiKTuvio uuunEi oo-qoa Shearon Harris Nuclear Power Plant, Unit 3 
IE Insp Repts 50-400/78-00.50-401/76-06. 30-402/76-06 b 
50-403/73-09 on 701114-16 Noncompl lance noted no action to 
control road dust from const actlvi ty , fal lure to mlnlmlie 
contamination b silt loading of Buckhorn Creek 
BRADLEY. R 0 , BRYANT, J C Region B, Atlanta, Off lea of the 
Director HERDT,A R Region 2, Atlanta. Reactor Constructien t, 

Engineering Support Branch 78/12/11 I3pp 


7901100237 DOCKET 80-403 Shearon Harris Nuclear Powsr Plant. Unit 4 
Forwards NC Util Commlpslon's 701328 order adopting 1970 
rept on "Future Electricity Needs for NC toad Fortcasfc b 
Capacity Plan-1978" w/copy of rapt b table showing util 'a 
lates forecast b const schedule dtd 701220 
JONES. J A Carolina Power b Light Co 79/01/03 6pp 


7901100241 DOCKET 50-403 Shearon Harris Nuclear Powar Plant. Unit 4 
NC Utilities Commission Order adopting end rept "Future 
Electricity Needs for NC Load Forecast b Capacity Plan-1970* 
dtd Dec 1978 

WEBaTERjS J North Carolina, Stats of 76/12/26 146pp. 


7901160151 DOCKET 30-403 Shaaron Harris Nuclsar Power Plant. Unit 4 
Forwards info re site visit on 701208 to insp main dam core 
tranch b minor faults reported on 7BH09 Random rockflll 
lone to confirm Ebasco CH-B specs will bs completed 

by week of 781217 

CORDONS, A T Geosciences Branch 79/01/08 3pp 




X. ..ees I » 0 nvs 4V4ir rowtr r isniir UJ 

Mini-computer sys described In 781109 util Hr is an 
acceptable replacement for "pul st-o~ma t ic" sys In logging 
in-site meteorological data * " 

PARR.O D. Light Water Reactors Branch 3 79/01/lS 2pp 


7901240150 DOCKET 50-403 Sltaaron Harris Nuclear Powsr Plant. Unit 4 
In response to NRC 781129 request, provides data re addi wort 
contact in main dam divsrslon 
conduit wall 3 photomicrographs end 

MCDUFFlErM A Carolina Power b Light Co 79/01/19 fipp. 
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79018SOx!3B DOCKET 50"403 Shearon Harris Nuclear Power Plant* Unit A 
Sununarlies 7B1S13 meetins In Dethesda.MO unrepresentative* 

Ot util uinpost-CP appllcatlnns to discuss paTiding DL review 
matter*. Includinp NRC policies b revleu priority criteria 
Discussion areas b attendees list end 

LICITftA. E Light Water neactor* Branch 3 79/01/lS Bpp 


790iS9D23E3 DOCKET 90-403 Shearon Harris Nuclear Power Plant* Unit 4 
Forwards in-place test Pill program b reciuests approval by 
790201 so const of separating dike will not be adversely 
Itnpac ted 

MCDUFFIE.H A Carolina Power b Light Co 79/01/23 Ip 


7901 190S72 DOCKET 50—403 Snearon Harris Nuclear Power Plant. Unit 4 
Informs that copies of NUSEC/CS-0400, "Lewi s Conmltteo Repf 
sent to ASLAP for member use Ji to parties to proceeding 
NRC is developing policy statement re this rept W/o end 
DARTHi C A Office of the Eiecutive Legal Director 79/01/11 Ip 


7901220012 DOCKET 50-403 Shearon Harris Nuclear Pouer Plant. Unit 4 
Denies petition to intervene submitted by M Eddleman for 
himself tc Kudiu Alliance Petitons wore not timely.no 
esception is to be made under 10CFR2 714(a)(1) Petitioners 
may make limited appearances 

EHITHi I U Atomic Safety and Licensing Board Panel 79/01/10 7pp 


7901290243 DOCKET 30-403 Shearon Harris Nuclear Power Plant. Unit 4 
Planilain rockfill matl test for defining rockfill properties 
r« Class I dams %t auxiliary dike Recommends that blast 
pattern of 8x10 be used during production l< matl be end- 
ilwmped from Euclid R-SO trucks 
a Carolina Power b Light Co 79/01/23 I3pp 


7901300175 DDCKET 50-403 Shoaron Harris Nuclear Power Plant, Unit 4 
Clarifies final evaluation of geologic faults C. D b A3 
Btatsis of fault A2 in main dam core drench investigation 
prasently underway described Final ropt will be submitted 
upon camplebion of investigation W/encl overslicd drawings 
MCDUFFIE. M A Carolina Pouei b Light Co 79/01/24 12pp 


7901100242 DOCKET 30-403 Shearon Hams Nuclear Power Plant, Unit 4 
Notification of availability of "Interservic e Procedures for 
Instructional Siji Development" TRADOC Pamphlet 350—30 
roferencod in NUREO-0219 "Nuclear Security Personnel for 
Power Plants ” 

BE8AVfi W U. Division of Document Control 78/11/20 3pp 


7901240176 DOCKET 50-403 Shearon Harris Nuclear Pouer Plant. Unit 4 
Informs NRC of status of const re fire protection ays Fire 
water pumps are on-site Procurement Tech Specs for fire 
detectloTi on sy* scheduled to bo Issued on 790123 b fire 
doors Tech Specs shortly thereafter 

HONE.P H Carolina Power b Light Co 79/01/19 ip 


7901-020014 DOCKET 30-403 Shearon Harris Nuclear Power Plant, Unit 4 
Orants motions seeking mods in schedule b procedures adopted 
in decision ALAD-509 Discusses implications of granting 
motions on original hearing schedule 

DUrLQfM E Atomic Safety end Licensing Appeal Panel 70/12/21 
3pp 


7901020268 DOCKET 90-403 Shearon Harris Nuclear Power Plant, Unit 4 
701129 Itr from W Eddleman b Kudig Alliance 781129 Itr rc 
petition to intervene is on unauthorlied filing containing 
no new info. Mo new responses from tlie parties are required 
BMITH.I.W Atomic Safety and Licensing Board Panel 78/12/90 Ip 


7901230030 DDCKFT 50-403 Shearon Hams Nuclear Power Plant. Unit 4 
Forwards NUREO/CR-0400. "Risk Assessment Review Group Ropt 
to the UBNRC" (Lewis Rep t ) . provid ing rocommendatians for use 
or risk assessment methodology b assessment of HASH-1400 H/o 
enc 1 

BARTH. C A Office of the Eiecutive Legal Director 79/01/tt Ip 


7901250036 DDCKET 50-403 Shearon Harris Nuclear Power Plant. Unit 4 
Order adopting rept "Future Electricity Needs for NC Load 
Forecast b Capacity Plan-197B"" as NC Commission Plan 
WED8TER.B J North Carolina. State of 79/01/17 Bpp 


7901250044 DOCKET SO-403 Shearon Harris Nuclear Power Plant. Unit 4 
"Future Electricity Needs for NC Load Forecast (< Capacity 
Plan“t97B "' Shows forecast of nail !. state economic b 
demographic gr owbh. long— term electric energy b peak— load 
forecast. reserve criteria b survey of alternate sources 
* North Carolina, State oF 78/12/31 140pp 


7901250064 DOCKET 50-403 Shearon Harris Nuclear Power Plant, Unit 4 
Const permit now pending before Commission, except for issue 
of mgt capability of applicant to design, operate b construct 
proposed facility Forwards Office of Nuclear Reactor 
Regulation memo re faults at site 

BARTH, C A Office of the Executive Legal Director 79/01/17 2pp 


7901020183 DOCKET 50-403 Shoaron Harris Nuclear Power Plant, Unit 4 
Applicant's response to amend to request for intervention by 
VI Eddleman b Kud tu Alliance Continues to oppose admission of 
petitioners to proc Notice of appearance by UH D'Neill b 
Certificate of Sve and 

TROWDRIDOE, 0 F Shaw. Pittman, Potts, b Trowbridge 78/12/19 
lOpp 

7901020225 DOCKET 50-403 Shearo-n Harris Nuclear Power Plant. Unit 4 
Comments on Baker 781002 Itr forwarded by Hart 781107 Itr 
re public hearing before the ASLD Repts that public was 
given ample opportunity to participate b 2 groups did All 
appeals were rejected in Uan 1978 

GQSSICK.L V Office of the Executive Director for Operations 
78/12/20 2pp 


790104027B DOCKET 50-403 Shearon Harris Nuclear Power Plant, Unit 4 
Bequeet by applicant for extension of time until 790103 
ulthtn which to respond to 761129 communicablon from 
petttinnera to intervene V) Eddleman b Kudiu Alliance 
Certificate of Sve end 

TBOHDRIDOE, 0. F Bhau. Pittman, Potts, b Trouitridge 7B/12/19 4pp 


790IOS0024 DDCKET 50-403 Shearon Harris Nuclear Power Plant. Unit 4 
Bequests add) info re NRC proposed evidence Piled 791201 b 
suggests that copies of 8 listed documents on pereonnel 
eslection b training be sent to ABLB b parties 

BHITH. I W Atomlt Safety and Licensing Board Panel 70/12/20 2pp 


7901110329 DOCKET 50-403 Bhsaron Harris Nuclear Power Plant. Unit 4 
Tima wlbhJii which Commission may determine to review 
declalon ALAB-509 is extended until 790112 

CHIbKi 8 ^} Office of the Secretary of the Commission 78/12/96 

3pp 


7901110346 DDCKET 50-403 Shsaron Harris Nuclear Power Plant. Unit 4 
Requests irFo re any change in oncloeed 781211 memo re 
faulting at facility dam const site 

BARTH.C A Offica of the Exocutiva Legal Director 79/01/02 Ip 


7901020232 DDCKET 50-403 Shearon Harris Nuclear Power Plant. Unit 4 
Forwards NS Baker 781107 Itr re facility const for 
const deration 

HABT.O Senate. Environment b Public Works 79/11/07 Ip 


7901090332 DOCKET 50-403 Shearon Harris Nuclear Power Plant. Unit 4 
Forward* IE Circular 78-19, "Manual Override (Bypass) of 
Safety Bys Actuation Signals '* 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
78/12/29 ip 


7901180099 DOCKET 50-403 Shearon Harris Nuclear Power Plant. Unit 4 
Ack receipt of IE Insp Bepts 50-400/78-09,50-401/70-09, 

30-402/79-09 U 50- - — - 

any info therein 
HOWE. P 


7901180011 DOCKET 30-403 Shoaron Harris Nuclear Power Plant, Unit 4 
Fartuards AZ Rolsman 701216 Itr wliieh in turn forwards 
tlmtted appearance statemant oF RD Pollard dtd 731211 Ltr b 
aisclosurs to be served upon the parties to procoodlngs re 
Pacllltias . 

SMITH, I W. Atomic Safety and Licensing Board Panel 79/01/04. ip 


f 1 ndlngs. concrete placoment in eontainmenc k uai eHuv**..!. 
BRADLEY. R D Region 2, Atlanta, Reactor Construction b 

Engineering Su pport Branch 70/12/18 6pp 


7901150012 DDCKET 30-403 Shearon Harris Nuclear Power Plant, Unit 4 
Foruarde limited appearance statement of 701211 prepared b 
aubmltted by R Pollard of UCB Purpoto of statement is to 
idanttfy technical subjects that deserve addl Board JRRUJTiJ 
ROISMAN, A 2 Natural Resources Defense Council 70/12/10 66pp 


7901230246 DOCKET 30-403 Shearon Harris Nuclear Power Plant, Unit 4 
Forwards IE Circular 79-02. '"Failure of 120 Volt Vital AC 
Poiif0r Supplies " 

O'REILLVfJ P Region 5# San Frentlsco# Office of the Director 

79/Oiyi* 2pp 


79011S0121 DOCKET 80-403 Shearon Harris Nuclear Power Plant. Unit 
Acl receipt of copy of 701214 ltr Requeets help in locating 
App A. B b C referred to on pages 36. 43. b SO .no 

SMITH. I H Atomic Safety and Licensing Board Panel 79/01/09, 


4 

Ip 



DOCKETED ITEMS 




7901S903?G docket 90-403 Etie^rpn Harris Nuclear Pouer Plant. Unit 4 
Act receipt of 790102 Itr inForminj NRC of steps taken to 
correct violations noted in IE Insp Repts 90-4DD/78-Cei 
50-401 /7B-0B. 30-402/7B-08 4 30-403/78-0B 

KURPHYiC E Region 2. AtlentOi Reactor Construction b Engineering 

Support Branch 79/01/19 tp 


7901190042 DOCKET SO-404 North Anna Pouer Station. Unit 3 
ForuiardS IE Insp Rept 30-336/70-39.50-339/70-33.50-404/70-09 
!■ 50-405/70-09 on 701113-17 No noncompl lance noted 
tiURPHViC E Region S. Atlanta. Reactor Construction b Enelnsirina 

Support Drench 73/12/12 3pp ' 


7901390404 DOCKET 50-403 Shearon Harris Nuclear Pouer Plant. Unit 4 
Responds to HRC 731212 Itr re Violations noted In IE Insp 
Repts 50-400/ /8-OB, 50-401/73-00, 50-402/70-08 b 50-403/73-03 
Corrective actions roads uere uatered.dust control measures 
re imp lenented b insp of all sediment control devices begun 
HOME.P W Carolina Pouer b Light Co 79/01/02 4pp 


7901S90407 DOCKET 50-403 Shearon Harris Nuclear Pouer Plant. Unit 4 
Act receipt of IE Insp Repts 50-400/76-03. 50-401 /TO-OB. 
50-402/76-00 b 50-403/76-03 on 7aill4-lfi No proprietary 
info 

HOHE.P W Carolina Pouer b Light Co 79/12/21 Ip 


7901190043 DOCKET 50-404 North Anna Pouer Station. Unit 3 
IE Insp Repts 30-330/78-39.50-339/78-33,90-404/73-09 b 
30-403/73-09 on 701113-17 No noncofflp 1 ianci noted Me jar areet 
inspected action on previous insp findings, 10CFR50 59 b Part 
21 Items. IE 9ul 1 eti ns, LERs for Unit lipiplng of Unit 2. etc 
MCFARLAND. C R , VALL18M. E J . HERDT. A R Rofllon 2. Atlanta. 

Reactor Construction b Englnoering Support Branch 70/12/01 
lOpp 


7901220217 DOCKET 90-404 North Anna Power Station. Unit 3 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Powar Supplies " 

□P'REILLY.J P Region 2. Atlanta. Office of the Director 
79/01/ If. 7pp 


7901290410 DOCKET 50’-403 Shearon Harris Nuclear Pouer Plant. Unit 4 
Forwards IE Insp Repts 50-400/78-00. 50-401 /73'Oa. 

50-402/73-08 *. 50-403/78-03 on 781114-11, b Notice OF 
Violation 

MURPHY, C E Region 2, Atlanta. Reactor Construction b 

Engineering Support Branch 76/12/12 2pp 


7901120141. DOCKET 50-405 North Anna Power Station, Unit 4 
rnForms NRC of organi zational changes In aaocutive mgt of 
nuclear power station const b operations activities U/att 
organi latlonal charts 

SAUM.E A Virginia Electric b Power Co 79/01/00 4pp. 


7901290412 DOCKET 50-403 Shearon Harris NucKar Pouer Plant. Unit 4 
Notice of Violation from insp on 7Bll)4-lb 

« Region 2. Atlanta. Office of the Director 73/12/11 Ip 


7901290411. DOCKET 50-403 Shearon Harris Nuclear Pouer Plant. Unit 4 
IE Insp Repts 50-400/73-03.50-401/76-00,50-402/73-08 b 
30-403/76-08 on 701 114- If. Noncompl i ante noted no action to 
control road dust From const actlvl ty. falluro to mlnlmlie 
contemlnatlon b silt loading of Ouckhorn Creek 
DRADLEVi R D Region 2. Atlanta. Office of the Director 
76/13/11 i3pp 


7901160243 DOCKET 90-405 North Anna Pouer Station. Unit 4 
Rasponda to. request for tabulation of neutron flux leveli at 
the Inside surface of neutron shield tank Babcock b Ullcox 
recommends ailal peaking factor of 1 19. aiimuthal paallng 
factor of 1 7 b uncertainty factor of 1 25 
DRONNi B C Virginia Electric b Powar Co. 79/Oi/lO 2pp 


7901180197 DOCKET 50-405 North Anna Power Station. Unit 4 
Responds to 79011? request for addl Info re pastulated pipe 
break criteria b analysis b pips break evaluation rept Four 
uversiie diawlngs end 

CROHN. 8 C Virginia Electric b Power Co 79/01/19 81pp, 


7901120146 DOCKET 50-404 North Anna Power Station, Unit 3 
Informs NRC of argonk ta t i one 1 changes in executive mgt of 
nuclear power station const b operations activities H/att 
organizational charts 

DAUH, E A Virginia Electric b Pouer Co 79/01/05 4pp. 

7901160243 DOCKET 90-404 North Anna Pouer Station. Unit 3 
Responds to request for tabulation of noutron floi levels at 
the Inside surface of neutron shield tank Dabcock b Wllcoz 
recommends axial peaking factor of I iS. azimuthal peaking 
farter of J 7 A uncertainty factor of ( SS 
DROWN. S C Virginia Electric b Pouer Co 79/01/10 2pp 


7901250235 DOCKET 50-404 North Anna Power Station. Unit 3 
Summarizes 781213 meoting In DethesdaiMD w/repre sentat i vas 
of util w/post-CP applications to discuss pending OU review 
matters. inc luding NRC policlss b review prlorltu criteria 
Discussion areas it attentlae* list end 

LICITRa.E bight Water Reactors Branch 3 79/01/12 Bpp 


7901180157 DOCKET 30-404 North Anna Power Station. Unit 3 
Responds to 790119 request for addl Info re postulated pipe 
break criteria b analysis b pipe break evaluation rest Four 
oversize drawings end 

DROWN, 9 C Virginia Electric b Pouer Co 79/01/19 21pp 


7901230107 DDCKft 90-404 North Anna Power Btatlon. Unit 3 
In response to 761219 I tr, potentla I const delays are due. In 
parii to cAih flou ctiono design chonpw to cntiforn 

^egol«to^g criteria txtantion to B^llOl 

b 671201 for Const Perevt ts CPPR-IH b CPPR-15, respact 1 vely 
DROWN. S C Virglnle Electric b Pouer Co 79/01/17 2pp 


7901230167 DOCKET 50-405 North Anna Powar Station. Unit 4 
In response to 731219 Itr. potsntial const delays are dua.ln 
part, to cash flow restrictions b design changes to conforn 
to current regulatory criteria Requests sxtention to B61101 
b 371201 for Const Permits CPPR-114 b CPPR-IS, rsspsctlvely 
DROUHi 0 C Virginia Electric b Power Co. 79/01/17.. 2pp 


790129O23S DOCKET 90-409 North Anna Power Station. Unit 4 
Summarizes 731213 meeting in Dethesda.KD u/repreacntatlves 
of util w/post-CP applications to discuss pending OL review 
matters, indodlng NRC policies b review priority criteria 
Dlecusslon areas b attendees list encl 

LICITRA.E Light Water Reactors Branch 3 79/01/12 Bpp. 


7901100273 DOCKET 90-409 North Anna Power Station, Unit 4 
Notification of availability of " Interservl ce Proceditras for 
Instructional 8ys Development" TRAOOC Pamphlet 390-30 
roferenced In NUREO-0219. "Nuclear Bccurity Personnel for 
Powar Plants " 

BE8AU. U J Division of Document Control 78/11/20. 2pp 


7901250179 DOCKET 90-409 North Anna Pouor Station. Unit 4 
Forwards Endorsement 21 to Policy NF~240 b Endorsenent 3 to 
Binder ED-63 for calendar year 1979 

KELLEVi P U Nuclear Energy Liability Insurance Association 
79/01/22 4pp 


7701306098 DOCKET 80-409 North Anna Powor Station. Unit 4 
Forwards Policy XD-63 

KELLEY. P •J, Johnson b Higgins Insurance. 79/01/10 3pp 


7901130273 DOCKET 50-404 North Anna Powar Station. Unit 3 
Notification of availability of "Interservlce Procedures for 
Instructional Sys Development" TRAD6C Pamphlet 390-30 
referenced in NURE0-03I?> "Nuclear Security Personnel for 
Power Plants " 

BESAW.W J Division of Document Control, 70/11/20 2pp, 


^901250179 docket 30-404 North Anna Power Station. Unit 3 
Forwards Endorsement 21 to Policy NP-a40 b Endorsement 3 tc 
Binder ED-63 for calendar year 1979 

, Nuclear Energy Liability Insurance Afsodatlor 

/7/U1/£? 


7901360058 DOCKET 90—404 North Anna Power Station, Unit 3 
Forwards Policy XB-63 

KELLEY, P J Johnson b Higgins Insurance 79/01/10 3pp, 


7901090334 DOCKET 90-404 North Anna Power Btatlon, Unit 3 
Forwards IE Circular 73-19, "Manual Dvarrlde ( Bypass ) of 
aafety Syt Actuation Signals," 

^ Region 2. Atlanta. Office of the Director 
7B/ 12/29 Ip 


7901090334 DOCKET 80-409 North Anna Power Stetton. Unit 4 
Forwards IE Circular 70-19, "Manual Ovarrlde (Bypass! of 
Safety By a Actuation 01 gnats. " 

O'BEILLV.J P. Ragton 2, Atlanta, Office ef the Dlrectbr 
78/12/29 tp 

7901190042 DOCKET 80-409 North Anna Power Station, Unit 4 
Forwards IE Insp Rept 80-338/79-39,90-339 76-33,80-404/78-09 
b 50-405/73-09 No noncompllancc noted 

MURPHY, C.E Region 2, Atlanta, Reactor Construction b Englhferlnj 

Support Drench. 70/12/12 2pp. 


7901190043 DOCKET 90-409 North Anna Power Station, Unit 4 
IE Inep Repts 80-333/70-39, 60-339/70-33, 90-404/78-0? b 
80-409/70-09 on 701113-17 No noncomplianct noted. Major ersae 
inspected action on previous insp f tndlngs, lOCFRBO. 99 b part 
2t items, IE Bui Isttns, LERs for Unit 1, piping of Unit 2, etc 
MCFARLAND) C R Region 2, Atlente, Reactor Constritctlon b 

Engineering Support Drench. 78/12/01. tOpp. 


7901220217 DOCKET 80-409 North Anna Power Btatlon. Unit 4 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Pouer Bupplias " 

OP 'REILLY. J. P Raglon 2, Atlanta, Offtca of tha Dlractor. 
79/01/16 9pp 
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DOCKET 30"“409 Lfl Cr09B9 Boiling Uater Rvacior 
Foru»rd» NUREG/CR- 040 O 1 "Risk Assessment Revleu Oroup Rept 
to the LIBNRC" (Leuils Re p t > » pro Vi d i iig recamfnendati ons for use 
of risk assessment methodology b assessment of UA6H-1440 U/o 
*ncl 

MODDHEADiC P Dffite of the Eketutive Legal Director 79/01/11 

Ip. 


7901lfi0S9S DOCKET 50~409 La Crosse Boiling Hater Haactor 
Notice of meeting on 790109 oi/DHR licensees lacking 
recirculation pump trip to discuss ATH8 rept criteria 
plans for implementation 

HOONEYjV L Operating Reactors Branch 3 79/01/02 Ip 


79010B03&2 DOCKET 60~409 La Crosse Bailing Hater Reactor 
Foroiards review of systematic evaluation program Safety 
Topic V— IJ Ai ’'Re^oirements for Isolation of High b Low 
Pressure Sys " Requests verification of correctness of data 
by 790129, 

IIEMANN.D L Operating Reactors Branch 2 7B/1S/21 7pp 


7901090129 DOCKET 90-409 La Crosse Boiling Mater Reactor 
Requests addl info re proposed mod to spent fuel storege 
facility at reactor 

TlEHANNiD L Operating Reactors Branch 2 78/12/29 3pp 


79D110D411 DOCKET 90-407 La Crosse Boiling Mater Reactor 

Motice of 790109 meeting u/applicant to discuss liquefaction 
analysis for LACBHR conducted by US Army Engineer Hateruays 
Experiment Station as part of systematic evaluation program 
Topic 11-4 

WETMOHEiJ Operating Reactors Branch 3 78/12/29 Ip 


7901190093 DOCKET 90-409 La Crbsse Soiling Mater Reactor 
Forwards addl Info requested by hIRC re rack structural 
anal y si Sr assemb ly drop impact load b weld stress acceptance 
criteria of proposed mods to spent fuel storage pool Three 
cverslsed drawings end 

LINDERrF. Dairyland Power Cooperative 79/01/04 39pp 


7901170168 DOCKET 50-409 La Crosse Doillng Mater Reactor 

Foruardi NUREO 0460i Vol 3i giving current NRC view on ATH8 
Util must not delay Installing recirculation pump trip 
Design descriptions are forwarded which provide addl 
fleslblllty over those provided in May 1978 

DENTON< H R Office of Nuclear Reactor Regulation 79/01/08 9pp 


7901230351 DOCKET 50-409 La Crosse Soiling Hater Reactor 
Forwarde draft evaluation of syetematic evaluation program 
Safety Topic V-10 A “Residual Heat Removal Bys Heat 
Exchanger Tube Failures “ Request comments within 30 days 
ZIEMANNjD L Operating Reactors Branch 2 79/01/11 6pp 


7901260021 DOCKET 50-409 La Crosse Dotting Mater Reactor 
Forwards copy of draft evaluation of systematic evaluation 
program Safety Topic 19-tA "Operation w/Loss than All Loops 
In Bvc.” Supercedes evaluation Issued on 780817 Requests 
comments within 30 days 

ZIEKANNjD. U Operating Reactors Branch S 79/01/11 7pp 


7901290312 DOCKET 50-409 La Crosse Boiling Hater Reactor 
Anticipates need for addl info ra seismic design bases to 
compare current criteria as part of syetematic evaluation 
program Expects to focus on slgnifleanct of newer seismic 
design techniques. 

8 TELUO 1 V Division of Operating Reactors 79/01/15 3pp. 


7901220084 DOCKET 50-409 La Crosse Dolling Hater Reactor 
Nottflcetion of Reportable Occurrence 79-02 abnormal 
degradation found in primary reactor containment during 
lurveillance leakage rate tasting on 790115, Notes repairs 
are being accomplished 

LINDERiF Dairyland Power Cooperative 79/01/16 Spp 


7901240200 DOCKET 50-409 Le Crosse Bolling Hater Reactor 
Forwards addl Info requested on 781207 for review of 
proposed mod of spent fuel storage pool re doe# rets 
resulting from concentrations of radionuclides in pool 
water. 

LINDERiF Dairyland Power Cooperattve 79/01/10 3pp 


7901300191 DOCKET 90-409 La Crosse Boiling Hater Reector 
Submits response to Item 26m inadvertently omitted from 
' subeilttel did 790104 re proposed mod on spent fuel storage 
Item describes neutron absorber plate locations, 

LINDERiF, Dairyland Power Cooperative. 79/01/22 3pp. 


7901040005 DOCKET 50-409 La Crosse Bolling Water Reactor 
Forward! IE tnsp Rapt 90-409/78-12 on 781101 No 
noncomp Hence, 

MEI 8 HMAN 1 R F. Region 3i Chicagoi Reactor Construction 6 
Engineering Support Branch 78/11/29 2pp 


7901040006 DOCKET 90-409 La Crosse Bolling Mater Reactor 
IE Imp Rept 90—409 / 7Q— 12 on 781101 No none omp 1 lance noted 
Major areas inspected sys seismic upgrading 6 review of 
ca 1 cu 1 ji 1 1 on on pipe 

VINi 1 T Region 3i Chicaga, Reactor Construction «< Engineering 

Support Branch DANIELSON. D H Region 1. Philadelphia, Reactor 

Construction f. Engineering Support Branch 78/11/27 3 pp 


7901030331 DOCKET 50-409 La Crosse Boiling Mater Reactor 
Forwards IE Insp Rept 50-409/78-14 on 781027-30 6 1103-05 
No none omp 1 lane e noted 

KEPPLERt J 0 Region 3. Chicago. Office of the Director 78/11/30 

2 pp 


7901050333 DOCKET 90-409 La Crosse Bolling Mater Reactor 
IE Insp Rept 50-409/78-14 on 781027-30 6 1103-03 No 
noncompl lance noted Major area inspected containment leak 
rate test 

REYES. L A Region 3. Chicago. Off ice of the Director 7B/11/28 
7pp 


7901030353 DOCKET 50-409 La Crosse Bolling Mater Reactor 
Forwards IE Insp Rept 90-409/7B-16 on 731129-1201 No 
none omp liance noted 

FIORELLI.O Region 3. Chicago. Reactor Oparabions Nuclear Support 

Branch 78/12/20 2pp 


7901090360 DOCKET 9Q-409 La Crosse Bailing Mater Reactor 
IE Insp Rept 50-409/78-16 on 781129-1201 No noncomp Hanes 
noted Major areas inspected LERs. lie an see action on IE 
C ircu lars. r a vl Bw of plant operations 6 plant tour 
SHAFER. H 0 Region 3. Chicago. Office of the Directur 
78/12/19 4pp 


7901250032 DOCKET 50-409 La Crosse DoiHng Mater Reactor 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supp lies " 

KEPPLERiJ 0 Region 3. Chicago. Office of the Dlraclor 79/01/16 

Bpp 


7901110104 DOCKET 80-409 La Crosse Bolling Mater Reactor 
Forwards monthly operating rept for Dec 1978 
LINDERiF Dairyland Power Cooperative 79/01/08 }p 


790tl 110107 DOCKET 50-409 La Crosse Boiling Mater Reactor 
Monthly operating rept for Dec 1976 

PAPWDRTHi L O Dairyland Power Cooperative 79/01/07 IHpp- 


7901100259 DOCKET 50-409 La Crosse Polling Mater Reactor 

Reportahli Occurrehce 89-01 routine surveillance of fuel oil 
revealed water It sediment In percentages beyond Tech Specs 
Tanks have been partially purged 6 refilled Test results ere 
expected on 790105 

LINDERiF Duke Power Co 79/01/04 2pp 


7901160148 DOCKET 50-409 la Crosse Polling Mater Reactor 
NotiflCetlun of Reportable Occurrence B9-01 on 781215 
Analyses of fuel oil samples taken during routlna 
surveillance revealed water Ic sediment ,in excess of limits 
in tanks of emergency diesel generator 6 S sve water pumps 
LINDERiF Dairyland Power Cooperative 79/01/04. 2pp. 


7901290239 DOCKET 50-409 La CrosBc BolllnB Mater Reactor 
Forwards LER 79-OOl/OlU-O 

LINDER, F Dairyland Power Cooperative 79/01/17 4pj 


7901290261 DOCKET 50-409 La Crosse Dolling Mater Reactor 
LER 79-001 /OIL-0 on 790103 fuel oil eamples from tanks 
indicated water L sediment concentration! of O 1% BlnilaT 
occurrence RO-76-15 Tanks resampled at 3 elevations prior to 
partial purging w/levats below 0 2 X 
e Dairyland Power Cooperative, 79/01/18 Ip 


7901260190 DOCKET 90-40? La Crosse Boiling Mater Reactor 
Reportabla Occurrence 79-03 on 790119 as a result of 
periodic Type C leak testi leakage rate from condensate 
demlnsreli tsr to isolation valve 52-26-039 6 Isolation valve 
67-26-001 exceeded Tech Spec flow rates Cause undetermined 
LINDERiF Dairyland Power Cooperative 7?/01/19 2pp. 


7901290196 DOCKET 90-409 La Crosse Bolling Water Reactor 
Forwards LER 78-014/03L-0 

LINDERiF Dairyland Power Cooperative 79/01/19, 3pp 


7901290202 DOCKET 50-409 La Crosse Bolling Water Reactor 

LER 7a-0l4/O3L-O on 7al215' during routine surveillance test 
on IB emergency diesel generator. unit tripped on. indicated 
overspeed. Problem duplicated 731218 & unit declared 
inoperable Due to erraneously set switch setpoint 
PARKYNiJ D Dairyland Power Cooperative 79/01/18 tp 
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7901040104 DOCKET S0“412 Beavor Valleg Pouibt Statiam Unll S 
Foi-u/ariJi IE Insp Rep 50-412/7Q-13 on 701034-86 No 
noncontp 1 lance noted 

CARLSON. R T Region I. Philadelphia. Reactor Conatructlon |c 

Engineering Support Branch 78/11/19 Spp 


7901000249 DDCFET 50-410 Nino Mile Point Nuclear Station. Unit 8 
Provides eummarg of 701114 meeting with owners of lead Mark 
II facilities to discuss NRC Hark II containment acceptance 
criteria Info requested fag NRC I. criteria end 
ANDERSON. C Containment Systems Branch 78/ 13/30 33pp 


7901080338 DOCKET 50-410 Nine Mile Point Nuclear Station. Unit 3 
Forwards notes of meeting on 701115 ui/Mar k II oLiners group 
to discuss NRC Mark II containment acceptance criteria 
related to submerged structure drag load M/encl attendance 
list U meeting handouts 

ANDERSON. C Containment Systems Broneh 7B/13/3B 39pp 


7901090103 DOCKET 30-410 Nine Mile Point Nuclear Station. Unit 3 
gummary of 701117 meeting u/Mark II owners group re 
staff comments t. questions on intermediate program tasks 
NEDE-21BS1-P. NEDE-341&6-P. NEOE-33697, NEDC-31659-P Test 
facility uss toured H/encl NRC comments t. questions 
ANDERSON. C Containment Bystems Branch 78/13/36 I0pp 


7901040043 DOCKET 90-410 Nine Mile Point Nuclear Station. Unit 2 
Informs of shop mads to reactor pressure vessel cap control 
rod drive return noi 1 1 e. ins t a 1 1 new feedwater noiile safe 
ends If remove thermocouple pads from reactor pressure vessel 
eiterlor Changes improve thermal cycling 
RHODE. 0 K Niagara Mohawk Power Corp 70/12/89 Ip 


7901030035 DOCKET 50-410 Nine Mile Point Nuclear Station. Unit 8 
Forwards JE Bulletin 78-14. "Deterioration of Buna-N 
Components in ASCD Solenoids " 

ORICR. 8 H Region 1. Philadelphia. Office ef the Director 
70/13/19 Ip 


79010B029B DOCKET 50-4!0 Mine Mile Point Nuclear Station. Unit 2 
Forwards IE Insp Hept 80-410/7S-0B on 780925*29 No 
noncompllance noted 

BMITH.O H Region 1. Ph 1 1 adelph la. Fuel Facility it Materials 

Safety Branch 78/11/00 2pp 


7901080304 DOCKET 60-410 Nine Mile Point Nuclear Station. Unit 3 
IE Insp Rept S0-4I0/7a-0B on 7B0939-39 No noneomplianee 
noted Major areas inspected status of implementation of 
const permit requirements. It environ protection program 
SHANSAKV. M M . STDHR. J P Region I. Philadelphia. Fuel Facility 

it Materials Safety Branch 78/11/07 7pp 


7901080193 DOCKET 50-410 Nine Mile Point Nuclear Station. Unit 3 
Forwards Rapt 50-4IO/7B-09 of insp on 701031-1103 Ho 
noncompliance noted 

CARLSON, ft T Region 1. Philadelphia. Reactor Construction A 

Engineering Support Branch 70/11/31 2pp 


7901080170 DOCKET 50-410 Nine Mile Point Nuclear Station. Unit 3 
IE Insp Rept 50-410/70-09 on 701030-1103 No none omplianc e 
noted Major areas inspected preplacement prepara 1 1 on. mi i ing. 
placing & testing of concrete U review of records for 
equipment 

MARRON.L , VARELA. A A . MCeAUOHK. R N Region 1. Philadelphia. 

Reactor Construction t. Engineering Support Branch 76/1 t/SO 7pp 


790I12007S DOCKET 50-410 Nine Mile Point Nuclear Station. Unit S 
Forwards IE Circular 78-19. "Manual Override (Bypass) of 
Safety Sys Actuation Signals " 

DRIER. S H Region 1. Philadelphia. Office of the Director 
78/12/39 IP 


7901100303 DOCKET 50-410 Nine Mile Paint Nuclear Station. Unit S 
Act receipt of 701301 %t 1303 Itri forwarding interln rept of 
reportable deficiency re sleeve welded to containment liner 
CARLSDN.H T Region I. Philadelphia. Office of the Director 
76/18/36 ip 


790U00313 D(3CKET 50-410 Nina Mile Point Nuclear Station. Unit 8 
Plans to submit single rept on cadweld sleeve weldc by 
7803SB 

RHODE. 0 K Niagara HohauiV Power Corp 78/12/13 Ip 


7901180330 DOCKET 90-413 Beaver Valley Power Station. Unit 3 
Notification of availability of ‘'Intepservtee Proeadurts for 
Instructional Sys Development" 7RAD0C Pamphlet 390-30 
referenced in NUREO-0319. "Noelear Security Personnel for 
Power Plants " 

BESAH. H J. Division of Document Control 70/11/30 Spp 


7901030031 DOCKET 90-413 Beaver Valley Power Station. Unit 3 
Forwards lE Bulletin 70-14. "Deterioration of But>a-N 
Components In ABCO Bolettoids " 

ORlER.n H Region 1. Philadelphia. Office of the Director 
70/13/19 ip 


7901040100 DOCKET 90-412 Beaver Valley Power Station. Unit 2 
lE Insp Report S0-412/7B-13 on 701024-26 No noncomp Llance 
noted. Major areas inspected const activi t lei. au»i 1 lery bldg 
structural steel installation (. quality related 
documentation 

FOLSOM, 8 A . FASANO, A N , MCOAUOHV, R U Region 1, PhiUdelpkle 

Reactor Construction & Engineering Support Branch 70/11/19 Spj' 


7901130091 DOCKET 90-413 Beaver Valley Power Station. Unit 8 
Forwards IE Circular 70-19. "Manual Override (Bypata) of 
Safety Sys Actuation Signals " 

DRIER. 0 H Region 1. Philadelphia, Office of the Director 
76/12/39. iP 


7901860167 DOCKET 80-412 Beaver Valley Power Station. Unit 3 
Forwards interim deficiency rept 78-03 
DUNN. C N Duquesne Light Co 79/01/19 Ip 


7901260169 DOCKET 90-412 Deavor Valley Power Station. Unit 3 
Interim deficiency rept 78-03 re cracking of wall liner 
plate adjacent to continuous fillet weld Pinal rept will be 
forwarded on 790333 

• Duquesne Light Co 79/01/1? 4pp 


7?011S'033? DOCKET 90-413 Cataube Nuclear Station. Unit 1 
Notice of 790134-35 visit to facilities for NRC Forecast 
Panel to confirm scheduled fuel load date. U/encl meeting 
agenda 

SILVER. H Light Hater Reactors Branch 4 79/01/05 Spp 


7901090339 DOCKET 90-413 Catawba Nuclear Station. Unit 1 
Foruardo IE Circular 78-19. "Manual Dvarrlde (Bypass) of 
Safaty Sys Actuation Signals," 

O'REILLY. J P Region 3. Atlante. Offiet of the Director 
78/13/29 Ip 


7901220266 DOCKET 90-413 Catewba Nuclear Station. Unit 1 
Forwards IE Circular 79-02, "Failure of 180 Volt Vital AC 
Power 8up pli es " 

O'REILLY. J P Region 8. Atlanta. Office of the Director. 
79/01/16 Ip 


7901130229 DOCKET 90-414 Catawba Nuclear Station. Unit 2 
Notice of 790134-89 visit to facilities for NRC Foreeaat 
Panel to confirm scheduled fuel load data H/enel meeting 
agenda. 

SILVER. H Light Hater Reactors Branch 4 79/01/05 5pp 


7901090339 DOCKET 50-414 Catawba Nuclear Station. Unit 3 
Forwards IE Circular 70-19. "Manual Override (Bypass) of 
Sifaty Sys Actuation Signals " 

O'REILLY, J P Region 3. Atlanta. Office of the Dlractor, 
78/12/29 Ip 


7901330266 DOCKET 90-414 Catawbe Nuclear Station. Unit 3 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supplies " 

O'REILLY. J P Region 2. Atlanta. Office ef the Director 
79/01/16 Ip 


7901160810 DOCKET 90-416 Orand Oulf Nuclear Station, Unit 1 
Unit 2 circulating watar pump house ekcavatlon is scheduled 
for 790129-26 complttion Util will notify NRC if eny delay 
occurs 

HCOAUOHV. J P Mississippi Power (. Light Co. 70/18/29 ip. 


7901190101 DOCKET 90-416 Grand Oulf Nuclear Btatlon. Unit 1 
Findings of invtstlgatlon of normal reactor protection sys 
power supplies will be available by 790301. rather than 
790103 as reported In 701107 Itr. 

MCOAUOHY. JP Mississippi Power (c Light Co. 70/18/29 Ip. 


7901120160 DOCKET 90-416 Grind Oulf Nuclear Station. Unlb 1 
Notica of 79010? meeting in Bethtsda.MO u/M8 Power Ic Light 
to discuss safety review schedule Applicant maintains NRC 
prespaetive dtclsion date of 610306 is Incompatible w/DOlOOl 
fuel load date H/appl Icant's request of 781219 
THOMAB.C.O Light Hatsr Reactors Branch 1 79/0L/03. 3pp 


7901340265 DOCKti 9U-416 Orand Oulf Nuclear Station, Unit i 
Forwards first round rtqutsts for addi info subsaquanb bo 
raviaw of F8AR Requests that F6AR be amended to include 
responcet to questions. 

BTOLZ. J. F Light Hater Reectors Branch 1. 79/01/17. 37pp. 



DOCKETED ITEMS 


149 


7901230141 DOCKET 90-416 Grand Sulf 

Notificatlan nf 790133-36 site ‘ 

„f Unit 3 =lrLTatlnS^:;:i* *“ S^oUuic 

hVttr«lP9ic aspects of site ^ Phouse excavation 

THOMAS. C O Light Watet Reactors Dranoh 1 79/01/1^ 


3pp 


7901100337 DOCKET 90-416 Oranrt r*..i« m.. • » 

Notification Of ovailtbinJe * 

Instructional Bys Devrlopraent" TRaDOC Pamphlet 350-30*^'’° 

BESflM^H J Division of Document Control 7B/ll/ao 3pp 


T^rr.r.UTuir -- • 

Repts 50-416/78-15 '» '"‘P 

MCOAUGHV. j p hiSBissinot [J,^ < . 

nissjssippi Pouer (< Light Co 78/13/21 Spp 

1sP??«Sk~- 

70/M/a2 '' 3PP =' of th^ Director 


7901160347 DOCKET 90-416 Grand Ool f Nuclear Stai.„r » . 

TQALflTOM.rt Power Supply 8. Ana ly Is Branoh 79/01/10 


Spp 


7901030004 DOCKET 90-416 Grand Oulf Nuclear Station, Unit » 

/m031-II0§ dr” "•Pt*,f°-^«*'78-17 6 90-417/7^-17 o^ 

/CI103I 1103 No noncomp 1 lance noted 

KllTt^ranch "78/u/3a ''“pp*“‘ Construction «. Englneerlnp 


7901030009 DOCKET 90-416 Grand Oulf Nuclear Station unit i 

do ""jr 50-416/70-17 1, 9oij,5/70!j; orymSsi-jioo* 

a trSetr"? "'*??? Major areas inspected containment 

“*“‘"9 “"''k *< Ruality record*, safety- 
related p Iplng, handl ing t< ucidlno " 

CoftetrUrtron 6 = Reylon 2, Atlanta, Reactor 

Cofietpoctlon & enslneerlns Support Branch 7B/U/81 9pp 


7901170386 DOCKET 90-416 Grand Oulf Nuclear Btation, Unit 1 
Forhrarde IE Inep Rapt* 90-416/78-10 « 90-417/78-18 on 
7B1119-I7 No noncompllance noted 

MURPHT.C E Region 2, Atlanta, Office of the Director 
Ofip 


78/ IP/ 06 


’’Nitlerof‘^5iollt?orir station. Unit I 

ISO or violation from jnsp on 780918-22 *, ioin-,m 

‘ Region 2. Atlanta, Off.c. of thlDlrectoJ 7^/11/22 


Spp 


. cSsisr.'k 

<■ S",'"..,.", 0,.;,, "i;;, 


7901220324 DOCKET 50-416 Grand Oulf Nuclear Station, Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power SuppUs* " 

D REILLY, 0 P Region 2, Atlanta, Office of the Director 
79/01/16 Ip 


7901310024 DOCKET 90-416 Grand Gulf Nuclear Station, Unit 1 
Forward* environ monitoring rept “Summary of Environ 
Protection Program Respecting Const of Grand Golf Nuclear 
Station Units 162 for 6 Months Ending 701031“ per NRC 
Exhibit 2-A referenced in const permit 

MCOAUOHV, J P hlsslsoippi Power 6 Light Co 70/12/29 ip 


DOCKET 90-416 Grand Gulf Nuclear Station, Unit 1 
IE Intp Rept* 80-416/78-18 & 90-417/78-10 on 781119-17 No 
nonconpl lane* noted Major area# inspected OA program 
Imp 1 era* neat Ion, IE Bulletin I. Circular followup 6 inio of 
const activities, 

RAUSCH, J K , HEROT,A R Region S. Atlanta, Reactor Constructloi 

Enolneering Support Dronch 78/13/01 9pp 


7901160290 DOCKET 90-416 Orand Oulf Nuclear Station, Unit 1 
Forwards IE Insp Rept* 80-416/70-19 6 90-417/70-19 on 
761188-1201 No noncompllance noted 

HURPHVi C E Region 2, Atlonta, Reactor Con«tructlon fc Engtncapln 

Support Branch 70/12/12 2pp * 


7901180266 DOCKET 90-416 Grand Oulf Nuclear Station, Unit 1 
le Insp Repts 90-416/78-19 «< 90-417/70-19 on 781180-1201 No 
noncompllance noted Major area# Inspected Unit 1 reactor 
vetsel internal# (observation of work t, nuallty related 
liSJJlS*’’. ** »«f»tV~related pipe support tt roptraint sgs 
BKVANTiJ. C Region 8, Atlanta, Reactor Conftructlon 6 
Engineering Support Branch 70/18/11 9pp 


7901880299 DOCKET 90-416 Grand Oulf Nuclear Btation, Unit 1 
Forwards IR Inep Rept* 90-416/70-80 6 90-417/78-80 
on 701 12B-1&01, No noncompllance noted 

HtfflFHVfC E Region 8, Atlanta, Reactor Construction fc Engineering 

Support Branch 70/12/14 Spp 


7901830300 DOCKET 80-416 Grand Oulf Nuclear Station, Unit 1 
I£ Inpp Ropts 90-416/70-20 6 90-417/70-80 on 701180-1201 No 
noncomp 1 lanca noted Major area# Inspected reactor veescl 
internals installation) reactor vessel inspection) safety- 
related pipe welding fc nondestructive examination 
VANDQORN, T E. , CONLQN, T E Region 8, Atlanta, Reactor 

Construction 6 Engineering Support Branch 70/18/13 4pp, 


7931090384 DOCKET 90-416 Grand Oulf Nuclear Station, Unit 1 
Forwards IE Circular 78-19, "Manual Override (Bypass) of 
Safety Sys Actuation Signal* " 

tl'REIULYivI P, Region 8, Atljinta, Office of the Director 
70/12/89. Ip 


7901820306 DOCKET 90-416 Oran)t Oulf Nuclear Btation, Unit 1 
Act<ra):alpt of IE Insp Rept* 90-416/70-19 k 30-417/70-19 on 
701120-1801 No proprietary info 

MCOAlfOHY, J. P Mississippi Power k Light Co. 79/01/04 Ip 


7901190247 DOCKET 90-416 Grand Oulf Nuclear Station, Unit 1 
Ack reosipt of 701881 Itr Informing NRC of steps taken to 
correct violations notsd in Insp Rept* 80-416/70-19 fa 
80-417/70-19 

HURPliVtC. B Region 8, Atlanta, Reactor Construction fa Engineering 
Support Branch 79/01/09 Ip 


790131002S docket 90-416 Orand Oulf Nuclear Station, Unit 1 
Summariies environ protection program re unit const for 6 
months ending 701031 R«pts const project 50 955 complete 
Discusses violations in following areas dust, smoke, erosion. 
Waste control, dewatering of wells fa vegetation stress 
* Mississippi Power fa Light Co 70/10/31 4pp 


79010S028S DOCKET 90-416 Grand Oulf Nuclear Station, Unit 1 
Final rept on potentially reportable deficiency 77-19 Design 
of Unit 1 turblno bldg roof will withstand seismic but not 
tornado wind loads Roof bracing repair drawings have been 
developed and issued tor const 

* Mississippi Power fa Light Co 70/00/20 2pp 


79011201B8 docket 50-417 Grand Gulf Nuclear Station, Unit 8 
Notice of 790109 meeting In Bethesda, HD w/MB Power fa Light 
to discuss safety review schedule Applicant maintains NRC 
prospective decision date of 010306 Is incompatible w/BOlOOl 
fuel load date 14/app 1 leant 's request of 701215 
THOMAS, C 0 Light Hater Reactors Branch 1 79/01/03 3pp 


7901160210 DOCKET 50-417 Grand Oulf Nuclear Station, Unit 3 
Unit S circulating water pump house excavation is scheduled 
for 790185-26 completion Util will notify NRC if any delay 
occur* 

MCOAUOHY. J P Mississippi Power fa Light Co 70/18/29 Ip 


7901190101 DOCKET 50-417 Grand Oulf Nuclear Station, Unit 8 
Finding* of Investigation of normal reactor protection sys 
power supplies will be available by 790301, rather than 
790103 a* reported in 7B1107 Itr 

MCOAUGHV, J P Mississippi Power fa Light Co 78/18/89 Ip 


7901820141 DOCKET 90-417 Grand Gulf Nuclear Station, Unit 8 
Notification of 790129-26 site visit to observe gaologlc 
aspects of Unit 8 circulating water pumphouse excavation fa 
hydrologic aspects of site 

THOMAS, C.O Light Hater Reactor* Branch 1 79/01/19 Spp 


7901840869 DOCKET 80-417 Grand Gulf Nuclear Station, Unit 2 
Forwards first round requsEts for addl info subsequent to 
review of FSAR Requests that FBAR be amended to Include 
responses to question* 

STOUZi J F Light Water Reactors Branch 1 79/01/17 37pp 


7901100827 DOCKET 80-417 Grand Oulf Nuclear Station. Unit 8 
Notification of availability of "Intereervice Proeadurea for 
Instructional Sys Development" TRADOC Pamphlet 350-30 
rafereneed in NUREG-oai9. “Nuclear Security Personnel for 
Power Plante “ 

BESAU.U U Division of Document Control 70/11/80 Spp 
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7901160347 DOCKET 50-417 Grand Gulf Kkfclesr Station, Unit 2 
Eequeit inFo rti applicant's arrangemsntt & corre ipondenc e 
u/cltv 0^ Cl arksdal e> MS Ouestions concern status of 
transmission, svc Schedule E of rate schedule FEfiC 243 ti 
interconnection agreement w/Oulf States Util 

TOALSTQNi 6 Power Supplg 8, Anal^ls Branch 79/01/10 2pp 


7901030004 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
Forwards IE Insp Septs 50-416/7B-17 k 50-417/7B-I7 on 
701031-1103 No none ocnp 1 1 ance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction U Englneerinj 

Support Branch 78/11/22 2pp 


7901030009 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
IE Imp Repts 50-416/78-17 k 50-417/7B-17 on 7B103I-I103 
No noncompliance noted Major areas Inspected containment 
structural steel welding worir k qualltg records, safetg- 
related p ip i ng, hand ling & uelding 

VANDDDRN, P K , CANLDN, T E Region 2, Atlanta. Reactor 

Construcblon k Engineering Support Branch 76/11/21 5pp 


7901090324 DOCKET 50-417 Grand Gulf Nuclear Statian, Unit 3 
Forwards IE Circular 78-19, "Manual Override iDypass) of 
Safety Sgs Actuation Signals '' 

Q'REILLV, J P Region 2, Atlanta, Office of the Director 

78/12/29 Ip 


7901220295 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
Forwards IE Insp Ropti 50-416/78-20 (< SO-417/70-2O 
on 781128-1201 No noncompliance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction 1, Enalntirine 

Support Branch 70/12/14 2pp * ■■••ring 


7901220300 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
IE Insp Repts 50-416/73-20 t< 50-417/78-20 on 781126-1201 No 
noncompliance noted Major areas inspected reactor vessel 
Internals Ins tal lat ion, reactor vessel inspactloni safitg- 
related pipe uelding 1, nondestructive esaminatton 
VANDODRN.T E . CONLON, T E Region 2, Atlanta, Reactor 

Construction «< Engineering Support Branch 70/12/13 4pp, 


7901220306 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
Act receipt of IE Insp Repta 50-416/78-19 k 50-417/78-19 on 
781128-1201 No proprietary info 

MCOAUOHV, J P Mississippi Power k Light Co 79/01/04 Ip 


7901310025 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
Summarliea environ protection program ra unit const for 6 
months tnding 701031 Rapts const project SO 9X complete 
Discusses violations In following areas dust, smoke, erosion, 
waste control, dewatering of walls (< vegetation stress 
e Hlssisslppi Power Ic Light Co 78/10/31, 4pp 


7901170306 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
Forwards IE Insp Repts 50-416/78-18 t, 50-417/78-18 on 
781115-17 No noncompliance noted 

MURPHY, C E Region 2, Atlanta, Office of the Director 78/12/06 

2pp 


7901170390 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
IE Insp Repts 50-416/78-18 k 50-417/78-18 on 781115-17 No 
noncompliance noted Major areas Inspected OA program 
Implementat 1 on, IE Bulletin & Circular followup 6 insp of 
const activities 

RAUSCH, J K . HERDT, A R Region 2, Atlanta, Reactor Construction 

k Engineering Support Branch 78/12/01 Spp 


7901310024 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
Forwards environ monitoring rept "Bummarg of Environ 
Protection Program fiespacting Const of Grand Gulf Nuclear 
Station Units 1 «< 2 for 6 Months Ending 781031'' per NRC 
Erhlhlt 2-A referenced In const permit 

MCGAUOHY, J P Misstisippi Power (i Light Co 78/12/29 |p 


7901050225 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
Final rapt on potentially reportable deficiency 77-lS. Design 
of Unit i turbine bldg roof will withstand seismic but not 
tornado wind loads Roof bracing rtpalr drawings have bean 
davilopid and issued for const 
a Mlstltsippl Power I, Light Co 78/08/88 Spp 


7901180258 DOCKET 50-417 Grand Oulf Nuclear Station, Unit 2 
Forwards IE Insp Repts 50-416/78-19 t< 50-417/78-19 on 
781128-1201 No noncampi iancB noted 

MURPHY, C E Reglan 2, Atlanta, Reaetar Construction It Engineering 

Support Branch 78/12/12 Spp 


7901250244 DOCKET 50-423 Millstone Nuclear Power Station, Unit 3 
Bummariees 701213 meeting In Dath#sda,MD u/repreientatlvei 
of util u/post-CP applications to discuss pending OL ravliw 
mat t ar s, i nc lud Ing NRC pollclta It review priority criteria, 
Olscusalen areas It attendais list tncl 

LICITRA.E Light Hater Rsaetori Branch 3 79/01/12 Spp 


7901160266 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
IE Insp Repts 50-416/78-19 tc 50-417/78-19 on 761128-1201 No 
noncompliance noted Major areas inspected Unit 1 reactor 
vessel internals lobservetlon of work l« quality related 
records) ti safety-related pipe support I, restraint sgs 
DflVANT»J C Region 2, Atlanta, Reactor Construetion 6 

Engineering Support Branch- 7B/12/11 Spp 


7901190847 DOCKET 50-417 Grand Oulf Nuclear Station. Unit 2 
Ack receipt of 761221 Ur Informing NRC of steps taken to 
correct violations noted In Insp Ropts 50-416/70-15 1, 

50-417/78-15 

MURPHY, C E Region 2, Atlanta, Reactor Construction I, Enginearlng 

Support Branch 79/01/05 Ip 


79011902S2 DOCKET SO-417 Grand O-ulf Nuclear Station, Unit 2 
Responds to NRC 761122 Itr re violatloni noted In IE Insp 
0-417/78-15 Corrective actions all 
.tructad re nonconformance reporting 
' HD-l 

pi Power k Light Co 78/12/21, 2pp, 


irand Oulf Nuclear Station, Unit S 
.0-416/78-15 t, 50-417/78-15 on 
Notice of Violation 
2, Atlanta, Office of the Director 


rand Gulf Nuclear Station, Unit 8 

. insp on 780918-23 I, 1010-13 

Office of the Director 78/11/88 2pp 


rand Gulf Nuclear Station, Unit 2 
15 tc 50-417/78-15 on 700918-82 
entlfied metis fusion ualded to 
estructive e lamination procedures 
Buthorlied nuclear inspector 
Atlanta, Office of the Director. 

Region 2, Atlanta, Reactor 
ng Support Branch 76/11/22 31pp 


7901220204 DOCKET 50-483 Millstone Nuclear Power Station, Unit 3 
Informs that TRADOC Pamphlet 350-30, "Interservie • 

Proeeduroi for Instructional 8yi Development" riferenesd in 
NUREO-0219 Is available in microfiche form from NRC. 

BESAMi W J Division of Document Control 78/11/80 8pp, 


7901030034 DOCKET 50-483 Millstone Nucliar Power Station, Unit 3 
Forwards IE OuUetin 70-14, "Deterioration of Duna-N 
Componants in A8C0 aolenolds " 

GRIER, D H Region 1, Philadelphia, Office of the Director 
78/12/19, Ip 


7901100'020 DOCKET 50-483 Millstone Nuclear Power atatien, Unit 3 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Safety Sgs Actuation Signals " 

GRIER, D H Rtgion 1, Phi ladtlphia. Office of the Directar, 
78/12/29 Ip 


7901080153 DOCKET 50-424 Alvin H Vogtle Nuclear Plant, Unit 1 
Forwards Endorssment 2 to Policy Bindar XB-51 for OA Powir 
Co policy 

FIEDLER, U Marsh It McLennan, Inc 79/01/02. Ip, 


7901060197 DOCKET 50-424 Alvin M. Vogtlt Nuclear Plant. Unit I 
Forwards Endorsement 2 to Policy Binder XB-67 for OA Powar 
Co policy 

FIELDER, J Marsh ti McLennan, Inc 79/01/02. Spp 


7901090326 DOCKET 50-424 Alvin W Vogtle Nuclaar Plant, Unit 1 
Forwards IE Circular 78-19, "Manual Override (Bypass) of 
Safety 8ys Actuation Signals " 

O'REILLY, U. P Region 2, Atlanta, Office of tha Director 
70/12/89. Ip 


7901880201 DOCKET 50-484 Alvin H, Vogtle Nuclear Plant, Unit I 
Forwards IE Circular 79-08, "Failure of 120 Volt Vital AC 
Power Bupplias " 

Q'REILLV.O P Region 2, Atlanta, Office of tha pirictar. 
79/01/16 2pp 


nd Gulf Nuclear Station, Unit 2 
."Failure of 180 Volt Vital AC 

Atlanta, Office of the Director 


7901890174 DOCKET 50-484 Alvin M. Vogtle Nuclear Plant, Unit I 
Ack receipt of 790111 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/78-09 It 
50-425/76-09 on 781138-30 

MURPHY, C E ' Reglan 8, Atlante, Reeetor Conetruction ti EnelBeerlnf 
Support Brench 79/01/10 Ip 
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79O1S7018S DOCKET 80-424 Alvin M Vogtlo Nucitar Plantt Unit 1 
Raspandi to NRC 781218 Itr r* violations notad in IE Insp 
Rdpts 80-484/70-09 ti 80-425/70-09 on 7B112B-30 Correct ivB 

actions no saf itg-rolateit concrete poured since insp ti 
training course on concrete vibration consolidation finished 
STAFFAiR W Oeorgia Fouer Co 79/01/11 ip 


7901890107 DOCKET 50-424 Alvin M Vogtle Nuclear Plant. Unit 1 
Forwards IE Insp Rcpts 80-424/70-09 ti 50-425/78-09 on 
701180-30 ti Notice of Violation 

MURPHY. C E Region S. Atlanta. Reactor Construction t. 

Engineering Support Branch 70/12/18 2pp 


7901890190 DOCKET 50-424 Alvin U Vogtle Nuclear Plant. Unit 1 
Notice of Violation from insp on 70113B-3O 

« Region S< Atlanta. Raactor Construction ti Engineering Support 
Branch 70/18/11 ip 


7901890195 DOCKET 50-424 Alvin U Vogtle Nuclear Plant. Unit 1 
IE Insp Repts 50-424/78-09 & 50-485/78-09 on 701120-30 
None onp 1 lance noted failure to follow procedures during 
concrete ptacement 

HUNTiM D > KEROT. A R Region 8. Atlanta. Reactor Construction ti 

Engineering Support Oranch 70/18/11 4pp 


790IDB0193 DOCKET 50-485 Alvin U Vogtle Nuclear Plant. Unit 8 
Forvardt Endorsement 2 to Pol leg Binder XB-51 to OA Power Co 
polieg 

FIEDLER. J Merth t< McLennan. Inc 79/01/08 Ip 


7901080197 DOCKET 50-485 Alvin U Vogtlo Nuclear Plant. Unit 8 
Foruards Endorsement 8 to Pol leg Binder XB-67 for OA Power 
Co pollcg 

FIELDER. U Marsh it McLennan. Inc 79/01/08 3pp 


7901090386 DOCKET 50-485 Alvin M Vogtle Nuclear Plant. Unit 8 
Forwards IE Circular 70-19. "Manual Override (Bypass) of 
Safetg age Actuation Signals ” 

Q'REILLY.J P Region 8. Atlanta. Office of the Director 
70/18/89 Ip 


7901880201 DOCKET 50-485 Alvin M Vogtle Nuclear Plant. Unit 8 
Forwarde IE Circular 79-08. "Failure of 120 Volt Vital AC 
Powsr Suppllce " 

O'REILLY. J P Region 2. Atlanta. Office at the Director 
79/01/16 2pp. 


7901890174 DOCKET 50-485 Alvin W Vogtlo Nuclear Plant. Unit 8 
Act receipt of 790111 Itr Informing NRC of stepa taken to 
corroct violations noted in IE Inap Repts 50—424/70-09 l< 

50-425/70-09 on 701188-30. 

MURPHY. C E Region 8. Atlantai Reactor Construction 6 Englnearlng 

0upp art Branch 79/01/10 Ip 


7901290108 DOCKET 50-485 Alvin M Vogtla Nuclear Plant. Unit 8 
Responds to NRC 701213 Itr re violations notad in IE Imp 
Repts 50-424/70-09 t< 60-425/70-09 an 7B112B-30 Corrective 
actions' no safetg-related concrete poured sine# inap l< 
training course on concrete vibration consolidation finished 
STAFFA.R U Oeorgia Power Co 79/01/11 ip. 


7901890107 DOCKET 50-485 Alvin N. Vogtle Nuclear Plant. Unit 8 
Forwards IE Insp Repta 50-424/70-09 «< 50-485/70-09 on 
701188-30 6 Notica of Violation 

nuRPHY. C E Raglon 8. Atlanta. Reactor Construction ti 

Engineering Support Branch 70/18/18 8pp 


7901290190 DOCKET 50-485 Alvin W Vogtle Nuclear Plant. Unit 8 
Notica of Violation from inap on 701188-30 

• Raglon 8. Atlanta. Raactor Construction it Engineering Eupport 
Branch. 70/18/11 Ip 


7901890195 DOCKET 50-485 Alvin W Vogtle Nuclear Plant. Unit 2 
IE Insp Repts 60-484/70-09 ti 50-425/70-09 on 701188-30 
Noncompliance noted: failure to follow procedures during 
concrete placement 

HUNT.M D . HERDT. A R Region 2. Atlanta. Reactor Construction it 

Engineering Support Branch 70/18/11 4pp 


7901880008 docket 8TN-50-437 Floating Nuclear Plant 

Informs that TRADOC Pamphlet 350-30. "Interservice Proeeduree 
for* Instructional Bgs Developmont" referenced In NUREO-0219 
is available in microfiche form from NRC. 

BEBAUiU. U. Division of Document Control. 70/11/80, 4pp 


7901080140 DOCKET 8TN-50-437 Floating Nuclear Plant 
Notifies NRC that document SSISAIB/A. "Portable Fir* 
EitinRUishers-Sgt Specs" la being forwarded to US Coait 
Qusrd for review fc approval 

HAOAiP. B. affahera Pouor 8|,|stemi (subs of Ueatlnghouse Electric 
Corp > 70/12/81 Ip. 


7901040069 DOCKET STN-50-437 Floating Nuclear Plant 
Responds to NRC request of 7B1106 for addl info re 
containment shell buckling criteria t< application of 
criteria to static buckling load 

HA0Ai P B Offshore Power Systems (subs of Uestinghouse Electric 
Corp > 7B/18/21 6pp 


7901040280 DOCKET BTN-50-437 Floating Nuclear Plant 

Forwards responses to 7B1031 Itr re schedule for responses 
to NRC 7B101S Itr ra update review matters for mfg license 
Presents comments on course of action Agrees it is not 
necessary for new matters to be resolved completely first 
DENTON. H R Office of Nuclear Reactor Regulation 70/12/82 6pp 


7901190101 DOCKET STN-50-437 Floating Nuclear Plant 

NRDC Is proposing reforms to protect legitimate interests to 
which ex parte rule is addr e s sed. al low Commission to have 
better access to matl & increase public Involvement in 
Commission decisions 

ROtStiAN. A Z Natural Resources Defense Council 76/18/29 3pp 


7901090353 DOCKET 8TN-S0-437 Floating Nuclear Plant 

Forwards Amend 36 to application for license to mfg floating 
nuclear plants Amend deals soley u/subj. matter of the plant 
design rept 

COLLIER.A R Offshore Pouai Systems (subs of Uestinghouse Electric 
Corp ) 79/01/05 8pp 


7901090257 DOCKET aTN-3 0-437 Floating Nuclear Plant 

Amend 26 to application for license to mfg floating nuclear 
plants Amend deals toley u/subg matter of plant design rept 
» Offshore Power Systems (subs of Uestinghouse Electric Corp, ) 
79/01/03 lOOpp 


7901190167 DOCKET 0TN-SO-437 Floating Nuclear Plant 

Forwards summary of 701116-17 meeting w/OPB in Jacksonville. 
FL. re topical rept 7270-RP-t6A51i "Duckling Criteria b 
Application of Criteria of Preliminary Design of CO'ntai nment 
Shell for Floating Nuclear Plant " 

DIRKEL.R A Light Water Reactors Branch 2 79/01/00 4pp 


7901190170 DOCKET 8TN-S0-437 Floating Nuclear Plant 
Summary of 781116-17 meeting w/Offehore Power Sys in 
Jacksonville FL re floating nuclear plant buckling criteria 
b related topical ropt 7870-RP-16A5 W/encl request for addl 
info, attandance list b meeting summary 

HAFIZ. A Structural Engineering Branch 70/12/82 23pp. 


7901160150 DOCKET 8TN-S0-437 Floating Nuclear Plant 

Requests clarification of statement in FEB Addendum Part 3 
re precondlton for permit to site floating nuclear plant in 
riverine. estuorlne. or barrier island s Ite. Appl 1 cant can b 
will meet all condltons in FEB 

ROISMAN. A Z. Natural Resources Defense Council 79/01/10 2pp 


7901860807 DOCKET STN-SO-437 Floating Nuclear Plant 

Responds to 700009 Itr which forwarded NRC guidelines re 
component cooling water supply to reactor coolant pumps As 
discuseed in util 701031 Ur b NRC 761188 itr. Category 4 
matters will be addressed during final desljgn review stage, 

HAOA.P D (Bffshore Power Systems (subs of Uestinghouse Electric 
Corp ) 79/01/li Ip 


7901190070 DOCKET STN-SD-437 Floating Nuclear Plant 

No cbmraent on Part 3 of FES until site specific decisions 
involve inshore coneldersttons 

HDDO.E 1. Agriculture, Dept of 79/01/19 Ip 


7901860005 DOCKET 8TN-S0-437 Floating Nuclear Plant 

Presentation on ALAD-4a9IB NRC 194) .NRC Class 9 accident 
reviews. given at 790114-17 conference on legal b legislative 
affairs In Las Vegas. NV. 

DAUOHERTY. T M Offshore Power Systems (subs of Uestlnghnifse 
Electric Corp J 79/01/31 llpp 


7901040848 DOCKET 3TN-3a-437 Floating Nuclear Plant 

Ack receipt of 780880 Itr re FES on floating nuclear power 
plants Discusses NRC-EPA postions b coopiratlon Forwards 
info on environ impact of floating nuclear power plant 
technology 

MODRE. V A Assistant Director for Environmental Projects. 

78/12/26. Spp. 


79010903B0 DOCKET STN-SO-437 Floating Nuclear Plant 
Notlftae of Iseuance of FES (Part III )< providing a 
comparison of risks from acetdantal releases of 
radioactivity to the environ for floating b land-based 
nuclear power p lants. Federal Register notice end. 

BALLARDrR L Environmental Project Branch 1. 78/12/89. 2pp 
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7901090386 DOCKET STN-30-437 Floating Mucl«ar Plant 

Notits of availability of NRC FES <Part III) Coi»pai*l»on o.f 
Bi»k» from th« Accidental Rel«4»«a of Radioactivity to the 
Environ for Floating & Land-Based Nuclear Pooler Plante 
(NUREQ-05O2} 

BALLAAD. R L Environmental Projict Branch 1 78/13/29 3pp 


7901110322 DOCKET STN-50-437 FloatinB Nuclear Plant 

Time for filing direct briefs on revieu of decieion ALAB-SOO 
Is eitended until 790112 Reply briefs ora due ulthin 10 days 
after that date 

CHILKiiS J Office of the Secretary of the Commission 78/13/36 
•P 


7901090390 DOCKET STM-50-437 Floating Nuclear Plant 

FES re mfg of floating nuclear pouier plants by Offshore 
Pouer Sys Part III Cumparlson of overall risk from 
accidental release of radioactivity to environ Finds 
floating plants are potentially more haiardous 
a Office of Nuclear Reactor Regulation HUREO-0502 
□70PP Available at NT13 


78/12/31 


7901230224 OOCKET BTN-SO-437 Floating Nuclear Plant 

Submits press release issued by Uestlnghousb ra option to 
maintain floating nuclear plant Responds to util's 
cancellation of contract for 4 floating nuclear plants 
Certificate of Svc end 

SAUOHERTYi T M Offshore Pouer Systems (subs of Uastingbouii 
Electric Corp I 79/01/02 Spp 


7901110330 DOCKET 9TN-30-437 Floatlnfl Nuclear Plant 

Foruards FES on environ considerations of floating nuclear 
plants 

BALLARD. R L Environmental Project Branch 1 79/Ol/OB Ip 


7901170410 DOCKET 9TN-50-437 Floating Nuclear Plant 

Foruards notice of availability for NRC FES Part III (NUREO- 
05021 t< distribution list 

BALLARD. R L Environmental Project Branch 1 79/Ol/Ofl 3pp 


7'90l2f>0172 DOCKET STN-50-437 Floating Nuclear Plant 

Ack receipt of FElS.Part 3 (NUREO-0302) NRC will receive 
State commanta by 790215 
* Oaorgloj State of 79/01/15 Ip 


7901040217 DDCKCT SrN-SO-437 Floating Nuclear Plant 

Announces intent to file a brief opposing the decision in 
ALAB-4B9. pursuant to Commission invitation in its 781208 
order 

price. H S Atomic Industrial Forum 70/13/19 Ip 


7901110202 DOCKET 9TiN-50-437 Floating Nuclear Plant 
NRC response in apposition to raqunit For directed 
certification filed by NRDC on 7BIJ30 Asserts that NRDC's 
motion does not satisfy criteria for directed certification 
U/supportlng Itrs I< Certificate of Svc 

EDHINKI.S M Office of the Eiecutiva Legal Director. 78/12/19 
19pp 


7901ld>a025 DOCKET 8TN- 50-437 Floating Nuclear Plant 

Response by applicant OPS In opposition to NRDC reguest for 
directed certification Asserts NRDC has not satisfied 
criteria for directed certification EPA 7Bl 103 Itr it 
Certificate of Bvc end 

COUANi D Z Offshore Pouier Systems (subs of Uestlnghouse Electric 
Corp ) DAUOHERTV.T H . KENRlCK.3 R. Offshore Pouer Systems (subs 
of Uestlnghouse Electric Corp ) 70/12/19. 19pp. 


7901110024 DOCKET 3TN-50-437 Floating Nuclear Plant 
Forwards recent rept on criteria in buckling of sterl 
containment structures Qtaff believes info does not 
adversely affect previous evaluation of the case 
0OH1NKI.S H Office of the Executive Legal Director 78/13/SO. 
Bpp 


7901030023 DOCKET STN-S{)~437 Floating Nuclear Plant 

Requests eitenslon of 2 lueeks within which to fils brief as 
amicus curiae, per lOCFRS 772(b> Request based on complicated 
nature of issue h voluminous record 

CONNER. TB Conner. Hoore ti Corker 70/12/22 2pp 


7901220154 DOCKET srN-SO-437 Floating Nuclear Plant 
Forwards NRC 781215 mepio re turbine missile issue. t< 
suggests NRC testimony at 760310 hearing is tncorract NRC Is 
currently studying rapt of recent testing to dstsrmlnc 
effect of impact tests on NRC conclusions 

SOHINKI.B M Office of the Executive Legal Director. 76/12/23 
2PP 


7901220157 DOCKET 8TN-50-437 Floating Nuclear Plant 

Provides new Info re turbine missile impacts against steel 
targets Recent testing indicates that previously used 
formula may be uncanservatlve & apparently oveTastlmstes 
it#*] barrier resistance 

a'BRlEN. J Hechanlcal Engineering Dranch 78/12/13 2pp 


7901110283 DOCKET 8TN-30-4a7 Floating Nuclear Plant 

Requests opportunity to rtpy to NHC applicant's allegations 
re Intsrpratatlon of Itr from AdiinlnistTator of EPA to OPS 
Brief etatement to that purpose attached U/o end. 

RDI8HAN. A Z Natural Resources Defense Council. 78/12/26 tp, 


7901110071 DOCKET STN-50-437 Floating Nuclear Plant 

Opposes request of AIF to file s brief as affiicue curiae out 
of time Such filing would prevent othap parties from filing 
a rasponss to the brief 

ROlSHANi A Z Natural Resourcat Dtfenia Council 78/13/29 Ip 


79011 0000 1 DOCKET 9 TN- 50-437 Floating Nuclear Plant 

Denlas OPS' request to amend brloflng scheule for Coxunieiion 
review of decision ALAB-SOO 

CHILK. 8 J Office of the Secretary of the Commission 79/01/03. 

Ip 


79011703SA DOCKET STN-SO-437 Floating Nuclear Plant 

Denies intarvtnor NRDC motion for directed cartl f 1 cat ion of 
ASLB's refusal to admit new NRDC contention In proceeding. 

ASLB rejection of contention is an interim order l< not 
appealable as matter of right 

Dl/FLO. M E Atomic Safety and Licensing Appeal Panel 79/01/04 
9pp. 


7901220103 DOCKET STN-50-437 Floating Nuclear Plant 

Plans to file motion regarding propriety of continuing 
hearings Believes nted for hasty action re floating nuclear 
plants has subsided 

ROISMAH. A 2 Natural Resources Defense Council 79/01/09. If. 


7901190010 DOCKET 8TN-50-437 Floating Nuclear Plant 

Forwards FES. NUREO~0502 Recommends 3 design changes as a 
condition to mfg license 

SOHINKI.B M Office of the Executive Legal Director 79/01/11 
2pp 


7901220211 DOCKET aTN-30-437 Floating Nuclear Plant 
Forwards copies of FES Part 3 (NUREO-0502) In effort to 
eipedtte proceeding & due to appllcant'e refusal to supply 
Info. NRC recommends design change be Imposed upon applicant 
N/o and 

eOHINKI.S M Office of the Executive Legal Director. 79/01/11. 

3pp 


7901230002 DOCKET STN-SO-437 Floating Nuclear Plant 
Forwards NUflE0/CH-O400. "Rl sk Assessment Review Oroup Rept 
to the USNRC" (Lewis Rept). providing recommendations far use 
of rlBk assessment methodology It assessment of NASH- 1 400. N/b 
enc 1 

eOHINKl.S M Office of the Eiecutlve Legal Director. 79/01/11 Ip. 


7901220369 DOCKET 8TN-S0-437 Floating Nuclear Plant 
NRDC brief rt certification of Class 9 accident issue. 

Asserts Commission's only proper action Is to order 
evidcntlAry hearing Certificate of Svc end 

ROISNAN.A Z Natural Resources Defense Council 79/01/12 Mpg 


7901230023 DOCKET 9TN-50-437 Floating Nudaar Plant 
Hotlon by DCS to flit brltf l< reply amicus curiae t< for 
Inclusion on svc list for Commission review Asserts UCO has 
particular Interest In issues involved In proceeding 
NEIBSiER Sheldon. Harmon h Re Itmen 79/01/12 2pp 


7901230026 DOCKET 8TN-30-437 Floating Nuclear Plant 
UCS' brief amicus curiae re consideration of Class 9 
acddants Environ for OPS proceodlng should include 
evaluation of probability t. consaquence of Claes 9 
accidents Supporting documentation and 
WElsa.E.R Sheldon. Harmon li Roieman 79/01/12 Stpp. 


7901230044 DOCKET 8TN-SD-437 Floating Nuclear Plant 
NRC brief In support of efflrmetlve finding on eertiflad 
question whether Class 9 accidents are proper tuhj for 
consideration in NRC environ stetament on OPS application 
Cartlficata of Svc end 

SOHINKI.B M . HAL8CH.H 0 Office of the Executive Legal Cirecter, 
79/01/12. 63pp 


790123009B DOCKET STN-50-437 Floating Nuclear Plant 

Brief of applicant In support of A6LAB 7B1321 order holding 
that NRC may consider environ Impacts of consaquencas of 
accidents beyond design basts In FES Certificate of Svc 
end 

CONAN. 8. Z t DAUOHERTY.T M , KENRICKiJ R Offshore Power BystiM 
(subs of Uestlnghouse Electric Corp. >• 79/01/12. ioapp. 
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7901290331 DOCKET BTN-50-437 Floating Nuclear Plant 
R»i|uasx of the CA Energy ReiDurcee Conservation C< 
Oovolopment Commission on issue of Class 9 accidents 
Provlilivs of Con^ioi ftslort aiudy of utidergrciundinD 

nuclear reactors t< Class 9 Occidents 
UALK&Rj J. A California) State of 79/ol/ia ISipp 


7901090341 DOCKET S0-43B Del lef onto Nuclear Pla 
FurMarrfs TE Circular 7B-19, "Manual Override 
Safety Eys Actuation Signals 

70/^2/29“^ Ip Atlanta. Office of 


»t. Unit 1 
(Bypass) of 

t)ie Director 


7901230254 DOCKET 9TN-S0-437 Floating Nuclear Plant 

AhalijMio of Public Cotififiqueticoft Pi*om Postulatsd Spvsrft 
Accl'd»j\t S«(iUQnc»6 in Underground Nuclear PoiiJer Plant* " 
AHHISTEAD, R A i pAQlNrS L , JOHNSON* 0 W California* State of 
77/l3/^i ^30pp 


p 1. . DOCKET 30-130 BelUPonte Nuclear Plant* Unit I 

50-43fl/7B-19 I. 50-439/7B-19 on 
/Bioa4'27 No noncompliance noted 

.. Reactor Construction 

Support Branch 7B/U/22 2pp 


ti Engineering 


7901260030 DOCKET aTN-90-437 Floating Nuclear Plant 

Qptaf hy intervener Btoio of NJ urging Commission to answer 
In tha affirmative certified question whether Class 9 
accldants ore proper sgbj for consideration in NRC environ 
statamant Certificate of Sve end 

HLUCHANiI) M ) DEGNAN. J J New Jersey, State of 79/01716 14pp 


uuunti 30-a38 Oellefonte Nuclear Plant. Unit 1 
IE Insp Repts 5O-430/78-J9 I, 50-349/70-19 on 761024-27 No 
noncompliance noted Major areas inspected electric 
components sys wort h QC records. qA of instruments, el oc trie 
cables h previous tnsp items 

Con^t^ucI.L'iT'"’'' “ • «®g‘on a- Atlanta. Reactor 

construction 6 Engineering Support Branch 7B/11/2! 5pp 


79(71290022 POCKET BTN-50-437 Floating Nuclear Plant 

Drlaf by NRDC in response to opening briefs Case comes down 
th I of 3 CDViclusions Deciding which of these conclusions is 
correct is the heart of applicant's case certificate of Bve 

■ ncl 

RQIBKANiA t Natural Resources Defense Council 79/01/22 Bpp 


7901220240 DOCKET 50-436 Bellefonte Nuclear Plant, Unit I 
Forwards IE Circular 79-02, “Failure of 120 volt vital AC 
Power Supplies ■' 

O'REILUY, J P Region 3, San Francisco, Office of the Director 
79/01/16 2pp 


7901090326 DOCKET aTH-»0-437 Floating Nuclear Plant 

Forioards IC Circular 70-19, “Manual Override (Bypass) of 
Bafaty Sys Actuation Signals “ 

O'REILLY, J r Region 2, Atlanta, Office of the Director 
70/12/29 Ip 


7901220193 POCKET STN-SO-437 Floating Nuclear Plant 

Fttrsiards IC Circular 79-02, ’'Failure of 120 Volt Vital AC 
Power Buppline " 

0'REILLY, 3 F Region 2, Atlanta, Office of the Director 
79/01/16 Ip 


7901030109 DOCKET 30-439 Bellefonte Nuclear Plant. Unit l 

Oubfnlts Info in support of TVA request for use of Tefiel 200 
at an approved mechanical snubber teal niatl Discusses 
performance advantages, coinpdsitlon of mail t< testing of 
plastic seals 

OILLELAND, 0 E Tennessee Valley Authority 70/12/2B 3pp 


7901230166 DOCKET 30-439 Bellefonte Nuclear Plant, Unit 1 
Ack receipt of NRC 761205 Itr requesting addl info ri OL 
application Proposes to submit amends to FSAr 6 REP by 
790301 

OILLELAND, 0 E Tennessee Valley Authority 79/01/17 ip. 


7901260213 DOCKET 30-439 Bellefonte Nuclear Plant, Unit 1 

Forwards final rept of deficiency shaft key t> spline adapter 
of basic in-flow valves nay vibrate loose 6 fall away, 
leaving the valve ineperabie 

OILLELAND, J E Tennessee Valley Authority 70/11/16 3pp 


7901260214 DOCKET S0'43Q Bellefonte Nuclear Plant, Unit 1 

Final rept of deficiency shaft key 6 spline adapter of basic 
in~flou valves may vibrate loose 6 fall away, leaving valve 
inoperable Corrective action stainless steel spacer to be 
inserted against end of valve stem 
« Tennessee Valleg Authority 76/11/16 2pp 


7901310053 DUCKET 30-433 Bellefonte Nuclear Plant, Unit 1 
Forwards second interim rept on failure of self-drilling 
• epenston anchors to pass NRC S71 t, NRC B9B qualification 
tests 

fflLLELANO.vl E Tennessee Valley Authority 79/01/26 2pp 


7901030166 DOCKET 50-439 Bellefonte Nuclear Plant, Unit 2 

Submits info In support of TVA request for use of Tefiul 200 
es an approved mechanical snubber seal mat! Discusses 
performance advantage, composal ton of matl 6 testing of 
plastic seals 

0ILUELAND,J E Tennessee Valley Authority 76/12/20 3pp 


7901290229 DOCKET 50-439 Bellefonte Nuclear Plant, Unit 1 

hefcl forwarded by NRC 761206 itr has been reviewed Available 
data indicate* that Impingamont •< entrainment should not 
reeult in unacceptable environ damage t, no mods are 
required at this time 

HAnL0U,0 U Environmental Protection Agency 79/01/24 ip 


7901IBU240 DOCKET S0-43B Bellefonte Nuclear Plant, Unit I 

Notification of avallabltltg of "Interservlto Procedures for 
I natruc tlunal Bys Development'* tRAOOC Pamphlet 350-30 
referenced in NUREO-0219. •■Nuclear Security Personnel for 
Fower Dlante " 

PCSAUiU J. Division of Document Control 78/11/20 2pp, 


7701230166 DOCKET 50-439 Bellefonte Nuclear Plant, Unit 2 
Ack receipt of NRC 781205 Ur requesting eddl info re OL 
applicetlon Proposes to submit amends to FEAR f* REP by 
790301 

OILLELAND, vl e Tennessee Valley Authority 79/01/17 Ip 


7901290229 DOCKET 50-439 DeUefonte Huclear Plant, Unit 2 

Matl forwarded by NRC 7ai20b Itr has been reviewed Available 
data indicates that impingement 2 entrainment should not 
result in unacceptable environ damage 6 no mods are 
required at this time 

HARLOW, Q L Environmental Protection Agency 79/01/24 Ip 


7901100164 DOCKET 50-439 Bellefonte Nuclear Plant, Unit 1 
RaapOnds to NRC 7B0607 request for addl info re fire 
protfctioi) pr'Ogram Complets response to acceptance review 
qumetlon 10.4 2 to NRC Itr will t* delayed from 790101 to 
790301, due to addl work requlrod 

OILLELAND, J. E Tenhesdee Valley Authority. 79/01/05 Ip 


79011QQ164 DOCKET 30-439 Bellefonte Nuclear Plant, Unit 2 
Responds to NRC 7B0607 request for addl info re fire 
protection program Complete response to acceptance review 
question 10 4 b to NRC Itr will bo delayed from 790101 to 
790301, due to addl work required 

OILLELAND, 'I E Tennessee Valley Authority 79/01/05 Ip 


7901190129 DOCKET 30-438 Dallefonte Nuclear Plant, Wit i 
ParuAl'de notice of appointment of HO Parris as Manager af 
Power. All correspondence should be addressed bo hlis. 
OlLLELfWOiJ E. Tennesiae Valley Authority 79/01/13. Jp 


7901180240 DOCKET 50-439 Bellefonte Nuclear Plant, Unit 2 

Notification of availsbiUty of “ Interservice Procedures for 
Instructional 6vs Development" TRAOOC Pamphlet 350-30 
referenced in NOREO-0219. "Nuclear Security Personnel for 

BEBAW,M J Division of Document Control 7B/11/20 2pp 


7901000174 DOCKET 50-430 Bellefonte Nuclear Plant, unit 1 
Forward* Endorsement 2 to policy Binder XB-3S, XB-39 t> XP-40 


for TVA pulley. 

FIELDERjJ. Harsh 2 McLennan, 


me 79/01/02 7pp 


7901190129 DOCKET 50-439 Bellefonte Nuclear Plant. Whit 2 
Forwards notice of appointment of HO Parris as Manager of 
Poui«r All cprre«poTnJ*nc« sHduIA b® to him 

QlLLELANDf J E Tenrtes5»C Vallby Authority 79/01/15 Ip 


7901300134 DOCKET 50-438 Bellefonte Nuclear Plant, Unit 1 
Forwards copies of Amend 10 to OL application for f»ylew 
DILLELANO, J. E Tennessee Valley Authority. 79/01/26 2pp 

7901300130 DOCKET 30-430 Bellefonte Nuclear Plant, Unit 1 
Am»nd 10 to F8AB. Including revision re 

ou»i»ti(»n*< additions describing Categorie* 1 *i 1(U> cranas, 
ai,M •lectrleal. Instrumentation h control drawings. & 
qualifications of key staff ‘P®'!*^**^* „ 

* Tennessee Valley Authority 79/01/05 800pp 


7901080174 DOCKET 50-439 Bellefonte Nuclear Plant, Unit 2 
Forwards Endorsement 2 to Policy Binder XD-38, XB-39 h XB-40 

FIELDER, J Morsh t, McLennan, Inc 79/01/02 7pp 

7901300134 DOCKET 50-439 Bellefonte Nuclear Plant, Unit 2 
Forwards copied of Amend 10 to OL ^PPl ^ •" „ 

OILLELAND, J E Tennessee Valley Authority 79/01/26 2pp 
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7901300133 DDCHET SO-'ia? Dellefont« Huclesr Plant, Unit S 
Amend IQ to FSAR, me 1 ud mg ravislen re acceptance revieu 
queetione, add 1 1 1 on« dascritilng Categories 1 & 1(L) cranes, 
B&U electr 1 ca 1 , 1 nstrumenta 1 1 an !< control drauiings, & 
qual I f tea t > ons of keg staff specialists 
» Tennessee Valley AothoTlty 79/01/05 SOOpp 


7901030010 DOCKitT 50-439 Del la fonts Nuclear Plant, Unit S 
Foriuapds IE Insp Hepts 5O-43B/70-19 t< S0-439/7B-I9 on 
731034-27 No noncompliance noted 

MUAPHY, C E Region 3, Atlanta, Reactor Construction I, Engineering 

Support Dranch 7B/li/32 8pp 


7901030017 DOCKET SO-439 Dellefonte Nuclear Plant, Unit 3 
IE Insp Repts 50-43S/78-19 t, 50-349/7Q-19 on 781024-27 No 
noncompliance noted MajOT areas inspected electric 
components syi luork U QC records, OA of ins trumen ts, el ec trie 
cables h previous Insp items 

eiaOONS. 7 D > RUFF, A 3 , BRYANT, 0 C Region 2, Atlanta, Reactor 

Construction I< Engineering Support Drench 78/11/31 5pp 


7901090341 DOCKET 50-439 Dellefonte Nuclear Plant. Unit 2 
Foruards IE Circular 73-19, "Manual Override (Bypass) of 
Safety Sys Actuation Signals '' 

O'REILLY.J R Region 2, Atlanta, Office of the Director 

76/13/29 Ip 


7901220340 DOCKET 50-439 Dellefonte Nuclear Plant, Unit 2 
Foruards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

D'REILLY, J R Region S, San Francisco, Office of the Director 

79/01/16 2pp 


7901260313 DOCKET 50-439 Dellefonte Nuclear Plant. Unit 2 
Forwards firtal rept of deficiency shaft keg t« spline adapter 
of basic In-flou valves may vibrate loose t, fall auiay, 
leaving tlie valve inoperable 

OILLELAND.iJ E Tennessee Valley Authority 78/11/16 3pp 


7901260214 DOCKET 90-439 Dellefonte Nuclear Plant, Unit 3 
Final rept of deficiency shaft key fa spline adapter of basic 
In-flou valves may vibrate loose fa fall auay, leaving valve 
inoperable Corrective action stainless steel spacer to be 
Inserted against end of valve stem 
e Tennessee Valley Authority 78/il/l6 2pp 


7901310053 DOCKET 50-439 Dellefonte Nuclear Plant, Unit 2 
Forwards second interim rept on failure of self-drilling 
eipansion anchors to pass NRC 871 fa NRC Q9B qualification 

tests 

OILLELANDi J E Tennessee Valley Authority 79/01/26 2pp 


790U900BB DOCKET 80-440 ferry Nuclear Power Plant, Unit 1 
Forwards rept "Tledrock Deformation in the Cooling Nater 6ys 
Intake Tunnel" re bedrock fault discovered by excavation 
during week of 780417 Requests timely review fa comments 
since const scheduled to begin Aug 1978 tl/o end. 

DAVIDSON, D R Cleveland Electric Illuminating Co 7B/06/07 Ip. 


7901190092 DOCKET 50-440 Perry Nuclear Power Plant, Unit t 
"Bedrock Deformation In the Cooling Hater Bys Intake 
Tunnel " Finds tunnel fault produced by glacial Iceshove or 
time-dependent stress relief Concludes fault Is noncapable 
per lOCFRlOO App A Available in PDR 

• Cleveland Electric Illuminating Co 78/09/Q! 47pp 

79O13I01S6 DOCKET 80-440 Perry Nuclear Power Plant, Unit 1 
Bummarliss 7B1213 meeting In DethtsdaiMD u/r epresentatives 
of utils w/post-CP applications to discuss pending OL review 
matters, inc 1 ud Ing staff policies fa review priority criteria 
Discutiien areas fa attendees list end, 

LICITRAiE Light Water Reactors Dranch 3 79/01/12. 8pp 


7901240381 DOCKET 50-440 Perry Nuclear Power Plant, Unit 1 
Notification of Intent to obtain access to facilities 
pursuant to license conditions imposed by 770106 ’'Initial 
Decision (Antitrust) 

UADLONifi A Spiegel fa WcDlarmld 78/13/39 3pp, 


7901090309 DOCKET 80-440 Perry Nuclear Power Plant, Unit I 
Forwards IE Circular 78-19, "Manual Overrldt (Bypass) of 
Safety Sys Actuation Blgnalsi" fa list of Circular recipients 
in Region III. 

PAPPAS, H Region 3, Chicago. Office of the Director 79/01/02 

2pp 


7901080034 DOCKET 50-440 Perry Nuclear Power Plant, Unit 1 
Foruards IB Circular 78-19, "Manuel Ovsrrid# (Bypass) of 
Saftty Sys Actuation Signals " 

RBPPLER.J a Region 3. Chicago, Office of the Director. 78/12/29 

Ip 


7901280018 DOCKET 30-440 Perry Nuclear Power Plant, Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Bupp lies " 

KEPPLEft, J 0 Region 3, Chicago, Office of the Director. 79/01/16 

Bpp 


7901180219 DOCKET 30-440 Perry Nuclear Power Plant, Unit 1 
Act receipt of final rept dtd 701301 re embedments. Complete 
review during future insp 

HElSHMANi R F Region 3, Chicago, Reactor Construction fa 

Engineering Support Dranch 79/01/11 ip 


7901190088 DOCKET 30-441 Perry Nuclear Powar Plant, Unit 2 
Foruards rept ''Sedrock Deformation in the Cooling Uater Sys 
Intake Tunnel" re bedrock fault discovered hy excavation 
during week of 780417 Requests timely review fa comments 
since const scheduled to begin Aug 1978 H/o end 
DAVIDSON, D R Cleveland Electric Illuminating Co 78/06/87 tp 


7901190092 DOCKET 80-441 Perry Nuclear Power Plant, Unit 2 
"Bedrock Oefornatlon in the Cooling Hater Sys Intake 
Tunnel " Finds tunnel fault produced by glacial iceshove or 
time-dependent stress relief Concludes fault ta nencapabla 
par lOCFRiOO App A Available in POR 

« Cleveland Electric niuminatlng Co 78/08/31 47pp. 


7901310156 DOCKET SO-441 Perry Nuclear Powar Plant, Unit 2 
Summarixas 781213 meeting in Oethesda,MD w/repreientatives 
of utils w/post-CP spplications to discuss pending OL rivisu 
matter s, Ind udi ng staff policies fa review priority criteria 
Discussion areas fa attendees list end 

LICITRA.E Light Water Reactors Branch 3 79/01/12 Bpp 


7901240251 DOCKET SO-441 Perry Nuclear Power Plant, Unit 8 
Notification of intent to obtain accees to facilities 
pursuant to license conditione impoeed by 770106 "Initial 
Decision (Anti trust I " 

JADLON.R A Spiegel fa McDlarmid 78/12/29 3p p 


7901080034 DOCKET 30-441 Perry Nuclear Powar Plant, Unit 2 
Forwards IE Circular 78-19, "Manual Override (Bypsse) of 
Safety Sys Actuation Signals " 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 79/19/29 

Ip 


7901090309 DOCKET 90-441 Perry Nuclear Power Plant, Unit 2 
Forwards IE Circular 78-19, "Manual Override (Bypass) of 
Saftty Sys Actuation Slgnale," fa list of Circular recipients 
in Region III 

PAPPAS, H Rtglqn 3, Chicago, Office of the Dlractar 79/01/03 

2pp 


7901230018 DOCKET SO-441 Perry Nuclear Powar Plant, Unit 2 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

KEFPLERiv) 0 Region 3, Chicago, Office of the Dlractar 79/01/16 

flpp. 


7901100219 DOCKET SO-441 Perry Nuclear Power Plant. Unit 2 
Ack reeaipt of final rept dtd 751201 re embedments, Comp I lie 
rsvlsu during future inep 

HEISHKANiR F. Region 3, Chicago, Reactor Conatruetton fa 

Engineering Support Drench 79/01/11 Ip 


7901080332 DOCKET SO-443 Ssabrook Nuclear Station. Unit 1 
Forwards Amend 1 to Const Permit CPPR-13S fa 136. BER fa 
Federal Register notice of issuance 

BOVOtR.B Division of Project Mansgimsnt 78/12/27. 6pp 


7901080333 DOCKET 50-443 Sesbrook Nuclear Station, Unit 1 
Amend 1 to CPPR-13S, fa Amend 1 to CPPR-136, adding 6 new 
participants in ownership of facility 

BOYD. R. 8 Dlvliion of Project Managsnsnt 7B/IS/87. Bpp 


7901080397 DOCKET 30-443 Seabrook Nuclear Station, Unit t 
Notice of issuance of Amend 1 to Const Permits CPPR-13S fa 

VAHOA, 8, A. Light Hater Reactors Branch 4. 78/18/27. Bpp. 


7901080361 DOCKET 50-443 Seabrook Nuclear Station, Unit 1 
SER supporting Amend t to Const Permits CPPR-139 fa CFPft-136 
VAROA.S A., MOON.C.H, Light Hater Rssetors Oranch 4. 78/18/37 

SBpp. 


7901020014 DOCKET 90-443 Seabrook Nuclear Station. Unit 1 
Orsnts Aobions saeklng mods in schedule fa proceduras adoptfd 
in dsdslon ALAB-S09 Discusses Implications of granting 
motions on original htarlng seheduls, 

DUFLD.M E Atomic Safety and Licensing Appeal Panel 78/12/21. 
Spp 



DOCKETED ITEMS 


1B6 


7'701I103S9 DQCKgT 30-443 Scabrook Nuclear Statlolii Unit 1 
Tima ulthin which Commiasion mag determine to review 
dtclalon ALAB--S09 iE ettended until 790113 

CHILK.S J Office of the Secretary of the ConiraiEslon 70/18/26 

3pp 


79012S0041 DOCKET 30-443 Beabrook Nuclear Btatiom Unit 1 
Expresaee concern about diepoaitlon of nuclear waste Urges 
const b* halted 

HARKELiH A Affiliation Unknown 78/12/06 Ip 


7901830046 DOCKET 50-443 Seabrook Nuclear 8tation> Unit 1 
Urges const bo halted until disposition of wastes is 
resolved 

SESARiU Affiliation Unknown 78/18/06 Ip 


7901030037 DOCKET 30-443 Seab rook Nuclear Stationt Unit 1 

Answer of permittees to motion to reopen to record re Public 
8vc Co of NH financial gual 1 f icat i ons. f i 1 ed by Seacoast 
Anti-Pollution League on 781130 Urges that League's motion 
be denied Certificate of Svc end 

RITSHERj J A I DIONANfT 0 p OADpR K Public Service Co of New 
Hampshire 79/12/14 9pp 


790-1110306 DOCKET 50-443 Seabrook Nuclear Gtationt Unit 1 
In response to ASLAG order of 781808# permi ttee s state they 
are not aware of agreement that an evidentiary hearing is 
not needed Permittees will pursue site Issue at any such 
hearing. Certl flcate of Svc end 

RiTBHERiJ A Public Service Co of Now Hampshire 78/18/18 Spp 


790-1830058 DOCKET 30-443 Beabrook Nuclear Station# Unit 1 
Ha does not propose to challenge the NRc alternate site 
analysis which is now on file In the form of direct 
testimony 

CORHlNiC Massachusetts# State of 78/12/18 ip 


79O111O1B0 DOCKET 30-443 Seabrook Nuclear Station# Unit 1 
NRC response to Beecoast Anti-Pollution League motion to 
reopen record re financial quallf Ications MRC asserts action 
urged by motion is beyond jurisdiction of A8LA0 Supporting 
documentablon (< Certificate of Svc end 

BRENNER. L Dfflce of the Eiecutlve Legal Director 78/13/20 Qpp 


7701030074 DOCKET 30-443 Seabrook Nuclear Station# Unit 1 
Oismisses motion by petitioners Seacoast Anti-Pollution 
League to reopen record of const permit proceeding Motion 
hased on recent political development in NHi disml seal based 
on want of jurisdiction 

DUFLOtH E, Atomic Safety and Licensing Appeal Panel 78/18/21 
4pp 


790110-0383 ODCKET 90-443 Seabrook Nuclear Station# Unit 1 
H-otion by petitioner to intervene Mew England Coalition on 
Nudeer Pollution to be excused from 790113 ovidontiary 
hearing on NRC analysis of alternative sites Certificate of 
Eve end 

BHELDONiK P Sheldon. Harmon i Rolsraan 70/18/31 7pp 


7901110803 DOCKET 30-443 Seabrook Nuclear Station# Unit I 
Orders Intervenor Seacoast Anti-Pollution Leaguo-Audubon to 
furnish othor parties << A&LAD w/more particularized 
Statement of Issues Failure to do so will bo taken into 
consldaration by ASLAG at hearing 

HAOINSiE E Atomic Safety and Licensing Appeal Panel 78/12/86 
3pp. 


790H200B4 DOCKET 30-443 Seabrook Nuclear Station. Unit 1 
Bvidentlarv hearing# limited to cooling tower/alternatlve 
sits issue. will be held 790113 in Nashua, NH No limited 
appearances will be permitted 

BKRDTSKli R M. Atomic Safety and Licensing Appeal Panel 7B/18/27 

8pp 


79D11B0134 DOCKET 30-443 Seabrook Nudoar Station. Unit I 
Answer of permittees to New England Coalition on Nuclear 
Pollution 'a 781321 motion to be excused from evidentiary 
hearings Asserts motion should be denied on grounds of 
fairness h procedure Certificate of Bve end 

RITBHERi\f A . DIONAN.T 0 . OAD, R K Public Service Co. of New 
Mempehlre 78/18/87 4pp. 


7901230133 DOCKET 30-443 Seabrook Nuclear Station, Unit 1 
ConftTms 7B1229 telephone cell re furnishing statement of 
Issues to be pursued at evidentiary hearings Identifies 4 
witnesses to bo presented et hearing by NRC, 

GRENMER. L Office of the Executive Logal Director, 7S/1S/8? Spp 


7901890029 DOCKET 90-443 Beabrook Nudoar Station, Unit I 
Informs panel of inability to work on NRC alternative sites 
testtmonu reguested in 781826 order Galleves hearing is 
being scheduled u/unseemly haste 

BACKUS. R. A D'Nell, Backus. Splolman 7B/ 18/89 2pp 


7901830003 DOCKET 30-443 Seabrook Nuclear Station. Unit 1 
Forwards INUREQ/CR-0400. "R 1 s k Assossmont Review Group Rept 
to the USNRC <Lewls Rept )• prov 1 ding recommendations for use 
of risk assessment methodology assessnient of NASH— 1400 W/o 
end 

BRENNER. L Office of the Elecutiv-e Legal Director 79/01/11 Ip 


7901180363 DOCKET 30-443 Seabrook Nuclear Station. Unit 1 

Response of petitinner to intervene Bcacoast Anti-Pollution 
League to ASLAS order of 7B120B League believes there Is no 
need for 790113 hearing since there is no relevant proposal 
before NBC Certificate of Svc encl 

BACKUS. R A D'Nell. Backus, Spicloian 78/12/18 4pp 


790ia50'203 DOCKET 30-443 Seabrook Nuclear Station. Unit 1 
Notifies uti) that neui participants are financially 
qualified to assume ownership Encl safety evaluation EI8 or 
negative declaration not needed 

BDYD# R B Division of Project Management 76/12/27 33pp 


7901090892 DOCKET 50-443 Beafai ook Nuclear Station# Unit 1 
Forwards copy of the Attorney General's 7B1219 Itr 
w/antltrust advice related to const permit applications Ltr 
will also be transmitted- to tho office of the Federal 
Register for publication 

BALTZMAN. J Antitrust & Indemnity Group 78/12/20 Ip 


79010S0299 DOCKET 90-443 Seabrook Nuclear Station. Unit t 
Forwards advice le antitrust hearing Concludes that no 
antitrust bearing will be required. 

SHENEFIELDiJ H Justice. Dept, of. Attorney General's Office 
78/12/19 2pp 


7901130097 ODCKET 30-443 Seabrook Nuclear Station. Unit 1 

Indicates erroneous reference in 781219 Itr Central ME Power 
Co actually had received antitrust clearance Confirms no 
antitrust hearing required 

BHENELFIELD. J H Justice, Dept of 78/12/29 ip 


7901130099 DOCKET 50-443 Seabrook Nuclear Station. Unit 1 
Informs of error In recent advice ltr re Seabrook. confuting 
Central ME w/HE Public Svc Co Error did not affect decision 
on hearing 

KAPLAN, DA Justice. Dept of 70/12/20 Ip 


7901170010 DOCKET 50-443 Seabrook Nuclear Station. Unit 1 
Forwards Atty General 781229 ltr to HK Shapar to correct 
statement in Atty 's 781219 ltr re antitrust advice 
BALTZMAN. J Antitrust 6 Indemnity Group 79/01/10 Ip 


7901030090 DOCKET 30-443 Seabrook Nuclear Station. Unit 1 
Forwards IE Bulletin 79-14. “Deterioration of Duna-N 
Components in ASCO Solenoids " 

GRIER.B H Region J. Philadelphia. Office of the Director 
70/12/19 tp 


7901100463 DOCKET 50-443 Seabrook Nuclear Station. U-nlt 1 
Forwards IE Insp fiepts 30-443/78-13 i< 30-444/70-15 on 
781106-09 No noncompliance noted 

CARLBONr R T Region 1. Phi lade Iph la. Reactor Construction E< 

Engineering Support Branch 78/12/06 2pp • 


7901100471 DOCKET 90-443 Seabrook Nuclear Station. Unit 1 
IE Insp Repts 50-443/78-15 & 50-444/78-19 on 7BU06-09 No 
nancompl lance noted Major areas Inspec ted* proceduras U work 
activities for safety related piping St components 
FOLSOM, BA # CERNE.A C . DURR. J P Region 1# Ph 1 lade Iphl*. 

Reactor Construction tt Engineering Support Branch 78/12/06 
I4pp 


790U 00009 DOCKET 50-443 Seabrook Nuclear Station. Unit 1 
Forwards IE Circular 78-19# "Manual □verride (Bypass) of 
SoFety &ys Actuation Signals " 

ORIERiB H Region t# Philadelphia# Office of tho Director 
70/18/29 Ip 


7901230210 DDCKET 50-443 Seabrook Nuclear station. Unit 1 
Transcript of 790115 hearing re Public Service Co of New 
Hampshire, et al Pp 1-212. 

ROSENTHAL, A S . BUCK. J . FARRAR, M C Atomic Safety and Licensing 
Appeal Panel 79/01/13 812pp 


7901860196 DOCKET 50-443 Seabrook Nuclear Station, Unit 1 
Transcript of 790116 hoarlng at Nashua. NH Pp 213-431 
ROSENTHAL, A 8 , BUCK. J- ■ FARRAR, M C Atomic Safety and Licensing 
Board Panel 79/01/16 339pp 


7901250198 DOCKET 30-443 Seabrook Nuclear Station, Unit 1 
Transcript of 790117 hearing re Public Service Cn of Now 
Hampshire, et al Pp 433-613 

ROSENTHAL, A S , DUCK, J. > FARRAR. M C Atomic Safety and Licensing 
Appeal Panel 79/01/17 160pp 



1Be docketed items 


790l0a0353 DOCKET 30-444 Seabrook Nutlaar Station* Unit S 
Fofuardt Amend I tq Const Perwit CPPfi— 135 i3ii*SEH 8« 
Federal Register notice oF issuance 

GOVD* R S Division of Project Manasement 79/12/27 ipp 


79010B0333 DOCKET 50-444 Seabrooi! Nut leer Station. Unit 2 
Anend i to CFPB-135. $• Amend 1 to CPPR-136. adding A rs« 
participants in ounershtp of facility 

nOYDi R S Division of Project Management 79/12/27 Hpp 


7901090357 DOCKET 50-444 Seabrook Nuclear Station. Unit 2 
Notice of Issuance of Amend 1 to Const Permits CPPH-135 1« 
pp— IG^ 

VAROA. S A Light Water Reactora Dranch 4 78/12/27 2pp- 


79010B0DA1 DOCKET 50-444 Seabrook, Nuclear Station. Unit 2 
BEH Bupporting Amend i to Const Permits CPPR-135 & CPPR-136 
VAR0A.5 A . MQDH. C W Light Water IleactorB Branch 4 79/12/27 

39pp 


7901020014 DOCKET 50-441 Seabrooli Nuclear Station. Unit 2 

OraetB motions seeking fpods in schedule It procedures adopted 
in declalon ALAn-S09 Discusses ImpUcations oP granting 
motions on original hearing schedule --..-.n. 

DUFUQ.M E Atomic Safetl and Licensing Appeal Panel 79/12/21 
3PP 


7901030037 DOCKET 50-444 Seabrook Nuclear Stall en. Unit 2 

Ansuer of permittees to motion to reopen to record re Public 
Sve Co of NH financial qual i flea tl oni. # 1 led bg Beacoast 
Anti-Pollution League on 701130 Urges that League's motion 
be denied Certificate of Sve end 

RITSHER.W a . DICNAN.T 0 . OAD. R K Public Service Co of Netu 
Hampshire 79/12/14 9pp 


7901050074 DOCKET 50-444 Seabrook Nuclear Station. Unit 2 
Dismisses motion bg petitioners Seaeoast An tl-Pol 1 ut Ion 
League to reopen record of const permit proceeding Motion 
based on recent political deve 1 opitirii t In NKi d isml ssal based 
on uant of jurisdiction 

DUFLQjfl E Atomic Safetg and Llcenstaj Appeal Panel 7B/12/21 
4pp 


7901110180 docket 50-441 Seabrook Nuclear Station. Unit 2 
NRC response to Beacoast Anti-Pollution League motion to 
reopen record re financial qua! i flea t ions NRC asserts action 
urged bg motion is bogond jurisdiction of ABLAB Supporting 
documentation I. Certificate of Sve encl 

SRENNER.L Office of the Executive Legal Director 78/12/20 Bpp 


7901110205 DOCKET 50-444 Beabrouk Nuclear Station. Unit 2 
Orders Intervenor Beacoast Ant l-Pol lu t t on Leagua-Audubon to 
furnish other parties t< ASLAD lu/morc particut ar 1 1 ad 
statement of issues Failure to do so uill be taken into 
consideration bg A8LAD at hearing 

HAOtNBiE E Atomic Bafetg and Licensing Appeal Panel 78/12/26 
3pp 


79011103D6 DOCKET 50-444 Seabrook Nuclear Station. Unit 2 
In response to AHLAB order of 791200. p ermlttees state theg 
are not auare of agreement that an avidentlarg hearing Is 
not needed Permittees uii 1 1 pursue site Issue at atig such 
hearing Certlfleat* of Sve end 

RITBHER.J a Public Service Co of Niu Hampshire 79/12/10 2pp. 


7901110329 DOCKET 50-444 Seabrooi Nuclear Btatiom Unit 2 
Time ulthin uhleh Commission mag determine to review 
decision ALAn-50? is extended until 790113 

CHILK. B -J Office of the Secretarg of the Commlsslan 70/12/26 

app 


79011ZOOB4 DOCKET 50-444 Beabrouk Nuclear Btatlon. Unit 2 
Evidentiarg hearing. 1 imi ted to coalini) touier/al ternat Iv* 
site issue, wilt be held 7^9115 in Nashua. NH No limited 
appearances will be permitted 

BKRUTBKI.R M Atomic Bafetg and Licensing Appeal Pend 79/12/27 
2pp 


7901100134 DOCKET 50-444 Seabrook Nuclear Station. Unit 2 
Ansuer of permittees to Neu England Coalition on Nuclear 
Pol lutiun 's 7BJ821 motion to be excused from evidentiarg 
hearings. Asserts motion should be denied on grounds of 
fairness b procedure Certificate pf Sve encl 

RITBHER.J A ■ OIONAN, T Q . QAD. R K Public Bervlce Co. of Neu 
Hampshire 79/12/27 4pp 


7901130363 DaCKET SO-444 Seabrook Nuclear Statlan. Unit 2 
Response of petitioner to Intervene Beacoast Anti-Pollution 
League to ABLA9 order of 791208 League believes there Is no 
need for 790115 hearing since there Is no relevant proposal 
before NRC Certificate of Sve end 

DACKUB. R A O'Nall, Dackos, Bpielman 70/12/18 4pp 


79011B038S DOCKET 50-444 Beabrook Nuclear Station. Unit 2 
Motion bg petitioner to intervene Neu England Coalition on 
Nuclear Pollution to be eicused from 790115 evidentiary 
hearing on NRC analgsle of alternative sites Certificate of 
Bve end 

5MELDDN. K P Sheldon. Harmon h Roiiman 78/12/21 7pp 


7901230005 DOCKET 50-444 Beabrook Nuclear Btation. Unit S 
Forwards NUREG/CR-0400i "Risk Assessment Review Oraup Rtpt 
to the UBNRC" (Lewis Rept ) . prov i i Ing recommendations for uti 
of risk assessment methodology b assessment of UAEH-1400 U/o 
encl 

BRENNER. L Office of the Eiecutlvo Legal Director 79/01/11 |p 


7901230135 DOCKET 50-444 Beabrooh Nuclear Btation, Unit 2 
Confirms 7BI229 telephone call re furnlehing statement of 
Issues to be pursued at evidentiary hearings Identifies 4 
witnesses to be presented at hearing by NRC 

BRENNER, L Office Of the Eiecuttve Legal Director 78/12/39 2pp. 


7901250041 DOCKET 90-444 Seabrook Nuclear Station. Unit 2 
EipressBS concern about disposition of nuclear waste Urges 
const be halted 

KARKEL, M A Affi nation Unknown 76/12/06 Ip 


7901250046 DOCKET 50-444 Beabrook Nuclear Station. Unit 2 
Urges const be halted until disposition of wastes is 
resolved 

6EBAR. M. Affiliation Unknown 76/ 12/06 Ip 


79QI2S0092 DOCKET 90-444 Seabrook Nuclear Btation, Unit 2 
HA does nut propuse to challenge the NRC alternate lite 
analysis which is now on file in the form of direct 
testirnony. 

CORKlNi C Massac husatts. State of 76/12/19 Ip 


7901290029 DOCKET 50-444 Beabrook Nuclear Station, Unit 2 
Informs panel of inability to work on NRC alternative sites 
testimony requested In 781226 order Relieves heering is 
being scheduled ui/unseemlg haste 

BACKUS, R A a'Nell. Backus. Bpielman 70/12/29 2pp 


7901250S03 DOCKET 50-444 Seabrook Nuclear Station. Unit 2 
Notifies util that neu participants are financially 
qualified to assume ownership End safety evaluation EIB or 
negative declaration not needed 

BDYDiR 9 Division of Project Managoment, 70/18/27 B3pp 


79C10S0292 DOCKET 50-444 Beabrook Nuclear Btation. Unit 2 
Forwards copy of the Attorney Oinaral 's 7B1219 Itr 
u/antltrust advice related to const permit appl Icatlons. Ltr 
will also be transmitted to the office of the Federal 
Register for publication 

BALTZMAN, J Antitrunt I. Indemnity Oroup 79/12/20 Ip 


79010SD299 DOCKET 00-444 Beabrook Nuclear Btation, Un 1 1 2 
Forwards advice re antitrust hearing Concludes that no 
antitrust hearing will be required 

EHENEFIELD. J H Justice, Dept of. Attorney General's Offtes 
70/12/19 2pp 


790115Q097 DOCKET SO-444 Beabrook Nuclear Btation. Unit 2 

Indicates erroneous reference In 731219 ltr Central ME Power 
Co actually had received antitrust clearance Confirms no 
antitrust hsaring rsqulred 

BHENELFI ELD, J H Justtes, Dept, of 7B/12/29 Ip 


7901150097 DOCKET 50-444 Beabrook Nuclear Btation, Unit 2 
Informs of error In recent advice ltr re Seabrook, confusing 
Central ME w/HE Public Sve Co Error did not affect decision 
on hearing 

KAPLAN. D A Justice, Dept of 76/12/20 Ip 


7901 170010 DOCKET SO-444 Beabrook Nuclear Statinn, Unit 2 
Forwards Atty -General 701229 ltr to HK Bhapar to correct 
itatement in Atty 'i 781219 ltr re antitrust advica. 
aALTIMAN.J. Antitrust b Indemnity Group 79/Ot/tO Ip 


'7901030050 DOCKET 50-444 Seabrook Nuclear Btation, Unit 2 
Forwards IE Bulletin 78-14, "Deterioration of Buna-N 
Components in ASCQ Solenoids," 

GRIER, B H Region 1, Philadelphia, Office of the Director 
78/12/17. Ip 


7901100009 DOCKET 50-444 Seabrook Nuclear Station, Unit 2 
Forwards IE Circular 78-19, "Manual Override (Sypaee) of 
Safety Syt Actuation Signals " 

GRIER, B H, Region 1, Philadelphia, Office of the Oirtebor. 
78/12/27. ip 



D0CK6TED ITEMS 


t57 


79011004d>9 DOCKET SO'444 Ssdbrook Nuclear Station. Unit S 
Foruard* IE Inap Rept» 30-443/78-15 t< 30-444/78-15 on 
78110&-09 No noncompl iance noted 

CARLSONiR T Region 1. Philadelphia, Reactor Construction 4i 

Engineering Support Branch 78/18/06 3pp 


7901100471 DOCKET 50-444 SeabrooV Nuclear Station, Unit 2 
IE Insp Repts 50-443/78-15 ti 50-444/70-15 on 701106-09 No 
none Btnpl lance noted Major areas inspected procedures & uork 
activities for safety related piping components 
P0LE0M.8 A . CERNE, A C , DURR, J P Region i, Philadelphia! 

Reactor Construction t< Engineering Support Branch 7B/1S/06 
14pp 


7901250198 DOCKET 50-444 Scabrook Nuclear Station, Unit 8 
Tranieript of 790117 hearing re Public Service Co of New 
Kampshirei et al Pp 453-613 

ROSENTHAL. A 8 . BUCK, J , FARRAR, M C Atomic Safety and Licensing 
Appeal Panel 79/01/17 160pp 


79OI8S0S1O DOCKET 50-444 Seabrook Nuclear Station, Unit 2 
Transcript of 790115 hearing re Public Service Co of Neut 
Hampshire, et al Pp 1-212 

ROSENTHAL, A 8 . BUCK, J , FARRAR, M C Atomic Safety and Licensing 
Appeal Panel 79/01/15 212pp 


7901860196 DOCKET 50-444 Seabrook Nuclear Station, Unit 2 
Transcript of 790116 hearing at Nashua, NH Pp 813-451 
ROSENTHAL, A S , BUCK, J , FARRAR, M C Atomic Safety and Licensing 
Board Panel 79/01/16 239pp 


7901040076 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit I 
Forwards, as requested at 781024 meeting, end s re Paluxy-Olon 
Rosa contract t, geological map of site area defining 
depletion drive in gas reservoir prepared by petroleum 
coneul tants 

FEIBTi C K Texas Utilities Co 7B/18/81 3pp 


7901080173 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 1 
Forwards responses to NRC request for addl info re financial 
qualifications & application for amend of const to reflect 
addl ownership interests H/encl amend fee 
OARV.R J Texas Utilities Oenerating Co 78/12/86 2pp 


7901020175 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 
Appl for amend of construction permits to reflect addl 
ownership interests Amend includes TX Munclpal Power Agency 
Ic Braios Electric Power Cooperative Inc as prospective co- 
owners 

OARY.R U Texas Utilities Generating Co 78/12/11 30Opp 


7901310003 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit I 
Bummarites 781218 meeting on environ qualification programs 
of equipment Review will be completed consistent w/schedule 
of DL review 

NAVENTI.R Light Water Reactors Dranch 4 79/01/17 SSpp 


7901290270 DOCKET 30-445 Comanche Peak Steam Electric Station, Unit 1 
Responds to NRC 781024 request Forwards 790117 update of oil 
b gas exploration Info in F8AR Section 8 5 1 Rept will be 
updated every 4 months until Jan 1980 W/encl supporting 
dacunentatlon of natural gas t, oil pipelines in vicinity 
FEIST, C K Texas Utilities Co 79/01/19 Upp 


7901310170 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 1 
Notification of 700812-13 Caseload Forecast Panel site visit 
to evaluate const progress t< independently assess fuel load 
date Agenda end 

HAVBNTI, R. Light Water Reactors Dranch 4 79/01/83 4pp 


7901300182 DOCKET 50-443 Comanche Peak Steam Electric Station, Unit 1 
Provides schedule for response to round one questions 
Buptreedti 761180 schedule 

OAHV, R J Texas Utilities Generating Co 79/01/84 Spp 


7901050018 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 1 
Feruardi under separate cover last portion of TX Util 
Generating Co "Tendered Appllcetion" consisting of Environ 
Kept Vol l<<3 Docketed version will be submitted In 30 or 40 

deyi 

8oO*DER«J L Division of Rules and Records 70/18/80 Ip 


7901170354 DOCKET 50-445 Comanche Peak Steam Electric Btatlon, Unit 1 
Revlawtd, revised t< updated Environ Rept submitted by 701811 
1 tr Concluded rept Is acceptable for docketing 
BOYDrR 6 Division of Project Management 79/01/09 Spp 


7901190077 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 1 
Informs of now ofe address effective 790102 
HeYNOLDBiN 8 Texas Utilities Co 79/01/17 Ip 


7901300057 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 1 
Forwards revised Chapter 17 1 of FBAR, Amend 4 
GARV.R J Texas Utilities Generating Co 79/01/83 Ip 


7901300060 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 
Revision to Chapter 17 1 of FSAfl, incorporating changes to 
Site Project Mgt Office 6 generic grammatical U 
typographical corrections Discusses QA, design control, 
procurement document control, & qualification criteria 
* Texas Utilities Generating Co 79/01/31 63p p 


7901190273 DOCKET 50-445 Comanche Peak Steam Electric Stn ion. Unit 1 
Rept of DOJ on progress made in completing discovery during 
Dec 1978 DOJ has not yet received list of documents 
applicant claims to be pr i vi 1 eged, desp i te repeated requests 
Certificate of Sve end 

HARRIS, J L , CLARK, n H , PARMENTEfi.F H Justice, Dept of 
79/01/08 3pp 


7901850111 DOCKET 50-44S Comanche Peak Steam Electric Station, Unit I 
During month of Dec 1978, South TX Electric Cooperative t, 

Medina Electric Cooperative neither initiated nor received 
any disc ovsry requests W/ancl Certificate of Sve 
JDHN, D F Akin, Gump, Hauer Si Feld 79/01/03 4pp 


7901000397 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit t 
Requests addl info re identification U address of smaller 
electric util an t i t les, geog raph ic al on-line diagram of 
applicant's generating U transmission facilities U location 
of adjacent sgs from TX Municipal Power Agency 
ZELINSKVi W M Antitrust U Indemnity Group 79/01/04 Spp 


7901170374 DOCKET 50-445 Comanche Peak St e am E 1 oc tr 1 c Btatlon, Unit 1 
Applicant's discovery rept for Dec 1 978, subml tted per ASLD 
780621 directive Points out that TX Util Generating Co has 
requested extension until 790112 to respond to DOJ 
interrogatories 8c document requests 

KNOTTS, J B Debevolse & Lloberman 79/01/04 5pp 


7901120844 DOCKET 50-445 Comanche Peak etcam Electric Station, Unit 1 
Informs that request to intervene filed by Citixens for Fair 
Util Regulation Is not directed toward antitrust hearing 
LEBSYi fi P Office of the Executive Legal Director 79/01/05 3pp 


7901 130147 DOCKET 50-445 Comanche Peak Steain Electric Station, Unit I 
Forwards discovery progress rept for Dec 1970 NRC 
contemplates serving interrogatories li requests for 
documents during Jan 1979 

LESSY.R P Office of the Executive Legal Director 79/01/05 Ip 


7901230358 DOCKET 30-445 Comanche Peak Steam Electric Station, Unit I 
Tex-La Electric neither Initiated nor received any discovery 
requests during Dec 1978, but did informally request that 
discovery documents be provided to tho City of Brownsville, 

TX for review Certificate of Sve end 
DUHCHETTE.W H Northeutt Ely 79/01/05 4pp 


7901890376 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 1 
Houston Light *( Power objections 6 motion for protective 
order re DDJ discovery request Objects to preparing list of 
documents previously reviewed by DOE on grounds that it 
calls for legal conclusiens Cerlificabe of Bve end 

BQLIKNJOHT, J A Louenste 1 n, Newman, Rel s, Axel rad I, Toll BARNETT, E W 
Baker 4, Dotts 79/01/15 Bpp 


7901040884 DOCKET 50-445 Comanrhe Peak Steam Electpic Station, Unit 1 
Forwards IE Insp Repts 50-445/78-16 50-446/78-16 on 

781008-31 t< Notice of Violation 

SEIDLE.W C Region 4, Dallas, Reactor Construction 6 Eng incei Ing 

Support Dranch 70/1 1/17 Spp 


7901040228 DOCKET 50-445 Comanche Peak Steam Electric Stottan, Unit 
Notice of Violation from insp on 781008-31 

« Region 4, Dallas, Reactor Construction t< Engineering Support 
Branch 70/11/17 Ip 


7901040835 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 
IE Insp Rept 50-445/78-16 t< 50-446/78-16 an 781002-31 
Noncompl lane e noted failure to report a significant const 
deficiency in a timely manner 

TAYLOR. R 0 , CROBSMAN, U A Region 4. Dallas, Reactor 

Construction N Engineering Support Dranch 78/11/17 9pp 


7901180110 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit I 
Forwards IE Insp Repts 50-445/78-81 Si 50-446/78-81 on 
781120-82 No noncompl ianc e noted 

8EI0LE, W. C Region 4, Dallas, Reactor Construction t. Engineering 

Support Dranch 78/12/11 2pp 


7901180116 DOCKET 50-445 Comanche Peak Steam Electric Station, Unit 
IE Insp Repts 30-445/73-21 li 50-446/78-21 on 781120-82 No 
noncompl ianc e noted Major areas inspected const activities 
incl work & review of QA documentation related to concrete 
placement S< auxiliary feedwater safety injection pumps 
TAPIA. J 1 , CROBSMAN. W A , TAYLOR, R 0 Raglan 4, Dallas, 

Reactor Construction 6 Engineering Support Dranch 78/18/11. Spp 
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7901290003 DOCKET 50-945 Comanche Peak Steam ElactTlc. Station. On 1 1 I 
Forwards Insp Repts SO-495/7B-20 I. 50-946/7B-20 on 781101-30 
t( Notice o# Deviation 

SElDUEiU C Region 4p Oallas> Reactor Construction tc Engineering 

Support Branch 78/lS/IB 3pp 


7901250007 SOCKET 50-449 Comanche Peak Steam Electric Station. Unit 
Notice of Deviation from insp on 791101-30 

• Region 4, Oaiias. Reactor Construction (c Engineering Support 

Branch 79/12/14 Ip 


7901250011 DOCKET SD-44S Comanche Peak Steam Electric Btation. Unit 
JE Insp Repts 50-445/76-20 & 50-446/78-20 on 701101-30 
Noncompliance noted failure to achieve adectuate radiographic 
sensitivity 

TAYLOR.R 0 Region 4. Dallas. Reactor Construction t. 

Engineering Support Branch 79/12/14 lOpp. 


790IC40173 DOCKET 50-445 Comanche Peak Steam Electric Station. Unit 1 
Forwards IE Bulletin 79-14. ‘'Deterioration of Buna-N 
Components In ASCO Solenoids" 

SEVFRIT.K V Region 4. Dallas. Office of the Director 70/12/19 

Ip 


7901310170 DOCKET 50-446 Comanche Peak Steam Electric Station. Unit 3 
Notification of 7B0212-13 Caseload Forecast Panel site visit 
to evaluate const progress t< independently assess fuel load 
date Agenda end 

NAVENTI.R Light Hater Reactors Branch 4 79/0i/23 4pp 


7901290270 DOCKET 50-446 Comanche Peak Steam Electric Station. Unit 3 
Responds to NRC 701024 request Forwards 790117 update af oil 
ti gas asp leratlon info in F6AR Section 2 S 1 Rept uiill ba 
updated every 4 months until Jan 19S0 H/encl supporting 
documentation of natural gas t. oil pipelines In vicinity 
FE18T.C K Teias Utilities Co 79/01/19 tlpp 


7901300102 DOCKET 50-446 Comanche Peak Steam Electric Statlen. Unit 2 
Provides schedule for response to round one questions 
Supercedes 761120 schedule 

BARV.R J Tekas Utilities Oenerating Co 79/01/24 2pp 


7901050010 DOCKET 50-446 Comanche Peak Steam Electric Station. Unit 2 
Forwards under separate cover last portion of Tk Util 
Oenerating Co “Tendered Application" consisting of Environ 
Ropt Uol 11.2 Docketed version will be submitted in 30 or 40 
days 

BOUDER. J L Division of Rules and Records 76/12/26 Ip 


7901020080 DOCKET 50-445 Comanche Peak Steam Electric Station. Unit 1 
Act receipt of 7BI20B 1 tr informing NRC of steps taken to 
correct violations noted in Insp Repts SD-445/7B-16 h 
50-446/70-16 

9E1DLE. H C Region 4. Dallas. Reactor Construction t< Engineering 

Support Branch 76/12/21 Ip 


7901020093 DOCKET 50-445 Comanche Peak Steam Electric Station. Unit 
Responds to NRC 701117 lir re violations noted in Insp Repts 
50-445/79-16 6 50-446/70-16 Corrective actions use of 
eadweld helpers has been stopped 
OARV. R J Texas Utilities Co 79/12/00 3pp 


7901240245 DOCKET 50-445 Comanche Peak Steam Electric Station. Unit 1 
Forwards IE Circular 78-19. "Manual Override (Oypass) of 
Safety Actuation Signals " 

8EVFRIT.K V Region 4, Dallas. Office of the Director 78/12/29 
6pp 


7901170330 DOCKET 50-445 Comanche Peak Steam Electric Station. Unit i 
Ack receipt of 781116 6 761220 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-445/78-18 *< 50-446/78-18 

SIEDLE. H, C Region 4. Dallas. Reactor Construction b Engineering 

Support Branch 79/01/04 Ip 


7901170333 DOCKET 50-445 Comanche Peak Steam Electric Stattan. Unit 
Responds to NRC 761208 Itr re violations noted In lE Insp 
Repts 50-445/78-10 b 50-446/78-18 Corrective actions revltu 
of Wilding procedures (. 2 week cycle of QA surveillance of 
welding 

OARY. R J Teias Utilities Generating Co 70/12/20 Ip 


7901 170354 DOCKET 50-446 Comanche Peak Steam Electric Station. Unit 2 
Reviewed revised b updated Environ Rept subniittcd by 761211 
itr Concluded rept is acceptable for docketing 
BOVD.R B Division of Project Management 79/01/09 5pp 


7901190077 DOCKET 50-446 Comanche Peak Steam Electric Station. Unit 2 
InfoTiBB of new oPe address effective 790102 
REyNDLDS.N 6 Texas Utilities Co 79/01/17 Ip 


790I3D0057 DOCKET 50-446 Comanche Peak Steam Electric Station. Unit 2 
Forwards revised Chapter 17 1 of FSAR. Amend 4 
OARY.R J Texas Utilities Generating Ce 79/01/23 tp 


7901300060 DOCKET 50-446 Comanche Peak Steam Electric Btatton. Unit 
Revision to Chapter 17.1 of PBAR. incorporating changee to 
Site Project Mgt Office b generic grammatical b 
typographical corrections Discusses QA. design control, 
procurement document control, b qualification criteria 
« Texas Utilities Generating Co 79/01/31 62pp 


7901080397 DOCKET 50-446 Comanche Peak Steam Electric Station. Unit 2 
Requests addl Info re identification b address of smaller 
electric util entitles. geograph leal on-line diagram of 
applicant's generating b transmission facilities b location 
of adjacent sys from TX Municipal Power Agency 
ZEL1N3KY. U M Antitrust b Indemnity Group 79/01/04 2pp 


7901120244 DOCKET 50-446 Comanche Peak Steam Electric atetton. Unit 2 
Informs that request to Intervene filed by Citliens for Fair 
Util Regulation is not directed toward antitrust hearing, 

LE8SY. R. P Office of the Executive Legal Director 79/01/05 2pp 


7901250023 DOCKET 50-445 Comanche Peak Steam Electric Station. Unit 1 
Forwards IE Circular 79-02. “Failure of 120 Volt Vital AC 
Power Supplies “ 

BEYFRIT. K V Region 4. Dallas. Office of the Director 79/01/16 
7pp 


7901020173 DOCKET 50-446 Comanche Peak Steam Electric Btation. Unit 2 
Forwards responses to NRC request for addl info re financial 
qualifications b application for amend of const to reflect 
addl ownership interests H/cncl amend fee, 

GARV.n J Texas UtllUlss Oenerating Co 78/12/26 2pp 


7901020175 DOCKET 50-446 Comanclio Peak Steam Electric Station. Unit 
Appl for amend of construction permits to reflect addl 
ownership interests. Amend includes TX Munclpal Power Agency 
b Brazos Electric Power Ceoperntlve Inc as prospective to- 
ut ill ties Oenerating Co 70/12/11 SOOpp 


7901150147 DOCKET 50-446 Comanche Peak Steam Electric Statlan. Untt 2 
Forwards discovery progress rept for Dec 1970. NRC 
contemplates serving interrogatories b requests for 
documents during Jan 1979 

LE88Y.R P. Office of the Executive Legal Director 79/01/05 Ip 


7901170374 DOCKET 50-446 Comenche Peak Steam Electric Statlan. Unit 2 
Applicant's discovery rept for Dec 1970. submlttid pap A8LB 
700621 directive Points out that TX Util Oenerating Co hat 
requested extension until 790112 to respond to DOJ 
Interrogator! ts b document requests 
KNOTTB, J B Debevolse b Lisberman. 79/01/04 Spp 


7901190273 DOCKET 50-446 Comanche Peak Steam Electric Btation. Unit 2 
Rept of DQJ on progress made In completing dlscovory during 
Dee 1970 DOJ has not yat received list of documents 
applicant claims to be pr tvi legsd. deep Its repeated requests 
Certlffcete of Sve end 

HARRIS. J.L, CLARK, R.H , PARMENTER, F H Justice. Dept, of 
79/01/02 Opp 


7901230358 DOCKET 50-446 Comanche Peak Steam Electric Station. Unit 2 
Tex-La Electric neither Initiated nor received any diseovary 
requests during Dec 1978. but did informally request that 
diseovary documents bt provided to the City of Brownsville. 

TX for review Certificate of Sve end 
BURCHETTE, HH Northeutt Ely 79/01/05 4pp. 


7901250111 DOCKET 50-446 Comanche Peek Steam Electric Station. Unit 2 
During month of Dec 1978. South TX Electric Cooperative b 
Medina Electric Cooperative neither initiated nor received 
any diecovery requests H/snd Certifleata of 8vc 
JDHN.D.F, Akin, Gump. Hauer b Paid 79/01/03 4pp 



DOCKETED ITEMS 


1E9 


7901S‘;a37« DOCKET 90-446 Comanchs Poak Steam Electric Statlom Unit S 
Houtten Light t< Pouer objections tc motion for protective 
order re DOU ditcovery request Objects to preparing list of 
decuaents previously revieued by DOE on grounds that it 
call* for legal conclusions Certificate of Svc and 
DDUHNlOHTiJA Louens teint Neuman< Rel s> Aielrad t<Toll DARNETT. E W 
Baker & Botts 7?/oi/l9 Bpp 


79O1OS00B0 DOCKET 90-446 Comanche Peak Steam Electric Station< Unit 3 
Act receipt of 7B1S08 Itr informing NRC of steps taken to 
correct violations noted In Insp Repts 90-449/70-16 (i 
30-446/70-16 

SEIDLEiU C Region 4> Dallas< Reactor Construction ft Engineering 

Support Branch 79/lS/Sl Ip 


79010S0093 DOCKET 90-446 Comanche Peak Steam Electric Btationi Unit 
Responds to NRC 781117 Itr re vlnlatlone noted in Insp Rapts 
30-449/70-16 U 90-446/78-16 Corractlve actions use of 
cadwild helpers has been stopped 
OARY.R J Texas Utilities Co 70/13/08 Spp 


7701040173 DOCKET 90-446 Comanche Peak Steam Electric Station. Unit 3 
Forwards IE Bulletin 78-14. ''Deterioration of Ouna-N 
Coaipanents in A8C0 Solenoids’' 

8EYFR1T. K V Region 4. Dallas. Office of the Director 78/18/19 

Ip 


7901040334 DOCKET 90-446 Comanche Peak Steam Electric Station. Unit 3 
Forwerds IE Insp Repts 90-449/70-16 6 90-446/78-16 on 
701002-31 & Notice of Violation 

8EIDLE.WC Raglon 4. Dallas. Reactor Construction 6 Engineering 

Support Branch 78/11/17 Spp 


7901040328 DOCKET 90-446 Comanche Peak Steam Electric Station. Unit 
Notice of Violation from insp on 781003-31, 

• Region 4. Dallas. Reactor Construction (i Engineering Support 
Branch 78/11/17 Ip 


7901040339 DOCKET 90-446 Comanche Peak Staam Electric Station. Unit 
IE Insp Rept 90-449/78-16 ti 90-446/70-16 on 781003-31 
Noncompl lance noted failure to report a significant const 
deflclineg in a timely manner 

TAYLOR. R 0 . CROBBMAN. U A Raglan 4. Dallas. Reactor 

Censtruetlon ti Engineering Support Branch 78/11/17 9pp 


7901170330 DOCKET 90-446 Comanche Peak Steam Electric Station. Unit 3 
Act receipt of 781116 ti 781330 Itrs Informing NRC of steps 
taksn to corrsct violations noted In IE Insp Repts 
80-443/78-18 li 90-446/78-18 

SlEDLEiU C Region 4. Dallae. Reactor Construction 6 Engineering 

Support Branch 79/01/04 tp 


7901170333 DOCKET 90-446 Cemanche Peak Bteam Electric Btation. Unit 
Responds te NRC 781308 Itr re violations noted in IE Insp 
Rspts 90-449/7B-18 & 90-446/78-18 Corrective actions; review 
of welding procedures S< 8 week cycle of QA surveillance of 
welding 

OARYiR. U Texas Utilities Osnsrating Co. 70/13/30 Ip. 


7901180110 DOCKET 90-446 Comanche Peak Steam Electric Btation. Unit 8 
Forwards IE Insp Repts 90-449/78-31 ti 80-446/7B-S1 on 
781130-33 No nencompl lanes noted 

8E1DLE.MC Region 4. Dallas. Reactor Construction 4( Engineering 

Support Branch. 70/13/11 Spp 


7901100116 DOCKET 90-446 Comanche Peak Bteam Electric Station. Unit 
IE Insp Repts 90-449/70-31 tc 90-446/70-81 on 7B1 130-38 No 
no'Ticompl lance noted Major areas Inspected, const activities 
Inel work h rivleu of OA documentation related to concrete 
plseament tr auxiliary feedwater safety injection pumps 
TAPIA. J I,. CROB0MAN.I4 A . TAYLOR. R 0 Region 4. Dallas. 

Reactor Construction 6 Englnaering Support Drench. 70/tS/ll 9pp 


7901240349 DOCKET 90-446 Comanche Peak Bteam Electric Station. Unit 3 
Forwards lE Circular 78-19. "Manual Override IBypass) of 
Safety Actuation Signals. " 

BEYFRIT.K, V Region 4. Dallas. Office of the Director 70/13/89 

6pp. 


7901830003 DOCKET 90-446 Comanche Peak Steam Electric Station. Unit 2 
Forwards Insp Rapts 90-449/70-30 (< 30-446/78-80 on 781101-30 
t( Notice of Deviation 

SEIDLE.U C Raglon 4. Dallas. Reactor Construction (< Englnaering 
Support Branch 78/18/18 Spp 


79013S0007 DOCKET 90-446 Comanche Peak Bteam Electric Station. Unit 
Notice of Deviation from inep on 781101-30 

o Raglon 4. Dallas. Reactor Construction (i Englntsring Support 
Branch. 78/12/14, Ip 


7901290011 DOCKET SO-446 Comanche Peak Steam Electric Station. Unit 
IE Insp Repts S0-445/7B-20 J< 50-446/70-20 on 781101-30 
None omp 1 lance noted failure to achieve adequate radiographic 
sens 1 tl Vi ty 

TAYLOR. R 0 Region 4, Dallas. Reactor Construction 6 

Engineering Support Branch 70/13/14 lOpp 


7901280033 DOCKET 90-446 Comanche Peak Steam Electric Station. Unit 2 
Forwards IE Circular 79-02. "Fai 1 ura of 120 Volt Vital AC 
Power Supplies " 

BEYFRIT.K V Region 4. Dallas, Office of the Director 79/01/16 
7pp 


7901000303 DOCKET BTN-90-447 0E8SAR-33a 

Forwards preliminary design approval Amend 2 (« notice of 
issuance 

BOYD. R 8 Division of Project Management 7B/12/22 3pp 


7901000307 DOCKET gTN-90-447 0EaSAR-33B 

Preliminary design approval Amend 2. effective 781222-801232 
Provides design Info for nucleer island portion of DWH-6/ 
MARK 3 BUR nuclear power plant 

DOYD.R B Division of Project Management 78/12/22 3pp 


7901000311 DOCKET 8TN-90-4A7 OEaBAR-238 

Notice of Issuance of amend to preliminary design approval 
HELTEMEBiC J Standard 1 lat ion Drone h 70/12/22 3pp 


7901190079 DOCKET STN-50-447 OEBSAR-SSS 

Forwards NEDD-24142 "Fast Seram Control Rod Drive 
Qualification Program" S. NEDE-24143, proprietary version u/ 
affidavit. withheld (ref 10CFR2 790) 

8HERN0DD. 0 6 Oaneral Electric Co .Nuclear Energy Products Dlv 
78/12/23 6pp 


7901190081 DOCKET 8TN-90-447 0ESBAn-33B 

"Fast Scram Control Rod Drive Oualif icatlon Program “ Rept 
responds to request to monitor fast scram control rod drive 
program as established in 238 ti 251 N9SS OEBSAR SER 4 (k 
23S Nuclear Island CE6BAR EER Buppl i 

BOLANASiC M General Electric Co .Nuclear Energy Products Dlv 
NEDO-84142 7B/10/30 7Spp 


7901020174 DOCKET 0TN-5O-447 OEBSAR-BSB 

0E8SAR Amend 47 has been distributed per lOCFRSO 30 It NRC 
760913 Itr to IF Btuart kl/encl affidavit 

QUIRK. d F General Electric Co .Nuclear Energy Products Dlv 
70/12/37 Spp 


7901170403 DOCKET aTN-50-447 0E88AR-S3B 

Informs OE that preliminary design approval holders are 
charged SOX of cost of extension review unless final design 
approval Is granted before extension review is completed 
Hendrie 790103 Itr end 

HEUTEMESi C d atandardl i atlon Branch 79/01/10 Spp 


7901170409 DOCKET BTN-50-447 OEB8AR-230 

Discusses fees for preliminary design approval extension 
reviews NRC will extend PDA from D-year to S-year term 6 
review matl for subsequent technical review 
NENDRlE.dM Commission 79/01/03 2pp 


7901230042 DOCKET 8TN-90-447 QE9BAH-23B 

Explains license feet for post-preliminary design approvals 
Clarifies 781023 Itr exempting from fees NEDQ-8404e. 
"Evaluation of Acoustic Pressure Loads on DNR/6 Internal 
Components " 

BOYD. R S Division of Project Management 79/01/17. Spp 


7901230233 DOCKET 90-448 Douglas Point Nuclear Oeneretlng Btation. 
Responds to 781129 itr requesting add! info re site 
selection methodology Will file requested Info by 790319) 
date will permit completion of NRC revlau' by July 
COXi E T Potomac Electric Power Co 79/01/17 app. 


7901230033 DOCKET 90-440 Douglas Point Nuclear Generating Station. 
Forwards NUREO/CR-0400. "Risk Assessment Review Group Rept 
to the US NRC" (Lewis Rept). providing recommendations for 
USB of risk assessment methorlology 1. assessment of 
WABH-1400 W/o enc 1 

BARTH. C, A Office of the Executive Legal Dlreetor 79/01/lt. Ip 


f901020D02 DOCKET 90-448 Douglas Point Nuclear Generating Station. 
Responds to 781204 Itr requesting documents on insp at sut j 
facilities 81 documents are available In TX LPDR 
FELTON. J.M Division ef Rules and Records 70/12/21 2pp 


7901030006 DOCKET 90-448 Douglas Point Nuclear Genaratlng Station. 
Requests documents of Insp of facility const, inc lud i ng 
correspondence on alleged records falslficetion 

JOHNSON. C Texas Public Interest Research Group 78/12/04. Ip. 
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7701S30223 DDCK-ET 50-44? Douglas Point Nuclaar Oeneratlng Station, 
Responds to 781129 1 fer req^uestlng addl info re alta 
telettion fflethodologg Hill file reguested info bg 7903151 
date iJill permit completion of MRC review bg Oulg 
COX«£ T. Potomac Electric Power Co 79/01/17 2pp 


7901230033 DOCKET 50-449 Douglas Pnint Nuc 1 ear OeTierailng Station, 
Foruards NUHEG/CR-0400, "Risk Assessment Revieui Oroup Kept 
to the US NRC” (Lewis Rept), providing r e c ommend ati on s for 
use of risk assessment methodologi; Si assessment of 
HASH- 1400 W/o end 

BARTH, C A Office of the Eiecutive Legal Director 79/01/11 Ip 


7901020002 DOCKET 50-449 Douglas Point Nuclear Generating Station, 
Responds to 78I2D4 Itr requesting documents on Insp at subj 
facilities 21 documents are availatie In TX LPOR 
FELTON, J H Division of Rules and Records 76/12/21 2pp 


7901020006 DOCKET 50-449 Douglas Point Nuclear Generating Station, 
Requests documents of Insp of facllitg cons t, inc 1 uding 
correspondence on alleged records falsification 

JOHNSON, C Texas Public Interest Research Group 76/12/04 tp 


7901II0SBB DOCKET 50-450 Bummlt Mud par Power Station, Unit 1 
Diclsions re facility are vacated without prejudice ti cause 
is remanded to ASLB to avalt receipt of early site approval 
application Appeal of limiteil work order ti opposing stay 
motion dismissed as moot Certificate of Svc encl 
CUFLO, N E Atomic Safety and Licensing Appeal Panel 79/D1/03 
4pp 


7901110286 DOCKET 50-451 Suounl t Nuclear Power Station, Unit 2 
Decisions re facility are vacated without prejudice U cauii 
is remanded to ASLD to await receipt of early site approval 
application Appeal of limited work order S< opposing stay 
motion dismissed as moot Certificate of Svc end 
DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/01/D3 
4pp 


7901160238 DOCKET 5D-4S2 Greenwood Energy Centeri Unit 2 

Notification of availability of " Interservi ce Procedures for 
Instruc tSona 1 Bys Deve 1 opmen t TRADOC Pamphlet 350-30 
referenced in NURE0-I72I9, "Nuclear Security Personnel for 
Power Plants “ 

6E8AW, H J Division of Document Control 76/ 11/20 3pp 


7901230036 DOCKET 50-452 Oreenuiood Energy Center, Unit 2 
Foruards NDREQ/CR-OADO, "Risk Assessment Review Group Rept 
to the U8 NRC" (Lewis Rep t ) , p rov 1 d 1 ng recommendations for 
use of risk assoisment methodology b assesiment of 
WASH- 1400 W/o end 

EDHINKI.B H Office of the Executive Legal Director. 79/01/11 Ip 


7901180238 DOCKET 50-453 Greenwood Energy Center, Unit 3 

Motlficatlon of availability of "Interservi c e Procedures for 
Instructional Sys Development" TRAD6C Pamphlet 350-30 
referenced in NURE0-0S19, "Nuclear Security Pereonnel for 
Power Plants " 

DEeAld.N J Division of Document Control 78/11/20 3pp 


7901830036 DOCKET 30-453 Oreenwood Energy Center, Unit 3 
Forwards NUREO/CR-0400, "Risk Assesament Review Oroup Rept 
to the US NRC (Lewis Rep t ), provl ding recpmmendat 1 ons for 
use of risk aspessmont methodology g, aisessmenit of 
WASH-1400 M/o encl 

SDHINKIiS. M Office of the Executive Legal Director 79/01/11 Ip. 


7901100201 DOCKET 50-454 Byron Station, Unit 1 

Forwards revised pages of Topical Rept CE-t-A> Revt* 1 on 6, 
"QA Program- " 

TURDAK, M S Commonwealth Edison Co 79/01/02 7pp 


7901050100 DOCKET 50-454 Byron Station, Unit 1 

Requests Info identified in Reg Ouide 9 3 In connection 

w/antltrust considerations for license review 

TOALSTOM, A Antitrust ti Indemnity Group 76/18/26 Ip 


79010S016B DOCKET 50-454 Byron Station, Unit 1 

Reg Guide 9 3, AEC needs info in c-onnection u/antltruit 
review of license applications for nuclear power plants, 
* Office of Standards Davalepmant 74/10/31. 3pp, 


7901080030 DOCKET 50-454 Dyron Station, Unit 1 

Forwards IE Circular 78-19, "Manual Overrida CPypassl of 
Safety Bys Actuation Signals," 

KEPPLER,J G Region 3, Chicago, Offica of the Director 76/12/89 

Ip 


7901090309 DOCKET 50-454 Byron Station. Unit I 

Forwards IE Circular 76-19, "Manual Override (Bypass! of 
Safety Sys Actuation Signals," t< list of Circular recipients 
in Reg ion III. 

PAPPAS, H Region 3, Chicago, Office af the Director 79/01/02 

app 


7901250002 DOCKET SO-4S4 Byron Station, Unit 1 

Forwards IE Circular 79-02, "Fal lure of 120 Volt Vital AC 
Power Supplies " 

KEPFLER, J G Region 3, Chicago, Office of tht Director 79/01/16 
Bpp 


7901100251 ODCKET 50-454 Byron Station, Unit 1 

Forwards Interim rept re deficiency in tendons used to 
pre-stress primary containment Final rept will be submitted 
by 790415 

MAUGHTON,U F Commonwealth Edison Co 79/01/05 App 


7901260244 DOCKET 50-454 Byron Station, Unit 1 
Act receipt of 790105 interim deficiency rept 
HE[8HHAM,R.F Region 3, Chicago, Reactor Construction I, 

Engineering Support Branch 79/01/16 Ip 


7901260246 DOCKET 50-454 Byron Station, Unit 1 

Forwards Interim rept re containment tendon deficiency 
HAUQHTON.U F Commonwealth Edison Co 79/01/09 tp 


79G126024B DOCKET 50-454 Byron Station, Unit 1 

Interim deficiency rapt on button heads splits of tendons 
used to pre-stress concrete containment Ref 7S1130 
Nonconformance Rept 7B-19 Describes planned test program 
Final report will be submitted by 790415 
e Commonwealth Edison Co 79/01/05 3pp 


7901100201 DOCKET 50-455 Dyron Station, Unit 2 

Forwards revised pages of Topical Rept CE-l-A, Revl slon 6, 
"QA Program " 

TURBAK, M 8 Commonwealth Edison Cp 79/01/08 ?pp 


7901050108 DOCKET 50-455 Byron Station. Unit 8 

Requests Info identified In Reg Guide 9 3 in connection 

w/antltrust considerations for license review 

TOALSTDN.A Antitrust I, Indemnity Group 70/12/86 Ip. 


7901050166 DOCKET 50-495 Byron Station, Unit 8 

Reg Guide 9 3. AEC needs Info in connection w/antltrust 
review of license applications for nuclaar power plante, 
« Offica of Standards Development 74/10/31 8pp 


7901080030 DOCKET 50-4SS Byron Station, Unit 8 

Forwards IE Circular 78-19, "Manual Override (Bypass) of 
Safety Bys Actuation Signals " 

KEPfLER, J 0 Region 3, Chicago, Office of the Olractor. 76/12/29 

Ip 


7701090309 DDCKET 50-495 Byron Station, Unit 2 

Forwards IE Circular 76-19, "Manual Override (Bypassl of 
Safety Sys Actuation Signals," 6 lift of Circular reclpisnti 
in Rag loti III 

PAPPAS, H Region 3, Chicago, Office of the Director 79/01/02 
^PP 


7901290002 DOCKET 50-455 Byron Station, Unit 8 

Forwards IE Circular 79-02, "Fai lure of 120 Volt Vital AC 
Power Suppl 1 as. " 

KEPPLER, U 0 Region 3, Chicago, Office of the Director 79/01/16 
Bpp. 


7901100291 DDCKET 50-455 Byron Station, Unit 2 

Forwards Interim rept re deficiency in tendons used to 
pre-stress primary containment. Final rept will ba submitted 
by 790415 

NAl/GHTOM, W F Commanwealth Edison Co 79/01/05 4pp 


7901260244 DOCKET 50-495 Byron Station, Unit S 
Ack receipt of 790109 Interim deficiency rept. 

HEIBHHAN,R F. Region 3, Chicago, Reactor Construction 6 

Engineering Support Branch. 79/01/16. Ip 


7901260246 DOCKET 90-455 Byron Gtation, Unit 8 

Forwards Interim rapt re containment tendon deficiency. 
NAt/GHTON, M F. Gommonwealth Edison Co 79/01/09. Ip. 


7901260246 DDCKET 50-455 Byron Gtation, Unit 8 

Interim deficiency rept on button heads splits of tendons 
used to pre-itrass concrete containment, Rof 761130 
Nonconformance Rept 76-19. Describes planned test pragram. 
Final report will be submitted by 790419. 

» Commonuieel th Edison Co 79/01/09. 3pp. 


7901100801 DOCKET 90-496 Breiduood Station, Unit 1 

Forwards revised pagae of Topical Rept CE-l-A, Revia Ion 6, 
"QA Program " 

TURBAK, H 8 Commonwealth Edison Co. 79/01/08 7pp. 
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TVOlOaOSSfa DOCKET SO-496 Braidujood Station. Unit 1 

Ratification that dochated version of CommonuBal th Edison 
Co's application for licenses is being sent under separate 
covert including app 1 Ication. ER. FSAR & response to questions 
Frevieuf natl mag be destroged 

SDUDERt J t. Division of Rules and Records 70/1S/13 ip 


7901000030 DOCKET SO-457 Rraidunod Station. Unit 2 

Portjards IE Circular 78—19. “Manual Override (Bgpassl of 
Safotg Sys Actuation Signals " 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 
* P 


7B/ia/a9 


7'701i80343 DOCKET 50-456 Draiduood Station, Unit 1 

Protests licensing of generating station Objects to seepage 
shallow walls & sandpointa, destruction of trees S, wildlife, 
storage of spent fuel rode on site l< Fog 
eURDAN, T Affiliation Unknown 79701/02 2pp 


/ru.uTojuv uuLhti 30-457 Bralduood Station. 


wnic ej 


Forwards IE Circular 78-19, “Manual Override iDgpasot oF 
Safelg Sys Actuation Signals." I, list of Circular recioionts 
in Region III “ 

PAPPAS, H Region 3, Chicago, Office of the Director 79/01/02 
app 


7901220316 DOCKET S0-4S6 Braldwood Station. Unit 1 

Requests denial of OL for facility which is being built on 
author's land, since water supply is threatened, lend is raped 
(i facllltg product is poisonous Pu 

CORBIN, i. , CORBIN. C Affiliation Unknoun 79/01/03 Ip 


7901260123 DOCKET 90-4S6 Draidwood Station, Unit 1 

Seeks to file petition to intervene Objects to const of 
feeil 1 tg. al leg ing that an accident could result in release 
of radioactive matls 

MEBTERMAN, M Affiliation Unknown 79/01/10 3pp 


7901090100 DOCKET 50-456 Braldwood Station, Unit 1 

Requeets info identified in Reg Guide 9 3 In connection 

u/antitrust considerations for license review 

TOALBTON. A Antitrust t< tndemnitg Group 78/12/26 Ip 


790iOS0169 DOCKET 50-496 Draidwood Station, Unit 1 

Reg Oulde 9 3 AEC noods info in connection u/antitrust 
review of license applications For nuclear power plants 
» Office of Standards Development 74/10/31 2pp 


79010B0030 DOCKET 50-4S6 Braldwood Station, Unit 1 

Forwards IE Circular 7B-19, "Manual Override (Bypass) of 
Safety Sgs Actuation Signals " 

KEPPLER. d 0 Region 3, Chicago, Office of the Director 78/12/29 
*P 


7901090309 DOCKET 50-456 Draidwood Station, Unit 1 

Forwards IE Circular 78-19, "Manual Override (Bypass) of 
Safety Sys Actuation Signals," (< list of Circular recipients 
In. Region III 

FAPPASfH Region 3. Chicago. Office of the Director 79/01/02 

Spp 


7901290002 DOCKET 50-456 Draidwood Station, Unit i 

Foruardi IE Circular 79-02, "Pal lure of 120 Volt Vital AC 
Powar Supplies ■' 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/01/16 

app 


79010303S6 DOCKET S0-4S7 Draidwood Station. Unit 2 

Natlftcatlon that docketed version of Commonwealth Edison 
CD's application for licenses is being sent under separate 
< ever. Inc ludlng appl Ication, ER, FSAR tt response to questions 
Previous matl may be destroyed 

BOUOERi 0 L Division of Rules and Records 78/12/13 Ip 


7901100201 DOCKET 50-497 Draidwood Station, Unit 2 

Forwards revised pages of Topical Repb CE-l-A, Revision 6, 
“OA Program " 

TDRDAKfNS Commonwealth Edison Co 79/01/02 7pp 


79011B0343 DOCKET 50-497 Draidwood Station. Unit 2 

Pretest! licensing of generating station Objects to seepage 
shallow wells ti sandpoints, destruc tion of trees & wlldlifa, 
storags of spent fuel rods on site 1, fog 
DURBAN. T. Affiliation Unknown 79/01/02 2pp 


7901220316 DOCKET 50-497 Braldwood Station, Unit 2 

Requests denial of OL for facility which Is being built on 
author's land, since water supply Is threatened, land Is raped 
9 facility product is poisonous Pu 

CDRfilN.L, CORBIN, C Af ft 1 Ut ion Unknoun 79/01/03 ip 


7901260123 DOCKET 90-497 Draidwood Station, Unit 2 

Saelts to file petition to Intervene Objects to const of 
fac 1 1 i ty> al I eg Ing that an accident could result in releass 
of radioactive matls 

HE8TERMAN, M Affiliation Unknoun 79/01/10 2pp 


7901090108 DOCKET 90-497 Braldwood Station, Unit 2 

Requests info Identified in Reg Oulde 9 3 in connection 
u/antitrust considerations for license review 
TOALSTONiA Antitrust {, Indemnity Group 70/12/26 ip 


7901090160 DOCKET 50-497 Draidwood Station, Unit 2 

Reg Oulde 9 3' AEC needs info In connection w/antltrust 
review of license applications for nuclear power plants 
a Office of Standards Development 74/10/31 3pp 


79012S0002 DOCKET 30-457 Oralduood Station, Unit 2 

Forwards IE Circular 79-02. “Pal 1 ure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER, U 0 Region 3, Chicago. Office of the Director 79/01/16 
Bpp 


7901160364 DOCKET 90-450 River Bend Station. Unit 1 
Summary of 781212 meeting in Qethosda, MD. on const 
coordination !. design changes resulting from Indefinite 
deferral of Unit 2 NRC suggested use of backfill on 
retaining wall t, Increased geotechnical monitoring 
HODD.D Light Water Reactors Rraiteh 4 79/01/04 Spp 


7901080390 DOCKET 30-450 River Bend Station, Unit 1 

Forwards info re review of Oulf Stales Utilities' analysis 
of nuclear const program (< other financial info Feels Info 
sufficient ${ dees not warrant a i c— review Will continue to 
monitor financial status 

DENTON, H M Office of Nuclear Reactor Regulation 78/13/27 Spp 


7901080394 DOCKET 50-498 River Bond Station, Unit 1 

Requests response re why util's financial info has not been 
filed in PDR, subsequent to Public Law Utilities Group's 
78070S complaint (, NRC 780901 answer 

IftVlNQ.B M Public Law Utilities Group 70/11/09 ip 


7901040169 DOCKET 50-450 River Bend Station, Unit 1 
Forwards IE Dullotin 78— 1 4. “Deter lorat Ion of Quna-N 
Components in ASCO Solonoids " 

BEVFRITiK V Region 4, Dallas. Office of the Director 78/12/19 

Ip 


790124023B DOCKET 30-490 Rlvor Bend Station. Unit 1 

Forwardo IE Circular 79-19, "Manual Override (Bypass) of 
Safety Actuotlen Signals " 

SSYFRIT, K V Region 4, Dallas. Office of the Director 78/12/29 

6pp 


790123000S DOCKET 30-498 River Bend Slatlon. Unit 1 

Forwards IE Circular 79-02, “Fal lure of 120 Volt Vital AC 
Power Supplies " 

8EYFRIT, K V Region 4, Dallas, Office of the Director 79/01/16 
7pp 


7901160364 DOCKET 50-499 River Bend Station, Unit 2 
Summary of 781212 meeting In BoLhf sda. MO, on const 
coerdinatian & design changes resulbing from Indefinite 
deferral of Unit 2 NRC suggested use of backfill on 
retaining uall t. Increased geotechnical monitoring 
HOODiD Light Mater Reactors Branch 4’ 79/01/04 9pp 


/9010a0390 DOCKET 50-459 River Bend Station, Unit 3 
Forwards Info re reviaw of Oulf States Utilities' analysis 
of nuclear const program tt other financial Info Feels info 
sufficient ti does not warrant a re-review Dill continue to 
monitor financial status 

DENTON, N U Office of Nuclear Reactor Regulation 78/12/S7 2pp 


7901090394 DOCKFT 90-459 River Bend Station. Unit 2 

Requests response re why util's financial Info has not been 
filed in PDR, subsequent to Public Law Utilities Group's 
760703 complaint ti NRC 780901 answer 

IRVIND.S M Public Law Utilities Group 78/11/09 Ip 


790104016? DOCKET 90-459 Rivar Bond Station, Unit 2 
Forwards IE Bulletin 7B-14, "Deterioration of Done-N 
Components In ASCO Solenoids " 

BEYFRlTiK V Region 4. Dallas, Office of the Director 78/12/19 
Ip. 


7901240238 DOCKET 90-469 River Bend Station, Unit 2 

Forwards IE Circular 7B-19, "Manuol Override (Bypass) of 
Safety Actuation Signals " 

SEYFRITiK V Region 4. Dallas, Office of the Director 7B/I2/29 

6pp. 


7901250005 DOCKET 90-457 River Bend Etstioii, Unit 2 

Forwards IE Circular 79-02. "Fa 1 1 ura of 120 Volt Vital AC 
Power Supplies “ 

8EYFR1T,K V Region 4. Dallas, Office of the Director 79/01/16 
7pp 
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790J030242 DOCKET 5D-460 WPPSS Nuclear Proj«tt. 
Notice of 790117 meeting in BethBsda.MD w^ut} 
for nuaJifgiTig equipment for WPPSS plants 
BOURNIAiA Light Hater Reactors Branch 3 


Unit I 

I re guidellnst 
7S/1S722 2pp 


DOCKETED ITEMS 

7901160193 DOCKET 50-463 Fulton Senerating Stationi Unit 1 
Foruards Amend 32 to license application to const 3 nuclear 
generating sta t lans< u/accompang ing "Earlg Site Suitability 
Revi eu. Safatg Repti '' b “Early Site Suitability Revieua 
Environ Rept “ 

IRHIMiD P Hunton 6 Wllliaias 78/12/29 2pp 


7901170134 DOCKET 50-460 WPPSS Nuclear Project. Unit 1 

Responds to NRC 7Bl 1 1 5 Itr forwards cost estimates for ATWS 
files for Units i t< 4 

CDCKRELUiR 0 Washington Public Power Supply System 79/01/02 
14pp 


7901160196 DOCKET 50-463 Fulton Generating Station. Unit i 
Amend 32 to application for const permits to request eart^ 
site review partial Initial decision re site suitability 
issues 

DOVER. 9 8 Philadelphia Electric Co 7B/12/29. 3pp 


7901310169 DOCKET 50-460 WPPSS Nuclear Project. Unit 1 
Ack receipt tf expresses appreciation for 78l?lfl It 790102 
Itrs re ATWS mods V oetupational eiposure 
MATTSON. R J Ol'J'isjon of Systems Safety 79/01/19 Ip 


7901100230 DOCKET 50-460 WPPSS Nuclear Project, Unit 1 

Notification of availability of '' In torservi ce Procedures for 
Instructional Sys Development" TRADQC Pamphlet 350-30 
referenced In NUREO-0219, "Nuclear Security Personnel for 
Power Plants " . 

0E8AW. W J Division of Document Control 78/11/20 2pp 


7901090006 DOCKET 50-460 WPPSS Nuclear Project. Unit 1 
Foruards IE Circular 79-19, "Manual Override {Bypass) of 
Safety 8ys Actuation Signals " 

ENOELKENi R H Region 9, 8an Francisco. Office of the Director 
70/12/29 Ip 


7901220216 DOCKET 50-460 WPPSS Nuclear Project. Unit I 

Foruards IC Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supplies '■ 

ENOELKEN.R H Region 9. San Francisco, Office of the Director 
79/01/16 7pp 


7901220174 DOCKET 50-461 Clinton Power Station, Unit 1 

Informs that TRADOC Pamphlet 350-30. " I nterservlce Procedures 
for Jnstructioiial 6ys Development" referenced In nJREO- 0219 
Is available in mierafiche form from NRC 

BESAW. W J Division of Document Control 79/11/20 3pp 


7901090309 DOCKET 90-461 Clinton Power Btation, Unit I 
Foruards IE Circular 79-19. "Manual Override {Bypass > of 
Safety Sys Actuatldn Signals." Ii list of Circular recipients 
in Region 11 1 

PAPPAS. H Region 3. Chicago, Office of the Director 79/01/02 
8PP 


7901080020 DOCKET 50-461 Clinton Power Station. Unit 1 
Forwards IE Circular 78-1 9. "Manual Override (Bypass) of 
Safety Sys Actuation Signals " 

KEPPLEfl.J 0 Region 3, Chicago. Office of the Director 70/12/29 
»P 


7901250025 DOCKET 50-461 Clinton Power Station., Unit i 

Forwards IE Circular 79-0-2, "Failure of 120 Volt Vital AC 
Power Supplies " 

KEPPLERtJ G Region 3. Chicago, Office of the Director 79/01/16. 
Bpp 


7901220174 DOCKET SO-462 Clinton Power Station, Unit 2 

Informs that TRADOC Pamphlet 350-30. " Intoraervica Procedure* 
for Instructional Bys Development" referenced In NUREO-0219 
Is available i-n microfiche form from NRC 

DESAW. H J Division of Document Control 79/11/20 3pp 


7901000020 DOCKET 50-462 Clinton Power Station. Unit 8 
Forwards IE Circular 79-19. "Manual Override (Bijpass) of 
Safety Sys Actuation Signals " 

KEPPLER.J 0 Region 3. Chicago. Office of the Dlrietor 76/12/29 

Ip 


7901090309 DOCKET 50-462 Clinton Power Station. Unit 2 
Foruardfs IC Circular 78-19. "Manual Override (Bypass) of 
Safety Sys Actuation Signals." t. list of Circular recipient* 
in Region 111 

PAPPABi H Region 3. Chicago. Office of the Director 79/01/02 


7901250025 DOCKET 50-462 Clinton Power Station. Unit S 
Porwerdi IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

KEPPLER.vl 0 Region 3. Chicago. Office of the Director. 79/01/16 

Bpp 


7901030031 DOCKET 50-463 Fulton Generating Station. Unit I 
Informs NRC that Planning Cemmlislon will be spokeiman for 
County of Lancaster 

TRACY, U F Lancaster County. PA 76/12/14 ip, 


7901160196 DOCKET 50-463 Fulton Oenerating Station, Unit I 
"Early Site Suitability Review Safety Rept " Objective of 
review is to obtain a partial decision re site suitati lity 
* Philadelphia Electric Co 76/12/29 230pp 


7901160201 DOCKET 50-463 Fulton Oenerating Station, Unit I 
"Early Site Suitability Review Environ Rept " Rept coven 
environ effects of site preparation t, station operation h 
describes effluent it environ measurements t< monitoring 
programs 

* Philadelphia Electric Co 78/12/29 400pp 


7901290339 DOCKET 50-463 Fulton Generating Station. Unit 1 
Foruards Amend 32 to license application to permit early 
site review 

IRHIN.D P Hunton l< Williams 79/01/03 Ip 


7901290357 DOCKET 50-463 Fulton Generating Station, Unit 1 
Notification that KD Sisk will represent util in 
proceedings Certificate of Sve end 
8ISK.K D Hunton tt Williams 79/01/03 3pp 


7901030031 DOCKET 50-464 Fulton Generating Station, Unit 2 
Informs NRC that Planning Commission will be spokesman for 
County of Lancaster 

TRACY, J F Lancaster County, PA 79/12/14 Ip 


7901160193 DOCKET 50-464 Fulton Generating Station, Unit 2 
Forwards Amend 32 to license application to const 2 nuclear 
generating stations, w/accompanglng "Early Site Suitability 
Review. Safety Rept." I< "Early Site Suitability Review. 
Environ Rept " 

IRWIN, D..P Hunton t. Williams 78/12/29 2pp 


7901160196 DOCKET 50-464 Pulton Generating Station, Unit 2 
Amend 32 to application for const permits to request early 
site review t. partial initial decision re elte suitability 

Iscuf s 

DOVER, V 8 .Philadelphia Electric Co 79/12/29. 3pp 


7901160196 DOCKET 50-464 Fulton Generating Station, Unit 2 
"Early Site Suitability Review 6afety Rept." Objective of 
review Is to obtain a partial decision re site euitablllty 
* Philadelphia Electric Co 79/12/2? 230pp 


7901160201 DOCKET 50-464 Fulton Oenerating Statiom Unit 8 
"Early Site Suitability Review Environ Rept “ Rapt coven 
environ effects of site preparation t< station operetian b 
describes effluent ti environ meaiurements t< monitoring 
programs 

» Ph 1 ladelph le Electric Co 79/12/29 400pp. 


7901290339 DOCKET 50-464 Fulton Oenerating Station, Unit 2 
Forwards Amend 32 to license application to permit early 
site review 

IRWIN, O.P Hunton tc Williams 79/01/03 ip 


7901290357 DOCKET 50-464 Fulton Generating Btation. Unit 8 
Notification that KD Sisk will rapresent util in 
proceedings Certificate of Sve end 
BISK.K D Hunton t< Williams 79/01/03 Spp 


7901020395 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Notice of 791220 meeting in Bethesda. HD to dlscuec NRC 
safety review 

MOON. C W Light Water Reactors Branch 4 76/12/19 2pp 


7901030239 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Notice of 790103 meeting in Bethesda, HD w/utll re alternate 
sites 

FROELICH.R.W Environtsental Project Branch 1 76/12/86 if. 


7901170297 DOCKET 50-466 Alltni Creek Nuclear Station, Unit 1 
Bummary of 790103 meeting to outline steff requiromerte for 
addl data re specific alternative sites Site visit schadul* 
will be established 

FROELICK.R H Environmental Project Branch 1, 79/OI/OB Off. 
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79011&03S9 DOCKET 50-966 Aliens Creek Nuclear Stationi Unit 1 
Forward* report re nuostlon 361 4 op Unit i PEAR<App M to 
Sictlon 2 5 ACNOB-PSAR) design of ultimate heat sink slopes 
using special residual clay strengths U/drauings 
TURNERiE A Houston Lighting l< Pouier Co 79/01/10 54pp 


7901170334 DOCKET 
Forwards IE insp 
Ulo latlon 
SEtC1.E.M C 
Support Branch 


50-466 Allens Crook Nuclear Stationi Unit i 
Kept 50-466/70-03 on 781114-17 B< Notice of 

”* 0 / 12/06 Engineering 


7901170258 DOCKET 50-466 Allens 
Forwards Amtnd 50 to PSAR 
TUANERa E A Houston Lighting 


Creek Nuclear Stationi Unit 1 
«< Power Co 79/01/15 3pp 


7901170337 DOCKET 50-466 Allens 
Notice of Violation from insp 
* Region 4, Dallas. Office 


Creek Nuclear Statinoa Unit 1 
on 781114-17 

of the Director 78/12/05 Ip 


7901170261 DOCKET 80-466 Allens Creek Nuclear Stationi Unit 1 
Anend SO to PSAR 

* Houston Lighting 1< Power Co 79/01/18 70pp 


7901240311 DOCKET 80-466 Allens Creek Nuclear Stationi Unit 1 
Ack receipt of stipulations per 7B1118 request Also desires 
copies of original contentions b requests that transcriptsa 
stipulations b contintlons be sent to all petitioners 
HSlOKERi K Affiliation Unknown 78/12/04 2pp 


7901030093 DOCKET 80-466 Allene Creek Nuclear Stationi Unit 1 
Forwirde documents filed u/ABLD on 7Blll3i including responee 
to contentions b stipulations of interveners W/o end 
CULPiB H Lowensteini Neumani Reisi Anelrad «a Toll 70/12/07 2pp 


7901100366 DOCKET 80-466 Allens Creek Nuclear Stationi Unit 1 
Reject* request by K Hooker for copies of all contentions 
Piled by petitioners to intervene TX Public Interest 
Reeearch Oroupi Doherty b Rentfro Rejoetlon based on 
interpretation of lOCFR2iNRC rules of practice 

HOODHEABi C P Office of the C»ecutlve Legal Director 70/12/19 
3pp 


7901120214 DOCKET 90-466 Allens Creek Nuclear Btatloni Unit 1 
Applicant's response to petitioner TX Public Interest 
Reaearch Oroup bill of txceptlons re A6LB Order Urges that 
bill of exceptions bs dsnied Certificate of 8vc end 
CDPELANOiU 0 a THRABHiC 0 Dakar b Dotts NEUMANi U. R 
Louanstelni Nskimeni Relti Axetrad b Toll 78/12/19 Spp 


7901110203 DOCKET 90-466 Allens Creek Nuclear Stationi Unit 1 
NHC response to bill of exceptions filed by TX Public 
Interest Rasaarch Oroup In opposition to A9LA0 Nemo b Order 
of 7B1130 denying earlier TX PIRO motions NRC opposas 
raeohsl deration of Memo b Ordor Certificate of Bve end 
HOODHEAOiC P Office of the Executive Legal Director. 70/12/20 
6pp 


7901040069 DOCKET 80-466 Allens Creek Nuclear St at lorn Unit 1 
Petltlonar 's aneuer to NRC b applicant's objections to 
Potthoff's amend, Asserte that objections to his tats filing 
should bt denied by A8LD. 

POTTHOFFiF H Affiliation Unknown 70/12/22 3pp 


7901170340 DOCKET 90-466 Allens 
IE Insp Rept 90-466/78-03 on 
failure to include method of 
ur itten procedures 
HUDACEKiW 0 , CROSSMANi W A 
Director 78/12/05 5pp 


Creek Nuclear Statlom Uni t 
781114-17 Noneomp 1 lane B noted 
verification of OA records in 

Region 4i Oallasi Office of 


I 


the 


7901180000 DOCKET 90-466 Allens Cree 
Ack receipt of 701219 1 tr Informn 
correct violations noted in IE Ins 
701 1 14-17 

BEIOLEiW C Region 4i Oallasi 

Support Branch 79/01/04 Ip 


k Nuclear Stationi Unit 1 
g NRC of stops taken to 
p Ropt 30-466/70-03 on 

Reactor Construction b Engl 


neertng 


7901180095 DOCKET 90-466 Allens Creek Nuclear Stationi Unit 1 
Responds to NRC 701206 Itr re Violations noted In IE Inep 
Rept 90-466/78-03 on 701114—17 Corrective actions records 
mgt sys procedures will be revised to verify OA plan 
reviewed b procedures revised by 701208 

TURNCRiE A Houston Lighting b Power Co 70/12/19 2pp 


7901100307 DOCKET 90-466 Allens Creek Nuclear Stationi Unit 1 
Transcript of 781220 meeting in DethesdaiND between NHC b 
Koupton Lighting b Power Co re SER Pp 1-86 

VASSALLOi 0 D Assistant Director for Light Water Reaefcors 
DDYOi R 8 Division of Project Management VAROAi 8 A Light 

Water Reactors Drench 4 78/12/20 lQ6pp 


790)030239 DOCKET 50-467 Allens Creek Nuclear Stationi Unit 2 
Notice of 770103 meeting in DethesdaiMD w/utll ra alternate 
site B 

FROELICHiR W Environmental Project Drench 1 78/12/26 Ip 


7901100307 DOCKET 50-467 Allens Creek Nuclear Stationi Unit 2 
Transcript of 781220 meeting in DethesdaiND between NRC b 
Houston Lighting b Power Co r» 8 ER Pp 1-86 

VAE 8 ALLO 1 D 0 Assistant Director for Light Water Reactors 
BOYDi R S Division of Project Management VAHOAi 8 A Light 

Water Reactors Drench 4 78/12/20 lB 6 pp 


7901080326 DOCKET 8TN-SO-470 CES8AR System 80 

Forwerdt preliminary design approval Amend k b Notice of 
Issuance 

DOYOi fi B Division of Project Management 78/12/28 3pp 


7901170400 DOCKET 90-466 Allens Creek Nuclear Statlom Unit 1 
Notion by TX Public Interest Research Oroup for A8LB 
certification of quistiont to A8LA6. Assert* that 
certification will prevent future delaysino party will be 
harmed by granting of request Certificate of 8vc end, 

SCQTTiO Texas Public Interest Research Oroup 78/12/22 9pp 


7901080331 DOCKET 0TN-9O-47O CESBAR Bystam BO 

Prallminery design approval Amend I In accordance u/t0CFR90 
App Oi paragraph 3i for nuclear steam supply sys portion of 
pressurlted water nuclear power plant 

DOYDi R B Division of Project Management 7B/12/2B Spp 


7901220041 DOCKET 50-466 Allene Creek Nuclear Stationi Unit 1 
Olscuste* environ concerne re const of high-voltage overhead 
transmission lines. Concerns pertain to shock haierdsi 
biological b physiological hatardsi esthetics b Interferanc* 
w/radle b television communications 
RENTFROiWE. Affiliation Unknown 7S/12/26 4pp 


7901290316 DOCKET 90-466 Allens Creek Nuclear Statlom Unit 1 
Statement by petitioner to Intervene K Hooker in support of 
TX Public Interest Research Oroup 781222 motion to certify 
several questions to A8LAB Questions concern A6LD 70091k 
notice re intervention procedures W/Cartif Icate of Sve 
HOOKERiK Affiliation Unknown 79/01/09 2pp 


7901170074 DOCKET 90-466 Allens Greek Nuclear Btatloni Unit 1 
Grants requast by D Mark# for axtanslon of time until 790119 
within which to file submission 

WOLFEiS, J, Atonic Safety and Lleenilng Board Panel 79/01/08 Ip, 


7901170419 DOCKET 90-466 Allene Creek Nuclear Btatloni Unit 1 
Summarizes actions taken by ABLB at 781117-10 special 
prwhearlng conference, Permitted some petitioners for leave 
to intervene to make limited appearance statements at later 
tlmsrothers may flit responses to NRC oral arguments 
WOLF El 8 J, Atomic Bafoty and Licensing Board Panel 79/01/09 4pp 


7901230019 DOCKET 90-466 Allens Creek Nuclear Btatloni Unit I 
Forwarde NUREO/CR- 040 O 1 *'Ritk Asiessment Review Oroup Rapt 
to the UB NRC" (Lewis Rep t>i provld Ing recommendations for 
use of risk assessment methodology b assessment of 
HASH- 1400 W/o end 

8 OHINKI 18 .M Office of the Executive Legal Director, 79/01/11 

app. 


7901080336 DOCKET 8TN-50-470 CE88AR System SO 
Notice of issuance of Amend 1 to pral 1 ml nary design 
approval 2 

VILLALVA, I Btandardlxatlan Dranch 78/12/28 3pp. 


7901190271 DOCKET BrN-50-470 CESBAR System 80 

Notlf lesbian of 790112 meeting in DethesdaiND to afford C-E 
opportunity to describe Its bates for classifying accidents 
In Chapter 19 of CESBAR F8AR W/encl agenda, 

VILLALVAi 1 Standardl latlon Dranch 79/01/08 2pp 


7901240294 DOCKET 8rN-S0-470 CESBAR System 80 

Notification of meeting on 790122 in QathesdaiMD w/C-£ to 
dlscues chengas required in Chapter 19 of FSAR for docketing 
purposee 

VILLALVAi I Btendardliation Branch 79/01/16 Ip 


7901090311 DOCKET 90-471 Pilgrim Nuclear Power Btatlpn. Unit 2 
Forwards for NRC consideration a 781208 Itr from R Butler 
(Boeton Edison Co) to K Denton (NRC) re NRC requiring a 
suppl environ statement for alternate site review 
BOLANDiE P. House of Rap. 78/12/13 Ip 


7901090314 DOCKET 80-471 Pilgrim Nuclear Power Btatloni Unit 2 
Exprtfsee util's opinion that policy consideration favor a 
deelflon to usa existing ABLB process to resolve the 
alternate site question, Rejects preparation b recirculation 
of euppl environ ststement 

BUTLERiR M Boston Edison Co 78/12/08 Spp 
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7*;(>n00a49 docket SO—ATI Pllgnm Nuclear Power Station. Unit 2 
Reputes position in 7aiS0B Itr of R« Butler <Bo»ton Edison 
Cal that site analgsis should not he recirculated pursuant 
ta NEPA 

ABBOTT. H S Simmonds. Winslow. Miltis (< Abbott 70/13/29 22pp 


7'901290315 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 3 
Informs NfiC has completed new evaluation of alternate sites 
(e is considering formal rec i rco lat i on of expanded review as 
suppl to FES Eipects to file suppl testlmong bg 790136 
Requests comments W/encl ALAO— 479 dtd 7S&SS9 

DENTOW. H R Office of Nuclear Reactor Reputation 79/01/03 2 9’PP 


79012S0157 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 3 
Atk receipt of 781306 Itr Copies have been Poruarded to 
appropriate officers to rsmind them of requirements ra 
accuracy Ji completeness of info provided to NRC 
OALLICAN. T J Boston Edison Co 79/01/11 Ip 


7901390069 DOCKET 50-471 Piljntn Wuclear Power Station. Unit 3 
Hods to nuclear reactor facilities that may be necessary to 
resolve concerns are identified in NRC rept "Anticipated 
Transients w/out Scran for Light Water Reactors" NUREO-0'460. 
Vol 3 Mods are outlined 

PARR.O D Light Mater Reactors Branch 3 79/01/19 4pp 


7901300062 DOCKET 50-471 Pilgrim Nuelaar Powtr Station. Unit 2 
Responds to 790103 request for CEO views on proeidopts for 
supplementing FEIS Buppl analysis of alternative sites 
should be published as draft suppl to FEIS t< circulated w/ 
30- day comment period 

YOST. N C Council on Environmental Quality 79/01/25 3pp 


7901230207 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 
Informs that TRADOC Pamphlet 3S0-30. " Inter servie * 

Procedures for Instructional Sgs Development" referenctd In 
NUfiEO-0219 IS available in microfiche form from NRC 
BESAW.H 0 Division of Document Control 7B/11/20 Spp 


7901040294 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 
Forwards 7BI024 final decision of MA Energy Facilities 
Biting Council conditionally approving annual suppl to 
Boston Edison Co's long range forecast 
BURTi L Massachusetts. State of 7B/13/05 83pp 


7818810369 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 3 
Forwards 731120 Itr from UP Downing. Town Clerk of 
Provinc atown. MA Requests that Itr be considered as a 
limited appearance under lOCFRS 715 

BMITH. B H Office of the Executive Legal Dimctor 7B/13/11 8pp 


7BI3210373 DOCKET 50-471 Pilgrim Nuclear Power Btation. Unit 2 
Informs NRC that Provinc etoun. MA Annual Town Meeting passed 
a resolution opposing const of facility 
DDWNIN9.LP Provlneetown. MA 76/11/30 Ip 


7901330342 DOCKET 50-471 Pilgrim Nuclear Power Btation. Unit 8 
Directs NRC counsel to serve statement describing present 
status of NRC revisui of outstanding natters I. to servt 
statements showing progress of its reviews on monthly basis 
thereafter 

LUTON. E Atomic Safety and Licensing Board Panel 79/01/lS, ip. 


7901250178 DOCKET 60-471 Pilgrim Nuclear Power Station. Unit 2 
Par ASLB 790115 order. sets forth NRC position ra review 
status of outstanding natters SER Suppl 4 will bo Issued 
within next few days Hearings re radon issue will be held 
between 790304 8. 79031a 

6MITH.B H Office of the Executive Legal Director. 79/01/16, 2pp 


7901150269 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 
forwards MJ Dire is 7B1121 Itr to Congressman E Boland re HR 
Denton's decision to recirculate facility EIB re alternate 
a 1 tes 

REOAN.W H Envlronnsntal Project Branch S 79/Ol/OB Ip 


7901230181 DOCKET 50-471 Pilgrim Nuclear Power Btation. Unit 2 
Forwardi Endorsement 36 bo Insurance Policy MF-SB Issued 
781214. salt ing forth 1979 advance, standard S< reatrve 
premiums. 

FQULQHAM. P A Boston Edison Co 79/01/16 2pp, 


790130013B DOCKET 50-471 Pilgrim Nuclear Power Btation. Unit 8 
Forwards Endorsement 2 to Blniler XD-Slr Endoraemant 2 to 
Binder EQ-31 1. Endorsement 49 to Binder NF-IBB 
FOULSHAH.P.A Boston Edison Co 79/01/24 Spp. 


7901300138 DOCKET 50-472 Pilgrim Nuclear Power Station. Unit 3 
Forwards Endoraemant 2 to Olrvdor XO-31. Endorsement 8 bo 
Binder ED-31 V Endorsement 48 to Binder NF-18B 
FQULGHAH.P A Boston Edison Co 79/0i/24 Spp 


790(020287 DOCKET STN-50-477 Atlantic Generating Station. Unit I 
Dismisses review of ASLBfs refusal to disqualify Itsalf psr 
10CFR2 704(c> in proesedings Applicant has now withdrawn 
application for const permitsi I ssus is now moot 
HAOINSi E E Atomic Safsty and Licsnslng Appeal Panel 78/12/33 
IP 


7901330047 DOCKET STN-50-477 Atlantic Oeneratlng Station. Unit 1 
Forwards NUREO/CB-04O0. "Risk Assessment Review Oroup Rept 
to the U9 NRC*' {Lewis Rep t ). provld Ing rsconmindetlons for 
use of risk assessment methodology t. assessment of 
HA9H-1400 U/o end 

BOHINKt.S M Office of the Executive Legal Director 79/01/11 lg 


7901230307 DOCKET 8TN-30-477 Atlantic Oenaratlng Station. Unit i 
Motion by applicant to strike motions by Intirvonors 
Atlantic County(NO) U Ocean Countg<NJ)to impose tarma It 
conditions upon withdrawal of application Assarts 
Intervantlon costs are not auardable W/Cartlf Icata of Sve 
CONNER. T 0 Conner. Moore b Corber 79/01/15 6pp. 


7901020397 DOCKET STN-S0-47B Atlantic Oeneratlng Stetion. Unit 2 
Dismisses review of ASLB's refusal to disqualify itialf per 
lOCFRS 704(c) In proesedings Applicant hat now withdrawn 
application for const p trail tsi 1 ssui is new moot 
HAOINS.E, E Atomic Safety and Licensing Appeal Panel 78/18/88 
»P 


7901230047 DOCKET BTN-50-47a Atlantic Oeneratlng Btation. Unit 2 
Forwards NUREO/CR-0400i "Risk Assessment Review Oroup Rept 
to the US NRC" (Lewis Rspt ). providing recommendations for 
ust of risk asssssment methodology b assessment of 
MASH-1400 M/o end 

BQHINKIiS H Office of the Executive Legal Director 79/Oi/ll 1}. 


7901230307 DOCKET BTN-50-478 Atlantic Oenaratlng Btation. Unit 8 
Motion by applicant to strike motions by Intsrvanors 
Atlantic CbuntylNJ) I. Ocean Caunty(NJ)to Impose tarns ti 
conditions upon withdrawal of app 1 leation. Assarts 
intervention costs are not awardabla U/Cartif icata of Sve 
CONNER. T Q Conner. Moor# b Corber 79/01/15. 6pp. 


7901160168 DOCKET STN-SO-480 RE8AR-41 

Forwards Amsnd 84 to RE8An-41 constituting required deiign 
assessment on Category 1.3. h 3 matters resulting fr(Mit S-yr 
eitension of preliminary design approval (PDA-3). 

ANOERSON.T H Uestlnghouse Elactric Corp 78/18/15 tp 


7901160164 DOCKET aTN-S0-4a0 REaAR-41 

Amand 84 to REBAn~4l application for S-yr exteneion of 
prallminary design approval <PDA-3) 1. aiiossment of design 
impact on REQARMl 

« Mcstlnghouso Electric Carp. 70/12/31 90pp. 


7901130036 DOCKET STN-B0-4B0 REBAR-41 

Concludes util responses to preliminary dtsign approval 
(PDA) extension review matters are complete, Amends POA-3 to 
reflect the new 801831 expiration data 

8DVD.R 8 Division of Project Management. 70/18/20 Spp 


7901180037 DOCKET 8TN-50-4B0 RE8AR-4i 

4 Preliminary design approval of design submitted in RGSAn-4i 
(Nuclear Steam Supply 8ys Standard Dtsign), 

QOYD.R B Division of Project Management 78/12/26 Spp. 


7901180042 DOCKET 8TN-S0-4B0 RC8AR-41 

Notice of issuanct of Amend t to preliminary design apprevel 
POA-3. Nuclear Steam Supply Sys Design described in REBAfl-41. 
UILLALYA. I Btanderdiistion Branch. 70/12/80. 3pp. 


7901880014 DOCKET aTN-50-400 REBAR-4i 

Informs fat for preliminary design approval exteniion review 
It fixed at SOK of cost 

HELTEMEB, C J Standerdi latlon Branch. 79/Ot/li, Ip. 


7901090061 DOCKET 8TN-S0-4B8 Molf Creak Oetiareting Station 
Notice of 790104 meeting w/utll re low 9a-daij concrete 
stengths rtparbed for reactor bldg base met. 

LICITRA. E A Light Mater Reactors Branch 3 70/12/81 Spp 


79D1SS0847 DOCKET 8TN-B0-488 Wolf Creek Oeneratlng Station 
Sumiharites 7B1S13 meeting in Bathesde. MD. w/repreiintativei 
of util w/post-CP appllcetlone to discuss ponding OL ravteiP 
matters. Including NRC policies li review priority eritarli. 
Diecusslon areas t. attsndies list and. 

LICITAAtE. Light Matir Reactors Branch 3. 79/01/18, Spf. 


7901SS0170 DOCKET 8TN-S0-4B3 Molf Creak Oeneratlng Station 
Informs that TRADOC Pamphlet 350-30. "Interservlee Proeedurei 
for Jnitructlonal Sys Development" referenced In NURG0-()2t9 
ti available in microfiche form from NRC 

BEBAM.MO Division of Document Control 70/11/80. Spp. 
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to NItC fira eont-ai-t i or 9NUPP8 plant* relative 

.o*o.R e owui™ S'";;, 

7?0lOa0014 DOCKET aTN-5O“40a Holr Cr.el, ** . 

Orant. motipn* ...U„o mod. 
in dacl.tan ALAB-309 Dl.tuB.i" 

M;FL0.M E A...U S.F.t, LI..R.1A5 A,,.., „„„„ 


7901180046 DOCKET STN~SO*4B? Wolf Cr*ok Oenarakin., Station 
•'’^<>'■'"‘"9 «RC *t.ps taken ?o 

Soppori Branch UiS?/05 “^aJr’ '* Engineering 

7901180051 DOCKET STN-50-4a2 Wolf Creek Generating Station 

?1 Of 7BO9I0-21 Corrective actions caduelds 

replaced ^ houiekeeping msp record, forwarded to Document 
laOnrroi for stot^a^e 

KOESTER. 0 L Kama. Gas i Electric Co 78/11/17 3pp 


O—.tin, station 
Commission may determine to review 
CHIlS^B ‘‘.•’'‘•'“‘•i until 790112 

CHILK.B J Offlc. of the S.cr.targ of the Cooimlsslon 70/12/86 


7901290087 DOCKET STN-50-4ea Wolf Creek Generating Station 
Forwards Insp Rept S0-4B2/7B-04 in response to 790105 
Ul/oxit BHC 1 

3EVFR1T.K V Region 4. Dallas, Office of the Director 
Ip 


79/01/10 


cneratlng Station 

raciiitg i$u« to heujt rsportu of une of inforlor 

DU'RNEI8TEH.P°F** Af f 11 iltT"' \i“‘ 9*"*'’** nuclear haiards 
nnnitiiEHaP F Affiliation Unknown 79/01/01 Ip 


7901250366 DOCKET 9TN-50-4B2 Wolf Creek Generating Station 
Explains circumstances re discoverg of concrete voids li 
steps taken bg util «, HRC to safelg repair them 

EYFRITtK V Region 4, Dalles, Office of the Director 79/01/15 


0— tin, station 

rlo^Tr ‘ «< Kansas Cltg Power t. Light bo mad. to 

repair Faulty concrete at facility 

HLANTONi H Affiliation Unknown 79/01/03 Ip 


7901250367 DOCKET STN-50-402 Wolf Creek Generating Station 
Requests investigation of a large crack in a cement wall at 
plAnt Doubts n&od for nucledr etiorgg 
LANGE, E Affiliation Unknown 78/12/16 Ip 


8TN-50-462 Wolf Crook Generating Station 
in ”* p»rmlt due to defeciive concrete 

• uch I declllon***'^** Performance re OA warrants 

WARDrMH Mid-America Coalition foi Energy Alternative. 79/01/11 


7901250369 DOCKET 9TN-50-482 Wolf Creek Generating Station 
Forwards 2 newspaper articles re “crack" at plant Reiterates 
request for NRC Investigation 

LANOEi E Affiliation Unknown 78/12/19 3oo 


8TN-5O-402 Wolf Creek Generating Station 
In "f^ectlvo concrete 

! a . f performance re QA warrants 

vuch a daclaion 

WARD, H H Mid-America Coalition for Energy Alt.rnatlvef 79/01/11 


7VO110O333 DOCKET BTN-50-4B8 Wolf Creak Generating Station 
Ack receipt of 7B1218 Itr requesting Info In roforencs to 
vOlZiO press raisase ra crack discovered In exterior wall 
of containment bldg. Presents status of problem (< corrective 
actlana taken 

SEVFHITiK. V. Region 4, Dallas, Office of the Director. 79/01/09 

Spp. 


7901 1 GOG 30 DOCKET BTN“90-4B2 Wolf Creek Generating Station 
Forward* press release re crack In wall Request. Info re 
caueeti gonerlc Implication. i< action, to remedy problem 
DEVD.R. Energy Research & Information Foundation 78/12/18 3pp 


79O1O9OOS0 DOCKET BTN"00-4B2 Wolf Creek Generating Station 
Forward. IE m.p Rept 30-402/78-12 on 781106-09 & Notice of 
Violation 

BEIDLEi W. C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Dranth 79/11/29. Rpp 


7901250020 DOCKET STN-50-4B2 Wolf Creek Generating Station 
Forward. IE Circular 79-02, “Failure of 120 Volt Vital AC 
Power Supplies " 

SEVFRIT.K V Region 4. Dallas, Office of the Director 79/01/16 
7pp 


7901180136 DOCKET STN~5O-402 Wolf Creek Generating Station 
Forward. 790111 10CFR50 55ie)rspt re concrete void In 6th 
lift of reactor containment bldg noted during const Final 
rept will be provided after completion of repairs W/encl Itr 
from Daniel Const Co dtd 790111 

KOESTER, 0 L Kansas Gas 6 Electric Co 79/01/12 llpp 


7901250242 DOCKET STN-50-4B3 Calloway Plant, Unit 1 

8ummarlies 7B1213 meeting in Bethcsda,MD w/representatives 
of util w/post-CP applications to discuss pending OL review 
matter., inc lud ing NRC policies 6 review priority criteria 
Discussion areas t< attendees list end 

LICITRAiE Light Water Reactors Drench 3 79/01/12 Bpp 


7901180225 DOCKET 8TN-S0-4B3 Calloway Plant. Unit 1 

Notification of availability of "Interservice Procedures for 
Instructional Sys Development" TRADOC Pamphlet 350-30 
referenced in NUREG-0219, “Nuclear Security Personnel for 
Powar Plants " 

OESAW, M J Division Of Document Control 7B/11/80 2pp 


7901090031 DOCKET BTN-90-482 Wolf Creek Generating Station 
Motic* of Violation from Insp on 781106-09 

* Region 4, Dallas. Office of the Director 70/11/29 2pp 


7901090036 DOCKET 8TN-90-4a2 Wolf Creek Ooneratlng Station 
IE Insp Rept 50-482/78-12 on 791 106-09, None ompl lance noted* 
failure to control special procesieo ti failure to follow 
approved procedures 

0IL9ERT.lL D , MATTIA, U C , GROSSMAN, U A Region 4, Dallas, 
Offlca of the Director. 7B/11/29 llpp 


7901040172 DOCKET BTN-90-4B2 Wolf Creek Generating Station 
Foruiarde IE Dullttin 7B-14, "Detorloratlon of Buna-M 
Camponent* in A0CQ Solenoid. “ 

BEYFRIT, K V Region 4. Dallas, Office of the Director 78/18/19 
Ip. 


7901090060 DOCKET aTN~90-4B2 Wolf Creek Generating Station 
Porwards eummary of 7B12i8 meeting re eaf ety-relatcd 
concrete placement, coneolldation, testing l< insp at site 
Roquest* util immediately halt further placement of concrote 
In 'safety-related etructure* b review quality control 
EEYFRITiK V. Region 4, Dallai, Office of the Director 78/12/19 
Dpp 

7901240241 DOCKET aTN-50-462 Wolf Creek Generating Station 
Forward* IE Circular 76-19, “Manual Override (Bypass) of 
Gafety Actuation Signals " 

6EYFRIT, H. V Region 4, Dallas, Office of the Director, 78/12/29 

^RP- 


7901310139 DOCKET BTN-50-483 Calloway Plant, Unit 1 

Responds to 781219 request for meeting w/NRC to discus, 
acceptability of design feature, of 0NUPPS plant, relative 
to NRC fire protection design criteria Informs of Apr 1979 
date for NRC review completion b May 1979 date for meeting 
DOYDi R S Division of Project Management 79/01/2S 9pp 


7901020098 DOCKET STN-50-4B3 Calloway Plant, Unit I 

NRC brlof opposing exceptions to Initial decision re NRC's 
investigatory authority Asserts that attempted investigation 
UBS not beyond NRC's authority, decision of AL8B should be 
affirmed Certificate of Sve end 

HURRAY, J P Office of the Executive Legal Director 7B/18/12 
39pp 


7901110059 DOCKET STN-50-4B3 Calloway Plant, Unit 1 

Informs NRC of WB Reynolds' participation In 790110 oral 
argument, on behalf of Union Electric Co 

REYNOLDS, W.D Shaw. Pittman, Potts, b Trowbridge 78/12/14 Ip 


7901030092 DOCKET 8TN-5O-403 Calloway Plant, Unit 1 

Per 7B112S Order, sets forth order of presentation b time 
allotted to each party for 790110 oral argument in 
proceedings re const permit 

DUFLQ, M, E Atonic Safety and Licensing Appeal Panel 76/12/21 
2pp 


7901240306 DOCKET STN-50'4e3 Calloway Plant, Unit 1 

Notification that 00 Burns will represent NRC in proceedings 
re const permit Certificate of 8vc end 

BURNS, 8 0 Office of the Executive Legal Director 79/01/09 3pp 
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7'90ll‘?O113 DOCKET STN-5(J-4B3 Callouav Klart. Unit 1 

Forward* Itr from D Maanko r» danjBr* of nuciBor powBT 
plants D rBq.uests NHC responss 
EAQUETON. T F Senate 79701/03 2pp 


7901090309 DOCrtCT STN-50-4B3 Callowap PI anti Unit 1 
Forwards IE Circular 70-19. "Manual Override (Svpassk 
Safstv Sys Tscfcuatlon Signals." ti list of Circular recipients 
In fleg 1 on 1 1 1 ^ 

PAPPAS. H Region 3. Chicago. Office of the Director 79701/02 

2pp 


7901080070 DOCKET STN~30-dB3 Celloujai) Plant. Unit 1 

Forwards IE Insp Rapt 30-403/70-10 on 781002-04 Ic Notice of 
Vlolat Ion 

HEISHMAN. R F Region 3. Chicago. Reactor Cons troctlon R 

Engineering Support Branch 73/11724 2pp 


7901000072 DOCKET srN-30-4B3 Callouag Plant. Unit I 
Notice of Violation from Ipsp on 781002-04 

» Region 3. Chicago. Office of the Director. 78711/20 Ip 


7901080071. DOCKET STN-50-483 Callowev Plant. Unit 1 

IE Insp Rep t 50-483/78-10 on 781002—04 None otnp I lane e noted 
failure to follow procedures for weld control {< for timely 
Ts^ponae to audit ^indinps 

SCHMEISINZ.E R . NAIOU. K R , HAYES. D U Region 3, Chicago, 
Office of the Director 78/11/20 I7pp 


7901180214 DOCKET BTN-50-4a3 Calloway Plant. Unit I 
Forwards IE Insp Hept 50-483/70-11 on 781101-03 No 
noncomp 1 lanca noted 

HEISHNAN.R F Region 3, Chicago. Reactor Construction fc 

Engineering Support Branch 78/12/15 2pp 


7901160217 DOCKET STN-30-483 Callowag Plant. Unit 1 

IE Insp Rept 50-4B3/79-11 on 781101-03 No none oeip 1 lane e 
noted Major areas Inspected licensee action on previous 
Insp findings 

SCHUEIBINZ.E R . HANSEN. U A . HAYES. D N Region 3, Chicago. 

Reactor Construction & Engineering Support Branch 78/12/18 3pp 


7901160119 docket 8TH-50-403 Callowag Plant, Unit 1 

Responds to NRC 7BI124 1 tr re deviation noted in Insp Rept 
50-403/70-10 Finds no proprietarg matl Corractive actions. 
Wald rod stub* removed t< disposed of. t, personnel instructed 
to respond promptly to audits 
ORYAW. J K union Electric Co 70/18/22 4pp 


7901080040 DOCKET STN-S0-4B3 Canoway Plant. Unit 1 

Forwards IE Circular 78-19. "Manual Overrlda (Bypass) of 
Ssfsty Sys Actuation Signals " 

KEPPLEH.U O Region 3. Chicago. Office of the Director 7S/1S/29, 
Ip 


7901110329 DOCKET 8TN-50-483 Calloway Plant. Unit I 

Ack receipt of 781222 Itr Informing NRC of steps taken to 
correct violation noted during Insp as discussed in NRC 
781 124 Itr. 

HEISHMAN. R F Region 3, Chicago. Reactor Construction & 

Engineering Support Branch 79/01/01 Ip 

7901080263 DOCKET 9TN-S0-4a3 Calloway Plant, Unit 1 

Forwards IE Circular 78-02, "Proper Lubrication Oil for 
Tarry Turbines" dtd 760421 U/out end 

HEISHMAN. R F Region 3, Chicago, Reoctor Construction lb 

Engineering Support Dranch 79/01/02 Ip 


7901090384 DPCKET 8TN-S0-4a3 Calloway Plant, Unit 1 

Ack receipt of 781128 Itr Informing NRC of steps taken to 
correct violations noted during insp on 781204-06. 

HEIBHMAN. R F Region 3. Chicago. Reactor Construction & 

Engineering Support Dranch. 79/01/02 2pp 


7901 290043 DOCKET STN- 50-483 Calloway Plant, Unit 1 

Forwards IE Circular 79-02, "Failure of 120 Volt Vitel AC 
Powtr Supplies ■' 

KEPPLER. U 0 Region 3, Chicago. Office of the Director 79/01/16 
Spp 


7901080374 DOCKET 8TN-50-4B3 Calloway Plant, Unit I 
Ack receipt of final rept dtd 78120S re field fabrication D 
installation of "0" pipe slaaves 

HEISHMANiR F Region 3, Chicago. Office of the Director 
79/01/02 Ip 


7901250249 DOCKET STN-50-404 Tyrone Energy Park. Unit 1 
Bvaimariiet 761213 meeting in Bethesda. MD. w/representati vet 
of util w/post-CP applications to discuss pending OL rtvltu 
matters. Including NRC policies & review priority criteria 
Discussion areas << attendees list end 

LICITRA.E Light Mater Reactors Dranch 3 79/01/12 Bpp 


7^01310031 DOCKET BTN-SO-404 Tyrone Energy Park. Unit 1 
Comment* on matl re permit for transmission llnss Submits 
Info Indicating high density of archaeological sites within 
area of Mississippi River t> vicinity of Chippewa River Beets 
add! info fur thorough archaeological roconnaii sance 
DEKTER. RH Wisconsin. State of 79/01/22 2pp 


^901220171 DOCKET eTN-90-484 Tyrone Energy Park, Unit 1 

Informs that TRAOOC Pamphlet 390-30. "Interservlce Proceifuras 
for Instructional Sys Development" reference In NURE0-02t9 
is available in microfiche form from NRC 

OEBAWi W d Division of Document Control 78/11/20 2pp 


7901310139 DOCKET 8TN-S0-484 Tyrone Energy Park. Unit 1 
Rasponds to 7S1219 request for meeting u/NRC to discuss 
acceptability of design features of BNUPP8 plants relative 
to NRC fir* protection design criteria Informs of Apr 1979 
fata for NRC review completion t< May 1979 date for meeting. 
BOYD, A S Division of Project Manegemcnt 79/01/22 Spp 


7901020014 DOCKET STN-90-4B4 Tyrone Energy Perl, Unit I 

Orents motions seeking mods in schedule D proccdura* adoptsd 
in decision ALAO-909 Discusses Implications of granting 
motions on original hearing schedule 

DUFLO.M E Atomic Safety and Licensing Appeal Panel 78/12/21. 
Spp 


7901110329 DOCKET STN-SD-4S4 Tyrone Energy Park, Unit 1 
Tima within which Commission may datarmlne to review 
decision ALAB-S09 is ettended until 790112 

CHILK.S U Office of the Secretary of the Comnlsslon. 7G/I2/S6 
3pp. 


7901040130 DOCKET BTM-S0-4B4 Tyrone Energy Perk, Unit 1 
Motion by Intervinor Northern Thunder for extension until 
790217 to submit the S filing* required by ABLAB in ALAB-909 
re radon Issue Certificate of 8vc end 
IHRIO.R. Northern Thunder. 78/12/07 4pp 


7901180386 DOCKET 8TN-S0-484 Tyrone Energy Park, Unit 1 
Parmlttac'e motion to dismiss petitioner to intervene. 

Northern Thunder contention on technical qualifications. 

Asserts Notharn Thunder's failure to reply to ASLB 761117 
dlrectlvt is cause for dismissal Certificate of Sve end. 
8ILBER0,U E Bhaw, Pittman. Pott*. ti Trowbridgs 76/12/19, Spp 


7901230365 DOCKET BTM-S0-4B4 Tyrone Energy Park. Unit 1 
NRC responsa' In, support of permittee's 781219 motion to 
dismiss petitioner to intervene Northern Thunder's 
contentions re technical qualification* Certificate ot Bve 
anc 1 

LEWIS, B H Office of the Executive Legal Director. 79/01/05 6pp 


7901090309 DOCKET BTN-50-404 Tyrone Energy Park. Unit 1 
Forward* lE circular 70-19, "Manual Ovsrrlds IBypassk uf 
Safety By* Actuation Signals." k list ot Circular raclalsnte 
In Region III 

PAPPAS, H Region 3, Chicago, Office ot the Director 79/01/82 

2pp 


7701000044 DOCKET 9TN-30-4B4 Tyrone Energy Park, Unit 1 
Forwards IE Circular 70-17. "Manual Override (Bypass) of 
Safety Bys Actuation Signals " 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 70/12/84 
If 


77012S0054 DOCKET STM-80-4B4 Tyrone Energy Park. Unit I 
Forwards IE Circular 79-02, "Failure of 180 Volt Vital AC 
Power Buppllcs. " 

KEPPLEB, JO. Region 3. Chicago. Office of the Dlrtctor. 79/OI/U 

epp. 


7901250246 DOCKET 8TN-50-4fl3 Sterling Power Project Nuclear, Unit I 
Bumisarltes 761213 meeting In Bethe*da<HO, w/representativss 
of util w/post-CP applications to discuss pending CJL ravlsw 
matter*, Including NRC policies E review priority crStarla. 
Discussion areas E attendees list and. 

LJCITRA.E Light Meter Reactors Branch 3 79/01/12. Opp. 


790117000B DOCKET flTN-50-483 Calloway Plant, Unit I 
Transcript of 790110 hearing In Mashington, DC Pp 1-97. 
ROSENTHAL. A B , FARRAR. M C. , BALZMAN, R 8, Atomic Befoty and 
Licensing Appeal Panel 79/01/10. lOlpp 


790ISS02OB DOCKET DTN-50-4BS Starling Powtr Project Nuclaar, Unit I 
Informs that TRADOC Pamphlet 350-30, "Xnterssrvlca 
Procedural for Instructional By* Davilopmant" raftrancad in 
NUREO-0219 is availabis in mlerotlch# form from NRC. 

BESAM, W. J Division of Documsnt Control. 76/11/20. 2pp. 
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79013J0139 DOCKET STN-50-4a5 Sterling Power Project Nut leer i Unit 1 
Reipo-ndf to 7B1S19 request for meeting u/NRC to dieeues 
acceptebl lltg of design features of SNUPP8 plants relative 
to NEC fire protection design criteria Informs of Apr 1979 
date for NRC review completion b Hag 1979 date for meeting 
GOVDjR S Division of Project Management 79/01/S2 Spp 


79010aft014 DOCKET STN-30-485 Sterling Power Project Nuclear j Unit 1 
Orants motions seeking mods in schedule b procedures adopted 
in dicislon ALAD-S09 Discusses implications of granting 
motions on original hearing schedule 

DUFLOiH E Atomic Safatg and Licensing Appeal Panel 7S/18/S1 
Spp. 

79011103S9 DOCKET 8TN-30-485 Sterling Power Project Nuclear, Unit I 
Tine within which Commission mag determine to review 
decision ALAB-S09 is extended until 790118 

CH1LK.8 J Office of the Secretarg of the Commission 78/18/B6 

Opp 


7901050118 DOCKET 8TN-50-4B5 Sterling Power Project Nuclear, Unit 1 
Forwards ''Order Defining Scope of Rehearing on Public Need" 
dtd 781803 bg State of NY Board on Electric Oenaration 
Siting b Environ Provides that record developed In state 
hearings will be basis for determining need for power 
LARSON, U K LeDoeuf, Lamb, Lelbg b HacRae 78/18/15 S8pp. 


7901030183 DOCKET BTN-SO-ASS Sterling Power Project Nuclear, Unit 1 
Order astendtnp time for NRC consideration of petition for 
review of ALAD-508 filed bg Ecologg Action of Oswego, b ang 
answers thereto until 790118 

CHILK.S J Office of the Secretarg of the Commieiion 76/12/19 

tp 


7901180306 DOCKET STN-50-493 Sterling Power Project Nuclear, Unit i 
Response bg licensee in oppoeltion to intervener Ecologg 
Action's request far extension of time to submit memo 
required bg ALAn-S09 Asserts request is based on erroneous 
reading of the decision Certificate of 8vc end 
LARSON, L. LeBocuf. Lamb, Lelbg b' HacRae 7B/1S/80 4pp 


7901040060 DOCKET BTN-S0-4B5 Sterling Power Project Nuclear, Unit 1 
NRC rasponsa oppoelng petition for review of decision ALAB- 
307 filed 781807 bg intervenor Ecology Action Asserts that 
IOCPR70, 20 permits what Ecology Action seeks to forbid 
Certificate of Sve end 

BOHINKt.S H Office of the Executive Legal Director. 78/18/88 
Spp, 


7901120247 DOCKET 9TN-S0-4B3 Sterling Power Project Nuclear, Unit 1 
Utll'i answer to petition by Ecology Action seating review 
of ALAB-S07 Asserts that NRC should dadlne to ravlaw tha 
decision Ecologg Action has not satisfied criteria of 
tOCPflS 7B6<bK4) ri reviiu 

LARBDN,L K > ANCARROU, H R LaSoauf, Lamb, Lelbg b HacRae 78/18/88 
16pp, 


7901030008 DOCKET 9TN-30-4B5 Sterling Power Project Nuclear, Unit 1 
Tine for Commission consideration of petition filed bg 
Ecologg Action of Oswego seeking review of decision ALAB-S07 
is eetinded to 790118 

CHlLKtS J. Office of the Secretary of the Commission 70/18/87 

4 


7901170018 DOCKET 8TN-50-4BS Sterling Power Project Nuclear, Unit I 
Tine for Commission consideration of petition filed bg 
Ecology Action of Oswego for review of decision ALAB-SOS Is 
extended to 790808, 

CNILKfB 0 Office of the Secretary of the Commission 79/01/10 

Ip, 


7901830010 DOCKET STN-30-4BS Sterling Power Project Nuclear, Unit I 
Forwards NUREQ/CR-0400, "Risk Assassmant Review Oroup Rapt 
to the 'US NRC" (Lewie Rept) , provi d ing recomnendations for 
use of risk assessment methodology b assessment of 
NA8H-1400 U/B end. 

BOHINKIiS.M Office of the Executive Legal Director. 7<t/Cl/ll. 
76pp. 


7901030063 DOCKET BTN-30-4aS Sterling Power Project Nuclear, Unit 1 
Forwards IE Bulletin 78-14, "Deterioration of Buna-N 
Companints In ASCO Bolenolde " 

DRIER, B.H Region 1, Philadelphia, Office of the Director 
78/18/19. Ip 


7901100016 DOCKET 8TN-S0-4B8 Sterling Power Project Nuclear, Unit 1 
Forwards IE Circular 78-19, "Manual Override (Bypass) of 
of Safety Sys Actuation Signals " 

oniER,B H Region 1, Philadelphia, Office of the Dlrtetor. 
78/18/89. Ip, 


7901830248 DOCKET 8TN-S0-4B6 Callouiay Plant, Unit 8 

Suflunarlias 781813 meeting in Bethiida,HD w/reprasantatlvee 
of util w/post-CP applications to discuss pending OL rsvitw 
' matters, including NRC policies b revlaw priority criteria 
Oieeussion areas b attendees list end 

LICITRA,E. Light Water Reactors Branch 3 79/01/13. Spp 


7901180823 DOCKET STN-30-qa6 Callouiay Plant, Unit 8 

Notification of availability of " In torsorv i ce Procedures for 
Instructional Sgs Development" TRADOC Pamphlet 350-30 
referenced In N!JfiE0-O219, "Nuclear Security Personnel for 
Power Plants " 

BE8AW, W J Division of Document Control 78/11/80 Spp 


7901310139 DOCKET STN-5O-40A Calloway Plant. Unit 0 

Responds to 7BIE1S request for meeting w/NRC to discuss 
acceptability of design features of 8NUPP8 plants relative 
to NRC fire protection design criteria Informs of Apr 1979 
date for NRC review completion b Hag 1979 date for mooting 
BOVDiR 8 Division of Project Management 79/01/22 Spp 


790I02009B DOCKET 8TN-S0-4BA Calloway Plant. Unit 2 

NRC brief opposing exceptions to initial decision re NEC's 
Investigatory authority Asserts that attempted investigation 
was not beyond NRC ‘s authoritgidecislon of ALSO should bo 
affirmed Certificate of Sve ene 1 

MURRAY, J P Office of tho Executive Legal Director. 7B/12/12 
39pp 


790103009S DOCKET STN-SO-486 Calloway Plant, Unit 3 

Per 781128 Order, sets forth order of presentation b time 
allotted to each party for 7901 10 oral argument in 
proceedings re const permit 

DUFLO, H E Atomic Safety and Licensing Appeal Panel 78/13/81 
Spp 


7901110039 DOCKET BTN-30-486 Calloway Plant, Unit 2 

Informs NRC of WD Reynolds' participation in 790110 oral 
argument, on behalf of Union Electric Co 

REYNOLDS, W D 6haw, Pittman, Potts, b Trowbridge 70/13/14. ip 


7901840308 DOCKET 8TN-30-4B6 Calloway Plant, Unit 8 

Notification that SO Burns will represent NRC in proceedings 
re const permit Certificate of Sve end 

BURNS, 8 0 Office of the Executive Legal Director 79/01/09 3pp 


7901190143 DOCKET STN-50-486 Calloway Plant, Unit 3 

Forwards Itr from 0 Haenke re dangers of nuclear power 
plants b requests NRC response 
EAOLETQN.T F Senate 79/01/03 2pp 


7901060040 DOCKET 8TN-50-4B6 Calloway Plant, Unit 8 

Forwards IE Circular 7S-19, "Manual Override (Bypass) of 
Safety Gyi Actuation Signals " 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 78/18/89 
If 


7901080863 DOCKET 8TN-30-4B6 Calloway Plant, Unit 8 

Forwarde IE Circular 7B-08, "Proper Lubrication Oil for 
Terry Turbines" dtd 700421 H/out end 

HEISHMANiR F Region 3, Chicago', Reactor Construction b 

Engineering Support Branch 79/01/08 Ip 


7901090309 DOCKET 8TN-50-4a6 Calloway Plant, Unit 2 

Forwards IE Circular 78-19, "Manual Override (Bypass) of 
Safety Sys Actuation Signals," b list of Circular recipients 
in Reg Ion til 

PAPPAS, H Region 3, Chieapo, Office of tha Director 79/01/02 

2pp 


7901230043 DOCKET 8TN-S0-4B6 Calloway Plant, Unit 8 

Forwards IE Circular 79-02, "Failure of 180 Volt Vital AC 
Power Supplies. " 

KEPPLER,J 0 Region 3, Chicago, Office of the Director. 79/01/16 
epp 


7901170003 DOCKET 8TN-30-4a6 Calloway Plant. Unit 8 
Transcript of 790110 htarlng In Wash Jngton, DC Pp 1-99. 
ROSENTHAL, A S , FARRAR, H C , 8AUZNAN. R 8 Atomic Safety and 
Licensing Appeal Penal 79/01/10 lOlpp 


7901220277 DOCKET STN-SO-ASa Perkins Nuclear atatinn. Unit 1 
Requests commitment that facility design will meat certain 
requirements identified In NRC rept "ATWS for LWR's" 
(NUREO-0460, Vo 1 3) NRC will require all reactor vendors to 
supply generic analyses of ATWS. 

VAROA, S A Light Water Reactors Branch 4 79/01/11 3pp. 


7901840148 DOCKET 8TN-90-4Ba Perkins Nuclear Station, Unit 1 
Responds to 790111 Ibr Hakes commitment to design stations 
which will not foreclose possible implamentetlon of NRC 
specified design options 

DAIL.U C Dule Power Co 79/01/18 8pp. 


7901240334 DOCKET 8TN-50-4aB Parkins Nuclear Station, Unit I 
InforitiB that author b client consider NRC alternate site 
ravieui generally b spictficaLlg unacceptable Detailed 
analysis to be filed. Will need addl info from applicant for 
use In prefiled testimony for 79012? hearings 
PFEFFERKQRN. W, 0 Pfafferkorn b Cooley, PA 78/18/13, Ip 
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7901030017 DOCKET STN-SO-Oiaa Perkins Wi/clear Station. Unit 1 
Atip.licant''9 interroaatorles to intervanori ic raqurst #or 
production of docifinunts concsming position ro lisues 
ttfore A5LP plans re opcainin!| hearings Certificate of Sve 
enc 1 

HCOARRY.J H Duke Pouer Co 7a/IS/l9 lOpp 


7901120079 DOCKET 8TM'S0-4aS Perkins Mod ear Station. Unit I 
Notice that JE Lansehe uill appear on behalf of util in 
proceedings Certificate of Svc end 
LANSCHE. J E Duke Pouer Co 7B/12/19 2pp 


7901110021 DOCKET STN-50-4Be Perkins Nuclear Station. Unit 1 
Foruards recent rept on criteria in buckling of steel 
contelniKent structures Staff believes info does not 
adversely affect previous evaluation of the case 

BARTH.'C A Office of the Eiecutkve Legal Director 70/12/20 Spp 


7901170043 DOCKET 87N-S0— 4B8 Perkins Nuclear Station. Unit I 
Praliminary response by Intervenors to proposed supplemental 
NRC testimony re criteria used to select b eiamine site 
alternatives Asserts testimony is vogue b incomplete 
PFEFFERKORN.H 8 PfeffeTlorn ft Cooley. P A 79/12/82 ibpp 


7901170045 DOCKET STN-50-4aB Perkin* Nuclear Station. Unit 1 
Request by Intervenors for production of documents, 
interrogatories ft request to admit Interrogatories concern 
site selection criteria Certificate of Svc end 
PFEPFERKOHN. W e Pfefferkorn ft Cooley. P A 78/18/82 lOpp 


79012d.0031 DOCKET STN-50-4Be Perl Ins Nuclear Station. Unit 1 
Preliminary ansuers by intervenors to intsrrogator t S s 
submitted by applicant Interrogatories pertain to site 
selection Certificate of Svc end 

PFEFFERKORM. W 8 PfefferkoTn ft Cooley. P A 79/01/02 7pp 


7901230363 DOCKET 8TN-90-4Ba Perkins Nuclear Station. Unit i 
Petitioners to intervene High Rock Lake Association move 
that 790129 hearing in Hock svllle. NC be continued until NC 
Environ Mgt Commission ft State of NC determine issue re 
Lake Norman Siting Ltr t< Certificate of Sve end 
PFEFFERKORN. U O pfefferkorn ft Cooley. PA 79/01/05 8pp 


7901230046 DOCKET STN-5D-4BS Perkins Nuclear Station. Unit I 
Forwards NUREO/CR-O40O. “Risk Assessment Review Oroup Rept 
to th* US NRC" (Lewis Rept). providing recommendations for 
use of risk assessment methodology ft assessment of 
WASH- 1400 M/o end 

BARTH. C A Office of the Ciecutive Legal Director 79/01/11 Ip. 


7901090339 DOCKET STN-SO-ABB Perkins Nuclear Station. Unit 1 
Forwards IE Circular 70“19i "tianual Override (Qypassl of 
Safety Sgs Actuation Signals ” 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
78/12/89 ip 


7901820263 DOCKET STN-90-40B Perkins Nuclear Station. Unit 1 
Foruards IE Circular 79-02. "Failure nf 120 Volt Vital AC 
Power Supplies " 

O'REILLY. J P Region 2. Atlanta. .Office of the Director 
79/01/16 Ip 


7901820277 DOCKET STN-50-4e9 Parkins Nuclear Statlan. Unit 2 
Requests commitment that facility design will meet certain 
rsqulr entente identified in NRC rept "ATilB for LMR's" 
(NURE0-0460i Vd 1 3} NRC will require all reactor vendors to 
supply generic analytes of ATUS 

VARDA. S A. Light Uater Reactors Branch 4 79/01/11. 3pp. 


7901840140 DOCKET 8TN-50~4e9 Perkins Nuclear Station. Unit 8 
Responds to 790111 ltr Hakes coirmitmant to design stations 
which util not foreclose passible Imptepisntatl on of NRC 
specified deilgn options 
DAIL.L c Duke Power Co 79/01/ IB 2pp 


7901030817 DOCKET 8TN-90-489 Perkins Nuclear Station. Unit 2 
Applicant's Interrogatories to intervenors ft request for 
production of documents concerning position re issues 
before ASUS ft plans re upcoming hesrings Certificate of Svc 
end 

HC8ARRY. J K Duke Power Co 70/18/15 10pp. 

790111C081 DOCKET BTM-S0-4a9 Perkins Nvdear Station. Unit 8 
Forwards recent rept on criteria in buckling of steel 
contalnmant itructurec Staff believes info does not 
adversely affect previous evaluation of the case. 

BARTHjC a Office of the Exacuttve Legal Director 70/18/88 0pp. 


7901180079 DOCKET 8TN-50-4a9 Perkins Nuclear Stati on. Unit 8 
Notice that US Lansche will appear on behalf of util in 
proeeedlnge Certificate of Sve end 
LANSCHE. JE. Duke Power Co 78/ 18/ 15 8pp 


7901170043 DOCKET STN-90-489 Perkins Nuclear Station. Unit 8 
Preliminary response by intervenors to proposed supplemental 
NRC testimony re criteria used to select ft eiemine site 
alternetlves Asserts testimony Is vegue ft incomplete 
PFEFFERKORN. N Q Pfefferkorn ft Cooley. P A 70/12/38 6pp 


79D117004S DOCKET 8TN-90-4a9 Perkins Nuclear Station. Unit 2 
Request by intervenors for production of documents. 
Interrogatories ft request to admit Interrogatories concern 
site selection criteria Certificate of Svc end 
PFEFFERKORN. M 0 Pfefferkorn ft Cooley. P A 70/18/88 lOpp, 


7901830046 DOCKET STN-50~4S9 Perkins Nuclear Station. Unit 8 
Foruards NVRE0/CR-O4OOi "Risk Assessment Review Oroup Rept 
to the US NRC" CLeuis Rept). providing recommendet ion* for 
use of risk assessment methodology ft essassment of 
HAB11-I40O H/u end 

DARTHiC A Office of the Eiecutive Legal Director 79/01/11 ip 


7901830363 DOCKET STN-60-4B9 Perkins Nuclear Station. Unit 3 
Petitioners to intervene High Rock Lake Association move 
that 790129 hearing In Hocksville. NC be continued until HC 
Environ Ngt Conmissian ft State of NC detarmlni Issue rt 
Late Norman Siting Ltr ft Certificate of Svc end, 
PFEFFERKORN. W 0 Pfefferkorn ft Cooley. P A 79/01/05 Spp 


7901S4D334 DOCKET STN-SO-409 Perkins Nuclear Station. Unit 8 
Informs that author ft client consider NRC alternate alts 
review generally ft specifically unacceptable. Detailed 
analysis to be filed Mill need addl info from applicant for 
use In prefiled testimony for 790189 hearings 
PFEFFERKORN. W 0 Pfaffarborn ft Cooley. P A. 70/18/13 Ip 


7901860031 DOCKET STN-90-4e9 Perkins Nuclear Station. Unit 8 
Praliminary answers by intervenors to Intcrrogetorles 
iuhttklttcd by epp 1 leant. Interrogator ies pertain to eite 
• election Certificate of Svc end 

PFEFFERKORN, M 0 Pfefferborn ft Cooley. P A 79/01/08 7pp 


7901090335 DOCKET 8TN-50-4a9 Perkins Nuclear Station, Unit 8 
Forwards IE Circular 70-19. "Manual Override iOypeee) «f 
Safety Sys Actuetion Slgnels " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
70/18/89 Ip 


7901880263 DOCKET STN-50-4a9 Perkins Nud oar Bteti on. Unit 2 
Foruards IE Circular 79-08, "Failure of 180 Volt Vital AC 
Powar Supplies " 

□ 'REILLY. J P Region 8. Atlanta. Office of the Director. 
79/01/16. Ip 


7901880877 DOCKET 8TN-50-490 Per bins Nuclear Stet ion, Unit 3 
Bequests commitment that facility design will meet certain 
raquirenants Identiflad in NRC rept "ATUB for LNR's" 
<NUREQ-0460. Vol 31. NRC will require ell reactor vendors to 
supply generic analyses of ATMS. 

VARDA. 8 A. Light Mater Reactors Branch 4 79/01/11 3ff 


7901240140 DOCKET STN-50-490 Perkins Nuclear Btatton. Unit 3 
Responds to 790111 ltr Hakes commltmtnt to design «tatlons 
which will net foreclose possible implementation of NRC 
specified design options 
DAIL.L C Duke Power Co. 79/01/18 2pp 


7901030017 DOCKET BTN-5O-490 Perkins Nuclear Station. Unit 3 
Applicant's 1 ntorrogatori tt to Intorvsnors ft request for 
production of documents concerning position re Issues 
before ABLO fa plans re upcoming hearings Certificate of Sve 
end 

HCfiARRY. J M Duke Power Co. 70/18/15 10pp. 


7901110081 DOCKET BTN-50-490 Perklne Nod ear Station. Unit 3 
Foruards reesnt rept on criteria in buckling of steel 
containment structures Bteff bellevts info does not 
adversely affect previous evaluation of the case 
BARTH. C. A Office of the Executive Legal Director. 7S/IS/80 fff 


7901180079 DOCKET 8TN-50-490 Perkins Nuclear Station, Unit 3 
Notice that J£ Lansche will appear on behalf of util In 
proceedings Csrtlflcats of Svc snd. 

LANSCHE. J E Duke Power Co 78/18/15 Spp 


790I17OI343 DOCKET 8TN-S0-490 Perkins Nuclear Station. Unit 3 
Preliminary responsa by intervenors to proposed supplemental 
NRC teatlmony re criteria usad to seltet ft txaalne site 
altarnatlvas Aisarts testimony It vague ft incomplete 
PFEFFERKORN. N 0 Pfaffarborn ft Cooley. P A. 78/18/88. 6pp 


7901170045 DOCKET STN-S0-49D Perkins Nuclear Station. Unit 3 
Request by Intervonors for production of docueients. 
interrogatories ft request to admit. Interrogator! ae concern 
cite selection criteria Certificate of Sve end 
PFEFFERKORN. N. o Pfefferkorn ft Cooley. PA. 78/13/82. lOpp 
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7901S3004<!| DOCKET 8TN-90-490 Perkins Nuclear Station. Unit 3 
Forwards NUFlEO/CR-OdOO. "Risk Assessment Revieu Group Rspt 
to the US NRC" (Lewis Rep t >< provt d ing recommendations for 
use at risk assessment methodology t< assessment of 
WASH-1400 U/o end 

BARTHi C A Office of the Executive Legal Director 79/01/11 Ip 


7901230363 DOCKET 8TN-30-490 Perkins Nuclear Station. Unit 3 
Petitioners to intervene High Rock Lake Association move 
that 790189 hearing in Mocksvi 1 le. NC be continued until NC 
Environ Hgt Commission 4i State of NC determine issue re 
Lake Norman Siting Ltr b Certificate of Sve end 
PFEFFERKORN. W 0 Pfefferkorn t. Cooley. P A 79/Ol/OS Bpp 


7901590370 DOCKET STN-50-491 Cherokee Nuclear Statloni Unit 1 
IE Insp Repts 30-491/78-09,50-498/70-09 b 30-493/78-09 on 
7011S8-12O1 No noncomp 1 ianc 0 noted Major areas Inspected 
nuclear sve water dam b ap pur tenanc es . containment concrete 
base mat fc dished pedestal 

SWAN. W Q r DRYANT, d C Region Si Atlanta* Reactor Construction 

b Engineering Support Branch 70/13/80 6pp 


7901290353 DOCKET BTN— 50-491 Cherokee Nuclear Stationi Unit 1 
Forwards IE Insp Repts 50-491/78-10. 50-498/70-10 b 
30-493/78-10 on 701212-14 No noncorap 1 1 atic e noted 

MURPHY. C E Region 2. Atlanta, Reactor Construction b Engineering 

Support Branch 70/12/22 Spp 


3901840334 DOCKET STN- 30-490 Perkins Nuclear Station, Unit 3 
tnfarns that author b client consider NRC alternate site 
review generally b specifically unacceptable Detailed 
analysis to be filed Will need addl info from applicant for 
use In priflled testimony for 790129 hearings 
PFEFFERKORN, W 0 Pfefferkorn b Cooley. P A 78/12/13 Ip 


7901290335 DOCKET 6TN-S0-491 Cherokee Nuclear Btation, Unit 1 
IE Insp Repts 50-491 /7Q-10, 50-492/78-10 b 50-493/7B-10 on 
701212-14 No nunc omp 1 ianc G noted Major areas Inspected 
Category 1 concrete b follonu-up on 3 noncomp 1 lances cited In 
Insp Rept 50-491/7H-OB 

SWAN, H D . BRYANT. J C Region 2. Atlanta, Reactor Construction 

b Engineering Support Branch 78/12/82 4pp 


7901260031 DOCKET 8TN-50-490 Perkins Nuclear Station, Unit 3 
Preliminary answers by Interveners to interrogatories 
submitted by applicant Interrogatories pertain to site 
selection Certificate of 8vc end 

PFEFFERKORN, W 0 Pfefferkorn b Cooley, P A 79/01/02 7pp 


7901090335 DOCKET 9TN-S0-490 Perkins Nuclear Station. Unit 3 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Safety Bys Actuation Signals," 

O'REILLY, JP Region 2, Atlanta, Office of the Director 
70/18/89, Ip 


7901220263 DOCKET 9TN-50-490 Perkins Nuclear Station, Unit 3 
Forwards IE Circular 79-02, "Failure of 180 Volt Vital AC 
Power Supplies " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/01/16 Ip 


7901280277 DOCKET BTN-50-491 Cherokee Nuclear Station. Unit 1 
Requests commitment that facility design will meet certain 
requirements identified in NRC rept "ATWB for LWR's" 
(NUREO-0460, Vol 3) NRC will require all reactor vendors to 
supply generic analyses of ATWB 

VAROA.S A Light Water Reactors Branch 4 79/01/11 Bpp 


7901840140 DOCKET aTN-50-491 Cherokee Nuclear Station, Unit 1 
Responds to 790111 ltr Makes commitment to design stations 
which will not foredose possible implementation of NRC 
epedfled design options 
DAIL. L C Duke Power Co 79/01/10 2pp 


7901020014 DOCKET 8TN-50-491 Cherokee Nuclear Station, Unit I 
Orsnti motions seeking mods in schedule b procedures adopted 
in decision ALAD-309 Discusses Implications of granting 
motions on original hearing schedule 

DUFLO.M E Atomic Safety and Licensing Appeal Panel, 70/18/81 
9pp 


7901110389 DOCKET BTN-30-491 Cherokee Nuclear Station, Unit 1 
Tine within which Commission may determine to review 
decision ALAD-509 Is extended until 790112 

CHILK.S J Office of the Secretary of the Commission 78/12/26 

Opp 


7901230046 DOCKET 0TN-8O-491 Cherokee Nuclear Station. Unit 1 
Forwards NUREO/CR-0400, "R1 sk Assessment Revieu Croup Rept 
la the U9 NRC” (Lewis Rept), providing recommendations for 
use of risk assessment methodology b assessment of 
MABH-14D0 W/o end 

BARTH, C A Office of the Executive Legal Director 79/01/tl Ip. 


790U10089 DOCKET STN-S0~491 Cherokee Nuclear Btation, Unit t 
Forwards recent rept on criteria in buckling of steel 
containment structures Staff believes info dees not 
idvarsily affect previous tvaluatlon of the case 

BARTHrC, A Office of the Executive Legal Director 70/18/20 8pp 


7901090335 DOCKET STN~S0-491 Cherokee Nuclear Station, Unit 1 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Oafaty Sys Actuation Signals." 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
70/12/89. Ip 


7901390368 DOCKET BTN~S0-4?1 Cherokee Nuclear Station, Unit 1 
Forwards IE Insp Repts 50-491/78-09,50-492/78-09 b 
50-493/78-09 on 781120-1201 No none ompl ianc e noted 

MURPHY, C E, Region 2, Atlanta, Reactor Construction b Engineering 
Buppert Branch 78/12/21 Spp 


7901180305 DOCKET 6TN-S0-491 Cherokee Nuclear Station, Unit 1 
Ack receipt of 791220 ltr informing NRC of steps taken to 
correct violations noted In Insp Rept 50-491/73-08* 

5O-492/70-OS b 50-493/70-00 

HURP)IY,C E Region 3, Atlanta, Reactor Construction b engineering 

Support Branch 79/Oi/Oa Ip 


7901100307 DOCKET 6TN-50-491 Cherokee Nuclear Station. Unit 1 
Responds to violations noted in IE Insp Repts 50-491/70-08, 
50-498/78-Ofl b 50-493/ /B-OB Corrective actions stockpile 
overflow cleaned up. fire extinguishers available in vault 
area b use of new fire protection sys 
DAIL.L C Duke Power Co 70/12/20 2p p 


7901220323 DOCKET STN-SO-491 Cherokee Nuclear Station, Unit 1 
Forwards IE Circular 79-02, "FailurB of 120 Volt Vital AC 
Power 8uppl Iss " 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/01/16 kp 


7901820277 DOCKET aTN-50-492 Cherokee Nuclear Station, Unit 2 
Requests commitment that facility design will meet certain 
requirements identified In NRC rept "ATHB for LWR's” 

( NUREO-0460, Vo 1 3) NRC will require all reactor vendors to 
supply generic analyses of ATWB 

VAROAi 8 A Light Water Reactors Branch 4 79/01/li, 3pp 


7901240140 DOCKET aTN-SO-492 Cherokee Nuclear Station, Unit S2 
Responds to 790111 ltr Halos commitment to design stations 
which will not furs dose possible implementation o f NRC 
specified dosign options 

DAIL, L C Duke Power Co 79/01/10 3pp 


7901020014 DOCKET 8rN-50-492 Cherokee Nuclear Station, Unit S 
Grants motions seeking mods in schedule b procedures adopted 
in decision ALAD-S09 Discusses implications of granting 
motions on original hearing schedule 

DUFLO.M E Atomic Safety and Licensing Appeal Panel. 7S/12/S1 
Spp 

7901110029 DOCKET QTN-SO-492 Cherokee Nuclear Station, Unit 8 
Forwards recent rept on criteria in buckling of steal 
containment structures Staff bolleves info does not 
adversely affect previous evaluation of the cats 

BARTH, C A Office of the Executive Legal Director 78/12/20 Spp 


7901110389 DOCKET 8TN-S0-492 Cherokee Nuclear Station, Unit 2 
Time within which Commission may determine to review 
decision ALAB-509 is extended until 790112 

CHII.K, B J Office of the Seerolnry of the Commission 78/12/26 
3pp 


7901230046 DOCKET 8TN-S0-492 Cherokee Nuclear Station, Unit 2 
Forwards NUREO/CR-0400, "Risk Assessment Review Group Rapt 
to the ua NRC" (Lewis Rept), provi ding recommendations for 
ust of risk assessment methodology b assessment of 

WAaH-l40O H/o end 

BARTH, C A Office of the Executive Legal Director 79/01/11 


Jf 


7901090335 DOCKET 8TM-50-492 Cherokee Nuclear Station. Unit 2 
Forwards IE Circular 70-19, "Manual Override IBypase) of 
Safety Sys Actuation Signals " 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
70/12/29 Ip 


7901160305 DOCKET eTN-50-492 Cherokee Nuclear Station. Unit 2 
Aek receipt of 701220 ltr Informing NRC of steps taken to 
correct vlolatlont noted In Insp Rept 50— 491 /7B-08, 

50-492/70-08 b 60-493/78-08 

MURPHY, C E Region 2. Atlanta, Reactor Construction b Engineering 

Support Brand! 79/01/08 Ip 
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DOCKETED ITEMS 

7?0lie0307 DOCKET 57^-90-493 Charake* Nuclaar Station. Unit 3 
Reapond* to violations noted in IE Insp Ropt* 90-491/7B-<>Bi 
90-493/70-03 & SO-493/70-OB Corrective actions stockpile 
ovcrflou cleaned up. fire ettinpul shers available in vault 
area tc use of nesJ fire protection sps 
DAIUL C Duke Pouer Co 70/ 12/SO 2pp 


790I2S0323 DOCKET 5TN-90-493 Cherokee Nucleor Station. Unit 3 
Foruardf IE Circular 79-02. "Failure of ISO Volt Vital AC 
Pouer Supplies ■' 

O'REILLy. 0 P Repion S, Atlanta. Office of the SiraCtor. 
79/01/16 Ip 


/9011B0307 DOCKET STN-90-49S Cherokee MueJear Station. Unit 2 
Responds to violations noted in IE tnsp R«pte 50-491/73-08. 
50-492/78-09 «. 9O-493/7B-06 Corrective at 1 1 one: itockpl 1 e 
overfloui cleaned up.fira otinpuishers available in vault 
area use of neu fire protection <ys 
DAIL.L C Duke Pouter Co 79/12/20 2pp 


7901230323 DDCHET STN-50-492 Cherokee Nuclear Station. Unit 2 
Foriitards IE Circular 79-0’2i “Failure of 120 Volt Vital AC 
Poiiier Supp lies '* 

O'REILLY.if P Region 2> Atlanta. Office of the Director 

79/01/16 IP 


7901290393 DOCKET STN-SO-492 Cherokee Nuclear Station. Unit 2 
Forwards IE Insp Reptl 50-491/78-10.30-492/79-10 t< 

50-493/79-10 on 781212-14 Ne noncamp I lance noted 

IHURPHY. C £ Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch 70/12/22 2pp 


7901290353 DOCKET STN-50-492 Cherokee Nuclear Station. Unit 2 
IE Insp Repts 50-491/79-10.50-492/70-10 I 50-493/79-10 on 
701212-14 No noncooip 1 iance noted Hajor areas inspseted 
Category 1 concrete t< folloiu-up on 3 noncompliances cited in 
Insp Rapt 50-491/79-09 

SMAN. W 0 . DRVANT. vJ C Region 2. Atlanta. Reactor Conitruction 

ti Engineering Support Rranch 78/12/22 4pp 


7901290362 DOCKET STN-50-492 Cherokee Nuclear Station., Unit 2 
Forvarils IE Insp Repts 90-491/70-09.90-492/711-09 t, 
aO-493/70-09 on. 791128-1201 No nonconf 1 1 ance noted 

NVRPKV. C E Region 2. Atlanta, Reactor Construction l> Engineering 

Support Branch 7S/t2/21 2pp 


7701290353 DOCKET 8TN-90-493 Cherokee Nucloar Station. Unit 3 
Forwards IE Inep Rspts 30-491/79-10, 90-492/78-10 & 

50-493/78-10 on 781212-14 No noncompliance noted 

HURFHY, C E Ragion 2. Atlanta. Reactor Conetructlon (. Engineer 

Support Branch 78/12/22 2pp 


790129039S DOCKET STN-90-493 Cherokee Nuclear Station. Unit 3 
IE Insp Repts 90-491/78-10.50-492/78-10 t. 90-493/78-10 on 
781212-14 No noncompliance noted Major areae inepactad: 

Category t concrete & follou-up on 3 noncompliances cited In 
Inep Rapt SO-491/78-08 

SUAN.U B. . BRYANT, J C Region 2, Atlanta. Reactor CeDstructli 

t. Engineering Support Drench 78/12/22 4pp 


7901290362 DOCKET 8TN~90-493 Cherokee Nuclear Station. Unit 3 
Foruardt IE Insp Rapts 50-491/78-09. 90-492/78-09 h 
90-493/73-09 on 781128-1201 No noncompllance noted 
HUSPHVrC E Region 2, Atlanta, Reactor Construction *> Englnifr 

Support Branch 78/12/21 2pp 


7901290370 DOCKET BTN-50-492 Cherokee Nuclear Station. Unit 2 
IE tnsp Repts 30-491/7B-09. 50-492/70-09 b 50-493/7B-09 on 
781128-1201 No noncompllance noted Major areas Inspected’ 
nuclear sve ueter dam St appurtenances, c onta Inmant concrete 
bate mat I< dished pedestal 

5UAN.H B , DRYANT.O C Region 2. Atlanta, Reactor Construttion 

St Engineering Support Branch 70/12/20 6pp 


790)1220377 DOCKET BrN-90-493 Cherokee Nuclear Station. Unit 3 
Requests commitment that Facility design ulll meet certain 
requirements identified in NRC rept “ATkJS for LUR's" 
(N0 reo-O 46O< Vol 31 NRC util require all reactor vendors to 
supply generic analyeei of ATH9 

VAROA.S A Light Water Reactors Branch 4 79/01/11 3pp 


7901240148 DOCKET STN-50-493 Charokee Nuclear Station. Unit 3 
Responds to 790111 I tr Hakes commitment to deelgn stations 
uhleh uill not forecloee possible implementation of NRC 
specified design options 

DAIL.L C Duke Pousr Co 79/01/10 2pp 


7901020014 DOCKET 8TN-90-493 Cherokee Nuclear Station. Unit 3 
Orants motions seeking mods In schedule tf procedures adopted 
In decision ALAD-309 Dlscustes Impllcatlone of granting 
motions on original hearing schedule 

DUFLOiH E Atomic Safety and Licensing Appeal Fanel 78/12/21. 
9pp 


7901110029 DOCKET BTM-90-493 Cherokee Nuclear Station. Unit 3 
Forwards recent rapt on criteria In buckling of staal 
containment structures Staff believes Info does not 
adversely affect previous evaluation of the case. 

BARTH.C A Office of the Esecutlve Legs! Director 70/12/20 8pp. 


790111032? DOCKET S7N-90-493 Cherokee Nuclear Btatlon. Un.lt 3 
Time within which Commission may determine to review 
decision ALAB-509 is extended until 790112 

CHIUK. a J Office of the Secretary of tha Conunieston. 70/12/26 
3pp. 


93 Charokee Nuclear Btatlon. Unit 3 
sk Assesemant Review Oroup Rept 
If providing recommandatione For 
hodoiogy b asaaesment of 

Esecutlva Legal Director 79/01/11 Ip 


93 Cherokee Nuclear Station. Unit 3 
19. "Manual Override (Bypase) oF 
nals " 

2. Atlanta. Office of the Director 


7901290370 DOCKET BTN-SO-493 Charokee Nuclear Station. Unit 3 
IE Inep Repts 50-491/70-09.30-492/78-09 b 90-493/78-09 on 
761120-1201 No moncompllenca noted. Major areas Inspected: 
nuclear eve water dam b appurtanancei. containment concrata 
base met b dished pedestal 

SWAN.Hfi.. DRYANT.VC Regions. Atlanta. Reactor ConstrueiK 
b Engineering Support Branch 78/12/20, 6pp 


790131000B DOCKET BTN-50-499 SWESSAR-Pl 

Btatea that if applicant for preliminary daelgn approvalt 
(PDA-6> wants 2-yaar eiteneton.an asseesmtnt of SUC9BAR/ 
CEBBAR design must be performed against each Category 1. 2. 3. 
b 4 matter identified in ends 

BOYD. R 8 Division of Project Hanagsfflent, 79/01/24 STpp 


7901220320 DOCKET 90-496 Montague Nuclear Power Station. Unit 1 
Informs Board of preliminary Info re criteria for buckling 
of eteel containment structures. Bel tevei info dots not 
adversely affact NRC evaluation 

KETCHEN. E 0 Office of tha Executive Legal Director. 78/12/S2. 
llpp 


7901220320 DOCKET 50-497 Montague Nuclear Power Station. Unit 2 
Informs Board of preliminary info re criteria for buckling 
of steel containment structures Believes info does not 
adversely affect NRC evalustlon 

KETCHEN. E.O Office of the Executive Legal Director 78/12/23, 
llpp 


79012602tS DOCKET STN-90-49a South Texas Projsct. Unit l 

Forwards request for addl info re OA b conduct of operations 
for F8AR review Requires response by 790921 

PARR.O D Light Water Reactors Branch 3, 79/01/10. lOpp. 

7901290093 DOCKET BTN-90-49a South Texet Project. Unit i 
Ack receipt of applicant's responses to questions) anewars 
acceptable. 

COLLINS, P F Operator Licensing Branch. 79/01/19. Ip 


7901240192 DOCKET STN-90~49B South Texas Project, Unit 1 
Reepondf to 781207 memo b comments on review of Amend 1 to 
environ rep t. Requests copies of monitoring studies, study 
design to monitor aquatic biota b study design to evaluate 
effect of pro|ect on waterfowl. 

DDBEL.D, C Interior, Dept of 79/01/11. 2pp 


7901230232 DOCKET 8TN-90-498 South Texas Project. Unit 1 
Amende to environ rapt have been reviewed No commsnte to 
offer within area of oxpertlee, 

WEIMER.R. H Interior, Dept, of, Bureau of Reclamation. 79/01/16 


73 Chorokoa Nuclear Station. Unit 3 
r informing NRC of stops takon to 
In Insp Rapt 50-491/78-00, 

•08 

Atlanta. Reactor Conetructlon b Englnaaring 
1 tp 


7901180233 DOCKET STN'*5O“490 South Texas Project. Unit 1 

Notification of availability of "Intarsorvica Procadurei for 
Instructional Sys Davelopment" TRADOC Pamphtat 390-30 
referenced in NUREO~02I9, "Nuclear Security Pereonnol for 
Power Planto " 

GESAN.U, J. Dtviiion of Docufflant Control. 70/11/20, 3pp. 



DOCKETED ITEMS 


7901190850 DOCKET STN-50-49B Sooth T»«a» Project. Unit 1 
InPormt that R 8chul/nan luill no longer represent Citireni 
Concerned about Nuclear Pouer in Its attempt to secure 
iTvtorvenor status In proceedings All future correspondence 
■ houlil go to C figan U/Certi f icate of Svc 

JANAKfS I SINKIN.L Cltliens Concerned About Nuclear Power. Inc 
7a/il/22 3pp 


7901 1 70392 DOCKET 8TN-SO-49B South Texas Project. Unit 1 

Petition bg Citicens Concerned about Nuclear Power for leave 
tft Intervene in proceedings Dlscusies interests of CCNP 
Members affected t< CCNP contentions Affidavits l< Certificate 
of Bvc end 

RVANjC R Cltitens Concerned About Nucleor Power. Inc 70/12/25 
9PP 


7901290311 DOCKET BTN-50-49B South Texas Project. Unit 1 
Response bg State of TX in support of requests bg 0 Marke, 

M HcCaughan l< Citiiens Concerned About Nuclear Power for 
Ihtervenor status TX urges that all petitioners be permitted 
to Intervene Certificate of Bye oncl 

WHITE. M . FAINTER. J W . LOWERRE. R W Texas, State of 79/01/09 

bpp 


790129009l> DOCKET BTN-50-49B South Texas Project. Unit 1 
Hotificatlon that HP Reis will represent applicant in 
proceedings Certificate of Sve end 

REISiH P Lowsnateln. Newman. Reis, Aielrad (< Toll 79/Ol/OB 3pp 


79012S0396 DOCKET STN-50-493 South Texas Project. Unit 1 
NRC response to 7BI22A amended petition to Intervene of 
D tiarkt All contentions of petitioner are inadmissible ti 
criteria of 10CPR2 714 re late-filed petitions are not 
satisfied 

MCOURBEN. H J Office of the Executive Legal Director 79/Ol/OB 

aspp. 


7901290399 DOCKET STN-50-49a South Texas Project, Unit 1 
NRC response to 7B1226 amended petition to intervene filed 
bg Citiiens Concerned About Nucleor Power Urges A8LB to find 
that petitioners have not established standing Notice of 
appearance b Certificate of Sve end, 

ULMAN. M D Office of the Executive Legal Director 79/01/09 

20pp 


7901230359 DOCKET aTN“90-49B South Texas Project. Unit 1 
Response bg applicant to amended petitions to Intervene 
tubnltted bg Citizens Concerned About Nuclear Power t< D 
Harkp Asserts neither CCANP nor Marke have standing to 
Intervene Certificate of Sve end 

NEUMAN. J R i CULP. R H Lowensto in. Newman. Re i s. Axe Irad t« Toll 

BCHEARZiM D Baker U Dotts 79/01/09 92p p 


79O11S0147 DOCKET STN-50-49B Booth Texas Project. Unit I 
Forwards dlseoverg progress rept for Dec 1970 NRC 
contemplates serving interrogatories & requests for 
documents during Jan 1979 

LEBSY.R P Office of the Executive Legal Director 79/01/05 Ip 


7901170374 DOCKET aTN-30-49a South Texas Project. Unit 1 
Applicant's dlseoverg rept for Dec 1978. submi tt ed per A6LQ 
760521 d ir Bc ti ve, Po Ints out that TX Util Oeneratlng Co has 
requested extension until 790112 to respond to DOJ 
interrogatories (t document roquests 
KNOTTBi J D Debevolse S, Lleberman 79/01/04 6pp 


7901190273 DOCKET BTN-50-49B South Texas Project. Unit I 

Rapt of DDJ on progress made in completing dlseoverg during 
Dec 1978 DDJ has not got received list of documents 
applicant claims to be prlvl leged . dtsplte repeated requsats 
Certificate of Sve end 

HAHRia.J L . CLARK, R H , PARMENTER, F H Justice, Dspt of 
79/01/02 3pp, 


79C12303BS DOCKET BTN-50-49B South Texas Project. Unit 1 

Tax-La Electric neither initiated nor received ang dlseoverg 
requests during Dec 197B, but did Informallg request that 
dlseoverg documents bs provided to the Cttg of Orownsvllle, 
TX for review Certificate of Bvc end 
BURCHETTE.H H Northeutt Elg 79/01 /OS 4pp 


7901280111 DOCKET BTN-80-49B South Texas Project, Unit 1 
During month of Dec 197B, Booth TX Electric Cooperative ti 
Modlna Electric Cooperative neither initiated nor received 
«ng dlseoverg requests M/enc) Certificate oP 8vc 
JOHN, D. F Akin. Oump. Hauer g< Feld 79/0i/03 4pp 


7901290375 DOCKET BTN-50-49tl South Texas Project, Unit I 
Houston Light b Power objections b motion for protective 
order re DDJ dlseoverg request Objects to preparing list of 
documents priviouslg revlswed bg DOE on grounds that it 
calls for legal conclueions Certificate of Sve oncl 
BDUKNIOHT, J A. Louenstein, Newman. Reis, Axelrad b Toll GARNETT, E W 
Baker b Botts 79/01/15 Bpp 


7901020197 DOCKET STN~50-49B South Texas Project, Unit 1 
Advises that during Nov 197BiCitg of Austin, TX neither 
Initiated nor received ang dlseoverg requests 
BALOUOH, R C Austin, TX 78/12/04 4pp 


7901110274 DOCKET STN-50-49a Bouth Texas Project. Unit I 
Advises that, during Nov 197B>Fublic Utils Board of Cltg of 
Dr eunsvll le. TXi has continued review of prevlouslg recei/od 
dlseoverg documents Citg has not received ang requests for 
documents or interrogatories tl/Ccr ti f i cate of 8vc 
JABLON, R A Spiegel b tlcOiarmid 78/12/11 4pp 


7901020304 DOCKET STN-50-49a South Texas Project, Un 1 1 1 
Order extending time to respond to interrogatorls s to 
790115 

HILLER, H E Atomic Safety and Licensing Guard Panel 78/12/22 


7901250U3 DOCKET 8TN-50-49a Bouth Texas Projact. Unit 1 
Confirms 781205 receipt of first set of interrogatories b 
requests for documents from DDJ to Cities of Austin b San 
Antonio Responses will be conplste bg late Jan 1979 
Certificate of Bvc end 

UDDD, J, C Matthews, Nawiln. Mac farlane b Barrett 79/01/02 4pp 


7901240343 DOCKET 8TN-SD-49a South Texas Project, Unit 1 
Licensee Dec 197B progress rept Act receipt of NRC answers 
to Houston in terroga tor i esi requests fur production & suppl 
answer from DDJ Responses will he served bg 790115 
Certificate of Sve end 

FRANKLINilrJ J Lowens te in, Newman • Ro 1 s, A i e 1 r ad b Toll 79/01/03 

4pp 

7901250107 DOCKET 8TN-50-49a South Texas Project, Unit 1 
Describes status of dlseoverg documents review Brownsville 
has, to date, received no Interrogatories or requests for 
documents from ang parties It has served b filed its own 
Initial Interrogatories Certificate of Bvc end 
MCDIARMID.R C Splogol b McDJarmid 79/01/03 4pp 


7901260012 DOCKET STN-5D-496 South Texas Project. Unit 1 

Forwards initial interrogatories & request for production of 
documents, submi tted to Central Power & Light from Public 
Utilities Board of Brownsvi 1 le, TX, 

MCBtARMID.R C . JABLON, R A , POIRIER, M R Bplegel & HcDtarmld 
79/01/03 2pp 


7901260016 DOCKET BTM-50-49B South Texas Project, Unit 1 
Initial Interrogatories (< request for production of 
documents, submitted to Contra! Power b Light from Public 
Utilities Board of Brownsvi 1 Is. TX Certificate of 8vc end 
MCDIARHID.R C Bplegel b McDlarmid 79/01/03 a3pp 


7901260105 DOCKET STN-50-49B Bouth Texas Project. Unit 1 

Natlflcatidn that MR Poirier will reprosent Public Utilities 
Board of Brownsvi 1 le, TX in proceeding Certificate of Bvc 
and 

POIRIER, H R Spiogal b McDiarmld 79/01/03 3pp 


7901160401 DOCKET STN-50-49B South Texas Project, Unit 1 
Forwards corrected Initial interrogatories to b first 
request far production of documents bg applicant from Public 
Util Board of Cltg of Brownsville, TX 
POIRIER, h R Spiegel b McDiartnid 79/01/05 Ip 


7901160405 DOCKET 8TN-50-49a South Texas Project, Unit 1 
Corrected initial interrogatori ee to & first request for 
production of documents bg applicant from Public Util Board 
of Citg of Brownsvi 1 1 e. TX Certificate of Bvc encl 
POIRIER, M R Spiegel b McDiarmld 79/01/05 34pp 


7901300173 DOCKET aTN-ao-49B Sauth Texas Project. Unit I 

Foruords Citg of Ban Antonie's responses to interrogatories 
b request for production of documents, submitted bg DOJ to 
Ban Antonio 

UILSON.M R Matthews, Nowlin, Macfarlane ti Barrett 79/01/05 


7901300177 DOCKET 8TN-S0-49a Bouth Texas Project, Unit I 
Response bg Cltg of Ban Antonio to first set of 
interrogatories b requests for production of documents, 
submitted bg DOJ Providee Info re electrical enei'gg 
interchanges b economg energy Certificate of Bvc end 
WlLSDNiW R I HOOD. J C Matthews, Mouilln, Macfarlane b Barrett 
79/01/04 I9pp 


7901300023 DOCKET STN-SO'498 Bouth Texas Project, Unit 1 

Forwards corrected pages of interrogatories did 790105 that 
erroneouslg referred to licensee Document title should be 
"Corrected Initial Interrogatories to ti First Request for 
Production of Documents bg Central Power b Light Co " 
POIRIER, M.R Spiegel ti McDlartniii 79/01/08 Ip 
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790123033a DOCKET STM-50-49B South T»ia« Projsctj Unit 1 
TK Util Oenerating Co objoctiona to 701188 DOJ 
Interrogatories tt requasts for documenbi DOJ demand* ulll 
result in unfair burden to TUQC. doc lalms specific 
Interrogatories More* for protective order 

KKOTTSi J B . REYNOLDS. N S Debevoite & Lleberman 79/01/18 lipp 


7901020132 DOCKET STN-50-49B South Texas Project. Unit 1 
Forward* IE Insp flepts 50-49B/7B-li 1< 50-499/7B- 1 i on 
781034-27 & Notice of Violation 

SEIDLE.M C Raffion 4. Dallas, fleaetor Construction Ir Engineering 

Support Branch 78/IJ/19 Spp 


790tOB0l39 DOCKET 5TN-S0~49B South Te>a* Project. Unit 1 
IE ln*p Repts 50-49a/7a-li 8< 90-499/78-16 on 781024-27 
Noneornpl lance noted failure to provide procedure* for insp 
of housekeeping, failure to provide acceptance criteria i< 
lack of 04 surveillance 

HUB4CER. W 0 . T/iPlA. J I . CffOSSMAM. H A Region 4. Dal las. 

Reactor Construction Ic Engineering Support Branch 78/11/19 
lOpp 


7901020148 DOCKET STN-50-498 South Texas Project, Unit I 
Notice of Violation from Insp on 781024-87 

a Region 4. Dallas. Reactor Construction ti Engineering Support 
Branch 78/11/19 8pp 


7901040164 DOCKET STN-50-49a South Teiat Project, Unit 1 
Forwards IE Dutletln 78-14, "Deterioration of Duna-N 
Components in ASCO Solenoids " 

SEVFRIT.K V Region 4. Dallas, Office of the Director 78/12/19 

Ip 


7901290002 DOCKET STN-50-49a Bouth Toiai Project, Unit 1 

Foruarde Insp Bept* 90-498/70-17 fc 50-499/78-17 on 781205-00 
tt Notice O'f Deviation 

SEIOLE.U C Region 4. Dallas, Reactor Construction tc Engineering 

Support Branch 78/12/21 Spp 


7901230089 DOCKET STN-S0-49a South Texas Project. Unit 1 
Notice of Deviation for insp on 781209-08 

e Region 4, Dallas. Reactor Construction b Engineering Support 
Branch 78/12/20 Ip 


7901250090 DOCKET 8711-50-498 South Texas Project. Unit I 
IE Insp Repts 50-49B/7B-17 b 50-499/70-17 on 781203-08 
Noncomp 1 lance noted reporting of cadwelder qualification 
Insp b test results by Level 1 inspectors 

HUDACEK.U 0 , TOMLINSON, D P. . CR0B8NAN, W A Region 4, Dallas. 

Reactor Construction b Engineering Support Branch 70/18/80 Bpp 


7901240237 DOCKET STN-60-49B South Texas Project, Unit 1 
Forward* IE Circular 78-19, "Manual Override (Bypass) of 
Safety Actuation Signals " 

SEVFRIT.K V Region 4. Dailai, Office of the Director 78/12/29 

6pp 


7901250014 DOCKET BTN-50-49a South Texas Project. Unit 1 
Forward* IE Circular 79-OB, "Failure of 120 Volt Vital AC 
Power Supp 1 los. " 

BEVFRtTiK V Region 4. Dallas, Office of the Director 79/01/16, 
7pp 


790I2SD361 DOCKET STN-3D-49B Bouth Texas Project, Unit t 
Act receipt of 7B010S 1 tr informing NRC of stipe taken to 
correct violations noted In IE Imp Repts 30-498/78-16 U 
80-499/78-16 Requests addl info re recurrence control 
measure* 

8EIDLE. H C Region 4. Dallas, Reactor Construction b Engineering 

Support Branch 79/01/17 Ip 


7901290364 DOCKET BTN-50-49a South Texas Project, ’Unit 1 
Responds to NRC 781119 Itr re violations notod In IE Insp 
Repts 30-490/76-16 b 90-499/78-16 Corrective actions: new 
housekeeping procedures instituted b aceeptence criteria 
for meggerlng established. 

TURNER, E. A Houston Lighting b Fosier Co, 79/01/08 2pp 


7901040152 DOCKET STN-50-49a South Texas Project. Unit t 
Forwards Interim deficiency rapt rs struetual steel design 
deflei ancy 

TURNER. E, A Houston Lighting b Power Co 78/12/87. Ip. 


7901040156 DOCKET STN-30-49B Bouth Texas Project, Unit 1 
Interim rept on structural steol design dafie 1 ency, Inter! or 
structural steal bsams design by Brawn b Root falls to 
considsr certain postulated load* Only 1 case requires addl 
structural members 

e Houston Lighting b Power Co 78/18/87 Spp 


7901220015 DOCKET BTN-50-49B South Texas Project, Unit 1 
Transcript of 790111 prehearing conference in Houston. TK 
re intervenors' contentions of allsged const dafictenela*. b 
on-ilte OA program* Pp 1-196 

BECHHOEFERiC , LUEBKE, E Atomic Safety and Licensing Board Panel 
LAMB, J Affiliation Unknown 79/01/11 196pp 


7901260215 DOCKET 9TN-50-499 South Texas Project. Unit 2 

Forwardi request for addl info re DA b conduct of operation* 
for FSAR review Requires response by 790521 

PARRiO D Light Hater Reactors Branch 3 79/01/18 lOpp 


7901890093 DOCKET 9TN-50-499 Sooth Texas Project. Unit 2 
Ack receipt of applicant's reeponses to quest! onsi answers 
acc eptable 

COLLINS, P F Operator Licensing Branch 79/01/19 ip 


7901230232 DOCKET 9TN-S0-499 Bouth Texas Projict, Unit 2 
Amends to environ rept have been reviewed No comments to 
offer within area of expertise 

HSIMER.R H Interior, Dept of, Bureau of Reclaeiation 79/01/16 
tP 


7901240192 DOCKET BTN-80-499 Booth Texas Project, Unit 2 
Responds to 7Bi207 memo b comment* on review of Amend 1 to 
environ rept Request* copies of monitoring itudiss, study 
design to monitor aquatic biota b study design to evaluHte 
effect of project on waterfowl 
DDBEL, D C interior, Dept of 79/01/11 2pp 


7901100233 DOCKET BTN-50-499 South Texas Project. Unit 3 

Notification of availability of "Interservie# Procedure! for 
tnstructlonil Sys Development" TRADOC Pamphlet 350-30 
referenced In NUREO-0219, "Nuclear Security Personnel for 
Power Plants " 

BE 5 AH, H J Division of Document Control 78/11/20. Spp 


7901170392 DOCKET STN-50-499 South Texas Project, Unit 8 

Petition by Citixens Concerned about Nuclear Power for leave 
to Intervene in proceedings Discusses interests of CCNP 
members affected b CCNP contentions Affidavit* b Certificate 
of Sve cnc 1 

RYAN, C R Cittiens Concerned About Nuclear Power, Inc, 78/13/8} 
9PP 


7901190230 DOCKET 8TN-50-499 Bouth Texas Project, Unit 2 
Informs that R Bchulman will no longer represont Cltlian* 
Concerned ebout Nuclear Power In its attempt to secure 
Intervener status in proceedings All future correspondence 
should go to C Ryan H/Certiflcate of Bve 

UANAKiB , 9INKIN, L. Cittiens Concerned About Nuclear Power, Ine 
70/11/22 3pp 


7901830369 DPCKEf 9TN-50-499 Booth Texes Project. Unit 2 
Rssponeo by applicant to amended petition* to Intervene 
submitted by Cltliens Concerned About Nuclear Power b D 
Harka Asserts neither CCANP nor Marke have standing to 
Intervene Certificate of Sve end 

NEHMANi J R , CULP, R K Lowenstein. Newman. Reis, Axelrad b Toll 
BCHEARZ.K D Baker b Ootts 79/01/09 S2pp 


7901830096 DOCKET STN-30-499 Bouth Texas Project, Unit 2 
Notification that HF Reis will represent applicant In 
proceeding* Certificate of Bve end, 

nEtS,H,P Lowsnstein.Neumin.Reis, Axelrad b Toll 79/Ot/Oe Spp 


7901830356 DOCKET 8TN-80-499 South Texas Project. Unit 8 
NRC response to 781886 amended petition to Inttrvsne of 
D Marks All contentions of petitioner are inadmissible b 
criteria of 10CFH2 714 re lata-fJled petition* are not 
satisfied 

MCOURREN.H J Office of the Executive Legal Director, 79/01/00 
85pp. 


7901880359 DOCKET 8TN-50-499 South Texas Projaet, Unit 8 
NRC response to 781826 amended petition to intervene filed 
by Cltiieni Concerned About Nuclear Power Urgee ASLB to find 
that potitloners have not establislied standing. Not lea of 
appearance b Certificate of Bve end 

ULMAN, M B Office of the Executive Legal DlrsctDr. 79/OI/Oa 

20pp, 


7901290311 DOCKET BTN-30-499 South Texas Project, Unit 2 
Response by State of TX in lupport of requests by D Narke, 

M HcCaughait b Citlien* Concerned About Nuclear Power for 
intervener status TX urge* that all petitioner* be permitted 
to intervene Certificate of Sve end 

WHITE, M , FAINTER. J W , LOWERRE.R.W, Texas, State of 79/01/05 

6pp. 


7901020197 DOCKET BTN-50-499 South Texes Project. Unit 2 
AdylM* that during Nov 1978, City of Agitin.TX neither 
lnilpl«t9d nor ptetivod anv dlacovtru raauaiti 
BALOUOHrR C. Auatirif TX 7B/U/04. 4pp 
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7901020304 DOCKET STN-50-499 South TB»a» Project, Unit 2 
Order extending tiois to respond to Intorrogatori es to 
7901 ID 

HILLERiH E Atonic Safety and Licensing Board Panel 78/12/22 ip 


7?011!0274 DOCKET 8TN-30-499 South Tojas Project. Unit 2 
Advises that. during Nov 197B. Public Utils Board of City of 
Brounsvl He, TX. has continued review of previously received 
discovery documents City has not received any requests for 
documents or Interrogatories U/Cer tl f 1 ca te of 8vc 
JABLOIf, R A Spiegel t< HcDiarmld 7B/12/1I 4pp 


79011d>0401 DOCKET STN-50-499 South Tejas Project, Unit 2 
Forwards corrected initial interrogatories to Si first 
request for production of documents by applicant from Public 
Util Board of City of Drounsvi 1 le. TX 
FOIRIER. MR Spiegel SiMcOiarmid 79/01/05 Ip 


7901160405 DOCKET BTN-SO-499 South Tesae Project, Unit 2 
Corrected initial interrogatories to It first request for 
production of documents by applicant from Public Util Board 
of City of Brownsville, TX Certificate of Svc end 
POIRIER, M R Spiegel l< McDiarmid 79/01/09 34pp 


7901170374 DOCKET 8TN-S0-499 South Toias Project, Unit 2 
Applicant's discovery rept for Dec 197Q, submi tted per ASLB 
760621 directive Points out that TX Util Oeneratlng Co has 
requested extension until 790112 to respond to DOJ 
Interrogatories t< document requests 
KhXlTTS. J B Debevoise !< Lleberman 79/01/04 Spp 


7901190273 DOCKET BTN-SO-499 South Texas Project. Unit 2 

Rapt of DOJ on progress made in completing discovery during 
Dec 197B DOJ hat not yet received list of documents 
applicant claims to be privileged, despite repeated requests 
Certificate of Svc end 

HARRIS, J L Justice, Dept of 79/01/02 Spp 


7901230332 DOCKET 6TN-50-499 South Texas Project, Unit 2 
TX Util Oeneratlng Co objections to 7B1122 DOJ 
interrogatories t, requests for documents DOJ demands will 
result in unfair burden to TUQCi declaims specific 
Interrogatories Moves for protective order 

KNOTTS, J B , REVNOLDSiN 6 Debevoise ti Lleberman 79/01/12 llpp 


790I23039B DOCKET aTN-50-499 South Texas Project, Unit 2 

Tax-La Elactric neither initiated nor received any discovery 
requests during Dec i978, but did informally request that 
discovery documents be provided to the City of Brownsville, 
TX for review Certificate of Bvc end 
BURCMETTE, W H Northcutt Ely 79/01/05 4pp 


7901240343 DOCKET STN-50-499 South Texas Project, Unit 2 
Llcsnsae Dec 1979 progress rapt Ack receipt of NRC answers 
to Houston interrogator iesi requests for production b suppl 
answer from DOJ Responses will be served by 790115 
Certificate of Svc end 

FRANKLIN, W J Lowenstoin, Newman, Reis, Axelrad b Toll 79/01/03, 
4p5 


7901260105 DOCKET BTN-5CJ-499 South Texas Project, Unit 2 

Notification that MR Poirier will represent Public Utilities 
Board of Drownsvl 1 ie, TX In proceeding Certificate of Svc 
end 

POIRIER, M R Spiegel tc HcDiarmld 79/01/03 3pp 


7901290376 DOCKET STN-SO-499 South Texas Project, Unit 2 
Houston Light b Power objections b motion for protective 
order re DOJ discovery request Objects to preparing list of 
documents previously reviewed by DOE on grounds that it 
calls for legal c one! us ions Certificate of Svc end 
BOUKNIOHT, J A Lowens te i n, Newman. Re I B, Ax e 1 rad b Toll 79/01/15 

Spp 


7901300022 DOCKET STN-50-499 South Texas Project, Unit 2 

Forwards corrected pages o.f interrogatories did 790103 that 
erroneously referred to licensee Document title should be 
"Corrected Initial Interrogatories to b First Request for 
Production of Documents by Central Power b Light Co '' 
POIRIER, H n Spiegel b McDiarmid 79/01/09 Ip 


7901150147 DOCKET BTN-50-499 South Texas Project. Unit 2 
Forwards discovery progress rept for Dec 1970 Staff 
presently contemplates serving Interrogatories b requests 
for documents during Jsn 1979 

LESSV.R P Office of the Executive Legal Director 79/01/03 !p 


7901300173 DOCKET STN-SO-499 South Texas Project. Unit 2 

Forwards City of San Antonio's responses to interrogatories 
b request for production of documents, submitted by DDJ to 
San Antonio 

WILSON, W R Matthews, Nowlin. Macfarlane b Barrett 79/01/05 Ip 


7901300177 DOCKET 3TN-30-499 South Texas Project, Unit 2 
Response by City of San Antonio to first set of 
interrogatories b requests for production of documents, 
Bubmlttsd by DOJ Provides info re electrical energy 
Interchanges b economy energy Certificate of Bvc end 
WILSON, W R , WOOD.J C Matthews, Nowlin, Macfarlane b Qarrebt 
79/01/04 i9pp 


7901020132 DOCKET 8TN-S0-499 South Texas Project. Unit 2 
Forwards lE Insp Repts 30-498/79-16 b 50-499/78-16 on 
781024-27 b Notice of Violation 

SEIDLE.W C Region 4, Dallas, Reactor Construction b Engineering 

Support Granc h 70/ 1 1/13 2pp 


7901020137 DOCKET BTN-30-499 South Texas Project. Unit 2 
IE Insp Repts 50-49B/7B-16 b 50-499/79-16 on 7B1024-27 
Noncoinpl lance noted failure to provide procedures for insp 
of housekeeping, fal lure to provide acceptance criteria b 
lack of 0A surveillance 

HUDACEK.W 0 , TAPIA, J I , CROSSHAN, W A Region 4. Dallas, 

Reactor Construction b Engineering Support Branch 7B/li/tS 
lOpp, 


7901020142 DOCKET aTN-30-499 South Texas Project, Unit 2 
Notice of Violation from insp on 791024-27 

r Region 4, Dallas, Reactor Construction b Engineering Support 
Drench 7B/li/15 2pp 


7901250107 DOCKET 9TN-50-499 South Texas Project, Unit 2 
Describes status of discovery documents review Brownsville 
has, to date, received no interrogatories or requests for 
documents from any parties It has served b filed its own 
Initial interrogatories Certificate of Svc end 
MCDIARMID, R C Spiegel b McDiarmid, 79/01/03 4pp 


7901040164 DOCKET STN-50-499 South Texas Project, Unit 2 
Forwards IE Bulletin 79-14, "Deterioration of Duna-N 
Components In ASCD Solenoids " 

BEYFRIT, K V Region 4, Dallas. Office of the Director 70/12/19 
IP 


7901250111 DOCKET 8TN-50-499 South Texas Project, Unit 2 
Advl»et that during manth of Dee 1978 South TX Electric 
Cooperative b Medina Electric Cooperative neither initiated 
nor received any discovery requests W/encl Certificate of 
Servl ce 

JOHN, D F Akin, Dump, Hauer b Feld 79/01/03 4pp 


7901250113 DOCKET 8TN~S0-499 South Texas Project. Unit 2 
Confirms 78120S receipt of first set of interrogatories b 
requests for documents from DDJ to Cities of Austin b San 
Antonio Risponses will be complete by late Jan 1979, 

Cartificate of Svc end 

HDDDi J C Matthews, Nowlin, Macfarlane b Barrett 79/01/02 4pp 


7901260012 DOCKET 9TN-50-499 South Texaa Project, Unit 2 

Forwards initial interrogatories b request for production of 
documents, submitted to Central Power b Light from Public 
Utilibtoi Board of Brownsvi 11 e, TX 

MCDIARMID, R C , JABLON. R A , POIRIER, M R Spiegel b McDiarmid 
79/01/03 2pp 


7901260016 DOCKET BTN-30-499 South Texas Project, Unit 2 
Initial Interrogatories b request for production of 
documents, submitted to Central Power b Light from Public 
Utilities Board of Brownsvi 1 le, TX Certificate of Bvc end 
MCDIARMID, R, C Spiegel b McDiarmid 79/01/03 33pp 


7901240237 DOCKET 3TN-50-499 South Texas Project. Unit 2 
Forwards IE Circular 78-19, "Manual Override {Bypass} of 
Safety Actuation Signals *' 

BEYFRIT, KV Region 4, Dallas, Office of the Director 79/12/29 

6pp. 


7901230014 DOCKET '8TN-S0-499 South Texas Project, Unit 2 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies " 

BEVFRIT, K V Region 4, Dallas, Office of the Director 79/01/16 
7pp 


79O12SOO02 DOCKET BTN-50-499 South Texas Project, Unit 2 

Forwards Insp Repts 50-49B/79-17 b 80-499/78-17 on 701205-09 
b Notice of Deviation 

SElDLEiM C Region 4, Dallas, Reactor Construction b Engineering 

Support Branch 78/12/21 2pp 


7901250065 DOCKET aTN-30-499 South Texas Project, Unit 2 
Notice of Deviation for insp on 781203-08 

* Region 4, Dallas, Reactor Construction b Engineering Support 
Branch 76/12/20. Ip 


7901280090 DOCKET STN-30-499 South Texas Project. Unit 2 
IE Insp Repts 30-498/78-17 b 30-499/78-17 on 781208-09 
Noncompl lance noted , report Ing of cadwelder qualification 
insp b test results by Level 1 inspectors 

HUBACEK.N.O , TOMLINSON, 0. P , GROSSMAN, M A Region 4, Dallas. 

Reactor Construction b Engineering Support Branch 79/12/20 Spp 
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7«?012S036I DOCKET STN-SO-^^V South Teias Projett. Unit 3 
Ack reeolpt o# TBOIOS Itr informina NRC of stBp» tak«n to 
correct violations noted in IE Insp Repts 50-‘49B/7B-li U 
aO-4fl9/>7B-l 6 Roauests addl info re roeoTrence control 
measures 

SEIDLEi H C Region 4. Dallos> Reactor Construction b Engineering 

Support Brancft 79/01/17 Ip 


7901350364 DCCKET BTN-50-499 South Teias Project, Unit 3 
Responds to RRC 7BlltS Itr re violetions noted in IE Insp 
Hepts 50-498/78-16 U 50-499/76-16 Corrective actions new 
housekeeping procedures instituted & acceptance criteria 
for meggerlng established 

TURNER, E A Houston Lighting i, Power Co 79/01/08 2pp 


7901040153 DOCKET STN-50-499 South Tetas Project. Unit 3 
Foruards interim deflciencg rept re structual steel design 
def 1 c 1 encv 

TURNER. E A Houston Lighting l< Power Co 76/13/37 Ip 

I 

7901040156 DOCKET 8TN-50-499 South Teias Project. Unl> 3 

Interim rept on struptural steel design deflciencg Interior 
structural steel beams design bg Drouin k Root falls to 
consider certain postulated loads Qnlg 1 case requires addl 
structural members 

• Houston Lighting t, Pouer Co 78/I3/S7 Spp 


7901220015 DOCKET STN-80-499 South Tiias Project. Unit 3 
Transcript of 790111 prehearing conference in Houston. TX 
re Interveners' contentions of alleged const deficiencies. & 
on-slte QA progrems Pp 1-196 

DECHHOEPERiC . LUEBKE, E Atomic Safetg and Licensing Board Panel 
LAHS.U Affiliation Unknown 79/Ol/U I96pp 


7901030173 DOCKET 50-500 Davis-Bssse Nuclear Power Station. Unit 3 
Responds to oral request for evaluation of raliabllltg 
proposed main steam non-return valves (c fesdueter control 
valves 

ROE, L E Toledo Edison Co 78/13/37 Spp 


7901180117 DOCKET 80-501 Davls-Desse Nuclear Pousr atetlon. Unit 3 
Forwards copg of "Risk Assessment Review Group Ript to U9 
NRC " (Lewis Rept) Commission is presentlg developing policy 
statement concerning rept . . 

ULHAN. M B Office of the Eiecotlve Legal Director 78/13/23 Ip 


7901340381 DOCKET 80-801 Devis-Besse Nuclear Power Station. Unit 3 
Notification of Intent to obtain access to facilities 
pursuant to license conditions imposed bg 770106 "Initial 
Decision (Antitrust) " 

JABLON.R A Spiegel k McDiarmld 78/13/39. 3pp 


79010B0412 DOCKET 8TN-80-S0S Haven Nuclear Plant, Unit 1 
Notice of 790131 meeting in Madison.Wl to discuss State of 
WI/NRC interactions in review of Haven application 
HATKINBi R V Environmental Project Branch I 7S/ 18/30 Dpp 


79O133OJO0 DOCKET 8TN-S0-80S Haven Nuclear Plant. Unit 1 
Forwards schedule for radiological safetg review Review to 
determine whether target dates are realistic Diitrlbutlon 
list & list of plant milestones end 

BOYD.R S Division of Project Management 79/01/11 4pp, 


79010203U DOCKET STN-80-803 Haven Nuclear Plant. Unit 1 
NRC requests add! info re fire protection training prograei 
to continue review of P8AR 

PARR.O 0 Light Water Reactors Branch 3 78/13/18. Spp 


79011B0210 DOCKET 8TN-80-802 Haven Nuclear Plant. Unit 1 

Notification of availabllltg of "Intarservlca Procedures for 
Instructional Sgs Davelopment" TRAOOC Pamphlet 350-30 
referenced In NUREO-0219, "Nuclear Securltg Personnel for 
Power Plants '' 

BESAHrW U Division of Document Control. 79/11/80 Spp 


7901030191 DOCKET 9TN-50-SD2 Haven Nudeer Plant, Unit 1 

Submits affidavit of FP Llbertouio affirming that Amend IS 
to Environ Rept was served to ivc list 

OURBTEIN. S Wisconsin Electric Power Co 78/13/36 Spp 


7901230178 DOCKET 50-500 DevU-Beise Nuclear Power Btetlon, Unit 3 
Informs that TRADOC Pamphlet 380-30, "Interservlce Procedures 
for Instructional Bgs D«ve lopmerit" referenced in NURE(9-0219 
Is available in microfiche form from NRC 

BESAW, N J OWisian of Ooeumont Control 78/11/30 Spp 


7901020014 DOCKET 50-500 Davls-Bssse Nuclear Power Station, Unit 3 
Grants motions seeking mods In schedule t< procedures adopted 
in decision ALAB-509 Discusses implications of granting 
motions on original hearing achedule 

DUFLO. H E Atomic Safetij and Licensing Appeal Pansl 78/13/31 
Spp 


7901190210 DOCKET 9TN-80-803 Haven Nudsar Plant, Unit 3 

Notification of avallebilitg of "Intersarvice Procedures for 
Instructional Sgs Development" TRADOC Pamphlet 390-30 
referenced in NLIRE0-0S19, "Nudeer Seeuritg Personnel for 
Power Plants " 

fiEBAWrW J. Division of Document Control 79/11/80 Spp 


790131016? DOCKET BTN-80-S0B WPPBB Nuclear Projtct, Unit 3 
Ack receipt L caprcsses appreciation for 7S1S1B k 790103 
Itrs re ATW9 mods (< occupational exposure 
HATTaONiR J Division of Sgsiemt Befatg. 79/01/18 Ip. 


7901110389 DOCKET 90-900 Davls-Besse Nuclear Power Btatlon, Unit 3 
Time within which Commission mag determine to review 
decision ALAn-909 Is extended until 790113 

CHILH.S U Office of the Secretarg of the Commission 79/13/86 
3pp 


7901190117 DOCKET 50-800 Davls-Oosse Nuclear Power Btatlon, Unit 8 
Foruiards copg of "Risk Assessment Review Group Rept to DS 
NRC " iLewks Rept) Cammlislon is presentlg developing policy 
statement concerning rept 

ULMANi M B Office of the Executive Legal Director 78/13/23 ip 


7901840351 DOCKET 50-800 Davls-Desse Nuclear Power Btatlon, Unit 8 
Notification of intent to obtain access to facllitlas 
pursuant to license conditions Imposed bg 770106 "Initial 
Decision (Anti trust 1 " 

JABLONiR A Spiegel k McDiarmld 78/18/89, 3pp, 


79010S017S DOCKET 80-801 Davis-Besse Nuclear Power Station. Unit 3 
Responds to oral request for evaluation of rellabilitg 
proposed main steam non-return valves (< feedwater control 
valves 

RDE.L E Toledo Edison Co 78/13/27 3pp. 


DOCKET 80-501 Davis-Besse Nudeer Power Station, Unit 3 
that TRADOC Pamphlet 350-30, "Interservlce Procedures 
ucttonal Bga Development" referenced in NUREG-0819 
hie kn microfiche form from NRC 

'Ik/SO Spp. 


Init 3 
,d 


3/31. 


7901160336 DOCKET 8TN-50-S0B WPPBB Nuclear Project, Unit 3 
Notification of avallebilitg of " Interservlcs Procedures for 
Instructlonsl' 8g« Oevslopment" TRADOC PAMPHLET 350-30 
referenced in NUREO-0819, "Nudeer Seeurltg Personnel for 
Powsr Plants " 

BEBAW.W J Division of Document Control 78/11/80 Spp 


7901080006 DOCKET STN-S0~90B WPP88 Nuclear Project, Unit 3 
Forwards IE Circular 78-19, "Manual Override IBgpass) of 
Safetg Sgs Actuation Signals. " 

ENOELKENi R H Region 8, San Francisco, Office of the Director. 
78/18/29 tp 


7901880216 DOCKET STN-80-809 WPPS8 Nuclear Project, Unit 3 
Forwards IE Circular 79-02. "Failure of ISO Volt Vital AC 
Power Supplies " 

ENOELKEN.R H Region 3. San Frandico, Office of the Dkraetor 
79/01/16, 7pp 


7901190336 DOCKET BTN-80-809 WPPBB Nuclear Project, Unit 8 
Notification of availabllltg of "Interservlce Procedural for 
Instructional Sgs Devtlopment" TRADOC PAMPHLET 380-30 
referenced In NUfiEO-0219, "Nuclear Seeurltg Personnel for 
Power Plants " 

8E9AW,W J. Division of Document Control 79/11/30. Spp. 


7901000006 DOCKET 8TN-80-S0? WPPBB Nudsar Project, Unit 8 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Safety Sgs Actuation Signals " 

ENOELKEN, R H. Region 9, San Francisco, Office of the Dlrielor 
78/18/89 ip 


7901880216 DOCKET BTN-90-S09 WPPBB Nuclear Project, Unit 9 
Forwards IE Circular 79-03, "Failure of 130 Volt Vital AC 
Power Supplies " 

ENOELKEN, R,H Region 8, Ben Francisco, Office of the Diracttr 
79/01/16 7pp 


Inlt 3 


13/36 
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770I0aOliS DOCKET 50-310 Olue Hills Statiom Unit I 

Foryardf "Environ Mitigation Plan-Dig Thicket Tpansmlssion 
Corridor Crossings" In response to request Plan describes 
renoval & restoration of vegetation at pouer transmission 
corridors thru Big Thicket 

HUMPHDEV8. L L Oulf States Utilities Co 78/ 10/26 16pp 


7901190230 DOCKET 50-514 Pebble Springs Nuclear Plant. Unit 1 
Informs Board of delay in filing alternative site testiiriong 
scheduled for 790126 due to intervening c ircumis tances 
QORDENICK. D M Office of the Esecutlve Legal Director 78/12/37 
*P 


7701110192 DOCKET 50-510 Dlue Hills Station. Unit 1 
Denies petition for leave to intervene filed by DM 
McCaughan Asserts that petition does not satifu criteria of 
10CFR3 7t4<a> 

MILLERiH E Atomic Safety and Licensing Board Panel 78/12/22 
9pp 


7901230025 DOCKET 50-510 Blue Hills Station. Unit I 

Forwards NUREO/CR-0400. "Risk Assessment Review Group Rapt 
to the US NRC" ILewls Rept). providing recommendations for 
use of rlik assessment methodology tt assessment of 
HASH- 1400 U/o end 

HOOOHEAO. C P Office of the Esecutlve Legal Director 79/01/11 

Ip 


79010801 IS DOCKET 50-311 Dlue Hills Station. Unit 2 

Forwards "Environ Mitigation Plan-Big Thicket Transmission 
Corridor Crossings" in response to request Plan describes 
removal t< restoration of vegetation at power transmission 
corridors thru Dig Thicket 

HUMPHREY8.L L Oulf States Utilities Co 78/10/26 16pp 


7901110192 DOCKET 30-311 Dlue Hills Station. Unit 2 
Denies petition for leave to intervene filed by DM ; 

McCaughan. Asserts that petition does not satify criteria of 
10CFR2 714(a> 

MILLER. M E Atomic Safety and Licensing Board Panel 7B/12/22 
3pp 


7901230023 DOCKET 30-311 Dlue Hills Station. Unit 2 

Forwards NUREO/CR-0400. "Risk Assessment Review Oroup Rept 
to the US NRC" ILewls Rept). providing recommendations for 
use of risk asiessmont methodology b assessment of 
HASH-1400. U/Q end 

HOODHEAD. C P Office of the Executive Legal Director 79/01/11 
*P 


7901030242 DOCKET 30-513 WPPBB Nod ear Project, Unit 4 

Notice of 790117 meeting In Dethesda, HD w/uti) re guidelines 
for quellfylng equipment for UPPSS plants 

SOURNIA, A Light Hater Reactors Dranch 3 78/12/22 2pp 


7901230260 DOCKET 50-314 Pebble Springs Nuclear Plant. Unit 1 
Responds to memo concerning schedules Believes schedule for 
decision described in 700914 Itr is still appropriate H/encl 
7S0914 Itr from DR Dept of Justice 
SANDVIK. R M Oregon. State of 78/12/28 3pp 


7901230273 DOCKET 50-314 Pebble Springs Nuclear Plant. Unit 1 
Forwards 0AMD77“1927i “Transport of Radionuclides in Urban 
Environs Working Draft Assessment ” Also encl are Commission 
Info repts SECV-70-31 1 «< SECV-7B-311A. whl ch show that NRC 
recommends no immediate regulatory action H/n enc 1 s 
DORDENICH.B M Office of the 'Exec utive Legal Director 79/01/16 

2pp 


7901300002 DOCKET 50-514 Pebble Springs Nuclear Plant. Unit 1 
Forwards IE Insp Rept 30-314/78-02 on 781219 No 
none omp 1 lance noted 

SPENCER. 0 S Region 5. San Francisco. Reactor Construction U 

Engineering Support Branch 78/12/28 2pp 


7901300004 DOCKET 30-314 Pebble Springs Nuclear Plant. Unit 1 
IE Insp Rept 30-314/76-02 on 7S1219 No none omp 1 1 anc 0 noted 
Major areas inspected storage conditions & records of 
reactor pressure vessel tt other primary sys components 
currently stored at site 

ALBERT. U O . HERNANDEZ, G . HAYNES, R C Region S, San Francisco. 

Reactor Construction 6 Engineering Support Dranch 70/12/26 2pp 


7901190230 DOCKET 50-SI5 Pebble Springs Nuclear Plant. Unit 2 
Informs Board of delay in filing alternative site testimony 
scheduled for 790126 due to intervening circumstances 
DDRDENICK.O M Office of the Executive Legal Director 78/12/27 
Ip 


7901230273 DOCKET S0-5J5 Pebble Springs Nuclear Plant. Unit 2 
Forwards 8AND77-1927. "Transport of Radionuclides in Urban 
Environs Uorking Draft Assessment Also end are Coaunlssion 
Info repts BeCV-7a-31l (< aECY-78-3 1 1 A, wh i c h show that NRC 
recommends no immediate regulatory action U/O' ends 
DORDENICK.O H Office of the Executive Legal Director 79/01/16 
2pp 


7901170134 DOCKET 50-313 HPPSS Nuclear Project, Unit 4 

Responds to NRC 7B1113 Itr forwards cost estimates for ATMS 
fixes for Units 1 t< 4 

COCKRELL. R 0 Washington Public Power Supply System 79/Ol/Oa 
t4pp 


7701250280 DOCKET 50-315 Pebble Springs Nuclear Plant. Unit 2 
Responds to memo concerning schedules Believes schedule for 
dedsion described in 7B0914 Itr is still appropriate U/encl 
7B0914 Itr from OR Dept of Justice 
SANDVIK. R N aregoti. State of 76/12/28 3pp 


7901180230 DOCKET 50-313 WPPBB Nuclear Project, Unit 4 

Notification of availability of "Interservice Procedures for 
Instructional Syt Development" TRADOC Pamphlet 330-30 
referenced in NUREO-0219. "Nuclear Security Personnel for 
Power Plants “ 

8ESAW.H J Division of Document Control 78/11/20 2pp 


7901020014 DOCKET 30-513 WPPBB Nuclear Project. Unit 4 

Grants motions seeking mods In schedule & procedures adopted 
In dedsion ALAB-309 Discusses implications of granting 
motions on original hearing schedulo 

DUFLO. M E Atomic Safety and Licensing Appeal Panel 7B/12/21 
5pp. 


7901110329 DOCKET S0-3l|3 WPP89 Nuclear Projact, Unit 4 
Time uithln which Commission may datermlna to review 
decision ALA8-S09 is ^extended until 790112 

CHILK.8 J, Office of the Secretary of the Commission 7Q/12/26 
3pp 


7901080006 DOCKET 30-313 WPP8S Nuclear Project, Unit 4 
Forwards IE Circular 7B-19i "Manual Override (Bypass) of 
Safety Syt Actuation! signals " 

ENOELKEN) R H Regllon 3. Ban Francisco. Office of the Director 
7B/ia/89. Ip. 


79012S0216 DOCKET 30-^13 HPPSS Nuclear Project. Unit 4 

Forwards IE Clrculai^ 79-02. "Failure of 120 Volt Vital AC 
Power Supplies ■' 

ENOELKEN. R H Region 3. San Francisco. Office of the Director 
79/01/16 7pp 

7901150016 DOCKET 50-!n4 Pebble Springs Nuclear Plant. Unit 1 
SuEMsary of 781101 meeting u/Amerlcap Electric Power re 
etandardiiation progrem. plane for new nuclear plant, h 
licensing sltuatlonffor possible standard designs 
BILVEH.H Light! Water Reactors Dranch 4 79/01/03. 6PP. 


7901100172 DOCKET 8TN-S0-316 Jamesport Nuclear Power Station. Unit 1 
In response to NRC 781206 Itr. util states they have been 
complete h accurate in submittals t. prompt in correcting 
orrars-If NRC dl sagraes. e lamp 1 es should be cited 
UHL. H 0 Long Island Lighting Co 79/01/05 Ip 


7901220026 DOCKET 8TN-50-S16 Jamesport Nuclear Pouer Station. Unit 1 
Informs that TRADOC Pamphlet 330-30, “ Interscryice 

Procedures for Instructional 9ys Development" referenced In 
NUREO-0219 is available in microfiche form from NRC 
BE6AU. H J Division of Document Control 78/11/20 3pp 


79O10B0195 DOCKET 8TN-30-516 Jamesport Nuclear Power Station. Unit 1 
Requests issuance of const license pursuant to initial 
decision of A8LB dtd 761226 Forwards payment of licensee fee 
under protest it payment shall not bo doomed waiver of 
applicant's rights to seek refund 

WALSH. E J Long Island Lighting Co 79/01/02 ip 


79P1 110002 DOCKET 8TN-S0-516 Jamssport Nuclear Power Station. Unit 1 
Forwards Const Permits CPPR— 173 I< CPPR— 176 1. Notice of 
1 SBUancc 

DOYD. R 8 Division of Project Mnnageinent 79/01/04 6pp 


7901110003 DOCKET 8TN-SD-316 Jamesport Nuclear Power Station. Unit I 
Const Permit CPPH-173 (i 176 for facilities authorlilng 
applicant to construct 2 pressuriied water nuclear reactors 
BOYD.R 8 Division Project Nanagament 79/01/04 SOpp 


7901110003 DOCKET aTN-80~516 Jamesport Nuclear Power Station. Unit I 
Notice of issuance of Const Permits CPPR-t73 ti CPPR'-176 
Permits expire on 900731 for CPPR— 173 1. 920731 for CPPR— 176 
BAER.R L Light Hater Reactors Branch 2 79/01/04 3pp 


7901230239 DOCKET eTN-50-916 Jamesport Nuclear Power Station. Unit 1 
Forwards final rept on archaeological salvage excavation at 
Hallock's pond site, Nov 197B Enel available in Central 
Files 

PLASKON.R E Long Island Lighting Co 79/01/19 Ip 
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TVOIO'lOlOa DOCKET STN~90-51i Jamesport Nuclear Power Statiotii. Unit 1 
Advises that MY State Ooard on Electric Oeneratlon Siting 
i« the Environ reopened hearing record on 7S1121 Dcard's 
decision Ulll be foruiarded to ASLAB 
LIKE’ 1 Reillg> Like & Schneider TQ/ia/D? Ip 


7901180123 DOCKET STN-50-51i Jafflesport Nuclear Power Station. Unit 1 
Authorises Issuance oF permits to applicant to construct 
facility Concludes that r eiiulretnenits of HEPA section 103(2) 

(cl & (d) t< 10CFR91 have been satisfied 

CHEATUM. E L . DECKER. R 5 . MOLEE. 8 J Atomic Safety and Licensing 
Board Panel 78/13/26 47pp 


7901180134 DOCKET STM-50-516 Jamesport Nuclear Power Station. Unit 1 
Permit for applicant to construct fac 1 1 i ty. per stipulation 
conditions Conditions include const of erosion protection 
features 6 placement of all Category I fill tc backfill in 
thin lifts 

SOVO. R 8 Division of Project Management 78/13/26 9pp 


7901240300 DOCKET STW-50-516 Jamesport Nuclear Power Btatlon. Unit 1 
Motion by intervenor Suffolk Coun t g (NYl f or extension until 
790115 to file exceptions to ASLD 7B1336 initial decision re 
cost/ t enef 1 t issues Motion baaed on delayed svc of ASLD's 
doclsion upon the county Certificate of Bvc end 
LIKE. I Suffolk County. NY 79/Ol/OS 4pp 


7901250061 DOCKET SrN-SO-516 Uamesport Nuclear Power Station. Unit I 
Foru/ards aAND77-1927. "Transp ort of Radionuclides in Urban 
Environs Working Draft Assessment " Also end are Commission 
Info Rapts SECY-7B-3n & BEC Y-7B-3 1 1 A. wh 1 c fi show that NRC 
Tecommends no immediate regulatory action N/o enclS 
DORDENICK. D tt Office of the Eiecutlve Legal Director 79/01/17 

2pp 


7901030195 DOCKET S7N-50-517 Jamesport Nuclear Power Station. Unit 3 
Reguests issuance of const license pursuant to initial 
decision of ASLB dtd 761226 Poriuards payment of licensee fee 
under protest U payment shall not be deemed waiver of 
applicant's rights to seek refund 

WALSH. E J Long Island Lighting Co 79/01/02 ip 


7901100172 DOCKET BTN-SO-SJZ Jamesport Nuclear Power Station. Unit 2 
In response to NRC 701206 Itr.utll states they have been 
complete 6 accurate In submittals & prompt in correcting 
errors if NRC d 1 sagreesr e lamp les should he cited 
UHL. M O Long Island Lighting Co 79/01/05 Ip 


79011 J0002 DOCKET STN-50-S17 Jamesport Mud oar Power Station. Unit S 
Forwards Const permits CPPR^179 k CPPR-176 & Notice of 
Issuance 

BOVD.ft B Division of Project Management 79/01/04 6pp 


7901110003 DOCKET STN-30-517 Jamesport Nuclear Power Station. Unit 5 
Const Permit cPPR-175 t. 176 for facilities authorlilng 
applicant to construct 2 pressurlied water nuclear reactors 
BOVOi R S Division of Project Management 79/01/04 20pp 


7901110009 DOCKET BTN-90-917 Jamesport Nuclear Power Btatlon. Unit 3 
Notice of Issuance of Const Permits CPPft-17S & CPPR~176 
Permits expire on 900731 for CPPR-179 fc 930731 for CPPB-176 
DAER.R L Light Water Reactors Branch 2 79/01/04 3pp 


7901220038 DOCKET &TN-50-3I7 Jamesport Nudear Power Station. Unit 2 
Informs that TRADOC Pamphlet 350-30. " In te r ser Vi c e 
Procedures for Instructional Bys Development’' referenced in 
NURE0-03t9 Is available In micmFiche form from NRC 
DESAWtH J Division of Document Control 78/11/30 Spp 


7901240300 DOCKET STN-90-517 Jamesport Nuclear Power Station. Unit 2 
Motion by intervenor Suffolk County (NY) for extension until 
790115 to file exceptions to ASLB 781336 initial declslGit ra 
cost/benefit issues Kotian based on delayed svc of ABUB's 
decision upon the county Certificate of Svc end 
LIKE, I Suffolk County. NV 79/Ol/OS 4pp 


79012SQ06I DOCKET STN-90-917 Jamesport Nudear Power Statioiii Unit 3 
Forwards SAND77-1927. "Transport of Radionudldes in Urban 
Environs Working Draft Assessment " Also end arc CojMiisslan 
Info Repts SECY-7e-311 k SECY-70-3UA. uh ich show that NRC 
recommends no Immediate regulatory action U/o ends 
BORDENICK. D M Office of the Executive Legal Director 79/01/17. 

2pp 


7901230222 DOCKET 8TN~50-91B Hartsville Nuclear Plant. Unit 1 
Forwards reasons for decision to remove charcoal filtration 
((luipment on containment exhaust Requests not 1 f Icsti on by 
790401 if disagreement w/actlon exists 

OlLLELANDi J E Tennessee Valley Authority 79/01/12 2pp 


7901180164 DOCKET 8TN-S0-9IB Hartsville Nuclear Plant. Unit 1 
Forwards Amend 29 to P8AR re Improvements in the eesenttal 
service water lys.ultimate heat sink, h ASHE Section 3 
code cases Reports that TVA will not perform preoparatlonf 1 
thermal testing of oriented spray tys 

OILLELAND. J E Tennessee Valley Authority 79/01/12 2pp 


7901180187 DOCKET BTN-50-51B Hartsville Nudear Plant. Unit I 
Amend 29 to PSAR outlining changes to the essential service 
water sys. changes to ultimate heat sink, changes to A8ME 
Section 3 code esses being utilised by TVA li minor assorted 
Chang es 

* Tennessee Valley Authority 79/01/05 tSBpp 


7901180249 DOCKET 8TN-90-918 Hartsville Nuclear Plant. Unit 1 
Notification of availability of "Interiervlce Precedures for 
Instructional Sys Development" TRADOC Pamphlet 350-30 
referencid In NURE6-0319i "Nuclear Security Personnel for 
Power Plante " 

BEBAWr U J Division of Document Control 70/11/30 2pp 


7901020014 DOCKET STN-SO-516 Hartsville Nudear Plant. Unit 1 
Orants cnDtlone seeking mods in schedule b procedures adoptid 
in decision ALAD-S09 Discusses Impllcatians of granting 
notions on original hearing schedule 

DUFLO. M E Atomic Safety and Licensing Appeal Panel. 76/12/21 
5pp 


7901110329 DOCKET 8TN-90-516 Hartsville Nuclear Plant. Unit 1 
Tine within which Commission may detarmine to review 
decision ALAO-509 is extended until 790112, 

CHILK. B J Office of the Secretary of the Commission 78/12/26 
3pp 


7901020182 DOCKET BTN-50-51B Hartsville Nuclear Plant. Unit i 
Brief in support of exceptions of intervenors. UN Young. et 
al. to the decision on motion for summary disposition for tha 
ASLD dtd 781031 Urges case be remanded for evidentiary 
hearing Certificate of Svc encl 

ELLIS. L J Ellis. L J PYLE. R D Pyle. R 0 7B/12/18. 30pp. 


790I17D024 DOCKET BTN-90-310 Hartsville Nuclear Plant. Unit i 
Motion of Intervenors to extend time to file brief which 
supports exceptions of Intervenors. UN Young, ot al. to 
decision an A8LB 7B1031 motion for summery judgment. Three- 
day extesnslon requested Certificate of Svc encl 
ELLIS, L J Ellis, L J 7B/12/21 5pp 

7901260041 DOCKET STN-SO-SIS Hartsville Nuclsar Plant. Unit 1 
Motion by intervenors UN Young. et al. for extension of tine 
Within uhicli to file brief in support of exceptions to ASLB 
781231 order 

ELLIS. L J Affiliation Unknown 70/12/21. 2pp 


7901220328 DOCKET STN-SO-SIB Hartsville Nuclear Plant. Unit 1 
Informs Board of preliminary info re criteria for buckling 
of steel containment structures Believes info docs not 
adversely effect NRC evaluation 

PATON, W D Office of the Executive Legal Director 78/12/22 H 


7901190129 DOCKET STN-SO-SIB Hartsville Nuclear Plant. Unit 1 
Forwards notice of appointment of HO Parris at Manager of 
power All corretpondencf shoold be addressed to him 
OILLELAND.J E Tennessee Valley Authority. 79/01/15 Ip 


7901110094 DOCKET STN-SO-SlS Hartsville Nuclear Plant. Unit 1 
Clarifies previous 781129 Hr to NRC re impacts on caves of 
Hartsville Nuclear Power Plant transmission line corridors 
Also requfsts copy of citation of study used by NRC to 
to determine that TVA will protect cavern sys from Impacts 
MALLEY, D K Affiliation Unknown 70/12/13 2pp 



DOCKETED ITEMS 


177 


7901000174 DOCKET BTN-50-Sta HartiviJlo Nuelsar Plant) Unit 1 
Forward* EndorBsnisnt S to Policy Binder XB-3B) X0-39 t< XB-40 
Tor TVA policy 

PIELDEFli 0 Mar*h it McLennan) Inc 79/01/02 7pp 


7901090341 DOCKET 9TN-30-9iB Hartiville Nuclear Plant) Unit 1 
Popwardi IE Circular 78-19) "Manual Override (Bypass) of 
Safety By* Actuation Signals " 

O'flEILtV.J P Flegion S, Atlanta, Office of the Director 

78/18739 Ip 


790104031B DOCKET BTN”90~51B Hartsville Nuclear Plant) Unit 1 
Forward* IE Insp Rept 30-810/78-13,90-919/78-13.50-320/ 

7a-ia. t« BO-921 770-1 3 on 781106-09 No items of 

noncomp 1 ianc o 

HUflPHYi C E Region 2, Atlanta, Reactor Construction b Engineer 

Support Branch 78/11/29 2pp 


7901040331 DOCKET 8TN-5O-310 Hartsville Nuclear Plant, Unit 1 
115 ln*p Repts 90-518/78-13,30-519/70-13,30-820770-13 b 
30-921/70-13 on 701106-09 No noncompl ianc e noted Major areas 
iltepacted' const activities, b previously identified items 
BURDETTE, T E , WILCOX, d 0 , HERDT, A R Region 2, Atlanta, Of fie 
of th* Director 7B/11/29 4pp 


7901220147 DOCKET STN-5O-S10 Hartsville Nuclear Plant, Unit I 
Supplement to 7B0S22 final deficiency rept re reinforcing 
bar cadueld splicestNHC HNP-B-S) 

• Tennessee Valley Authority 78/12/21 2pp 


7901230222 DOCKET STN-90-519 Hartsville Nuclear Plant, Unit 2 
Forwards reasons for decisior, to remove charcoal filtration 
equipment on containment eihaust Requests notification by 
790401 if disagreement w/action eiists 

OILLELAND.J E Tennessee Valley Authority 79/01/12 2pp 


7901180184 DOCKET BTN-50-919 Hartsville Nuclear Plant. Unit 2 
Forwards Amend 29 to PSAR re improvements in the essential 
service water sys.ultimate heat sink, b ASME Section 3 
code cases Reports that TVA will not perform preoperational 
thermal testing of oriented spray sys 

OILLELAND, J E Tennessee Valley Authority 79/01/12 2pp 


79O110OIS7 DOCKET 8TN-50-919 HaTtsville Nuclear Plant, Unit 2 
Amend 29 to PSAR outlining changes to the essential service 
water sys, changes tp ultimate heat sink, changes to ASKE 
Section 3 code cases being utiliied by TVA b minor assorted 
changes 

* Tennessee Valley Authority 79/01/05 I2app 


79011003B7 DOCKET 8TN-80-5tB Hartsville Nuclear Plant, Unit 1 
Farwards IE Insp Rept* 30-310/70-14, 30-919/78-14,30-520/78- 
14 b 80-921778-14 on 781031-1103 No noncompl lance noted 
ilURPHV)C E Region 2, Atlanta, Reactor Construction b Engineering 

Bupport Brands 70/12/04 2pp 


7901180245 DOCKET STN-50-519 Hartsville Nuclear Plant, Unit 2 
Notification of availability of "Interservi ce Procedures for 
Instructional Sys Development" TRAOOC Pamphlet 350-30 
referenced in NUREO-0219, "Nuclear Security Personnel for 
Power Plants " 

BE8AH, M d Division of Document Control 78/11/20 2pp 


7901X00393 DOCKET 0TN-3O-5t8 Hartsville Nuclear Plant, Unit 1 
IE In*p Rept* 50-910/78-14,90-919/78-14,90-920/78-14, 

3Q-B21/7B-14 on 701031-1103 No none omp 1 1 ance noted Major 
ap«a* ln*pect*d' spray ponds, foundot Ions, Uni t A-l containment 
t, QA audit* 

8UA>li U 0 Region 2, Atlanta, Reactor Construction b Engineering 

Bupport Branch ANO, W. P , BRYANT, d C Region 9, Ban Francisco, 

Raaetor Construction b Engineering Bupport Branch 78/11/30 
ISpp 


7901100017 DOCKET BTN-80-910 Hartsville Nuclear Plant. Unit 1 
Act receipt of 701219 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 9O-910/70-12) 
SO-319770- 12, 50-520/70-12 b 90-921/78-12 

BUTHCNLAND, d T Region 2, Atlanta, Fuel Facility b Materials 

Bafity Brandi. 79/01/09 ip 


7901100020 DOCKET BTN-90-91S Hartsville Nuclear 
Rttponds to NRC 701122 Itr re violations note 
Rapt* 30-310/70-12, 30-919/70-12, 50-920/78-12 
Corrective actions will discuss excursions of 
second year of const, dan 1979 
OILLELAMD, d, E Tannossoe Valley Authority 


Plant, Unit 1 
d in IE Insp 
t< 90-921/78-12 
pH in rept for 

78/12/19 3pp 


7901IB0027 DOCKET BTN-90-3ie Hartsville Nuclear Plant, Unit I 
Forward* lE Imp Repts 30-910/70-12,90-819/78-12, 

3O-"B8O/70-ia b 30-321/7B-12 on 781003-09 b Notice of 

Violation _ , _ 1 = 1 ,: 

BUTHEflLAND, d T Region 2, Atlanta, Fuel Facility b Materials 

Bafety Branch 70/11/22 3pp 


7901100030 DOCKET 8TN-90-S1B HartsvU U Nuclear Plant, Unit 1 

2'’**‘*RS!lon‘’L‘^At'la^tr Fuel Facility b Materials Safety Branch 

70/11/21 Ip 


50-521/70-12 on 701003-09 Noncompl lance noted. const effect 

;;Ki,roi:s;, l . huph™., ‘ 

Meterlals safety Branch 70/11/21 6pp 

Powar Supplies " r,.antisco, Office of the Director 

O'flEIULY. J P Region 3, 9an Francisco, urrice 

79/01/16 7pp 

d i >cr#piTiclt»(NRC 013) 70/12/07 Ip 

OIlUlaNDiO E Authority 70 /ia/O 7 iP 

dtserepanclei (NRC , tb/is/o? 4pp 

» Tennessee Valley Authority 70/12/07. PP 

INRC HNP-0-B> Wplleu Authority 78/12/21 Ip 

OILI-EtAND.d E Tennessee Valley Aoinorivy 


7901020014 DOCKET STN-50-5t9 Hartsville Nuclear Plant, Unit 2 
(Jrants motions seeking mods in schedule b procedures adopted 
In decision ALAB-509 Discusses Impljcatlons of granting 
motions on original hearing schedule 

DUFLD,M E Atomic Safety and Licensing Appeal Panel 78/12/21 
Spp 


7901020182 DOCKET STN-50-519 Hartsville Nuclear Plant. Unit 2 
Brief in support of eiceptions of intervenors, MN Young, et 
al.to the decision on motion for summary disposition for the 
ASLB dtd 781031 Urges case be remanded for evidentiary 
hearing Certificate of 8vc end 

ELLIS, L d Ellis, L J PYLEiR B Pyle, R B 70/12/18 20pp 

7901110329 DOCKET STN-50-519 Hartsville Nuclear Plant, Unit 2 
Time within which Commission may determine to review 
decision ALAD- 509 is eitended until 790112 

CHILK, 8 d Office of the Secretary of the Commission 70/12/26 
Spp 

7901170024 DOCKET STN-50-519 Hartsville Nuclear Plant, Unit 2 
Motion of intervenors to extend time to file brief which 
supports Biceptlona of intervenors. WN Young, et al, to 
decision on ASLB 781031 motion for summary judgment Three- 
day extesnslon requested Certificate of Sve end 
ELLia.L d Ellis. L J 78/12/21 5pp 


7901220328 DOCKET STN-50-519 Hartsville Nuclear Plant, Unit 2 
Informs Doai d of preliminary info re criteria for buckling 
of steel containment structures Believes info does not 
adversely affect NRC evaluation 

PATDN, H D Office of the Executive Legal Director 7B/l2/s,c 


7901260041 DOCKET 8TN-50-519 Hartsville Nuclear Plant. 
Motion by intervenors HN Young, et al, for extension of 
within which to file brief in support of exceptions t 


Unit 2 
time 
ASLB 


781231 order 

ELLlSiL d Affiliation Unknown 


2pp 


llpp 


7901110094 DOCKET STN-50-519 Hartsville Nuclear Plant. Unit 2 
Clarifies previous 701129 Itr to NRC re impacts on eaves of 
Hartsville Nuclear Power Plant 

Also requests copy of citation of study used by ^RC to 

to detennlne that TVA will protect 

MAULEY, B K Affiliation Unknown 70/12/13 ^PP 

7901190129 DOCKET 8TN-50-319 Har tsvi 1 1 e Nuc 1 ear P*,*"*^' ® 

Forwards notice of appointment of HO P^rri s as Manager of 
Power All correspondence should be addressed to him 
qILLELANDivJ E Tennessea Valloy Authority 79/01/15 Ip 

7901080174 DOCKET eTN-50-9l9 Hartsvl 11 e Nuclear 

Forwards Endorsement 2 to Policy Binder XD-3a.XB-39 b XB 40 

FIELDER, d° Marsh b McLennan, Inc 79/01/02 7pp 


70-19, b 90-521/78-15 on 781106-09 No items of 

WRPHyfc‘r" fipgion 2- Atlanta. Reactor Construction b Engineering 
Support Branch 70/11/29 2pp 
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79010<I033J DOCKET STN'50-SS9 HartsvjlJe Niaelear Plant. Unit 8 
JE Insp Bepti S0-&ia/76-l 5, 50-519770-15. 30- Sao/JB- 19 «■ 

S0-S21/79-15 an 7B110A-09 No noncomp 1 1 ante notad Major areas 
inspected const activities. & prevloutlif identified Itans 
BURDETTE, T E . MILCOK-U D . HEROT, A R Region S. Atlanta. Office 
of the Director 78/11/29 4pp 


7901090341 DOCKET STN-5t)-5J9 Hartsvllle Nuclear Plant. Unit 2 
Poraiards IE Circular 7S-19> "Manual Override (Dgpassl of 
Safety Sgs Actuation Signals “ 

O'REILLY.U P Region 2. Atlanta. Office of the Director 

78/13/29 Ip 


7901100307 DOCKET STN-30-519 rtartsvllle Nuclear Plant. Unit 8 
Foruards IE Insp Hepts SO-S18/70-M. 90-519/70-14.50-920/78- 
14 b 90-921/78-14 on 791031-1103 No noncoep 1 1 ance noted 
HURPHY. C E Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch 78/ 1 2/04 8pp 


7901100393 DOCKET 8TN“S0-9i9 Hartsville Nuclear Plant, Unit 2 
IE Insp Repts 90-518/78-14,30-919/78-14,30-520/70-14. 

80-921/78-14 on 781031-1103 No noncoirpl lance noted Major 
area* inspected sprav ponds. foundations. Unit A-1 contalnnent 
b QA audits 

SWAN. W 6 Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch AND. M P . BRYANT, J C Region S. San Francisco. 

Reactor Construction b Engineering Support Branch 78/11/30 

iSpp 


7901180017 DOCKET STN-SO-519 Hartsvllle Nuclear Plant. Unit 2 
Act receipt of 781319 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 50-918/78-12. 
30-919/78-12.50-520/76-12 b 50-521/7B-12 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility b Materials 

Sofetg Branch 79/01/09 Ip 


7901180020 DOCKET STN-90-S19 Hartsville Nuclear Plant. Unit 2 
Responds to NRC 781122 Itr re violations noted in IE Insp 
Repts 90-S1B/78-I3, 90-819/78-12. 50-320/70-12 fc 30-521/78-12 
Corrective actions uilll discuss excursions of pH in rept for 
second year of const. «Jai> 1979 

OILLELAND.U E Tennessee Valley Authority 78/13/19 3pp 


7901180027 DOCKET aTN-30-919 Hartsvllle Nuclear Plant. Unit 2 
Forward* IE Insp Repti 50-510/78-12,80-519/78-12, 

80-920/78-12 b 90-821/78-12 on 781003-09 b Notice of 
Violation 

SUTHERLAND, J T Region 2, Atlanta. Fuel Facility b Materials 

Safety Branch 78/11/22 3pp 


7901180030 DOCKET BTN-50-519 Hartsvllle Nuclear Plant. Unit 2 
Notice of Violation from insp on 781003-09 

• Region 3. Atlanta. Fuel Facility b Materials Safety Branch. 
78/11/21 Ip 


7901180038 DOCKET STN-50-S19 Hartsvllle Nuclear Plant. Unit 2 
IE In*p Repts 50-318/78-12.90-819/78-12.50-920/78-12 b 
90-521/78-13 on 781003-09 Noncorap 1 lance noted' const effects 
monitoring 

CUNNINOHAM. A L . HUFHAH, J U Region 2. Atlanta. Fuel Facility b 

Materials Safety Branch 78/11/81 App. 


7901820833 DOCKET STH-80-519 Hartsville Nuclear Plant. Unit 3 
Forward* IE Circular 79-03. "Failure of 180 Volt Vital AC 
Power Supplies " 

O'REILLY. J P Region 5, Ban Francisco. Office of the Director 
79/01 /lb 7pp 


7901190039 DOCKET 8TN-90-919 Hartsvllle Nuclear Plant. Unit 2 
Forward* deficiency rept re HPCB motor control center wiring 
discrepancies (NRC HNP-A-OISI 

0ILLELAND, U E Tennessee Valley Authority 78/13/07. Ip. 


7901190038 DOCKET BTN-50-919 Hartsville Nuclear Plant. Unit 2 
Deficiency Rept 3 on KPC8 motor control center wiring 
diserepanciesINRC HhlP-A-OI3> 

a Tennessee Valley Authority 78/13/07. 4pp 


7901280144 DOCKET STN-90-519 Hartsvllls Nuclear Plant, Unit 2 
Forwards deficiency rept re reinforcing bar cadweld splices 
(NRC HNP-B-ai 

OILLELANDi J E Tennessee Valley Authority. 78/12/31. tp 


7901220147 DOCKET BTN-30-519 Hartsville Nuclear Plant, Unit 3 
Supplamant to 7Q0B22 final deficiency rept re reinforcing 
bar cadweld spllces(NBC HNF-B-Bl 
« Tennessee Valley Authority 78/12/21 2pp 


7901230332 DOCKET 8TN-50-920 Hartsville Nuclear Plant. Unit 3 
Forwards reasons for decision to remove charcoal filtration 
CRUlpment on centatnraent exhaust Requests notlficotlon ty 
790401 if dlsagrtement w/action exists 

OIULELANDtU E Tennessee Valley Authority 79/01/12 2pp 


7901160184 DOCKET STN-90-520 Hartsvllle Nuclear Plant. Unit 9 
Forwards Amend 29 to PSAR re improvements in the essantlsl 
service water sys.ultimats heat sink, b ASHE Section 3 
code cates Reports that TVA will not perform preoperatl onel 
thermal testing of oriented spray sys 

OILLELAND. J E Tennessee Valley Authority 79/01/12 Spp 


79011S01B7 DOCKET 8TN-90-620 Hartsville Nuclear Plant. Unit 3 
Amend 29 to PSAR outlining changes to the essential sirvlc* 
water sys. changes to ultimate heat sink, changes to ASHE 
Section 3 code cates being utilized by TVA b miner assorted 
changes 

a Tennessee Valley Authority 79/01/05 120pp 


7901180245 DOCKET STN-90-S20 Hartsville Nuclear Plant. Unit 3 
Nottficatlin of availability of "Interservice Procedures for 
Instructloi al Sys Developmant” TRADDC Pamphlet 390-30 
referenced in nO'REO- 0319, "Nuclear Security Peraonnel for 
Power Plants " 

SESAN. U U ' Division of Document Control 70/11/20 2pp. 


7901020014 DOCKET STN-SO-520 Hartsville Nuclear Plant. Unit 3 
Orants motjions seeking mods in srhedule b procedures adopted 
in decision ALAB-S09, Dlacusses implications Of granting 
motions on original hearing schedule 

DUFLD.HE Atomic Safety and Licensing Appdal Panel. 78/12/81 
Spp 


7901020182 DOCKET aTN-50-S20 Hartsville Nuclear Plant. Unit 3 
Brief in support of exceptions of intervenors, UN Young. tt 
al.to the decision on motion for summary disposition for the 
ASLB dtd 78)031 Urges Cass be remanded for ovldentlary 
hearing Certificate of 3vc end 

ELLIS. L JJ Ellis, L J PYLE, R B Pyle, R 0 76/12/10 SOpf 


7901U032'f DOCKET aTN-50-S20 Hartsville Nuclear Plant. Unit 3 
Time within which Commission may determine to review 
decision ALAD-509 is extended until 790112 

CHILK, 8 J Office of th« Secretary of the Commission 76/l2/8l» 
Spp 


7901170024 DOCKET 8TN-90-5aO Hartsville Nuclear Plant, Unit 3 
Motion of intervenors to extend time to file brief which 
supports exceptions of intervenors, UN Young, et al> to 
decision on ASUB 701031 motion for summary judgment Three- 
day extesnsion requested Certificate of Sve end 
ELLIS. L J Ellis. L J 70/13/21 5pp 


7901220328 DOCKET STN-90-320 Hartsvllle Nuclear Plant. Unit 3 
Informs Board of preliminary Info ri criteria for buckling 
of steel containment structures Dsllsves Info doss not 
adversely affect NRC evaluation 

BATON. M D. Office of the Executive Legal Director 73/12/23 llpp 


79012AaD41 DOCKET 6TN-90-S20 Hartsville Nuclear Plant. Unit 3 
Motion by intervenors UN Young, et al, for extension of tioia 
within which to file brief in support of exceptions to ABL8 
761231 order 

ELLla.L J Affiliation Unknown 78/13/21. 2pp. 


7901 J 10094 DOCKET STN-90-520 Hartsvllle Nuclear Plant. Unit 3 
Clarifies previous 781129 Itr to NRC re impacts on eavtf of 
Hartsvllle Nuclear Power Plant transmission line corridors 
Also requests copy of citation of study used by NRC to 
to determine that TVA will protect cavern sys from Impacts 
MALLEY, DK Af fi 1 iatlon Unknown 78/|2/13 2pp. 


7901190129 DOCKET 8TN-90-920 Hartsville Nuclear Plant. Unit 3 
Foruards notice of appointment of HO Parris as Hanagar of 
Power All correspondsnee should ba addressed to him, 
OILLELAND. JE Tonnessee Valley Authority 79/01/15 Ip 


7901080174 DOCKET 8TN-30-920 Hartsville Nuclear Plant. Unit 3 
Foruards Endorsement 2 to Policy Binder XB-38. XB-39 b XB-40 
for TVA policy 

FIELDER. J. Marsh b McLennan, Inc 79/01/02 7pp. 


7901040316 DOCKET BTN-9O~9S0 Hartsville Nuclear Plant. Unit 3 
Forwards IE Insp Rept 90-918/78-19.90-919/78-19,90-930/ 

78-19. b 90-931 /7B-1 5 on 701106-09 No items of 
noncomp lienee 

MURPHY. C.E Region 2. Atlanta, Reactor Construction b Eailniirlhg 

Support Branch 78/11/29 8pp 


7901040331 DOCKET STN-9D-920 Hartsvllle Nuclear Plant, Unit 3 
IE Insp Rspts 50-918/78-19,90-919/78-19,90-920/78-19 b 
90-921/78-13 on 781106-09 No noncompl iance noted. Major erfei 
inspected const activities, b previously idsntifled item 
BURDETTE.T E . UILCOX, J. 0. , HERDT.AR. Region 8. Atlanta. Off lc« 
of the Director 78/11/29, 4pp. 
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7901090341 OOCKST eTN-S0-S2O HarttviHs Nuclear Plant. Unit 3 
Parwar'dt IE Circular 7Q-19i “Manual Override (Bgpaes) of 
Safttg Syt Actuation Signal* “ 

0'REIL1.Y>J P Region 2> Atlanta. Office of the Director 
76/12/29 Ip 


7901100387 DOCKET 8TN~S0-S20 Karttvllle Nuclear Plant, Unit 3 
Forward* IE Imp Rept* 50-518/78-14. 50-519/78-14.50-520/78- 
14 & 50-531/78-14 on 781031-1103 Mo noncomp 1 lance noted 
MURPKV.C E Region 2. Atlanta, Reactor Con*truction (t Engineering 

Support Branch 76/12/04 2pp 


7901100393 DOCKET 8TN-80-S80 Hartsvllle Nuclear Plant, Unit 3 
IE In»p Rept* 50-510/70-14,50-519/78-14,80-520/78-14, 

50-521/78-14 on 701031-1103 No none otnpliance noted Major 
araat Impacted epray ponds, foundation*, Uni t A-1 containment 
Ic OA audit* 

8HAN,U B Region 2. Atlanta, Reactor Construction << Engineering 

Bbpport Branch ANO, U P , BRVANT, vl C Region 5, Ban Franc laco. 

Reactor Comtruction 1< Engineering Support Branch 78/11/30 

12pp 


7901180017 DOCKET STN-S0~S20 Harteville Nuclear Plant, Unit 3 
Ack receipt of 781219 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-SlB/78-12, 
80-519/70-12,50-520/70-12 ti 50-521/78-12 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facilltg b Material* 

Safety Branch 79/01/09 Ip 


7901180020 DOCKET 8TN-50-520 Hartsvllle Nuclear Plant, Unit 3 
Responds to NRC 781122 Itr re violations noted In IE Insp 
Repts 50-518/78-12.50-519/78-12,30-520/70-12 U 80-521/78-18 
Corrective actions will discuss eicursiont of pH in rept for 
second year of const. Jan 1979 

OILLELAND, J E Tennessee Ualley Authority 78/12/19 3pp 


7901180027 DOCKET 8TN-50-520 Hartsvllle Nuclear Plant, Unit 3 
Forwards IE Insp Repts 50-518/78-18,50-519/78-12, 

50-520/70-12 b 50-521/78-12 on 781003-05 b Notice of 
Violation 

BUTHERLANDiJ T Region 8. Atlanta, Fuel Facility b Materials 

Safety Branch 78/11/22 3pp 


7901180030 DOCKET STN-30-520 Hartsvllle Nuclear Plant. Unit 3 
Notice of Violation from Insp on 781003-05 

e Region 2, Atlanta, Fuel Facility b Materials Safety Branch 
76/11/21 Ip 


7901180035 DOCKET 9TN-50-580 Hartsvllle Nuclear Plant. Unit 3 
IE Insp Repts 50-818/76-12,50-519/78-18,60-520/76-13 b 
50-521/78-12 on 761003-05 Noneompl i ance noted const effects 
monitoring 

CVNNINOHAM.A L , HUFHAM, J N. Region 2, Atlanta, Fuel Facility b 

Materials Safety Branch 78/11/21 &pp. 


7901220238 DOCKET aTN-80-D20 Hartivllla Nuclear Plant, Unit 3 
Forwards IE Circular 79-02, “failure of 130 Volt Vital AC 
Power Supplies “ 

O'REliLV.J P Region 5, San Francisco, Office of the Director 
79/01/lA 7pp 


7901190033 DOCKET BTN~S0-520 Hartsvllle Nuclear Plant, Unit 3 
Forwards deficiency rept re HPCS motor control center wiring 
dlecrepane ies (NRC HNP-A-013) 

OILLELAND, J E Tennessee Valley Authority 78/18/07. Ip 

7901190036 DOCKET BTN-50-580 Hartevflle Nuclear Plant, Unit 3 
Diflclency Rept 3 on HPCS motor control center wiring 
discrepanciistNRC HNP-A-013) 

• Tennessee Valley Authority 78/12/07 4pp. 


7901220144 DOCKET BTN-50-580 Hartsvllle Nuclear Plant, Unit 3 
Forwards deficiency rept re reinforcing bar cadueld splice* 
(HAC HNP-D-8) 

OILLELAND, J. E. Tennessee Valley Authority. 78/12/21 Ip 


7901220147 DOCKET 8TN~80-820 Hartsvllle Nuclear Plant, Unit 3 
Supplement to 780622 final deficiency rept re reinforcing 
bar cadwald ipUcesCNRC HNP-D-8) 
e Tennessee Valley Autl^ority 76/18/21 8pp. 


7901230822 DOCKET 9TN-80-8SI Hartsvllle Nuclear Plant, Unit 4 
Forward* reasons for decision to remove charcoal filtration 
equipment on containment eihaust Reyuest* notification by 
790401 if disagreement w/aetion exist*. 

(^LLELAND, J.E Tennessee Valley Authority. 79/01/12 2pp 


7901180184 DOCKET 8TN-S0-821 Hartsvllle Nuclear Plant, Unit 4 
Forward* Amand 29 to PSAR re improvaments in the essential 
servlet water sys, ultimate heat sink, b ASME Section 3 code 
cases Reports that TVA will not perform preoperational 
thermal testing of oriented spray sys. 

OILLELAND, J E. Tennessee Valley Authority 79/01/12 Spp 


7901100187 DOCKET STN-50-521 Hartsvllle Nuclear Plant, Unit 4 
Amend 39 to PSAR outlining changes to the essential service 
water sys, changes to the ultimate heat sink, changes to ASME 
Section 3 code cases being utiliied by TVA, b minor assorted 
c hang es 

» Tennessee Valley Authority 79/01/05 18Bpp 


7901160245 DOCKET STN-50-521 HartavilU Nuclear Plant. Unit 4 
Notification of availability of '' t nt er servi ce Procedures for 
Instructional Sys Development*' TRADOC Pamphlet 350-30 
referenced in NUREO-O2l9i "Nuclear Sec url t y Personnel for 
Power Plants " 

BESAV), N J Division of Document Control 78/11/20 2pp 


7901020014 DOCKET BTN-50-521 Hartsvllle Nuclear Plant, Unit 4 
Orants motions seeking mods in schedule b procedures adopted 
in decision ALAB-5D9 Discusses implications of granting 
motion* on original hearing schedule 

DUFLO, H E Atomic Safety and Licensing Appeal Panel 78/12/81 
Spp 


790111OJ29 DOCKET SIN-nv-SSl HnitivlUe Nuclear Plant. Unit 4 
Time within which Commission may determine to review 
decision ALAD-SD9 Is extended until 790113 

CHILK, 8 J Office of the Secretary of the Commission 78/18/25 
Spp 


7901170024 DOCKET 8TN-S0-321 Hartsvllle Nuclear Plant. Unit 4 
Motion of intervenors to extend time to file brief which 
supports exceptions of intervenors, t)N Young,et al, to 
decision on ABLB 781C31 motion for summary judgment Three- 
day extension requested Certificate of &vc end 
ELLIBiL J Ellis, L J 78/13/21 Spp 


7901220320 DOCKET BTN-50-521 Hartsvllle Nuclear Plant. Unit 4 
Informs Doard of preliminary info re criteria for buckling 
of steel containment structures Believes info does not 
adversely affect NRC evaluation 

PATON.N D Office of the Executive Legal Director 78/12/28 llpp 


7901860041 DOCKET 9TN-S0-321 Hartsvllle Nuclear Plant. Unit 4 
Motion by Intervenors HN Young, et al, for exttnsion of time 
within which to file brief In support of exceptions to A&LD 
781231 order 

ELLIB, L J Affiliation Unknown 78/12/21 3pp. 


7901020182 DOCKET STN-S0-S2 ) Hartsvllle Nuclear Plant. Unit 4 
Brief in support of exceptions of Intervenor*, HN Young, et 
al. to the decision on motion for summary disposition for the 
A8LD dtd 761031 Urges case bo remanded for evidentiary 
hearing Certificate of SVC end 
ELLIS, L J Ellis, L J 78/18/18 30pp 


7901 J 10094 DOCKET 8TN-50-581 Hartsvtlle Nuclear Plant. Unit 4 
Clarifies previous 781129 Hr to NRC re impacts on caves of 
Hartsvllle Nuclear Power Plant transmietlon tine corridor* 
Also requests copy of citation of study used by NRC to 
to determine that TVA will protect cavern sys from impacts 
MALLEY, D K Af f i Uat Ion tlnknouin 70/12/13 2pp 


7901190129 DOCKET 8TN-S0-S3 1 Hartsville Nuclear Plant. Unit 4 
Forwards notice of appointment of HO Parrld a* Manager of 
Power All correspondence should be addressed to him 
OILLELAND, J E Tennessee Valley Authority 79/01/15 Ip 


7901080174 DOCKET 8TN~S0~521 Hartsville Nuclear Plant. Unit 4 
Forward* Endorsement 2 to Policy Dinder XD-3B, XD-37 b XB-40 
for TVA policy 

FIELDER, J Mersh b McLannan, Inc 79/01/08, 7pp 


7901040318 DOCKET 8TN-S0-S2i Hartsville Nuclear Plant. Unit 4 
Forwards IE Insp Rept 30-518/76-13,50-519/78-15,50-580/ 

78-15, b 50-581/70-15 on 761106-09 No Items of 
noncomptiance 

MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch, 78/11/89, Spp 


7901040331 DOCKET STN-30-521 Hartsville Nuclear Plant, Unit 4 
IE Insp Repts 50-51B/7B-1 5, 50-519/78-1 5, 50-380/78-1 5 b 
50-581/76-15 on 761106-09 Mo noncomp 1 i ane e noted Major areas 
Inspected const activities, b previously identified items 
BURDETTE, T E Region 2, Atlanta, Office of the Director. 
78/11/29, 4pp 


7901090341 DOCKET STN-SO-521 Hartsvllle Nuclear Plant, Unit 4 
Forwards IE Circular 76-19. "Manual Override (Bypass) of 
Safety By* Actuation Signals '' 

O-'REILLY.JP Region 3, Atlanta, Office of the Director 
78/18/29 Ip 


7901100387 DOCKET STN-50-881 Hartsvllle Nuclear Plant. Unit 4 
Forward* IE Insp Rtpts 50-518/70-14. 50-519/70-14,60-580/78- 
14 b 50-521/76-14 on 781031-1103 No noncomp Hanco noted, 

MURPHY, C E Region 2, Atlanta. Reactor Construction b Engineering 

Eupport Branch 78/18/04 3pp 



docketed items 


79OU00393 DOCKET STrJ-50-S21 Hartsville Nutlear Plant. Unit 4 
IE 3nsp pepts 50-916/76-14, 50-519/78-14. 30-520/78-14, 

50-521/70-14 on 701031-1103 fJo hd n comp 1 1 anc e nofcad Major 
areas inppacted spray pond s> foundations, Uni t A- 1 contatnniant 
h QA audits 

SUAtl.W Q Region 2, Atlanta, Reactor Conatr uctlon Engineering 

Support Branch 70/11/30 12 pp 


790I1B0017 DOCKET STN-SO-521 Hartsvlllr Nuclear Plant, Unit 4 
Act receipt of 761219 i tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-518/78-12, 

50-5 1 9/7S- 13. 50-520/78-12 tc 50-521/78-13 

8UTHERLAMD, J T Region 2, Atlanta, Fuel Facllitii & Materials 

Safety Branch 79/01/09 Ip 


7901180020 DOCKET STN-50-52i Hartsvllle Nuclear Plant. Unit 4 
Responds to HRC 781122 1 tr re violations noted in IE Insp 
Repts 30-518/78-13 t- 50-519/78-12 t 50-520/78-12 »< 
50-531/76-13 Corrective actions ui 1 1 discuss eicurstons of 
pH In rapt for second cf const, Uan 1979 

CILLELAND, J E Tennessee Ua 1 1 eg Authority 78/12/19 3pp 


7901180027 DOCKET 8TN-50-521 Hartsvllle Nuclear Plant, Unit 4 
Forwards IE Insp Rept 50-518/78-12. 50-519/78-13.90-530/70-12 
8< 50-521/78-12 on 781003-05 t, Notice of Violation 
SUTHERLAND. J T Region 2. Atlanta. Fuel Facility «, Materials 

Safety Branch 78/11/22 3pp 


7901160030 DOCKET BTN- 50-521 Hartsvllle Nuclear Plant, Unit 4 
Notice of Violation from Insp on 761003-05 

» Region 2, Atlanta, Fuel Facility t< Materials Safety Branch, 
76/11/21 Ip 


79011B003S DOCKET STN-9a-521 Hartsvllle Nuclear Plant, Unit 4 
TE Insp Rept 50-518/78-12,50-519/78-12,50-520 / 78-12 «< 
30-521/78-12 on 761003-05 None DPip 1 lane e noted const effects 
non! tor Ing 

CUNNINOHAH, A 1. Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch 78/11/31 <bpp 


7901320232 DOCKET STN-50~521 Hartsvllle Nuclear Plant. Unit 4 
Forwards IE Circular 79-02, ''Failure of 120 Volt Vital AC 
pBiwsr Bupplieo ” 

EN0ELHEH. R H Region 5, San Francisco. Office of the Director 
79/01/14 2pp 


7901190033 DOCKET STN-SO-921 Hartsvllle Nuclear Plant. Unit 4 
Forwards deficiency rept re HRCS motor control center wiring 
dlscrepanclesiNRC HNP-A-0131 

OILLELANDiUE Tennessee Valley Authority 78/12/07 Ip 


7901190038 DOCKET STN-30-5ai Hartsvilte Nuclear Plant, Unit 4 
Deficiency Rept 3 on HPC8 motor control center wiring 
dlstropancleslNRC HNP-A-013) 

» Tennessee Valley Authority 78/13/07 4pp 


7901220144 DOCKET STN-50-S21 HartivilJe Nuclear Plant, Unit 4 
Forwards deficiency rept re reinforcing bar cadweld splices 
CNRC HNP-D-B) 

OILLELAND, J E Tennessee Valley Authority 78/12/31 Ip 


7901220147 DOCKbT STN-30-521 Hartsvllle Nuclear Plant, Unit 4 
Supplament to 780822 final deficiency rept re reinforcing 
bar cadueld splieestNRC HNP-D-8> 

• Tennessee Valley Authority 78/12/21 Spp 


7901030098 docket 8TN-S0-SS2 Skagit Nuclear Power Project, Unit 1 
Foruiards preprint copy of paper, "Attenuation Patterns in the 
Faclflc Northwest based on Intensity Data t< the Location of 
the 1873 N Cascades Earthquake," ty S Malone u/staff 
comments Propose different location for quake 
VASBALLO. D D Assistant Director for tight Haber Reactors 
78/12/20 31 pp 


7901090090 DOCKET 8TN-S0-322 Skagit Nuclear Power Project, Unit i 
Forwards JC Stepp 701218 memo to H Stolz providing addi 
daiatl for summary of 781104 meeting re status of ongoing 
geological axgloratien near proppsad Skagit site 
PELTIER. I A Light Mater Reactors Drench 1. 78/12/24 Ip 


7901090301 docket 5TN-50-533 Skagit Nuclear Power Project, Unit 1 
Forwards "A Comparative Analysis of Deologic h Setamoloaie 
Conditions of the Alternative Sites to Skagit Nuclear Power 
Project " Eiamincs regional geology U seismology of various 
sites 

MECCA, J. E Puget Sound Power b Light Co 79/01/04. Alpp 


7901170154 DOCKET B7N-50-SS2 Skagit Nuclear Power Project, Unit 1 
Requests NRC au thor i lat ion to use ASKE Code Case N202 for 
facility containment power plate bolti,nuts (< washers Mlshes 
to use bolt matl ASME SA-S40, nuts A5ME 8A-194 S, washers 
ABME BA-323, quenched b tempered Inoncirbonl led}. 

HILLER, M J Puget Bound Power tc Light Co 79/01/09. 2pp 


7901170230 DOCKET STN-SO-522 Skagit Nuclear Power Project. Unit 1 
Requests NRC authori latlon to apply subj A8HE Code Cate 
1806 b 1746 to facility Cods Csss allows application of 
approved ASHE Section 3,Div 1, Class HC Code Cases to ABME 
Section 3,Dlv 2. Class CC const 

MILLER, M J Puget Sound Power b Light Co 79/01/09 2gp 


7901170355 DOCKET 8TN-50-522 Skagit Nuclear Power Project, Unit 1 
Requests NRC approval to apply ASHE Code Case to fabrication 
of heating, ventl lat Ion t, air conditioning ASME Section 3 
Class 3 SVC (i chilled water cooling coils 
MILLER, M J Puget Bound Power b Light Co 79/01/09 2pp 


7901250170 DOCKET STN-S0-S22 Skagit Nuclear Power Project. Unit 1 
Forwards copies of Itr rept "Subsurface investigation of 
Disturbed Glacial Deposits on Lake Cavanaugh Road " Press 
releases implied active faulting could be considered cause 
of deformation in deposits 

MECCA, vJ E Puget Sound Power b Light Co 79/01/11. 4pp 


79013S0173 DOCKET 8TN-50-522 Skagit Nuclear Power Project, Unit I 
"Subsurface Investigation of Disturbed Olacial Depeilti on 
Lake Cavanaugh Road " Field mapping by U80B notad 
deforwatton within glacial deposits Drilling proaraai 
conducted shows no evidence of till surfac# offset 
s Puget Sound Power b Light Co 78/12/29 39pp, 


7901160341 DOCKET STN-50-582 Skagit Nuclear Power Project, Unit 1 
Notification of availability of "Intarsarvlee Proeeduras for 
Instructional 8ys Development" TRADOC Pamphlet 350-30 
referenced In NUREO-0219, "Nuclear Security Personnel for 
Power Plants " 

BE8AM, M V Division of Document Control 70/11/20 2fp, 


7901020147 DOCKET 6TN-50-522 Skagit Nucltar Powir Project. Unit I 
Notice of appeal by applicant of 761134 order granting 
Intervenor status to Upper Skagit Trlbt, 9auk-Buiattle Indian 
Tribe & Swinomish Tribal Community 

THOMSEN, F T , LITTLE, D 8 Perkins, Cole, Stone, OKon b Hllltaal 
78/13/11 2pp 


7901030165 DOCKET BTN-50-S22 Skagit Nuclear Power Project, Unit I 
Brief submitted by applicant In support of appeal of 761124 
order granting Intervenor status to 3 Indian tribes. Asserts 
that letters' petitions were untimely b decision based on 
improper factors W/Certl ficate of Svc. 

THOMSEN, F T , LITTLE, D 8 Perkins, Cola. Stons, Olsen b Milliaat 
70/12/11. 32pp 


7901180033 DOCKET 8TN-S0-522 Skagit Nuclear Power Projsct, Unit t 
Provides coplss of "Risk Assessment Review Oroup Rept" 

(Lewis Rept) to A8LD b to parties in proceeding. NRC it In 
process of developing policy statement re rept M/out end. 

BLACK, R L Of fide of the Executive Legal Director. 70/12/20. If. 


7901020357 DOCKET 8TN-ao-522 Skagit Nuclear Power Project, Unit I 
Calls for conference of counsel for all parties Including 
intervonors for 790114 b 790117 in Seattle Purpose of 
conference is to ascertain itatui of proceeding b to 
facilitate future planning 

DEALEi V 0 Atomic Safety and Lictneing Board Panel, 70/12/23 4fp 


7901180045 DOCKET 8TN-S0-S32 Skagit Nuclaar Power Project, Unit t 
Notion by Intervenor Bkagitentans Concerned About Niiclcsr 
Plants, for extension of time until 790130 to file Its reply 
to applicant's apptsl of ASLB 781134 order Certificate of 
8yc end 

LEEDiR M Bkagltoniens Concerned About Nuclear Plante. 78/12/22 
4pp 


7901040250 DOCKET 8TN-50-S32 Skagit Nucltar Power Project, Unit 1 
Aek Itr of 701212 Advises that ASLB would weleoma Energy 
Facility Bite Evaluation Council participation in conforenen 
scheduled for 790116 b 7901 17. Forwards ASLB 761232 order 
DEALE, V B Atomic Safety and Liceniing Board Panel, 70/13/24. 9fp 


7901040365 DOCKET 8TN-S0-523 Skagit Nuclear Power Prajact, Unit I 
Discusses State of MA's Interaet in proceeding! b requests 
status as an interasted state Forwards Site Certification 
Agreement between NA b utl 1. Agreement not end. 

LEWIS, N.D Waihington, State of 78/12/12 Spp. 


7901170390 DOCKET 8TN-50-S22 Skagit Nuclear Power Project. Unit 1 
NRC response to applicant brief supporting latter's appeal 
of ASLB 761124 decision granting intervenor etatui to Indian 
trlbei.NRC asserts ASLO's decision should be upheld. 

Certificate of Svc end, 

GLACKrR.L , SUAN80N, D T Office of the Executive Legal Director. 
70/12/24 ISpp 


7901180201 DOCKET 8TN-S0-S22 Skagit Nuclear Power Project. Unit 1 
WA State Energy Facility Cite Evaluation CounciKformarly 
Thermal Power Plant Site Evaluation Counci llrequests 
interasted state statue 

BLACKrR.L. Office of the Executive Legal Director 76/12/27. Ip 



DOCKETED ITEMS 


1B1 


7901860004 DOCKET STN-SO-SSS Skagit Nuclear Power Project, Unit I 
NotlMcation that HM Cendler uill represent Skagitonians 
Concarned About Nuclear Plants in proceedings Certificate of 
Sve end 

OENDLERiM M Skagitonians Concerned About Nuclear Plants 79/01/09 

3pp 


7901860047 DOCKET 8TN-S0-S28 Skagit Nuclear Power Project, Unit I 
Interrogatories submitted by interveners to NRC. Queries 
concern info used In preparation of certain documents, scope 
of instructions to employees S< acoustical or se ismologlca 1 
studies Certificate of Sve end 
LEEDiS M Leed, Roger M 79/01/09 6pp 


7901840389 DOCKET STN-50-882 Skagit Nuclear Power Project, Unit 1 
NRC response to A6UG 7018S3 order for conference re status 
of proceadlng Analyias issues ripe for di scu ssi on, issues on 
which further evidentiary hearings are needed & issues not 
yst heard Certificate of Sve end 

SLACK.R L Office of the Eiecutive Legal Director 79/01/11 46pp 


7901880371 DOCKET STN-SO-SSa Skagit Nuclear Power Project, Unit 1 
Vacates A8LD 7Q11S4 order allowing late intervention of 3 
Indian tribes in const permit proceeding Asserts ASLB paid 
too little attention to controlling criteria set forth in 
NRC regulations 

DUFLt],M E Atomic Safety and Licensing Appeal Panel 79/01/13 
4pp 


7901160160 DOCKET 8TN-50-SS8 Skagit Nuclear Power Project, Unit 1 
forwards 4 tables b 1 figure presenting data collected from 
Pugat Hydrological Survey In Skagit floodplain near proposed 
Ranney collectors between Aug (< Nov 197S Covers Etach b Red 
Cabin Creeks b Skagit River Overs lie drawing end 
NECCA,d E Puget Sound Power b Light Co 79/Ol/OB 7pp 


7901300009 DOCKET BTN-30-9aa Bkaglt Nuclear Power Project, Unit I 
Transcript of 790116 conference in Seattle, IfA re proposed 
facility Topics discussed cooling tower operatl on, visual 
leipacts b project discharge Pp 11,481-11,649. 

DEALE, V B > LINNENBEROER, 0 , HOOPER, P Atomic Safety and Licensing 
Board Panel 79/01/16 164pp 


7901890330 DOCKET 8TN-90-Saa Skagit Nuclear Power Project, Unit 1 
Transcript of a 790117 conference in Beattie, UA re cost 
banafit analysis Pp 11,646-11,779 

DEALE. V.B > LINNENBEROER, 0 , HOOPER, F Atomic Safety and Llctnsing 
Board Panel 79/01/17 lS9pp 


7901030096 DOCKET STN-80-Sa3 Skagit Nuclear Power Project, Unit a 
Forwards preprint copy of paper, "At tenuat ion Patterns in the 
Pacific Northwest based on Intensity Data b the Location of 
the 1872 N Cascades Earthiiuake, " by 8 Malone w/staff 
comments Propose different location for (|.uake 
VA88ALL0, D B, Assistant Director for Light Hater Reactors, 
78/ia/aO. 31 pp 


790109009B DOCKET STN-SO-sas Skagit Nuclear Power Project, Unit 2 
Forwards UC Stepp 781818 memo to H Stoli providing addl 
detail for summery of 781106 meeting re status of ongoing 
geological exploration near proposed Skagit site 
PELTIER, I A Light Hater Reactors Brsneh 1 78/19/86 Ip 


7901090201 DOCKET BTN-SO-SaO Skagit Nuclear Power Project, Unit S 
I Forwards "A Comparative Analysis of Oeologle b Selsmologle 
Conditions of the Alternsttv* Sltei to Bkaglt Nuclear Power 
Project ” Eiaminas regional geology b seismology of various 

sites 

MECCA, J E. Puget Sound Power b Light Co 79/01/04 61pp 


7901190016 DOCKET 8TN~90-SS3 Bkaglt Nuclear Power Project, Unit 2 
Summary of 701101 meeting w/Amerlean Electric Pousr re 
atendardltatlon program, plans for new nuclear plant, b 
licensing situation for possible standard designs 
SILVER, H. Light Hater Reactors Draneh 4 79/01/03 6PP. 


7901170196 DOCKET 8TN-90-923 Skagit Nuclear Power Project, Unit 8 
RaRuests NRC euthori latlon to use ASHE Code Case Na02 for 
facility containment power plate bolts, nuts b washers Hlshes 
to use bolt mitl ASHE 8A-540, nuts ASHE BA-194 b washers 
ASHE 86-329, quenched b tempered <none arbont ted 1. 

HILLER, H.J Puget Sound Power b Light Co 79/01/0^ 2pp 


7901170836 DOCKET STN-SO-923 Skagit Nuclear Power Project, Unit 2 
Requests NRC euthoritetlon to apply subj ASME Code Case 
1806 b 1748 to facility Code Case allows application of 
approved ASHE Section 3,Dlv 1, Clast HC Code Cases to ASHE 
' Section 3,Div 2, Clast CC const, , 

MILLER, H.J, Pugst Sound Power b Light Co 79/01/09, 3pp. 


7901170899 DOCKET STN-90-923 Bkaglt Nuclear Power ProUct, Unit 2 
Requests NRC approval to apply ASME Code Case to fabrication 
of heating, ventilation b air conditioning ASME Bectlon 3 
Clast 3 SVC b chilled water cooling colls 
HILLER, W J Puget Sound Power b Light Co 79/01/09 8pp 


7901290170 DOCKET BTN-30-523 Skagit Nuclear Power Project, Unit 8 
Forwards copies of Itr rept "Subsurface Investigation of 
Disturbed Glacial Deposits on Lake Cavanaugh Road '* Press 
releases implied active faulting could be considered cause 
of deformation in deposits 

MECCA, .JE Puget Sound Power & Light Co 79/01/11 4pp 


7901290173 DOCKET 8TN-50-983 Skagit Nuclear Power Project, Unit 2 
"Subsurface Investigation of Disturbed Glacial Deposits on 
Lake Cavanaugh Road " Field mapping by USDS noted 
deformation within glacial deposits Drilling program 
conducted shows no evidence of till surface offset 
•» Puget Sound Power b Light Co 78/12/29 39p p 


7901160241 DOCKET STN-50-923 Skagit Nuclear Power ProjBct, Unit 8 
Notification of availability of "Interservice Procedures for 
Instructional Sys Development" TRADOC Pamphlet 350-30 
referenced in NUnEO-0819, "Nuclear Security Personnel for 
Power Plants " 

BESAH, W d Division of Document Control 70/11/20 2pp 


7901020147 DOCKET STN— 50-823 Skagit Nuclear Power Projoct, Unit 2 
Notice of appeal by applicant of 781124 order granting 
Intervenor status to Upper Skagit Tribe, Sauk-Sui att 1 e Indian 
Tribe b Suinomish Tribal Community 

THOMSEN, F T , LITTLEiD S Perkins, Colo, Stone, Olsen b Uilliams 
78/12/11 2pp 


7901020169 DOCKET 8TN-S0-9S3 Skagit Nucloar Power Proiject. Unit S 
Brief submitted by applicant in support of appeal of 781124 
order granting intervenor status to 3 Indian tribes Asserts 
that latters' petition! were untimely b decision based on 
Improper factors U/Cer ti f icate of Sve 

THDMSENi F T , LITTLE, D 5 Perkins, Coie, Stone, Olsen b Hi II lams 
7B/18/ti Oapp 


7901080297 DOCKET STN— SO— 523 Skagit Nuclear Power Project, Unit 8 
Calls for conference of counsel fur all parties Including 
Intervenors for 790116 b 790117 in Seattle Purpose of 
conference Is to a sc ei tain status of proceed! ng b to 
facilitate future planning 

DEALE, U B Atomic Safety and Licensing Board Panel 78/18/82 4pp 


7901040858 DOCKET STN-S0-S23 Skagit Nuclear Power Project, Unit 3 
Ack Itr of 761213 Advises that ASLB would welcome Energy 
Facility Bite Evaluation Council participation in conference 
scheduled for 790116 b 790117 Forwards ASLB 761822 order 
DEALEi V. 0 Atomic Safety and Licensing Board Panel 7B/i2/S6 5pp 


7901040865 DOCKET 8TN-80-523 Skagit Nuclear Power Project, Unit 2 
Oticusscs State of HA's interest in proceedings b requests 
status as an interested state Forwards Site Certification 
Agreement between HA b util Agreement not end 
UEHIB.N D Hashington, State of 78/12/12 3pp 


79011S0033 DOCKET STN-60-S23 Bkaglt Nuclear Power Project, Unit 2 
Provides copies of "Risk Assessment Review Group Rept" 

(Lewis Reptl to ASLB b to parties in proceeding NRC is in 
process of developing policy statement re rept H/out encl 
BLACK, R L Office of the Executive Legal Director 78/18/20 Ip 


7901170398 DOCKET BTN-50-923 Bkaglt Nuclear Power Project, Unit 8 
NRC response to applicant brief supporting tatter's appeal 
of ASLB 701124 decision granting intervenor status to Indian 
tribis NRC asserts ABLB's decision should be upheld. 

Certificate of Sve encl 

BLACK, R. L < SHANBDNi D T Office of the Eiecutive Legal Director 
78/12/86 12pp 


79011B004S DOCKET 9TN-50-983 Skagit Nuclear Power Project. Unit 2 
Motion by intervenor Skagitonians Concerned About Nuclear 
Plants, for extension of time until 790130 to file its reply 
to applicant's appeal of ABLB 781124 order Certificate of 
Sve end. 

LEED, R M Skagitonians Concerned About Nuclear Plants 78/18/28 
4pp. 


790C 180281 DOCKET 8TN-S0-583 Skagit Nuclear Power Project. Unit S 
HA Btate Energy Facility Cite Evaluation Coune 1 1 ( formerly 
Thermal Power Plant Site Evaluation Cound 1 1 requests 
Interssted state status 

BLACK, R. L Office of the Executive Legal Director 78/18/37 Ip 


7901280371 DOCKET 9TN-50-8a3 Skagit Nuclear Power Project. Unit 2 
Vacates ASLB 781124 order allowing late Intervention of 3 
Indian tribes In const permit proceeding, Asserts ASLB paid 
too little attention to controlling criteria sat forth in 
NRC regulations 

DUFLO, M. E Atonic Safety and Licensing Appeal Panel 79/01/12 
4pp. 



DOCKETED ITEMS 


7901240329 DOCKET STM-SO-923 Skagit Nuclear Pouer Projects Unit 2 
NRC retponee to ASLQ 781222 order for conference re «tntv» 

Of proceeding Anelgies issues ripe for dticussloni issues on ■ 

uhich further evidentlorg hearings are needed & issues not 
yet beard Certsficate of Sve encl 

BLACKER U Office of the Executive tegal Director 79/01/11 4£>pp 


7901260004 DOCKET BTH-50-523 Skagit Nuclear Power Project, Unit 2 
Notification that NM Oendler will represent Skagitoniani 
Concerned About Nuclear Plants in proceedings Certificate of 
Sve anc 1 

OENDLERiM U Slag! ton ians Concerned About Nuclear Plants 79/01/08 
app 


79(H260<}47 DOCKET STN-SO-523 Skagit Nuclear Power Project. Unit 2 
Inter ro'gatorlas subailtted by intervenors to NRC Ouerios 
concern info used in preparation of certain documents, scope 
of instructions to employees & ecoustlcal or s« 1 smo 1 og leal 
studies Certificate of Sve encl 
UEED. R M Leed. Roger M 79/01/09 6pp 


7901160160 DOCKET 8rN-50-923 Skagit Nuclear Power Project, Unit 2 
Forwards 4 tables S< 1 figure presenting data eoLlacted from 
Puget KydroloBleal Survey in Skagit floodplain near proposed 
Ranney collectors between Aug 6 Nov 1978 Cavers Etach b Rid 
Cabin Creeks & Skagit River Oversire drawing encl 
HECCA, J E Puget Sound Power S, Light Co 79/Ol/OB 7pp 


7901290333 DOCKET STN-SO-523 Skagit Nuclear Power Project. Unit 8 
Transcript of a 790117 conference In Seattle. WA re cost 
benefit analysis Pp 11,646-11.779 

DEAL El U S , LINNENBERGER, 0 , HOOPER, F Atomic Safety and Licensing 
Board Panel 79/01/17 129pp 


790130000S DOCKET 8TN- 50-523 Skagit Nuclear Power Project. Unit 2 
Transcript of 790116 conference in BaattleiUA re proposed 
facility Topics discussed cooling tower operat ion. visual 
impacts 6 project discharge Pp 11,481-11,649 

DEALE, U. 3 , LINNENDEROER, 0 , HOB PER ■ F Atomic Safety and Licensing 
Doard Panel 79/01/16 164pp> 


79O10SO194 DOCKET 90-524 Sarton. Unit 1 

Forwards Endorsement 2 to Policy Binder ){0-62 for AL Power 
Co's excess liability coverage for 790101 to 791831 
FIELDER. J Harsh 6 NcLcnnan. Inc 79/01/02 3pp 


79010BOI94 DOCKET 50-929 Barton. Unit 2 

Forwards Endorsement 8 to Policy Binder XB-62 for AL Power 
Co's excess liability coverage for 790101 to 791231 
FIELDER, J Marsh t> McLennan. Inc 79/01/02 3pp 


7901150016 DOCKET 8TN-S0-52a Palo Verde Nuclear Station. Unit 1 
Summary of 7S1101 meeting w/Amerlcan Electric Power re 
standard 1 cat Ion program, plans for nau nuclear plant, & 
licensing situation for passible standard designs 
SILVER. H Light Water Reactors Branch 4 79/01/03 6PP 


7901040075 DOCKET STM-00-82B Palo Verde Nuclear Station. Unit 1 
Forwards rapt, "Particulate Characteristics of Dust Storms 
at Palo Verde Nucltar Oenerating Station " 

VANBRUNTiE E Arliona Public Service Co 73/18/21 ip 


7901040079 DOCKET 8TN-S0-92B Polo Verde Nuclear Station. Unit I 
"ParticulatB Character 1 sties of Oust Storms at Palo Verde 
Nuclear Oenerattng Station “ Includes historical dust etorm 
characteristics. general meteorology of dust storms 6 
comparison of suflirnsr I, historical dust storms. 

» Arizona Public Service Co 78/10/31 73pp. 


7901000196 DOCKET BTN -90-328 Palo Vardt Nuclear Station, Unit 1 
Responds to NRC 781206 Itr expressing concern aver accuracy 
it completeness of submitted info Confirms util policies 
procedures are adequate 6 accurate in the preparation of 
info 

TURiIey. K Arizona Public Service Co 79/01/02 Ip 


7901100380 DOCKET STN-80-320 Palo Verde Nuclear Station. Unit 1 
Approves ecceptabl 1 1 Ity of Westuing transmission lino of 
facility par statement of AZ State Historic Preservation 
Officer that no adverse effect re archaaolegieal raeources 
will result from line corridor alignments. 

REOAN.W. H Environmental Project Brancli 2, 79/01/04. 8pp 


790186000B DOCKET 8TH-80-3aB Palo Virde Nuclear Station. Unit 1 
Notification of 790200-09 meeting to visit site 4e to discuss 
status Of const & estimated furl load date w/Caseload 
Forecast Panel 

8TRI0HT.R L Light Mater Reactors Branch 3 79/01/15 2pp 

I 

7901100229 DOCKET aTN- 50 - 32 S Palo Verde Nuclear Station. Unit 1 
Porwords Proof of Sve for Amend 19 tp PSAR, 

VANBRUNT.E E Arkaneas power l< Light Co 79/01/03 4pp. 


7901240181 DOCKET BTH-90-920 Palo Verde Nuclear Station. Unit I 
Forwards Orewlng A-500-10 1, "Palo Verde Tranemltslon Bye." 
for FES Oversize drawing encl 

VANBRUNT.E E Arizona Public Service Co 79/Ot/OB 8pp 


7901090042 DOCKET 8TN-90-928 Palo Vorde Nucloar Station. Unit I 
States NRC has no comments on preliminary FES li no 
objections to Its Issuance in present form 

REOANiM H Environmental Project Branch 2 7S/ 1^/82 Ip 


7901180148 DOCKET 9TN-50-92S Palo Verde Nuclear Station. Unit 1 
Notification of availability of ''Intereervlce Procedures for 
Instructional Sys Development" TRADOC Pamphlet 390-30 
raferinced in NUREO-0219, "Nucloar Security Personnel for 
Power Plants " 

BESAW. U J Division of Document Control 7S/11/20 2pp. 


7901100373 DOCKET STH-90-88B Palo Verde Nuclear Station. Unit 1 
Forwards IE Insp Repts 90-528/78-06 << 90-S29/7B>09 on 
781002-06 No noncomp 1 iance noted 

SPENCER, 0 B Region 9, San Francisco, Rosetor Construction k 

Engineering Support Branch 78/12/01 2pp 


7901100378 DOCKET STN-50-58e Palo Verde Nuclear Station, Unit t 
IE Insp Repts 90-989/78-06 k 90-929/76-09 on 701008-06 
No noncompl lance noted Major areas inspected const 
activities, follow-up on open item, aggrigate stockpiling 1. 
safety related supports 

VORDERBRUEQOEN. BISHOP, T U , HAYNES, R C Region 9, Ban 

Francisco, Reactor Construction h Engineering Support Branch 
70/18/01 lOpp 


7901080010 DOCKET BTN-90-92e Palo Verdo Nuclear Btation, Unit I 
Forwards IE Circular 70-19, "Manual Override iBypase) of 
Sefsty Bye Actuation Signals " 

ENQELKEN.R H Region 9, Sen Franc iico. Office of the Dtrseter 
78/12/29 ip 


7901220882 ODCKCt STN-90-92S Palo Verds Nuclear Station. Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies “ 

ENOELKEN, R H Region 9, Ban Francisco, Office of the Dirictor 
79/01/16 7pp ' 


7901040079 DOCKET BTN-SO-929 Palo Verde Nuclear Station, Unit 8 
Forwards rapt, "Particulate Choracterlstics of Dust Btorat 
at Palo Verdi Nucloar Oenerating Btation. “ 

VANBRUNT.E E Arizona Public Service Co 78/ 12/21. ip 


7901040079 DOCKET 8TN-90-S29 Palo Verde Nuclear Btation, Unit a 
"Particulate Charactsristlco of Dust Storms at Palo Verde 
Nuclear Senerating station." Includes historical dust storm 
eharactsripticsi general mctehrology of duet storms ti 
eomparlton of ’summer k historical dust storms, 
a Arizona Public Service Co 76/10/31 73pp. 


7901080196 DOCKET 8TN-90-929 Palo Verde Nuclear Station. Unit 8 
Responds to NRC 781206 Itr ixprisslng concern aver accuracy 
k completeness of submitted info. Confirms util policies li 
procedures era edequate k accurate in the preparation of 
info 

TURLEY. K. Arizona Public Service Co 79/01/02 Ip. 


7901100360 DOCKET 8TN-90-989 Polo Verde Nuclear Station, Unit 2 
Approves accepteblitity of Uestwlng transmietion line of 
facility per statement of AZ State Historic Preservation 
Officer that no adverse effect re archaeolagicai reeourcee 
will result from line corridor elignmints 

HEQAtl, H H Environmental Project Branch 2. 79/01/04 8pp 


7901190016 DOCKET STN-9D-929 Palo Verde Nuclear Btation, Unit 9 
Summary of 7Btl01 meeting w/Amerlcan Electric Power rs 
etandardlzation program, plans for niw nuclear plant, k 
licensing situation for possible standard dtslgns, 

SILVER. K. Light Hater Reactors Branch 4 79/01/03. APP. 


7901860009 DOCKET aTN-90-S29 Palo Verde Nuclear Station. Unit 8 
Notification of 790208-09 meeting tc visit sits k to dltcuii 
status of const k estimated fuel load date w/Ceseload 
Forecaet Panel, 

8TRI0HT, R I. Light Meter Reactors Branch 3 79/01/19 2pj. 


7901100829 DOCKET eTN-80-829 Palo Verde Nuclear Station, Unit 9 
Forwards Proof of Sve for Amend 19 to PEAR. 

VANBBUNTiE E Arkansas Power k Ulght Co 79/01/03, 4pp. 


7901240101 DOCKET 8TN-80-829 Palo Verde Nuclear Station, Unit 2 
Forwards Drawing A-900-1D l,»PalD Verde Transmission Byii* 
for FES Ovsrtiie drawing and. 

VANBRUNTtE, E. Arizona Public Bervica Co 79/01/08. 8pp. 



1B3 


DOCKETED ITEMS 


7901OBOO42 DOCKET STN-30-S29 Palo Verd* NucUar gtation, Unit a 
Statai NRC has no coramonta on preltminary FES fc no 
ohjietions to Its Issuance in present form 

REBAN.H H Environmental Project Branch a 70/13/22 Ip 


7^01160140 DOCKET BTN-50-529 Palo Verde Nuclear Station, Unit B 
Notification of availability of ’’Interservlce Procedures for 
Instructional Sys Development" TRADOC Pamphlet 390~30 
esfareneed In NURE0-02l9i "Nuclear Becurity Personnel for 
Pouicr Plante " 

BEBAWjW J Division of Document Control 7Q/11/20 2pp 


79010B0010 DOCKET 8TN-90-929 Palo Verde Nuclear Station, Unit 2 
Foruards IE Circular 76-19, "Manual Override (Bypass) of 
Bafatv Sui Actuation Sipnale ” 

ENOELKEN, R H Region 9, San Francisco, Office of the Director 
76/18/29 Ip 


79011DD373 DOCKET STN-90-329 Palo Verde Nuclear Station, Unit 8 
Forwards lE Insp Repts 90-98B/78“Ot h 50-529/76’'09 on 
761003-06 No noncomp 1 ianc e noted 

BPENCERiO 6 Region 5, San Francisco, Reactor Construction St 

Engineering Support Branch 76/12/01 Zpp 


7901100376 DOCKET 8TN-90-929 Palo Verde Nuclear Station, Unit B 
IE Insp Repts SO-5B0/78-O6 & 9O-529/70-OS on 781002-06 
Mo nonconip liance noted Major areas inspected const 
ac t i vi tl es, f ol Inu-up on open Item, aggregate stocVplllng & 
safety related supports 

VDRDERDRUEOOEN, bishop, T W , HAYNES, R C Region 3, Ban 

Francisco, Reactor Construction {< Engineering Support Branch 
70/13/01 lOpp 


7901100225 DOCKET STN-50--930 Palo Verde Nuclear Station, Unit 3 
Forwards Proof of Svc for Amend 19 to PSAR 
VANBRUNT.E E Arlansas Power t< Light Co 79/01/03 4pp 


7901240161 DOCKET STN-50-330 Palo Verde Nuclear atetlon. Unit 3 
Forwards Drawing A-500-10 1. "Palo Verde Transml ssion Sgs, “ 
for FES, Oversize drawing enc 1 

VANBRUNT.E E Arizona Futile Service Co 79/01/09 Spp 


7901090042 DOCKET STN-9D-530 Palo Verde Nuclear Station. Unit 3 
States NRC has no comments on preliminary FEB t, no 
ob jcctlons to its issuance in present form 

REGAN, W H. Environmental Project Branch 2 7B/12/2S Ip 


7901180146 POCKET 8TN-90-5aO Palo Verde Nuclear Station, Unit 3 
Notification Of availability of "In teraervic e Procedures for 
Instructional Sys Development" TRADOC Pamphlet 330-30 
referenced in NURGQ-0ai9. "Nuclear Security Personnel for 
Power Plants " 

DESAMiH J Division of Document Control 78/11/80 Hpp 


7901OB001O DOCKET STN-SO-SBO Palo Verde Nuclear Station, Unit 3 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Safety Bys Actuation Signals " 

ENOEl,KEN,n H Region 5, San Franclaco. Office of the Director. 

7a/\a/29 Ip 


7901220222 DOCKET STN-SD-S30 Palo Verde Nuclear Station, Unit 3 
Forwards lE Circular 79-03, "Failure of 120 Volt Vital AC 
Power Supplies " 

ENCELKEN,R H Region S, San Francisco. Office of the Director 
79/01/16 7pp 


7901230222 DOCKET 6TN-50-S29 Palo Verde Nuclear Station, Unit 2 
Forwards IE Circular 79-02, ’'Failure of 120 Volt Vital AC 
Power Supplies " 

ENOELKEN, R H .Region 9, San Francisco, Office of the Director 
79/01/16 7pp 


790U30079 DOCKET 8TN-90-S31 Palo Verde Nuclear Station, Unit 4 
Forwards NEDD-24142 "Fast Bcrom Control Rod Drive 
OualificBtloh program" h NEDE-P4142, proprl e tary version u/ 
affidavit, withheld (ref 10CFR2 790) 

SHERWOOD, 0 0 Oanoral Electric Co, .Nuclear Energy Products Dlv 
70/12/22 6pp 


7901040079 DOCKET STN-50-930 Palo Verde Nuclear Station, Unit 3 
Forwards rept, "Perticulate Characteristics of Dust Storms 
at PalD Verde Nuclear Oeneratlng Station, " 

VANBRUNT.E 8 Arizona Public Service Co 7B/12/21 Ip, 


7901040079 DOCKET 8TN-90-530 Palo Verde Nucloar Station, Unit 3 
"Particulate Characteristics of Dust Storms at Polo Verde 
NucJtAT* Othordiing station " Includftt stortn 

character istlcs, general meteorology of dust storms S, 
comparison of summer 1, historical dust storms 
* Arizona Public Service Co 78/10/31 73pp 


7901080196 DOCKET 8TN-30-830 Palo Verde Nuclear Station, Unit 3 
Raspondi to NRC 7B1206 1 tr azpresiing concern over accuracy 
Ic completeness of submitted Info, Confirms util policies V 
peoesdures are adequate S< accurate In the preparation or 
Info 

TURLEY, K Arizpna Public Service Co 79/01/02 Ip 


7901100380 DOCKET 0TN-9O-53O Palo Verde Nuclear Station, 'Uni^ 3 
Approve* acceptabllllty of Westwing transmission line df 
facility per statement of A1 State Historic Preservation 
Officer that no adverse effect r« archaeological resouifcBs 
Will result from line corridor allgnmants 

BEOAM,WH. Environmental Project Branch 2, 79/01/04 2pp 


790I1S0016 DOCKET BTN-BO-930 Palo Verde Nuclear Station, 
aummary of 781101 meeting w/American Electric Power re 
standeryi latiori program, p lens for new nuclear plant, I, 
licensing situation for posstbte standard dasigtis 
SILVER, H Light Mater Reactors Branch 4 79/01/03 


Unit 3 


6PP 


7901190079 DOCKET 8TN-90-930 Palo Verde Nuclear Stetion, Unit 3 
Forwards NEDO-24148 "Fait Scram Control Rod Drive 
dual irlcatlon Program" I, NEDE-24148, proprietary version W/ 
effidevit, withheld (ref 10CFR2 790), _ . . 

OHERMOODjO 0. General Electric Co iNUClear Energy Products Div 
78/18/32. 6pp 


7981190061 DOCKET 8TN-50-930 Palo Verde Nuclear Station. Unit 3 
"Faet Scram Control Rod Drive Qualification Program," Rip* 
raiponde to reoueet to monitor fast scram control rod drive 
program as esteblishtd in 230 8< 251 NS6S OEBSAR BER l< 4 It 
236 Nuclear Island OESSAR 6ER Suppl 1. . .l ... 

SQL AN AS, C H oeneral Electric Co .Nuclear Energy Products Dlv 

NEDD-24148 70/10/30. 7Spp 


790186000B DOCKET 8TN-90-930 Palo Verde Nuclear Station, Unit 3 
Nctlfieptton of 790208-09 meeting to vlelfc site I, to discuss 
etatus of const Ic estimated fuel load date w/Ca»eload 
Forecaet Panel 

STRIOHTlR L, Light Water Reactors Branch 3 79/01/19. 8pp 


7901150001 DOCKET STN-aO-SSl Palo Verde Nuclear Qtation, Unit 4 
"Fast Scram Control Rod Drive auellflcatlnn Program " Rept 
responds to requeat to monitor fast acram control rod drive 
program as establlehsd in 33B 8. 291 NSSS OESSAR SER I. 4 6 
236 Nuclear Island OESSAR SER Suppl 1 

SOLANAS.C H Oeneral Electric Co .Nuclear Energy Products Div 
NEDa-a4l42 78/10/30 79pp 


'901850042 DOCKET 3TN-S0~931 Palo Vorde Nuclear Btatlon, Unit 4 
Explains license fees for poat-prel imlnary design approvals 
Clarifies 701023 Itr exempting from fees NEDD-24040. 

"Evaluatldn nf Acoustic Pressure Loads on DWR/6 interna) 

CflffifiOTl ,, ^ 

BOYDfR 5 DivtfitQii 0^ Manageffient 7‘?/Ot/l7 3pp 

?90 1310002 DOCKET aTN"50-93ff HOP BAR 
Diftcuftfafi procedure far'a-^tt®«T flxt*n«loTi of pr» 1 
deilQTi flpproval"*D for Tur&lFio taiJiniJ application B< 

aaAoolatPd fa® caUulation Raitbioiti evaliiatian# b\| 790315 
for specific Items Identified in end 

BDVd, R 0 Division of Projsct Management 79/01/84. Alps 

7901100219 DOCKET 90-337 Clinch RWer Breeder Reactor 
Ack receipt of NRC 761 109 Itr providing summary of 
outstanding items Assorts that DOE is statutorily obligated 
to continue to design facility manufacture hardwara on 
order. but Is proceading along path of prudent management. 

CAFFEViL W Energy, Wept of. Clinch River Breeder Reactor Plant 
79/01/03 2pp 

7901240319 DOCKET 90-537 Clinch River Breeder Reactor 

Ack receipt of 701109 Oammi 1 1-Caff ey Itr eummariiing NRC 
technical staff positions Evaluation will be concluded 
shortly „ _ 

CAFFEY, L T Energy. Dept of 79/01/03, 2pp 

7901290119 docket 90-937 Clinch River eider Reactor 
Forwards lE Insp Rept 50-937/78-01 on 701201 No 

SuRpS?!'"^" a, Atlinta, Reactor Con*tructJon «< Engineering 

6uppprt 0ranch 76/12/18 2PP- 


7901290119 docket 50-337 Clinch River Breeder Reactor 

IE Inst Kept 50-937/76-01 on 701SO1 No none omp 1 lane • noted 
Major areas inspected actlop on previous Insp findlnyai 
nrapoied sit* t< off-slte storage fac 1 1 1 ti esj current project 
status I, review of 10CFR21 .Implementing procedures 
WHIOHT.R M , MCFARLAND.C.R HERDT, A R 

Reactor Construe ti on S« Ennlneerlng Bupport Drench. 78/18/13 4pp. 

/90ia400ia DOCKET 90-938 Memphis State Unlv. Reeearch Reactor 
DD Ebert has satiafac tor 1 1 y completed 7B121B-21 program In 
AQN-201 reactor operations training Recommends Individual, 
for op#rot?or ^ 

JQNE6, D W. Memphis State Vniv 78/12/28 2pP 
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7901190016 DOCKET STN-50-943 aESAR-3S 

Bumnarv 701101 mestins u/Aaiertcan Elirttpic Power re 
itandardiiation proarami p I ana for new nuclear pi anti *< 
licensing situation for possible standard _p 

SILVERiH Light Mater fleactors Branch 4 79/01/03 oi't' 

7901020 17U DOCKET BTN- 50-946 Marble Hill Hue I ear Statiooi Unit 1 
Stetee in-placo preservatlnn of archaeological site IS •Jb 
119/lSO not necBssarv to fulfill purposes set rorth in 
State Historic Preservation. Plan 
CLOUOj d D Indiana. State of 78/12/13 Ip 

7901310194 DOCKET STN-50-946 Marble Hill Mud ear Station. Unit 1 
Suiemardes 781213 ffleattno 1 n Beth e ado, HD w/represoistati ves 
of utils w/post-CP applications to discuss pending QL review 
matters. IncludinB NRC pollcioB U review priority criteria 
Discussion areas U altoodees list end -.e.m/io hbb 

LICITRA.E Light Mater Reactors Branch 3 79/01/18 Hpp. 

7901020014 DOCKET STN-SO-946 Marble Hill Mud ear Station, Unit 1 
Orsnts motions seeking mods in schedule t< procedures adopted 
in decision AUAB-509 Discusses Implications of granting 
motions on original hearing schedule -ro/ia/ai 

OUFLOiM E Atomic Safety and Licensing Appeal Panel 7o/I2/wi 

Spp 


DOCKETED ITEMS 

7901310194 DOCKET STN-SO-547 Marble Hill Nuclear Station, Unit 2 
Bummariiet 701213 meeting in Betheida.MD u)/r»prasantatlves 
of utils w/post-CP applications to diicuss pending OL revieu 
matters. Including NRC policies U revieu priority criteria 
Diicunsion areas li attendees list end 

LICITRA.E Light Uster Reactors Branch 3 79/01/12 Spp 

7901020014 DOCKET aTM-80-847 Marble Hill Nuclear Station. Unit 3 
Oranta motions seeking mods in schedulo ti procedures adopted 
in decision ALAB-S09 Discusses implications of granting 
motions on original hearing schedule 

DUFLO. H E Atomic Safety and Licensing Appeal Panel 7B/12/2I 
9pp 

7901020879 DOCKET STN-90~S47 Marble Hill Hud tar Station. Unit 3 
Motion by licensees Public Sve Co of IN b Uabash Valley 
Power Association for reconsideretlon of decision ALAB-909 
re proposed disposition of issues concerning environ iaipict 
of radon-282 during uranium fuel cyd 

VOtQT. H H LePoauP, Lamb. Lalhy li MacRaa 78/12/14 lOpp 

7901110389 DOCKET STN-80-547 Harbla Hill Nuclear Station. Unit 2 
Tiaia uithln which Commission may determine to review 
decision ALAB-S09 is extanded until 790112 

CHILK, 8 J Office of the Secretary of the Commission 76/13/86 
3pp 


7901110329 DOCKET STN-90-946 Marble Hilt Nuclear Station. Unit t 
Time within which Commission may determine to revieu 
decision ALAD-509 is eitended until 790112 

CHILK. S J Office of the Secretary of the Commission 78/12/86 
3PP 


7901020879 DOCKET STN-50-846 Marble Hill Nuclear Station. Unit 1 
Motion by licensees Public Svc Co of IN 6 Nabash Valley 
Pouer Association for reconsideration of decisliin ALAB-309 
re proposed disposition of Issues concerning environ Impact 
of radon~832 during uranium fuel cyd 

VOIOT. H H LeBoeuf. Lamb. Lolby t, MacRae 70/18/14 lOPP 


7901230004 DOCKET 8TN-90-S46 Marble Hill Nuclear Station, Unit 1 
Forwards NUREO/CR-0444. “Risk Assessmsnt Revieu Oroup Rept to 
the U8NRC'' (Lewis Rept ). providing recommendations for use of 
risk assessment methodology t< assessment of UASH-1400 H/o 
end. 

BRENNER, L Office of the Executive Legal Director 79/01/11. Ip 


7901230004 DOCKET BTN-90-M7 Marble Hill Nuclear B tab ion, Unit 2 
Foruards NUREO/CR-0444, ''Risk Assesament Rivieu Droup Rapt to- 
the USNRC (Lewis Rapt), provld Ing rccommandatlons for uaa of 
risk assessment msthodology b assessment of WA8H''1400 W/o 
end. 

BRENNER. L Office of the Executive Legal Director 79/01/11 Ip. 


790I0B0O37 DOCKET BTN-90-347 Marble Hill Nuclear Station. Unit 2 
Forwarda IE Circular 7B-19. “Manual Ovarrlda (Bypass) of 
Safsty Sys Actuation Signals “ 

KSPPLER. JO Region 3. Chicago, Offlca of tha Director 70/13/29 

Ip 


7901090309 DOCKET BTN-SO-947 Marble Hill Nuclear Station. Unit 8 
Foruards IE Circular 78-19. “Manual Override (Bypasa) of 
Safety Sys Actuation Signals. “ t< list of Circular roeipients 
in Region I II 

PAPPAS. H Region 3, Chicago. Office of the Director 79/01/02 

2pp 


7901090309 DOCKET 5TN-90-346 Marble Hill Wucloar Station. Unit 1 
Forwards IE Circular 73-19. “Manual Override (Dypasa) of 
Safety Rye Actuation Signals. “ t< list of Circular roclpiente 
in Region III 

PAPPAS.H Region 3. Chicago. OfPicc of the Director 79/01/02 

2pp 


79011601 19 DOCKET STN-90-S46 Marble Hill Nuclear Station. Unit 1 
Responds to infraction 70-04-03 in Insp Repts OO-SAb/TS-Ot Si 
90-947/76-04 Unit 1 cadweld sleeves cleaned, dried out 6 
spliced by 781101 ti Unit 8 cadweld sleeves will be refilled 
w/desiccant paper 6 recapped by 791101 

CDUOHLIN.U Public Service Co of Indiana. Inc 78/12/81 Ip 


7901080037 DOCKET STN- 90-946 Marble Hill Nuclear Station, Unit 1 
Forwards IE Circular 78-l?i “Manual Overrida (Bypass) of 
Safety sys Actuation Signals " 

KEPPLERi J 6 Region 3. Chicago. Office of the Director 76/12/29 

Ip 


7901160119 DOCKET STN-90-847 Morble Hill Nuclear Station, Unit 8 
ftaspondc to infraction 70-04-03 in Insp Rapts 90-946/78-04 (i 
90-947/78-04 Unit 1 caducld sleeves eleened. dried out li 
spliced by 7B1101 h Unit 2 cadweld sleeves will be rofltled 
w/deiiccint paper, 6 recapped by 791101 

COUOHLIN.J Public Service Co of Indiana, Inc 78/18/21 Ip. 


7901180216 DOCKET 8TN-90-947 Harbla Hill Nuclaar Station, Unit S 
Act raceipt of 781221 Itr Informing NRC of steps taken to 
corract violatlonc noted In IE Insp repti 

HEI8HMAN.R F Region 3. Chicago. Raactor Construction 6 

Engtnaering Support Branch 79/01/11 Ip 


7901290090 DOCKET aTN-90-947 Marble Hill Nuclear Station, Unit 2 
Forwards IE Circular 79-02. "Failure of 120 Volt VI to! AC 
Fewer Bupplies " 

HEPPLER.JO Region 3. Chicago. Office of the Director 79/01/16 

Bpf. 


DOCKET 8TN-90-946 Marble Hill Nuclear Station, Unit 1 
ft of 781221 Itr Informing NRC of steps taken to 
'iolations noted In IE Insp rapts 
R F Region 3. Chiesgo. Reactor Construction b 

ng Support Branch 79/01/11 ip 


DOCKET 8TN-90-S46 Marble Hill Nudeer Station. Unit I 
IE Circular 79-02. "Failure of 120 Volt Vital AC 
plies ” 

I 0 Region 3, Chicago. Office of the Director 79/01/16 


7901080368 DOCKET 8TN-90-947 Marble Hill Nuclear Btation, Unit 2 
Ack receipt of Itr of 781207 re gasket installation on 
cuhlcla coolers 

HEI6HHAN, R F Region 3. Chicago. Reactor Construction li 
Eng inoar (ng Support Branch 78/12/29 Ip 


7901820013 DOCKET 90-949 Oreene County Nuclaar Pouar Plant 
Informs that TRAOOC Pamphlat 390-30, "Intarservlca Proraduras 
for Ins true Ilona I Byi Davalopmint” refarancad in NUReB-0219 
Is tvallabla in nlcroflclit form from NRC 

GE8AU, M U Division of Docunant Control 78/11/80 Spp. 


DOCKET BTN-80-846 Marble Hill Nuclear Station, Unit 1 
pt op Itr of 781207 ra gaakat installation on 
oplers 

R F Region 3. Chicago, Reactor Conatruction t 
ns Support Branch 78/12/29 Ip 


7901090033 DOCKET SO-949 Oraene County Nuclear Pouer Plant 
Reiterates 2 points mede during 781120 meeting w/Lehigh 
Portland Cement Co NRC appraisal of suitability of propoaed 
site will be contained in FES It respondent should forward 
addl ralevant matl 

SHAPAB.H K Office of the Executive Legal Dirac tor. 78/12/08 4pp 


DOCKET 8TN-S0-947 Marble Hill Nuclear Station. Unit 2 
-place preicrvation of archaaologleal site 12 UE 
ot noctasary to fulfill purposes set forth in 
tortc PrassTvatton Plan 

Indiana. State of 78/12/13 Ip 


7901090038 DOCKET 90-949 Or a an e County Nuclaar Power Plant 
Ltgal procaading between Lehigh Portland Camant Co It util re 
propoaed facility dragt on t. on. Lehigh cannot expand cement 
plent at Ctmanton u/o major expenditure of labor 1. eranay. 
SCHUHMACHER.P Lehigh Portland Cement Co 78/11/30. 8pp. 


7901160291 DOCKET 90-549 Orsana County Nuclaar Power Plant 
Antlclpatas that NY Dipt of Public eve staff will raeooMand 
rejection of the Cementon aita In favor of an alternate on 
land uae, tocioaeonomic. b aeithatie groundi, 

VESSELS, R D New York, State of 78/12/20. Spp 



DOCKETED ITEMS 
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79O11S026S DOCKET 90-S47 OrBsns County Nuclear Pauer Plant 
Urgai iaauancs of PEB In Jan 1979 to avoid nscassity of 
abrogation of joint Federal-State protocol in favor of ctate 
ctatutorg obligations 

ZIELINSKI. C A Neui York. State of 7B/t2/3S Spp 


7901020137 DOCKET 90-549 Oreene County Nuclear Power Plant 
Foruiardi data re total line surface area t. mass inside 
containmont Confirms values to doternitno post-LOCA hydrogen 
generation 

EARLY. P J Power Authority State of New York 78/12/Sf> Ip 


7901190232 DOCKET 90-549 Greene County Nuclear Power Plant 
Per finding during containment Integrated leak rote test.NRC 
recommends review of design of containment liner plate weld 
channel boxes so that containment boundary can be leak 
tested 

BAER. R L Light Nater Reactors Branch 2 79/01/10 Spp 


7901120201 DOCKET 50-549 Oreene County Nuclear Power Plont 
Responds to util's comments on SER.NUREO 0203. t< forwards 
changes made in course of review of comments Requests 
further review of SER. Supp I ement I 

BAERtR L Light Uator Reactors Branch 2 79/01/05 Bpp. 


7901020031 DOCKET 90-549 Oroene County Nuclear Power Plant 
Oapt of Environ Conservation movos that Dept of Public Sve 
notion to Incorporate previous testimony in 149-b 
procoedlng. Case 27319-Phase II be granted Advantage of 
favorable ruling Is organiied resource allocation 
DWORKIN.C New York. State of 78/12/07 ip 


7901020194 DOCKET 90-549 Oreene County Nuclear Power Plant 
Opposition by petitioners to intervene Citiiens to Preserve 
the Hudson Yalley t< Columbia County Survival Committee to 
NRC 761204 motion for summary disposition of contentions 
Certificate of 8vc enc 1 
KAFIM.R J Kafln.R J 70/12/07 4pp 


7901020312 DOCKET 90-949 Oreens County Nuclear Power Plant 
Forwards correspondence re schedule for NRC FEE 

LEWIS. B.H Office of the Executive Legal Director 78/12/07 2pp 


7901020319 DOCKET 90-949 Oreene County Nuclear Power Plant 
States that FES will be published in Jan or Feb 1979 
DENTON. H R Office of Nuclear Reactor Regulation 76/12/09. ip 


79011<i000l DOCKET 90-949 Oreene County Nuclear Power Plant 
Response by petitioners to intervene Citiiens to Preserve 
the Hudson Valley. Columbia County Survival Committee (c 
Hld-Hudson Nuclear Opponents to 761201 motion by applicant 
for summary disposition of petltlonars' contentions 
HAFIN.R J Kafin.R.J 76/12/19 2pp 


7901180229 DOCKET 90-949 Oraane County Nuclear Power Plant 
NRC response in support of applicant's motion for summary 
disposition filed 781204 re contentions of patitloncre to 
intervene Affidavits L Certificate of Bve end 

BNITH.B H. Office of the Executive Legal Director 70/12/19 31pp 


7901tf>0321 DOCKET 90-949 Oreene County Nuclear Power Plant 
Order by etate of NY Public 8vc Commission dismissing 
apptals from rulings on determination of naad L conformance 
w/long range plans ra Oreene County Nuclear Oenarating Site 
MADISON. 8 R. New York. State of 76/12/19. Spp. 


7901U0310 DOCKET 90-949 Oreene County Nuclear Power Plant 
Reports that comments In Need 7B1018 Itr will be considered 
ill preparation of Oraen County's FEB to be Issuad in early 
1979. Fo^wa^(^s NOREO-0436 which contains a history of ouclear 
plant 'decommissioning U/o end 

LERIS. S.H Office of the Executive Legal Director 70/12/20 ip 


7901190039 DOCKET 90-949 Oreene County Nuclear Power Plant 
Hesponta of NRC to petitioner to intervene Cementon Civic 
Asaoclatlon 76tlS4 itr re addl lima within which to reepond 
to NRC interrogator ias of 781002 Staff doat not objact to 
short extsnsion Certiflcats of Sve end 

LEWIS. B.H Office of the Executive Legal Director 76/12/20. 4pp 


7901190092 DOCKET 30-949 Oreene County Nuclear Power Plant 
Providas notice that JE Moore will appear on behalf of NRC 
In procasdlngs re subj fad 1 Ity. Cartlf Ic ate of Sve end 
HOORE.J E. Office of the Executive Legal Director 76/12/21 7pp 


7901170367 DOCKET SO-549 Oreene County Nuclear Power Plant 
Poruards 781106 memo from J Reed to 8 Burwell re number of 
flights in vicinity of facility, 

LEWIS. 6 H. Office of the Executive Legal Director 78/12/27 ip 


7901110293 DOCKET 50-949 Oreene County Nuclear Power Plant 
Orders prehearing conference to be held 790117 In Albany. NY 
Purposes of conference ere to hear oral arguinunts on motions 
for summary disposition it to discuss future scheduling of 
hearings 

OODDHOPE. A C Atomic Safety and Licensing Board Panel 79/01/04 

Ip 


7901250001 DOCKET 90-549 Oreane County Nuclear Power Plant 
Provides notice that OH Cunningham will represent NRC in 
proceedings Certificate of Sve one 1 

CUNNINOHAM.O H Office of the Executive Legal Director 79/01/16 
7PP 


7901290207 DOCKET 90-949 Oreene County Nuclear Power Plant 
Ref 790103 order resetting dates for further proceedings. 
Case 80006. ap pea 1 s for intervenor status in proceeding, due 
to geographic proximity to proposed site 
TURNER. O A Saugertles. NV 79/01/23 2pp 


7901260200 DOCKET 50-549 Oreene County Nuclear Power Plant 
Transcript of 790117 hearing at Albany. NY Pp 1-8 to 134-S 
OOODHOPE.A C . COLE. R . FERGUSON. 0 Atojnlc Safety and Licensing 
Board Panel 79/01/17 I35pp 


7901890042 DOCKET 8TN-50-990 GESSAR-930-DDP Interface 

Explains license fees for post-preliminary design approvals 
Clarifies 781023 itr exempting from fees NED0-24048. 
“Evaluation of Acoustic Pressure Loads on DUR/6 Internal 
Components “ 

BOYD. R 9 Division of Project Management 79/0-1/17 3pp 


7901890326 DOCKET 90-992 Montalto di Castro i ENEL-6). Unit i 
Requests amend to application to include addl intermediate 
cone ignee. Byron Jackson Nuclear Products, the Netherlands 
U1L60N. B D General Electric Co .Nuclear Energy Products Div 
79/01/10 Ip 


7901070379 DOCKET 9TN~90-953 Phipps Bend Nuclear Plant. Unit 1 
Ack receipt of 701H6 rept describing addl fault discovered 
In fuel bldg area Concludes foult is not capable within 
meaning of Append A to lOCFRlOO NRC concurs w/c one l-uslon 
reached In rept 

OOLDDERO.S C Office of the Executive Legal Director 78/12/13 

Ip 


770U 6020O DOCKET BTN-90-993 Phipps Bend Nuclear Plant. Unit i 
Approves design -of fish mitigation device Requests plan for 
monitoring biological affects of plant intake sys ti 
evaluating mitigation device ef f octl venoss by 6 months 
before fuel loading date 

TRAINAt P J Environmental Protection Agency 70/12/21 Ip 


79011002B4 DOCKET 9TN-90-353 Phipps Bend Nuclear Plant. Unit I 
Forwards commitments 6 proposed changes re environmental 
obligations at subj facility Commitments L changes pertain 
to revegetatlnn efforts, rights of way & use of Tordon 101 
OILLELANDiJ E Tennessee Valley Authority 79/01/03 I2pp 


7901180190 DOCKET 8TN-50-593 Phipps Bend Kuclear Plant. Unit I 
Kotlflcation of availability of "Inters ervl c e Procedures for 
Instructional Sys Development" TRADOC Pamphlet 390—30 
referenced in NLtRE0~O2l9 "Nuclear Bocurlty Personnel for 
Power Plants “ 

BEBAN. U J Division of Document Control ' 70/11/20 2pp 


7901020014 DOCKET STN-90-953 Phipps Bend Nuclear Plant. Unit 1 
Grants motions seeking mods in schedule C. procedures adopted 
in decision ALAD-509 Discusses implications of granting 
motions on original hearing schedule 

DUFLO. H E Atnmic Safety and Licensing Appeal Panel 78/12/21 
Spp 


7901110329 DC 
Time wlthir 
decision Al 
CHILK. “ ' 
app 
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770U90ia9 DOCKET STH-30-553 Phipps Denil Nue U«r Plant. Unit 1 
Foruards notice oF appointment of HO Parris at Manager of 
Pouar All correspondence shau’ld be addressed to him 
OILLELAND.J E Tennessee Valley Authority 79/01/15 Ip 


7901090174 DOCKET STN-50-S54 Phipps Dend Nuclear Plant. Unit S 
Foruards Endorsement S to Policy Binder XQ-3Si X0‘-39 4< XB-40 
For TVA policy 

FIELDEfli J Marsh l< McLennan. Inc 79/01/02 7pp. 


7901080174 DOCKET STN-50-553 Phipps Bend Nuclear Plant. Unit 1 
Foruards Endorsement 2 to Policy Binder 70-39. XC-3? !. XB-40 
for TVA policy 

FIELDER, J Marsh t< McLennan. Inc 79/01/02 7pp 


7901090341 DOCKET STN-SO-554 Phipps Bend Nuclear Plant, Unit 2 
Farwards IE Circular 73-19. "Manual Override (Bypase) a# 
Safety Sye Actuation Signals '' 

O'REILLV. J P Region 3. Atlanta. Office of the Director 
79/12/29 Ip 


7901090341 DOCKET STN-S0-3S3 Phipps Bend Nuclear Plant. Unit 1 
Forwards IE Circular 76-19. "Manual Override CSypass} of 
Safety 8ys Actuation Signals " 

Q'REtLLY.U P Region 2. Atlanta. Office of the Director 
78/12/29 ip 


7901220223 DOCKET STN-SO-394 Phipps Osnd Nuclear Plant. Unit 2 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Suppl 1 es " 

O'REILLViJ P Region 2. Atlanta. Office of the Director 
79/01/1& 9pp 


7901290148 DOCKET STM-90''533 Phipps Bend Nuclear Plant. Unit I 
Forwards IE In&p Repts 50-553/78-08 U S0-SS4/78-0S on 
781127-30 No none ompl lance noted 

MURPHV.C E Region £. Atlanta. Reactor Construction it Engineering 

Support Branch 78/12/20 2pp 


7901290170 DOCKET BTN-50-5S3 Phipps Bend Noel oar Plant. Unit 1 
IE Insp Repts 50-553/79-08 it SO-SS4/7S-OB on 781127-30 No 
noncamp I lane e noted Kaior areas Inspected turbine bldg 
concrete p 1 acemen t. geo 1 og ic a 1 site. OA recor d s, cedueld ing I. 
rebar placement, hand I ing oF IE bulletins li circulars. 

WRIOHT.R U < HERDTiA R Region 3. Atlanta, Reactor Construct Ion 

I, Eng Ineer iTig Support Branch 78/12/20 7pp 


7901220223 DOCKET STN-50~953 Phipps Send Nueleer Plant, Unit 1 
Forwards IB Circular 79-02. "Fal I ure oF 120 Volt Vital AC 
Power Supplies " 

□ 'REILLV.J P Region 2. Atlanta. Office of the Director 

79/01/li 9pp 


7901090375 DOCKET 8TN-50-8S4 Phipps Dend Nuclear Plant. Unit 2 
Act receipt of 7B1116 rept describing eddl fault dlccovered 
in fuel bldg area Concludes fault Is net capable within 
meaning oF Append A to lOCFRIOO NRC concurs u/conclusion 
reached in rept 

6DLDBER0. 8 C Office of the Executive Legal Director 78/12/15 

Ip 


7901100294 DOCKET 8TN-50-9S4 Phipps Bend Nuclear Plant. Unit 2 
Forwards commitments (< proposed changes re environmental 
obligations at subj facility Commitments (< changes pertain 
to revegatation off orbs, r 1 ghts oF way t. use oF Tordon 101 
OILLELAND.J E Tennessee Valley Authority 79/01/03 12pp 


7901140200 DOCKET 8TN-50-554 Phipps Bend Nuclear Plant. Unit 2 
Approves design oF fish mitigation device Requests plan for 
monitoring biological effects of plant Intake eys & 
evaluating mitigation device effectiveness by 6 months 
before fuel loading date 

TBAINA.P J Environmental Protection Agency 70/12/21, ip 


790I29014B DOCKET 8TN-90-594 Phipps Bend Nuclear Plant. Unit 2 
Forwards IE Insp Rspts 50-553/78-00 «, SO-554/7B-OS on 
791127-30 No none omp 1 lance noted 

MURPHV.C E Region 2, Atlanta. Reactor Construction l< Enginterlne 

Support Branch 78/12/20 2pp ' 


7901290170 DOCKET 6TN-9D-994 Phipps Bend Nuclear Plant. Unit 2 
IE Insp Repts 90-993/70-08 (< 50-994/78-08 on 701127-30 No 
noncompllance noted Hador areas inspected , turbine bldg 
concrete p lacement. gaolog ical slte.QA records, cadwe Idlng 4, 
rebar p lac ement , hendl Ing of IE bulletins t< circulars 
MRIOHTjR M I HERDT, A R Region 2, Atlanta, Raactor Conttruclltn 

1< Engineering Support Branch 78/12/20. 7pp 


7901020199 DOCKET 8TN-90-994 Black Fox Station, Unit 1 
Forwards Newark-Kennedy "Criteria for Combinations of 
Earthquake ti/or Other Transients Responses " Believes 
criteria justify use of square root of the sum of the 
squares msthodology for generic nuclear power station dssign 
FATE, M F. Public Service Co of Oklahoma 78/12/80. 4pp 


7901020144 DOCKET BTN-90-594 Black Fox Station, Unit 1 
Forwards Info re "Msthodology for Combining Dyninlc 
Rtsponscs of Structural Bys it Compontntt Important to 
Safety " Requests util amend application to raflact 
eoimnitmant to perform required dynamic analyata, 

VAROA. 8 A Light Water Reactors Branch 4. 70/10/31 3pp 


7901040132 DOCKET 8TN~50-956 Black Fox Station. Unit I 

Forwards pegs 2 of "Criteria For Combination of Earthquake 
h/or Other Transient Retpohiei" inadvertently left out of 
some copies transmitted on 781220 from M Fate to 8A Varga 
CONRAD, V L Public Service Co of Oklahoma. 78/12/29. 4pp 


79D1100269 DOCKET 8TN-90-994 Black Fox Station, Unit 1 
Responds to 781204 reminder to provide NRC u/eccurate li 
complate Info Feels Itr of reprimand it insinuation la 
unjustified l< insists on clarification 

FATE, M E Public 'Ssrvlce Co of Oklahoma 79/01/02. Spp 


7901100190 DOCKET 9TN-S0— 954 Phipps Bend Nuclear Plant, Unit 2 
Notification of availability of "In terservl ce Procedures for 
Instructional Sys Development" TRADDC Pamphlet 350-30 
referenced in NUnEO-0219 "Nuclear Security Personnel For 
Power Plants “ 

BESAH.Wd Division of Document Control 78/11/20 8pp. 


7901190091 DOCKET 9TN-90-554 Black Fox Station. Unit 1 

Submits Info re qualification t< training of pre-operatlonii 
(c startup testing personnel Info submitted to clarify matl 
in Aflienif 13 t« will be Incorporated Into Amend 14 to P8AR. 
EHINO.T N Public Service Co of Dblahoma 79/01/09. 4pp 


7901020014 DOCKET 9TN-S0-S54 Phipps Bend Nuclear Plant, Unit 2 
Grants motions sseklng mods in ichadule b procadures adoptad 
in decision ALAQ-509 Discusses Implleationa of granting 
notions on original haarlng schedule, 

DUFLO.M E Atomic Safety and Licensing Appeal Panel, 78/12/21, 
Spp. 


7901030180 DOCKET 8TN-90-984 Phipps Dend Nuclear Plant, Unit 2 
Order extending time for Commies ion review oF ALAB-809 to 
790112 

CHlLKi 8 J Office of the Secretary of the Commission 78/12/19. 
Ip- 


7901110147 DOCKET STN-50-884 Phipps Send Nuclear Plant, Unit 2 
Forwards recent NRC memos on criteria In buckling of steel 
containment itrueturef. Staff believes info dees not 
adversely affect previous evaluation of the case 
OOLDBERO.B C. Office op the Executive Legal Director. 78/12/20 
lOpp 


7901020284 DOCKET BTN-50-S94 Black Fox Station, Unit 1 
Counsel for parties have conferred re hearing schedule t, 
alterations to schedult art presented, 

OALLO.J Isham, Lincoln t. Dealt 70/12/04. 2pp 


7901040197 DOCKET 8TN-90-SS4 Black Fox Station, Unit 1 
Motion by applicant for leave to file brief in axeass o# 

70 pages Brief is 74 pages In length t< Is reply to 137 page 
brief filed by Intervenors, 

HURPHVjP.M. tshan, Lincoln li Beale. 78/12/15 ip. 


7901040199 DOCKET aTN-90-996 Black Fox Station, Unit t 
Applicant's brief in reply to Intervenors L Burrin.l 
Youngheln l< Cltlxeni Action for Safe Energy's appeal brlif 
Assarts that Intervanori failed to show A8LB erred In its 
ifeclalon. Certificate of Sve end, 

MILLER, M I, I MURPHY, P M. , BlELAWBKl.A P. laham, Lincoln it BeaJt 
79/12/19 BBpp 


7901110329 DOCKET 8TN-90~9S4 Phipps Bend Nuclear Plant, Unit 2 
Time within which Commission may determine to review 
decision ALAB-909 Is extended until 790112 

CHILK,B,J, Office of the Becretary of the Cammleslon, 76/12/24 
Spp 


8TN-60-894 Phipps Bend Nuclear Plant, Unit 
Pow« appointment of HO Parris at Manager of 

'orrespondence should bs addressed to him 
OILLELAND.J E Tennessee Valley Authority 79/01/19. Ip. 


7901020249 DOCKET BTN-50-994 Black Fox Station, Unit 1 

Forwards NUREO/CR-0400, "Risk Assssimint Rsview Oroup Rept 
to the UB NRC. " Commission Is devsloplng policy stetenent re 
rept W/out end 

DAVlBrL O Office of the Executive Legal Dlrtctor, 73/12/16 Ip 


,7901020249 DOCKET 8711-80-594 Black Fox Station, Unit 1 

A8LB will hear argument in this case at 10am on 790131 in 
Bethaada, MD. Each party shall notify Board by 790117 re name, 
addreee tt telephone number of counsel presenting oral 
argument on its behalf 

HAOINS, E.E Atomic Safety and Licensing Appeal Panel. 76/12/23 



DOCKETED ITEMS 


7901840234 DOCKET STN-SO-SSt Black Fo« Station. Unit 1 

Forwards Info rt critarla in btickling of steal contalnmant 
structuras NRC avaluatian of info and NRC balieves that 
Info dots not advarsaly affect evaluation 

PATON. H D Office of the Ejeeutive Legal Director 70/12/28 Spp 


7901840027 DOCKET 9TN-S0-956 Black Fo» Station. Unit 1 

Confirms OE's 781227 offer of settlement re subpoena Issued 
for production of OE's Reed rept OE mill make rept available 
to A9LB In confidence & to counsel per protective agreement 
Proposed agreements *< Certificate of Svc end 
EDOAR.O L Morgan. Ueuis t< Dockius 79/01/02 I3pp 


79DI 240344 DOCKET BTN-S0-S56 Black Fox Station. Unit 1 

Applicant response to NRC 7B1230 motion requesting extension 
until 790109 to file motion re fire protection Util has no 
objection to extension if deadline for responses is 
extended W/Cert 1 PI cate of Svc 

NELSON. 0 E Isham. Lincoln b Beale 79/01/02 4pp 


790124D393 DOCKET BTN-50-536 DUck Fox 8tatlon> Unit 1 

Corrects NRC 701229 motion seeking extension of time Year 
wae written incorroctlyl should read "1979." Certificate of 
Svc end 

WOQDHEAD.C P Office of the Executive Legal Director 79/01/02 
3pF 

7901240348 DOCKET 0TN-5O-556 Black Fox Station. Unit 1 
Corrects typographical error in 790102 Itr 781827 should 
read 790102 in 3rd line Formal protective order ulll be 
eubmitted by 790104 Certificate of Svc end 
EDOARjiO L Morgan. Leuis t< Dockius 79/01/03 4pp 


7901190207 DOCKET 9TN-3Q-356 Black Fox Station. Unit 1 

In response to ABLE request during 790102 conference call> 
foruierds proposed protective order L concomitant agreements 
for ABLB signature Certificate of Svc end 
EDOAR.O L Morgan. Leuis t< Dockius 79/01/04 IBpp 


7901850338 DOCKET STN-SO-DSb Black Fox Station. Unit 1 

Request by intervenors that oral argument be postponed for 
not less than bO days Intervenors have no funds at the 
moment to pay for trip to Uashington. DC Certificate of Svc 

enc 1 

DALTON. A T Dalton. A T 79/01/04 2pp 


7901 170006 DOCKET STN-90-556 Dlack Fox Btatlom Unit 1 

Grants OE protective order re discovery it dlsclDsure of Reed ^ 

rept Details procedure by lohich rept will be reviewed by 
ABLB L made available to intervenor. C 1 ti t an 's Action for 
Safe Energy 

MOLFE. 8 U. Atomic Safety and Licensing Board Panel 79/01/09 7pp 


7901240347 DOCKET BTN-SO-586 Black Fox Station, Unit 1 

Foruardt Read rept. related sub-task force repts L verbatim 
extraction of those documents on behalf of OE 
EDOAR.OL Morgan. Lewis b Bocklus 79/Ol/OQ Gpp 


7901280102 DOCKET BTN-50-836 Black Fox Station. Unit 1 

Hotton by applicant u/suggosted schedule for proceeding in 
hea.rlnge Couneel for all parties are amenable to the 
timetable Certificate of Eve end 
OALLOtJ Isham, Lincoln t< Deale. 79/01/08 7pp 


7901 17001 S DOCKET 8TN-80-S86 Black Fox Station, Unit I 
Brents NRC request for extension of time until 790109 to 
Pita isetion ri Pin protactioni also grants applicant request 
that time Pop rcsponie to such motion be extended to 790124 
UDLFCiB J Atomic Safety and Licensing Board Panel 79/01/08. Ip 


7901170410 DOCKET BTN~80-S86 Dlack Fox Station, Unit 1 
Forwards suppl NRC testimony on Contention 16. requiring 
carraction of previous staff testimony 

WOODHEAD.C P Office of the Executive Legal Director 79/Oi/OB 

ip 


7901170423 DOCKET 8TN-S0-836 Black Fox Station. Unit 1 
"Suppl Testimony for Radiological Contention Number 16 " 

Rtvliei info in original testimony on proposed elevator 
Inside containment 

FIELDS, M.. THOMAS. C‘, KUDRICK, U Office of the Executive Legal 
Director 79/Ol/OB 2pp 


7901230191 DOCKET BTN-00-8B6 Black Fox Station. Unit I 
MAC motion for preliminary A8LD ruling that plant must be 
designed to withstand fires resulting from non— eleclrical 
causes in order to be licensed Applicant should modify PSAR. 
Certiftceta of Bve end, 

0LM8TEAD. W J Office of the Executive Legal Director. 79/01/08 
J2pp 


7901890261 DOCKET BTN-80-096 DUck Fox atation. Unit 1 

Par ABLAB 7B1888 order, advi sat that WJ Olmsfcead ulll present 
oral argument on behalf of NRC in hearing 

OLHSTEAD.Ii 0 Office of the Executive Legal Director 79/0l/i7 
ip. 


7901290073 DOCKET STN-50-356 Black Fox Station, Unit 1 

Forwards copy of pago A-65 of verbatim extraction of Reed 
rept which was inadvertently omitted previously 
EDOAR. 0 L Morgan. Lewis !. Bodlus 79/01/17 3pp 


7901890078 DOCKET BTN-50-356 Black Fox Station. Unit 1 
FoT-wards originals of appropriate form of protective 
agreements which govern disclosure of pertinent portions of 
Reed rept to counsel 6 consultants for parties In 
proceeding W/end certificate of svc 
EDOAR. 0 L Morgan. Lewis t. Bockius 79/01/82 3pp 


7901100078 DOCKET aTN-30-596 Black Fox Station, Unit 1 
Forwards IE Insp Repts 50-356/70-07 «< 50-337/78-07 No 
noncomp 1 lance noted 

SEIDLEiW C Region 4< Dallas. Reactor Construction 1. Engineering 

Support Branch 70/12/07 Spp 


79O110OOB1 DOCKET BTN-30-536 Dlack Fox Station. Unit I 
IE Insp Repts S0-5S6/7B-O7 Sc 30-937/70-07 on 701121 No 
none pmp I lance noted Major areas Inspected const status t. 
review of concrete contractor's procedures 

HUBACEK. H 0 . HAULiR E , CROSBMAM, H A Region 4. Dallas. 

Reactor Construction t< Engineering Bupport Branch 7B/i2/07, 3pp 


7901020159 DOCKET STN-30-557 Clack Fox Station. Unit 2 
Forwards Newark-Kennedy "Criteria For Combinations of 
Earthquake b/or Other Transients Responses " Delieves 
criteria justify use of square root of the sum of the 
squares methodology for generic nuclear power station design 
FATE, H F Public Service Co of Oklahoma 78/12/80 4pp 


7901020164 docket 3TN- 80-587 Black Fox Station. Unit 8 
Forwards info re "Methodology for Combining Dymamtc 
Responses of Btruetural Sgs & Components Important to 
Safety " Requests util amend application to reflect 
commitment bo perform required dynamic analyses 
VAROA. 8 A Light Water Reactors Branch 4 70/10/31 3pp 


7901040138 DOCKET 8TN-S0-337 Black Fox Station. Un 1 1 2 

Forwards page 8 of "Crltsria Fer Combination of Earthquake 
h/or Other Transient Responses" inadvertently left out of 
some copies transmitted on 781220 fraiii H Fate to 8A Verge 
CONRAD. V L Public Service Co of Oklahoma 78/12/29 4pp 


7901100265 DOCKET BTN-30-557 Black Fox Station. Unit 8 
Responds to 701806 reminder to provide NRC u/aceurate L 
complete infc) Feels Itr of reprimand *< Insinuation is 
unjustified ti insists on clarification 

FATE. M E Public Service Co of aklahoma 79/01/03 3pp. 


7901020265 DOCKET 8TN-30-3S7 Dlack Fox Station, Un 1 1 2 
Forwards NUREO/CR-0400, "Riek Assessment Review Oroup Rapt 
to the US NfIC " CommiEslon is developing policy statement re 
rept W/out end 

DAVIS, L D Office of the Executive legal Director 70/12/16 ip 


7901080269 DOCKET BTN-3Q-a37 Dlack fox Station. Unit 2 

ABLB will hear argument In this case at 10am on 790131 In 
Dethesda.MD Each party shall notify Board by 790117 re name, 
address t. telephone number of counsel presenting oral 
argument on its behalf 

HAOINS. E E Atomic Safety and Llconslng Appeal Panel 78/12/88 
ip 


7901020264 DOCKET 8TN-5Q-537 Black Fox Btatlon, Unit 2 
Counsel for parties have conferred re hearing schedule & 
alterations to schedule are presented 
OALLQi V Isham. Lincoln Beale 70/12/04 3pp 


7901040197 DOCKET STN-50-fr57 Block Fox Station. Unit 2 
Motion by applicant for leave to file brief in excess of 
70 pages Brief is 74 pages In length t< is reply to 137 page 
brief filed by Intervenors 

MURPHY, p H Isham. Lincoln k Beale 76/12/15 Ip 


7901040199 DOCKET 8TN-S0-557 Black Fox Station, Unit 2 
Applicant's brief in reply to intervenors L Durrell.T 
Youngheln U Citlxens Action for Safa Energy's appeal brief 
Asserts that intervenors failed to show ABLB erred in Its 
decision Certificate of Bve end 

MILLER, H 1 . MURPHY.F H . DIELAWBKI.A P Isham. Lincoln k Beals 
70/12/18 eepp 


7901170006 DOCKET STN-50-557 Black Fox Station. Unit 2 

Grants QE protective order re discovery (< disclosure of Reed 
rapt Details procedure by which rept will be revlowed by 
ABLE t( made available to intervenor. Citl ten 's Action for 
Bafe Energy 

WOLFE, B, J Atomic Safety and Licensing Board Panel 79/Ot/OS. 7 pp 


7901170018 DOCKET 6TN-S0-537 Black Fox Station, Unit 2 
Orante NRC raquest far eitenelon of time until 790109 to 
file inatiDii re fire protec t ioni also grants applicant request 
that time for response to such metion be extended bo 790184 
WOLFE, a J Atomic Safety and Licensing Board Panel 79/01/06. Ip 



DOCKETED ITEMS 


790U704ia DOCKET aTH~50-557 BJacfc Fo« Station. Unit 3 
Foruara* »uppl NRC testimony on Contention li. requ Irinu 
correction of previous staff testimony 
HDODHEAD.C P Office of the Eiacutive Legal Director 
IP 


79/01/08 


79011B0079 DOCKET STN-90-5S7 Olack Foi Station. Unit 2 
Foruiards IE Insp Repts 50-9S6/7B-07 «< 90-557/70-07 No 
noneomp I lance noted „ ^ t 

SEIDLEi N C Region 4. Dallas. Reactor Construction 4. Engineariai 

Support Branch 70/13/07 2pp 


7901170433 DOCKET 6TN-50-5S7 Black Foi Station. Unit 2 
"Suppl Testimony for Beaiological Contention Number lb 
Revises info in original testimony on proposed elevator 
Inside containment . ._.i 

FIELDS, M . THOMAS, C . KUDRICK, J Office of the Eiecutlv# Legal 
Director 79/Ol/OB 2pp 


7901100031 DOCKET STN-90-557 Black Foi Station, Unit 2 
IE Insp Repts 50-556/78-07 »i 50-997/70-07 on 7B1121.K0 
none amp 1 lance noted Major areas Inspected const status (. 
revleu) of concrete contractor's procedures 

HUDACEKiW 0 , HALL.fi E , CRDSSMAN, H A Region 4. Dailat. 

Reactor Construction «. Engineering Support Branch 78/13/07. 3pp 


7901100207 DOCKET STN-50-537 Black Foi Station. Unit 2 

In response to ASLB request during 790102 conference call, 
foruardi proposed protective order 1. concomitant agreements 
for ASLB signature Certificate of Sve enc 1 
EOQAR. 0 L Morgan, Leuis S, Docklus 79/01/04 ISpp 


79OIO0O39B DOCKET 50-560 Fluor Poiuar Service 

Rapt to ACR8 in the matter of Fluor Pouer Sys, Inc. Balance of 
Plant Standard Safety Analysis Rept (B0PS9AR1 ti Its 
relationship to the B8AR-205 Standard N8S8 Design 
* Office of Nuclear Reactor Regulation 78/12/31 ISpp. 


7901330191 DOCKET B7N-50-557 Black Foi Station, Unit 2 

NRC motion For preliminary ASLB ruling that plant must be 
designed to withstand fires resulting from non-el ec trlcal 
causes in order to be licensed Applicant should modify PEAR 
Certificate of Sve end 

OLMSTEAD.W J Office of the Eieeutive Legal Director 79/01/08 
12pp 


7901190207 DOCKET 50-960 Fluor Power Service 

“Rept to the ACRB" re Fluor Power Bve Reference Safety 
Analysis Rept (BDPSSAR) as related to BSAR-205 standard NB89 
dasign Discusses design site, safety, waste, OA, electric power. 
t< other topics 

• Office of Nuclear Reactor Regulation 70/12/31 ISSpp. 


7901240027 DOCKET STN-50-597 Dlaek Foi Station, Unit 2 

Confirms 8E's 7B12S7 offer of settlement re subpoena issued 
for production of CE's Read rept OE will make rept available 
to ASLB in confidence ti to counsel per protective agreement 
Proposed agreements U Certificate of Sve end 
EDOAR, 0 L Morgan, Lewis «< Oockius 79/01/02 ISpp 


79O12402B4 DOCKET STN-50-S57 Black Fo« Station, Unit 2 

Forwards info ra criteria in buckling of steel containment 
structures NRC evaluation of info encl NRC believes that 
info does not adversely affect evaluation 

PATON.U D Office of the Eieeutive Legal Director 78/12/22 Spp 


7901240344 DOCKET STN-90-S57 Dlaek Foi Station, Un 1 1 2 

Applicant response to NRC 761220 motion requesting eiienelen 
until 790109 to file motion re fire protection Util has no 
objection to eitension if deadline for responses is 
eitended W/Certl f icate of Bvt 

NELBDN, 0 E I sham. Lincoln «, Beale 79/01/02 4pp 


7901240347 DOCKET STN-50-557 Block Foi Station, Unit 2 

Forwards Reed rept.related sub-task force repts Sc verbatim 

eitractlon of those documents on behalf of OE 

EDOAR, 0 L Morgan, Lewis t< Doekius 79/01/05 Spp 


7901240348 DOCKET STN-50-5S7 Black Fox Station, Unit 2 
Corrects typographical error in 790102 ttr 781227 should 
read 790102 In 3rd line Formal protective order will be 
submitted by 790104 Certificate of Sve encl 
EDSARi 0 L Morgan, Louis t< Doekius 79/01/03 4pp 


7901240353 DOCKET 8rN-50-557 Black Fo« Btatlon, Unit 2 
Corrects NRC 7Q1229 motion seeking eitension of tine Year 
was written Inc orrect I yt should read "1979 " Certificate of 
8vc end 

MOODHEAD.C P Office of the Eieeutive Legal Director. 79/01/02 
3pp 


7901020146 DOCKET STN-90-S66 Yellow Creek Nuclear Plant, Unit 1 
Forwards Amend 13 to PSAR 

OILLELAND.UE Tennessee Valley Authority 70/12/28. Ip 


7901020191 DOCKET BTN-50-966 Yellow Creek Nuclear Plant, Unit I 
Amend 13 to P8AR including eorracted population figurai, 
slick rope slope stability analysis, pipe tunntls design 
change, h miscellaneous test corrections b changes, 
a Tennessee Valley Authority 78/12/2B 110pp. 


7901180232 DOCKET 8TN-90-966 Yellow Creek Nuclear Plant, Unit I 
Notification of availability of "Interservlct Proeodurai for 
Instructional Sys Davelopment" TRADOC Pamphlet 390-30 
referanced in NUREO-0219 "Nuclear Security Personnel fpr 
Power Plants ’’ 

BEBAU, U U Division of Oocunant Control. 78/11/20 Spp. 


7901230339 DOCKET 8TN-90-566 Yellow Creek Nuclear Plant, Unit I 
Informs Board of preliminary info re criteria for buckling 
of steel containment structures. Believes info does not 
adversely affect NRC evaluation 

KETCHEHi E 0 Office of the Executive Legal Director 7B/12/88 

Spp 


7901190272 DOCKET 8TN-50-966 Yellow Creek Nuclear Plant, Unit I 
Dec 1 s ion<ALAD-819), on Uater Act dispute b review of 
remainder of record on environ b site-eul tabl 1 ity matters 
Affirms NRC policy on Federal Uater Pollution Act & 

Licensing Board decision of 7B1124, exespt for radon Issue 
ROSENTHAL, A 8 Atomic Safety and Llcantlng Appeal Panel BUCKiJ.M , 
BALZHAN, R B Atomic Safety and Llcantlng Board Panel 76/12/27 
B3pp 


7901190129 DOCKET 9TN-90-966 Yellow Creak Nuelaar Plant. Unit I 
Forwards notice of appointment of HO Parris ae Manager of 
Power, All correspondence should be addressed to him. 
OILLELAND.d B Tennessee Valley Authority. 79/01/18 Ip 


7901250102 DOCKET BTN-SO-SS? Black Fox Station, Unit 2 

Motion by applicant w/suggested schedule for proceeding in 
hearings Counsel for all parties are amenable to the 
timetable Certificate of 9vc end 
OALLO, J Isham. Lincoln t< Beale 79/01/05 7pp 


7901290361 DOCKET 8TN-50-557 Black Fox Station, Unit 2 

Par ASLAQ 781222 order, advl sea that UJ Olmstead will present 
oral argument on behalf of NRC in hearing 

QLMBTEAB, M J Office of the Executive Legal Director 79/01/17 
»P 


7901250338 DOCKET SrN-50-9S7 Black Fox Station, Unit 2 

flaquast by intervenors that oral argument be postponed for 
not less than 60 days Intervenors have no funds at the 
moment to pay for trip to Washington, DC Certificate of 8vc 
encl 

DALTON, AT Dalton, A T 79/01/04 2pp 


7901290073 DOCKET 8TN-80-S87 Dlaek Fox Station, Unit 2 

Forwards copy of page A-65 of verbatim extraction of Reed 
rept which was inadvertently omitted previously 
EDOAR.O L Morgan, Lewis 4, Doekius 79/01/17 3pp 


7901290078 DOCKET 8TN-80-S57 Dlaek Fox Station. Unit 2 
Forwards originals of appropriate form of protective 
agreements which govern disclosure of pertinent portions of 
Reed rspt to counsel (i consultants for parties in 
proceeding H/enel certificate of sve 
EDOAR, 0 L Morgan, Lewis ti Bockius 79/01/22 3pp 


7901100279 DOCKET 9TN-90-966 Yellow Creek Nuclear Plant, Unit i 
Forwards affidavit certifying that LH Mills served copies of 
Amend 13 to PSAR of lubj facility 

MILLS, L M Tennissae Valley Authority 79/01/03 2pp, 


7901080174 DOCKET 9TN-90-966 Yellow Creek Nuclear Plant, Unit I 
Forwards Endorsement 2 to Policy Dinder XB-3B, X0-39 «< XB-40 
for TVA policy 

FIELDER, 0 Marsh b McLennan, Inc. 79/01/02 7pp 


7901090341 DOCKET 8TN-50-966 Vellou, Creek Nuclear Plant, Unit 1 
Forwarde IE Circular 78-19, "Manual Qverrida (Bypass) of 
Bafety Sys Actuation Signals. " 

O'REILUY.V P Region 2, Atlanta, Office of the Director. 
7S/12/29. Ip 


7901290010 DOCKET 8TN-80-S66 Yellow Creek Nuclear Plant, Unit 1 
Forwards IE Insp Repts 90-966/70-09 t< 50-567/78-09 on 
781205-06, No noncompl lance noted 

MURPHY, C.E Region 2, Atlanta, Office of the Director. 76/12/30 

2pp. 


7901290013 DOCKET 8TN-90-866 Yellow Creek Nuclear Plant, Unit I 
IE Insp Repts 80-566/70-09 b 80-867/70-09 on 7B120S-0B. Nd 
noncompl iane e noted Major areas inspectid const status, 
statnlass sttal pump fabrication, OA audlts,aA rtcorda, 
warehouse storage of const metis 

OOUOE. M J , HERDTiA R Region 2, Atlanta, Office of thp 
Director 70/12/20. Spp 


OOCKETeO ITEMS 


ie9 


7901220233 DQCHET STN-50-56fc YeUou Creek Nuclear Plant, Unit I 
ForwariJs IB Circular 79-02. "Fai lure of 120 Volt Vital AC 
Power Supplies " 

O'REILUViV P Repion 2, Atlanta. Office of the Director 
79/01/16 9pp 


7901020145 DOCKET 57N-50-567 Yelloui Creek Nuclear Plant, Unit 2 
Forteariii Amend 13 to PSAR 

OILLELAND, JE Tennessee ValUg Authoritg 70/12/23 Ip 


7901020151 DOCKET 8TN-50-567 YbIIdu Creek Nuclear Plant, Unit 2 
Amend 13 to PEAR including corrected population figures, 
slick rope slope stabilitg analg s i s, p ipe tunnels design 
Change, li miscellaneous text corrections U changes 
• Tennessee Valleg Authoritg 78/12/23 llOpp 


79011B0232 DOCKET 8TN~50-567 Yellow Creek Nuclear Plant, Unit 2 
notification of availability of " Interserv ice Procedures for 
Instructional &gs Development" TRADDC Pamphlet 350-30 
referaneed in NUREG-0219 "Nuclear Beeurltg Personnel for 
Pouar Plants “ 

BEaAU,,U J Division of Document Control 78/ 1 1 /20 3pp 


7901iS0272 DOCKET 8TN-S0-567 Yellow Creek Nuclear Plant, Unit 2 
DBelslDnlAl.Aa-315) on Hater Act dispute t review of 
ranialndar of record on environ t site-suitability matters 
Affirms NRC policy on Federal Water Pollution Act (, 

Licensing Board decision of 701 124, except for radon issue 
ROSENTHAL. A 8 Atomic Safety and Licensing Appeal Panel BUCK, 0 H . 
BALZHAN.R B Atomic Safety and Licensing Board Panel 78/12/27 
eOpp 


7901230339 DOCKET STN-50-567 Yellow Creek Nuclear Plant, Unit 2 
Informs Board of preliminary info re criteria for buckling 
of steal containment structures Delieves info does not 
adversely affect NRC evaluation 

KETCHEN.E 0 Office of the Executive Legal Director 70/12/22 

2pp. 


7901100279 DOCKET STN-50-567 Yellow Creek Nuclear Plant. Unit S 
Forwards affidavit certifying that LM Hills served copies of 
Amend 13 to PSAR of subj facility 

HILL8,L M Tennessee Valley Authority 79/01/03 2pp 


7901190129 DOCKET 8TN-50-567 Yellow Creek Nuclear Plant, Unit 2 
Forwards notice of appointment of HO Parris as Manager of 
Power Alt correspondence should be addressed to him 
OILLELAND, J E Tennessee Valley Authority 79/01/15 Ip 


7901000174 DOCKET 8TN-50-567 Yellow Creek Nuclear Plant, Unit 2 
Forwards Endorsement 2 to Policy Dinder XD-3S, XB-39 l< XB-40 
for TVA policy 

FIELDER, J Marsh t, McLennan, Inc 79/01/02 7pp 


7901090341 DOCKET 8TN-50-567 Yelloiu Creek Nuclear Plant. Unit 2 
Forwards IE Circular 70-19, "Manual Override (Bypass) of 
Eafety Sys Actuation Signals " 

O'RElLLViJ P Region 2, Atlanta, Office of the Director 
78/12/29 Ip 


7901220233 DOCKET STN-50-567 Yellow Creek Nuclear Plant. Unit 2 
Forwards IE Circular 79-02. "Pai lure of 120 Volt Vital AC 
Power Supplies " 

O'REILLY.U P Region 2, Atlanta. Office of the Director 
79/01/16 9pp 


7901290010 DOCKET STN-50-567 Yellow Creek Nuclear Plant. Unit 2 
Forwards IE Insp Repts 50-566/78-09 tt 50-567/78-09 on 
731205-08, No noncompliance noted 

HURPHV. C E Region 2. Atlanta, Office of the Director 70/12/20 

2pp 


7901290013 DOCKET aTN-50-567 Yellow Creek Nuclear Plant, Unit 2 
IE Insp Repts 50-566/70-09 50-567/70-09 on 701203-08 No 

noncD/npliance noted Major areas inspoc tod; cons t status, 
stainless steel pump fabrication, OA audits, OA records, 
warehouse storage of const matls 

OOUOE.M U , HERDT, A R Region 2, Atlanta. Office of the 
Director 70/12/20 5pp 


790108040) DOCKET 8TN-50-56a NEP Nuclear, Unit 1 
Report of trip to visit alternate sites u/list of 
participants enc 1, Topography of 9 sites is briefly 
described 

COTA, P C Environmental Project Branch 1 70/12/21 3pp 


7901290254 DOCKET 8TN-5O-S60 NEP Nuclear, Unit 1 

Responds to NRC 781122 regoost for add! info Info already 
contained in environ rept is toe detailed It hypothetical 
Some related info is contained in 781010 RI statewide 
planning program itr to NRC 

KARRINOTON, J New England Power Co 79/01/22 Spp 


7901290213 DOCKET STN-50-56B NEP Nuclaar, Unit I 

Justifies use of guality group D main feedwater isolation 
valves re NRC 780627 Itr Believes valves are presently 
designed to perform safety function Upgrading would not 
enhance safety aspects 

HARRINGTON, J New England Power Co 79/01/25 3p p 


7901040066 DOCKET STN-50-56a NEP Nuclear, Unit i 

Forwards Revision 5 to Environ Rep t, Inctud ing responses to 
7B0613 it 700711 NRC questions 

STEVENS, J R New England Power Co 79/01/02 2pp 


7901050183 DOCKET STN-50-36a NEP Nuclear, Unit I 

Revision 5 to Environ Rep t, Includ i ng responsos to 780613 L 
700711 NRC quest 1 ons, d 1 sc us s i on of slurry wall proposed for 
ex cavatl on, update of tharraal impact & transmi ssion cost info 
t< corrected estimated thermal plume areas 
* New Englanii Power Co 79/01/02 470pp 


7901090408 DOCKET STN-50-56B HEP Nuclear, Un.it 1 

Requests addl info for continuing environ review of subj 
facility Reply should consist of sequentially numbered 
revisions to Environ Rept 

DALLARO, R 1. Environmental Project Branch 1 79/01/04 Spp 


7901120121 DOCKET STN-50-S6B NEP Nuclear, Unit 1 

Forwards affidavit avering that distiibution of required 
copies of Revision 5 to Environ Rept has been completed 
Distribution list enc i 

HARRINOTON.J New England Power Co 79/01/09 7pp 


7901300162 DDCKFT STN-50-568 NEP Nuclear, Unit 1 

Forwards FEIS prepared by OSA for former naval auxiliary 
landing field at Char Ics town. RI A 60-day review period 
provided 

BRETT, L F Oenerel Services Administration 79/01/29 Ip 


7901300166 DOCKET 8TN-S0-56a NEP Nuclear. Un i t I 

"Final EIS Naval Auxiliary Landing Fie 1 d. Char les town. RI Vols 
1,2,3 h App " Includes comments submitted by federal. state 
It local agenc 1 Bs, pub t Ic organ i tat i ons t, private parties 
Responses to c ommenta inc or para ted in text 

MCCORMACK, J W Oenaral Services Administration 79/01/29 Boopp 


7901180275 DOCKET 8TN-50-568 NEP Nuclear. Unit 1 

Notification of availability of "Intorservlc e Procedures for 
Instructional Sys Development" TRADOC Pamphlet 350-30 
referenced In NUREO-0219 "Nuclear Security Porsonnel for 
Power Plants " 

BEBAH. U J Division of Document Control 70/11/20 Dpp 


7901020277 DOCKET STN-80-S6B NEP Nueleor, Un i t I 

Notice of withdrawal of appearance 6 now entry. Santaniel lo 
removes himself as cuunsci for Town of Host Greenwich 
t< requests mail tt sve be forwarded to EL Alves Certificate 
8vc enc 1 

BANTAN I ELLO. V J Affiliation Unknown ALVES, E L Oorhaot ti Gorham 
78/12/03 4pp 


7901230029 DOCKET STN-60-56a NEP Nueloar, Unit 1 

Forwards NVREO/CR-0400, "Risk Assessment Review Group Rept 
to the U5NRC" (Lewis Rep t ] . provl d Ing recommondatioTis for use 
of risk assessment methodology h assessment of HA8K-1400 U/o 
enc 1 

CUTCH1N,0M Office of the Executive Legal Director 79/01/11 
76pp 


7901230173 DOCKET 0TN-SO-568 NEP Nuclear, Unit 1 

Requests copies of marked maps showing proposed rights-op- 
uay Questions legality of rights-of-way autboriilng routes 
through Narragansett Tribal Reserva 1 1 on. whlc h is protected 
by historical 1 and mark legislation 
THQMA8 , E Affiliation Unknown 78/12/28 Ip 


7901000401 DOCKET 8TN-50~869 NEP Nuclear, Unit S 
Report of trip to visit alternate sites u/list of 
participants end Topography of 9 sites is briefly 
descT ibid 

COTA. P C Environmental Project Branch 1 78/12/21 3pp 


7901890213 DOCKET BTN-50-S69 NEP Nuclear, Unit 8 

Justifies use of quality group D main Feedwater Isolation 
valves re NRC 700687 Itr Believes waives are presently 
designed to perform safety function Upgrading would not 
enhance safety aspects 

HARRINOTON.J New England Power Co 79/01/25 Spp 


7901290254 DOCKET 9TN-50-S69 NEP Nuclear, Unit 3 

Responds to NRC 701122 request for addl Info Info already 
contained in environ rept is too detailed N hypothetical 
Some related info is contained in 781010 RI statewide 
planning program Itr to NRC 

HARRINOTON.J New England Power Co 79/01/28 2pp 
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7901040066 DOCKEr STN-SO'969 NEP Mm tear, Unit 2 

ForuardB Heviiion 3 to Environ Rep t , me ludlnj} response* to 
7B0613 h 780711 NRC questions 

STEVENS, J R New England Poubp Co 79/01/02 2pp 


79010301B3 DOCKET STN-50-569 NEP Nuclear, Unit 2 

Revision S to Environ Rep t, 1 ncluil ing responses to 7B06I3 & 
7B0711 NRC quest ions, d iscusslon of slurry wall proposed for 
eicavation> update of thermal impact l« transml ssion cost info 
ti corrected estimated thermal plume areas 
» Meu England Power Co 79/01/08 470p p 


790109040B DOCKET BTN-50-569 NEP Nuclear, Unit 2 

Requests addl info for continuing environ revlau of subj 
facility Reply should consist of sequentially nuntered 
revisions to Environ Rept 

GRULARD, R L Environmental Project Branch 1 79/01/04 5pp 


7901120181 DOCKET BTN-S0~S69 NEP Nuclear, Unit 2 

Poriuards affidavit avering that distribution of required 
copies of Revision S to Environ Rept has been completed 
Distribution list end 

HARRINOTON, J New England Pouer Co 79/01/09 7pp 


7901300162 DOCKET STN-50-569 NEP Nuclear, Unit 2 

Fortuardt FEIS prepared by OSA for former naval auiiliary 
landing field at Charles tomn, RT A 60-day review period 
provided 

BRETT, L F Oeneral Services Admin i it ration 79/01/29, Ip 


7901300166 DOCKET STN-50-369 NEP Nuclear, Uni t 2 

"Final EIS Naval Amlllory Landing FI el d, Charles town, RI Vols 
1,8,3 b App " Includes comments submitted by federal, state 
6 local agenc i os, publ ie organ I jatl ors t< private parlies 
Responses to comments incorporated In test 
MCCORMACK, J H Oeneral Services Administration 79/01/29 


eoopp 


790IIB0279 DOCKET 3TN-S0-569 NEP Nuclear, Unit 2 

Notification of availability of "Interserviee Procedures for 
Instructional Sys Development" TRADOC Pamphlet 350-30 
referenced in NUREC(-0219 "Nuclear Security Personnel for 
Power Plants “ — „ 

BESAW, H J Division of Document Control 7B/11/S0 3pp 


7901050007 DOCKET STN-SO-574 Philippine Nuclear Power Project 
Responds to 760104 Itr of opposition to proposed export of 
nuclear reactor to Philippines ti states that full response 
is subj to Eiecutlve Drench analysis which NRC is awaiting 
Expects staff analysis of safety implications soon 
HENDHIE.J M Commission 7B/02/16 2pp 


7901050016 DOCKET STN-50-S74 Philippine Nuclear Power Project 
Opposes export of nuclear power plant to Philippines on 
econemi c, safety, environ, eng ineering (< conflict of Interest 
grounds Provides several questions h requests responses to 
them N/2 telegrams from Embassy/Hani la 

LONG, C 0 House of Rep , Appropriations 78/01/04 9pp 


7901050020 DOCKET STN-50-574 Philippine Nuclear Power Project 
Responds to 761220 Itr requesting views of Executive Branch 
re export of nuclear power plant to Philippines fa recommindt 
Issuance of proposed license 
TARNOFF, P State, Dept of 77/12/lS IBpp 


79018S0343 
Responds 
prop osed 
awaiting 
BHEA. 0 R 


DOCKET STN-SO-STA Philippine Nuclear Power Projict 
to Itr in opposition to granting export llcenia re 
const of nuclear power plant In Philippines NRC is 
Executive Branch position 

Office of International Programs 79/01/15 tp 


7901290344 
Respond! 
proposed 
aua 1 ting 
SHEA, J R 


DOCKET aTN-S0~974 Philippine Nuclear Power Project 
to Itr in opposition to granting export license re 
const of nuclear power plant in Philippines NRC Is 
Executive Branch position 

Office of International Programs 79/01/15 Ipp 


7901150038 DOCKET BTN-80-576 Vandellos Nuclear Station, Unit 2 
Executive Branch position re Nestlnghouse application to 
amend license XR-122, author 1 1 Ing export of PUR to Spain, to 
include Equipos Nucleares as intermediate consignee 
Recommends Issuance of license 
NOBENZO.L V State, Dept of 78/13/39 Spp 


7901290323 DOCKET 9TN-90-57B BantllUn Nuclear Power Station 
Requests withdrawal of application XR-124 authoriilng axgort 
of Bantlllan Nuclear Pouer Station from U8 to Spain. 

WILBONi B D Oeneral Electric Co , Nuclear Energy Products Dlv 
79/01/10 Ip 


7901020277 DOCKET STN-30-669 HEP Nuclear, Unit 2 

Notice of withdrawal of appearance fa new entry Santaniello 
removes himself as counsel for Town of West Greenwich 
fa requests mail fa eve be forwarded to EL Alves Certificate 
Sve end . „ w 

8ANTAN1ELLO, V J Affiliation Unknown. ALVEB, E 1. Got ham fa Oorham 

7B/18/0S 4pp 


7901220038 DOCKET 8TN-90-SB0 Erie Nuclear Plant, Unit 1 
Informs that TRADOC Pamphlet 350-30, "Interserviee 
Procedures for Instructional Sys Development" referenced in 
NyREO-0219 is available In microfiche form from NRC. 

BEBAU, W J Dlvlelon of Document Control 78/11/20 Spp. 


7901230029 DOCKET 8TN-S0-569 NEP Nuclear, Unit 2 

Forwards NURE0/CR-0400i "Risk AssessffiBnt Review Group Rept 
to the U&NRC" (Lewis Rep t) i providing recommendations for use 
of risk assessment methodology fa aisessmont of WASH-1400 H/o 

CUTCH!N,J M Office of the Executive Legal Dtractor 79/01/11 
76pp 

7901230173 DOCKET aTN-50-569 NEP Nuclear, Unit 2 

Requests copies of marked maps showing proposed rlghts-of- 
uay Questions legality of rights-of-way authoriilng routes 
through Narrajansett Tribal Resarvation.whleh is protected 
by historical landmark iegtslation 
THOMAS, E Affiliation Unknown 78/12/80 Ip. 


7901110103 DOCKET 8TN-50-572 RESAR-414 

Final version of fifth transmittal to application of defense 
In depth principle to reactor Instrumentation sys This 
version contains changes to hardware fa software fa 
clarification of derived variable calculator 
0ALLA0HER,J H Hestlnghous* Electric Corp 70/10/04 11pp. 


7901090126 DOCKET 8TN-50-578 RE8AR-4i4 

Summery of 78091B meeting w/WaGtinghouse re postulated 
systematic failures in the RESAR 414 Integrated Protection 
Sys. Heitlnghouse suggested the defense in depth principle 
requires independence between sys, not separation, 

JOYCE, J, Electric, Inatrumentatl on fa Control aystemi Branch 

78/18/87 Spp 


7901050001 DOCKET fiTN-SO-974 Philippine Nuclear Power Project 
Informs that review of Executive Oranch analysis re axport 
of nuclear pouer reactor to Philipp !neBOIR-180> has been 
completed fa no physical security concerns have been 
identl fied 

POWERS, J A Office of Nuclear Material Safety fa Safeguards 
76/08/01 Ip 


7901050003 DOCKET 8TN-S0-574 Philippine Nucleer Pouar Project 
Informs Nestlnghouse that licensing action on application 
has teen halted pending receipt of further Executive Branch 
Info from IAEA Team Review, 

SHEA, J, R, Office of International Programs, 79/07/10 ip 


7901020124 DOCKET STN-SO-SBO Erie Nuclear Plant, Unit 1 

Summary of 760815 meeting w/utll rr staff position on review 
of second feedwater leolation valve, taking core sample fron 
90-ifay concrete pours fa tornado missile protection for main 
steam lines or borated water tank 

TIBDITT9, 0 Light Hater Reactors Branch 2 70/12/13 4pp 


79010301 97 DOCKET 8TN-90-SB0 Erie Nuclear Plant, Unit 1 

Diseuises schedule changes in const fa planning studies After 
review, util concluded that licensing activities re pending 
const permit application should continue concurrently w/tha 
planning studies 

MCHHQRTER, R J Ohio Edison Co 7B/12/21 2pp 


7901240208 DOCKET 8TN-90-960 Erie Nuclear Plant, Unit I 
Responds to NRC request for addl Info re tornado missile 
protection of main steam lines, Info deals w/analytii of 
automobile impact on main steam line piping fa calculation of 
restraint barrier stiffness. 

MCWHORTER, RJ Ohio Edison Co 79/01/08 7pp 


7901230017 DOCKET BTN-50-380 Erie Nuclear Plant, Unit 1 

Forwards NUREO/CR-0400i "Risk Assessment Review Group Ript 
to the UBNaC" (Lewie Rept), providing recommendations for use 
of risk assessment methodology fa assessment of HASH- 1 400, M/ 8 
enc 1, 

BARTH, C A, Office of the Executive Legal Director 79/Gi/H If 


7901020184 DOCKET STN-SO-SBl Erl# Nuclear Plant, Unit 8 

Summary of 7B0819 meeting u/util re staff position on rivliw 
of second feedwater Isolation valve, taking cora sample fro* 
90-day concrete pours fa tornado missile protection for main 
steam lines or berated water tank 

TIBBITTS, D Light Hater Reactors Branch 2. 7B/t2/13 App 


7901030107 DOCKET eTN-90-581 Erie Nuclear Plant, Unit 8 

Discusses schedule changes in const fa planning studies After 
review, util concluded that licensing activities ri pending 
const permit application should continue concurrently w/the 
planning studies. 

HCUHORTER.R J Ohio Edison Co. 78/12/21. 2pp 
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7901230039 DOCKET 9TN-50~5Sl Erie Nutlear Plant. Unit 3 
InfDMn* that TRADOC Pa/nphlet 350-30, "Intors anvlce 
Proeadu.r»* far instructional Sgs Davsloptnant" referartced In 
NUREO-0219 i» BVallabU in rairroPiche form from NRC 
BESAK.M 0 Division of Document Control 79/11/20 Spp 


79012A0802 DOCKET STN-S0-5SI Erie Nueloar Plant. Unit 3 
Rtaponda to NRC request for addl info re tornado missile 
protection of main steam lines Info dealo ui/analysiB of 
avtseiob i 1 1 Impact on main steam line piping ft calculation of 
restraint barrier stiffness 

MCWHORTER, R J Ohio Edison Co 79/Ol/OB 7pp 


7901230017 DOCKET STU-50-501 Erie Nuclear Plant, Unit 5 

Poruardi NUREO/CR-0400, “Risli Assessment Revieui Oroup Rept 
to the USNRC" (Lewis Rept >. providing recommendations for use 
of risk assessment mothodologg ft assessment of HA8H-1400 W/o 
•ne i 

BARTH, C.A Office Of the Eiecutlve Legal Director 79/Oi/ll ip 


79O11SO074 DOCKET 50-5B2 Sundesert, Unit I 

Advlsorg Council on Historic preservation lulll be unable to 
conment an FES per NEPA All environ evaluations must 
evidence compliance w/8ectlon 106 of Natl Historic 
Preiarvatlon Act 

HALLiL 8 Advisory Council on Historic preservation 78/18/86 

app 


7901220069 DOCKET 50-582 Sundasprt, Unit 1 

Responds to request for comments on environ rept Ofc has no 
input 

YOUNODLOOD, J. Ariiona. State of 79/01/lS Spp 


7901300025 DOCKET 50-592 Sundesert, Unit 1 

Responds to util 771081 Itr ft request for lulthholding from 
public disclosure affidavits CAW-77-4B ft CAW-78-19 
Dstarinlnes that info should be withheld (ref 10CFR8 790) 
PARRiO. D Light Mater Reactors Branch 3 79/01/82 Spp 


7901180370 DOCKET 50-582 Sundesert, Unit 1 

Kottflcatlon of avallabllltg of "Interserv ice Procedures for 
Instructional Sys Development" TRADOC Pamphlet 350-30 
rsferenced in NUREO-OSIV "Nuclear Security Personnel far 
Power Plants '' 

BE8AU,U J Division of Document Control 78/11/20 3pp 


7901880069 DOCKET 50-583 Sundesert, Unit 2 

Responds to request for comments on enviran rept Ofc has no 
input 

VaUNOBLOOD, J Ariiona, State of 79/01/18 2pp 


7901300086 DOCKET 50-583 Sundesert, Unit 8 

Responds to util 771081 Itr ft request for withholding from 
public disclosure affidavits CAW-77-4B ft CAW-7a-l9 
Dettrmlnes that Info should be withheld (ref 10CFR2 790) 
PARR, 0 D Light Mater Reactors Branch 3 79/01/82 Spp 


7901160270 DOCKET 50-583 Sundesert, Unit 8 

Notification of availability of "Interservice Procedures for 
Instructional Sys Development" TRADOC Pamphlet 380-30 
reftrenced in NUREO-0219 "Nuclear Security Personnel for 
Power Plants " 

BEBAVf, M J. Division of Document Control 73/11/80. 3pp 


79010S016B DOCKET 8TN~30-591 E89AR. EBASCO Services 

Forwards revised schedule for review af ESSAR, submitted as 
part of vendor's application for preliminary design approval 
of a balance of plant design 

80YO, R 9 Division of Project Management. 78/12/89 □pp 


7901080136 DOCKET 8TN-50-S9a Palo Verde Nuclear Oenerating Station, 
Responds to NRC 701806 itr expressing concern over accuracy 
ft completeness of submitted info Confirms util policies ft 
proeadores are adequate ft accurate in the preparation of 
info. 

TURLEY. K. Ariiona Public Service Co. 79/01/08. ip. 


7901180016 DOCKET BTN-ao-898 Palo Verde Nuclear Oenerating Station, 
Bummarv of 781101 meeting w/Am*rican Electric Power re 
standarditatlon program, p Ians for new nuclear plant, it 
licensing situation for possible standard designs 
aiLVERiH Light Mater Reactors Branch A 79/01/03 6PP 


7901020896 DOCKET STN-50-39a Palo Varda Nuclear Generating Station, 
Summary of 791211 appeal meeting re use of a load sequencer 
le/offslte power NRC staff concluded that proposed subj facil 
load sequencer was acceptable 

8TRI0HT.R L Light Mater Reactors Branch 3. 78/12/19 I6pp 


7901040066 DOCKET bTN- 50*.592 Palo Verde Nuclear Oenerating Statian, 
Responds to NRC 701221 request for addl info on reliabllltij 
of NOB Load Btqutncsr Forwards E-118-751, ’'Reliability 
Analysis Rspert for Balance of Plant Engineered Safety 
Features Actuation Bys, " Oct 1978 

VAN BRUNT, E E Ariiona Public Servica Co 78/12/87 2pp. 


7901040070 DOCKET STN-50-592 Palo Verde Nuclear Oen ora ting Station, 
"Rellabllty Analysis Report for Balance of Plant EnginBereiJ 
Safety Features Actuation Bys," w/rovised App c data from 
781813, addl App C data from 781218, rel tabi 1 i ty slides from 
7B1S11, ft description of OOP ESFA6 Auto Test 
» Ariiona Public Service Co 78/10/31 15lpp 


7901090241 DOCKET BTN-50-592 Palo Vorde Nuclear Generating Station, 
PoTuards example calculation of mean bloucounts ft moan 
normallied blowcount values to clarify PSAR Section ST 3 2 I 
procedure 

VANQRUNT, E E Ariiona Public Service Co 79/01/04 16pp 


7901190132 DOCKET 8TN-50-59a Palo Verde Nuclear Oenerating Station, 
Response to NRC 781811 Ur re alternate routes for 
transmission lines will not be submitted until 790219 
* Ariiona Public Service Co 79/01/10 ip 


7901800258 DOCKET 8TN-50-593 Palo Verde Nuclear Generating Station. 
AZ Public 8ve Co ft San Diego Gas ft Electric Co have signed 
Itr of understanding to const 300 liv transmission line from 
Miguel Substation to Units 1, 8 ft 3 Environ impacts of line 
not associated u/Unlts 4 ft 5 

VANBRUNT, E 6 Ariiona Public Service Co 79/01/15 2pp 


7901S60155 DOCKET STN-50-592 Palo Verde Nuclear Generating Station, 
Forwards Info requested on line matl Within containment ft 
post LOCA containment temp 

VANDRONT.E E Ariiona Public Service Co 79/01/lQ Spp 


7901180134 DOCKET 3TN-80-59S Palo Verde Nuclaar Oenoratlng Station. 
Amend 8 to PSAR Provides seepage analysis ft forwards 
responses to NRC questions Te changes, des 1 gn, geology , 

SB Ismology 1 op era tion, saf e ty features, aui i 1 iary ays. rad i atlon 
protection and power sys 

a Ariiona Public Bervlce Co 79/01/12 BOOpp 


7901060800 DOCKET 8TN-60-392 Palo Verde Nuclear Generating Station, 
Forwards revised pages to PSAR . ft ap p I i c ant 's responses to 
NRC questions on Instrumantation ft control 

VAN BRUNT, E E Ariiooa Public Service Co 79/01/03 i6gp 

7901180133 DOCKET 8TN-S0-S93 Palo Verde Nuclear Oenerating Station, 
Forwards Amend 8 to PSAR 

VANBRUNT, E E Ariiona Public Service Co 79/01 /IS Ip 

7901180134 DOCKET STN-80-398 Palo Verde Nuclear Generating Station, 
Amend 2 to PSAR Provides seepage analysis ft forwards 
responses to NRC questions re chang es. d esign, geol ogy. 
seismology, operation, safety features, aui 1 1 Iary sys. rad 1 at I bn 
protection end power sys 

a Ariiona Public Service Co 79/01/18 BOOpp 


7901840104 docket STN-50-592 Palo Verde Nueloer Generating Station, 
Forwards proof of sve for Amend 8 to P3AR 

VAN BRUNT, E E Ariiona Public Service Co 79/01/19 4pf, 


7901050042 DOCKET STN-50-59a Palo Verde Nuclear Oenerating Station, 
States NRC has no comments on preliminary FES ft no 
objections to its issuance In present form 

REGAN, W H Environmental Project Branch 8 78/12/88 ip 


79011S0185 DOCKET BTN-30-598 Palo Verde Nuclear Generating Station. 
Notification of ava I lab 1 1 Ity of "In ter service Procedures for 
Instructional 9y» Dove l apment" TRADOC Pamphlet 350-30 
referenced in h(URE0-O219 "Nuclear Security Personnel for 
Power Plants " 

BBBAMi H J Division of Document Control 7B/11/80 2pp 


7901020897 DOCKET BTN-SO-593 Palo Verde Nuclear Generating Station, 
Notice of recohsti tution of Board V Gllinsky to repleee OA 
Linenberger as member of ASLD for this proeeaOlng 
CHIUKrS J Office of the Secretary of the Commiselon 70/18/88 
If 


7901850353 DOCKET STN-50-592 Palo Verde Nuclear Oenerating Station. 
Statement of State of CA ft CA Public Utils Commission re 
ASLD 7B1S04 tuppl notice of hearing ft opportunity to 
intervene re environ issues CA requests clarification of 
notice Certificate of Sve end 

KERRiU E I SIMPSON, UC , HACKENZlEiV V California, Slat# of 
79/Oi/O0 App 


7901090054 DOCKET 8TN-50-89a Palo Verde Nuclear Generating Station, 
Informs that Commissioner Oillnsky desires to sit as member 
of licensing board In subj const permit proceeding- M/encl 
draft order designating Commissioner Oillnsky to the Palo 
Vardt boariS 

K6LuEY,J.L Office of the General Counsel 70/18/14 2pp, 
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7901090060 DOCKET STN-50-S92 Palo Verde Nuclear Oeneratinj) Station. 
Notice of reconstitution of Board Comnissloner Oilinskg i» 
designated to replace OA Linenberger as member of ASLD In 
subg proceeding 

CHILK.S J Office of the Secretary of the Commission 73/12/14 

tp 


7901090064 DOCKET srN-50-592 Palo Verde Nuclear Oeneretlng Station, 
Transcript of 7B1232 public meeting to discuss t vote on 
CofflmlSBioner Gllinsky's partic 1 pation In subj hearings as 
member of licensing board 

HENDRIE.J H ■ DRADFORD, P A , AHEARNE, 0 F Commission 78/12/22 

lapp 


79O11B0354 DOCKET STN-50-592 Palo Verde Nuclear Generating Station, 
Requests addl financial info bg 790309 for evaluation of 
const permits 

PARfi,0 0 Light Water Reactors Branch 3 79/01/11 lOpp 


79010S0019 DOCKET STN-SO-092 Palo Verde Nuclear Generating Station, 
Requests addl info about allegations raised re 8C Edison Co 
acting anticompetitlvelg in regard to facility 

GaLDBERO,J R Office of the Eaecutlve Legal Director 76/12/22 
2pp 


790US0016 DOCKET STN~30-3?3 Palo Verde Nuclear Generating Station, 
Summary of 781101 meeting w/Amerlcan Electric Power re 
standardl latlon program, plans for noio nurlear plant, t< 
licensing situation for possible standard designs 
SILVER. H Light Water Reactors Branch 4 79/01/03 6PP 


7901020296 DOCKET 8TM~50-593 Palo Verde Nuclear Generating Station, 
Summary of 781211 appeal meeting re use of a load sequencer 
u/offsite power NRC staff concluded that proposed subp fac i 1 
load sequencer was acceptable 

BTRIOHTiR L Light Water Reactors Branch 3 78/12/19. I6pp 


790104006B DOCKET STN-SO-993 Palo Verde Nuclear Generating Station, 
Responds to NRC 781221 request for addl info on reliability 
af N66 Load Sequencer Fnruards E-1IS-7S1, ‘'Reliability 
Analysis Report for Balance of Plant Engineered Safety 
Features Actuation Sgs, " Oct I97B 

VAN BRUNT. E E Aritona Public Service Co 78/12/37 2p p 


7901040070 DOCKET STN-50-S73 Palo Verde Nuclear Generating Station, 
"flellablity Analysis Report for Datance of Plant Engineered 
Safety Features Actuation Sys, " w/revised App C data from 
781213, addl App C data from 781 212, re 1 iabl 1 1 ty slides from 
7S1211, t( description of BOP EEFA8 Auto Test 
* Arliona Public Service Co 79/10/31 IBlpp 


7901080156 DOCKET 8TN''5D-993 Palo Verde Nuclear Generating Station, 
Responds to NRC 701206 Itr eipresslng concern over accuracy 
t< completeness of submitted info Confirms util policlas t« 
procedures are adequate t< accurate in the preparation of 
info 

TURLEV.K Arliona Public Service Co, 79/01/02 Ip 


7901090241 DOCKET STM-50-593 Palo Verde Nuclear Generating Station, 
Forwards esample calculation of mean blowcounts ti mean 
normellied blowcount values to clarify P8AR Section 2T 3 2 t 
procedure 

VANBRONT, E E Arliona Public Service Co 79/01/04 16pp 


7901190132 DOCKET STN-SO-393 Palo Verde Nuclear Generating Station. 
Response to NRC 781211 Itr re alternate routes for 
transmission lines will not be submitted until 790219 
• Arliona Public Service Co 79/01/10 Ip 


7901230258 DOCKET STN-90-593 Palo Verde Nuclear Generating Station, 
AZ Public Sve Co l< Ban Diego Oas (< Electric Co have signed 
Itp of understanding to const SOO kv transtnission line from 
Miguel Substation to Units 1.2 & 3 Environ impacts of lino 
not associated w/Units 4 t< S, 

VANDRUNTi E E Arliona Public Service Cn 79/01/15 2pp 


7901260155 DOCKET 5TN~50-593 Palo Verde Nuclear Generating Station. 
Forwards Info requested on line matl within containment U 
post LOCA containment temp 

VANQRUNT.E E Arliona Public Sorvice Co 79/01/10 3pp 


7901060200 DOCKET 8TN-SO-993 Palo Verde Nuclear Oensratlng Station, 
Forwards revised pages to P8AR, (c applicant's responses to 
Mac questions on instrumentation & control 
VAN BRUNT, e E Ariiona Public Service Co 79/01/03 16pp 


7901120133 DOCKET STN-5t)-393 Palo Verde Nuclear Oensratlng Station, 
Forwards Amend 2 to PSAR 

VANHRUNT, E E Arliona Public Service Co 79/01/12 Ip 

7901240194 DOCKET 8TN-S0— 593 Palo Verde Nuclear Oenerabing Station. 
Forwards proof of sve for Amend 2 to PBAR 
VAN BRUNT. E E Ariiona Public Service Co 79/01/19 4pp 


7901050042 DOCKET 9TN-90-593 Palo Verde Nuclear Generating Station, 
States NRC has no comments on preliminary FES b no 
objections to its issuance in present form 

REGAN, W H Environmental Project Branch 2 78/12/22 tp 


79DI1801S5 DOCKET STN-50-S93 Palo Verde Nuclear Generating Station. 
Notification of availability of "Interservice Procedures for 
Instructional Sys Development" TRADOC Pamphlet 350-30 
referenced in NUREG-0219 "Nuclear Security Personnel for 
Power Plants " 

SESAWi W J Division of Document Control 78/11/20 2pp 


7901020297 DOCKET 8TN-50-993 Palo Verde Nuclear Oanaratlng Station, 
Notice of reconetl tution of Board V Olllnsky to raplaca OA 
Llntnbarger as member of ASLD for this proceeding 
CHILK, 6 J Office of the Secretary of the Commission 7S/12/23 
If 


7901350353 DOCKET STN-SO-593 Palo Verda Nuclear Oenerating Station, 
Statement of State of CA & CA Public Utils Commission re 
A6LD 781204 suppl notice of hearing :< opportunity to 
intervene re environ issues CA requests clarification of 
notice Certificate of Sve end 

KERR.J E , SIHPSQN, J C , MACKENZIE. V V California. Btatf of. 
79/01/08 App 


7901090054 DOCKET STN-50-593 Palo Verde Nuclear Oenarattng Station 
Informs that Commissioner Olllnsky desires to sit as member 
of licensing board in subj const permit proceeding H/tnd 
draft order designating Commissioner Olllnsky to the Palo 
Verde board 

KELLETi J L Office of the General Counsel 78/12/14, 2pp 


7901090060 DOCKET 8TN-90-593 Palo Verde Nuclear Oanaratlng Btatton, 
Notice o-f reconstitution of Board Commissioner Glllniky la 
designated to replace OA Linenberger as mambar of A8LB in 
subj proceeding 

CHILKiS U Office of the Secretary of the Commissian 78/12/14 

Ip 


7901090064 DOCKET BTN-SO-593 Palo Verde Nuclear Oenerating Station, 
Tranacrlpt of 7B1222 public meeting to dlacuea Ic vote on 
Commissioner Gllinsky's participation In subj haarlngt as 
member of licensing board 

HENDfllE, d M , BRADFORD, P A . AHEARNE, d F Commission 78/12/22 

12pp 


7901180354 DOCKET 9TN— 50-593 Palo Verda Nuclear Generating Btatlon, 
Requests addl financial Info by 790309 for evaluation of 
const permits 

PARRiO. D Light Water Reactors Branch 3 79/01/11 lOpp 


7901050019 DOCKET 8TN-S0-S93 Palo Verde Nuclear Oenerating Statioili 
Requests addl Info about allegations raised re BC Edison Co 
acting ant icempetltl vely in regard to facility 
OOLDBEROid H Office of the Executive Legal Director, 78/12/82 

2pp 


79010S0026 DOCKET 50-596 New Haven, Unit 1 

Ack receipt of 791122 application for conit permits t< 
operating license Finds application Is suitable fop 
docketing, except for Environ Rept which stlU la under 
reviiw Requests addl hydrological info 

B0yD,n 5 Division of Project Management 7B/12/27 62pp 


7901160189 DOCKET S0-59A New Haven, Unit 1 

Natiflcatlon of meeting on 790109 w/NY State Electric (< Oaa 
In Dethesda to discuss NRC's request for addl Info, forwarded 
as Enel 2 to acceptance review Itr sent to applicant on 
781227 

CAPRA, fi A Light Water Reactors Branch 3 79/01/05 2pp. 


7901110108 DOCKET 50-596 New Haven. Unit 1 

Forwards Case 80008 "316{h IDemonstratlen" pep NY State Clean 
Water Act fop each site 

KINTIOK<A E New York State Electric L Gas Carp 79/01/09 7pp. 


7901110112 DOCKET 50-596 New Haven, Unit 1 

"OUCblDemonstration NY State Electric I, Oaa 11,2." Cast 
aooOB Section 316(b) of NY Clean Water Ac t. Organ! tes overall 
data, analyses I, conclusions for New Haven fc Btuyveiant altea 
documenting use of best environ technology 
e New York State Electric t, Oas Corp 79/01/09 1200pp 


7901160176 DOCKET 50-596 New Haven, Unit 1 

Foruerds data tape w/meteorelogical (i air quality data uied 
in plant impact anolyils W/enel overiiiad computer tape fc 
printout 

K!NTIOH<A E New York State Electric t. Oat Corp 79/01/10 3pp 


7901230163 DOCKET 80-596 New Haven, Unit 1 

Transmits site confirmation rept in response to NRC 781227 
request 

KINTIGH.A E New York State Electric l< Get Corp. 79/01/16. Ip 


I 


i 



DOCKETED ITEMS 


1S3 


7'J'0IB30166 DOCKET 90-59& Nbu Haven. Unit t 

"Ragional Geology Confirmation Rapt Ncu Site Generation 
Project Phase l^Investtgatlons 4-3-11 Site" Si "QEl 
Cant irmation Study” conclude site appears to he geologically 
suited for licensing efforts per Phase 1 investigation 
» New York Stats Electric 8i Gas Corp 77/01/2B 7Spp 


7il0ia!10SI7 DOCKET 90-39i Now Haven. Unit 1 

Summary of 781213 meeting to inform area officals ti 
residents of NRC environ rovloui procedures, pre sent plans for 
state & federal interaction ti answer questions re const of 
plant. U/enc I articles relevant to meeting 

SELLS) D E Environmental Project Dranch 2 79/01/10 Upp 


79012*0076 DOCKET 50-396 New Haven. Unit 1 

Bumnary of 790109 meeting re occeptance review 
questions Applicant can respond to majority of questions by 
mid-Feb 1979 It to hydrology It geoscience questloni by March 
1979 

CAPRA. R Light Water Reactors Dranch 3 79/Ol/lB Spp 


7901080424 DOCKET 30-396 New Haven. Unit 1 

Request addl info re training program t< procedures of PSAR 
sections 13 2 It 13 3 

COLLINS. P F Operator Licensing Dranch 7B/12/13 3pp 

7701280141 DOCKET 30-396 New Haven. Unit 1 

Forwards environ rept w/lOCFRSO 34a info in support of 
const permit appllcotlon 

KIMTIGH.A E New York State Electric L Gas Corp 79/01/34 Spp 


7901290143 DOCKET 30-396 New Haven, Unit 1 

Environ rept w/lDCFRSO 34a info in support oP const permit 
application 

* New York State Electric It Gas Corp 79/01/24 5970pp 


79011 SOI 63 DOCKET SO-596 New Haven, Unit 1 

Soard of Supervisors of Columbia County. NY. Resolution 
Petitions for local public hearings to be held re locating 
any energy generation station or tranmisslon line in county 
• Columbia County. NY 78/12/13 2pp 


790110029B DOCKET 50-596 New Havon, Unit I 

Forwards Affidavit of Sve as required by NRC 7B1227 Itr 
RINTIOH, A E New York State Electric I, Oae Corp 79/01/03 Gpp 


7901240349 DOCKET 30-396 Now Haven. Unit 1 

Responds to request at New Haven. NY public meeting Forwards 
Info ro location of schools relative to facilities It to 
other plants around the country 

REGAN. H H Environmental Project Oianch 2 79/01/18 3pp 


790I09DO36 DOCKET 90-597 New Haven. Unit 2 

Ack receipt of 781122 application for const permits li 
operating license Finds application is suitable for 
docbatlng. except for Environ Rept which still is under 
review Requests addl hydrological info 

BOYD I R 8 Division of Project Management 70/13/27 62pp 


79011 lOlOB DOCKET 50-597 New Haven, Unit 2 

Forwards Case S0008 "316(b IDemonstratlon” por NY Btate Clean 
Hater Act for each site 

KINTIOH.A e New York State Electric b 0ns Corp 79/01/09 7pp 


7901110112 DOCKET 90-597 Now Havon, Unit 2 

"3J6<b)Deinonstratlon NY State Electric la Oae ll<2 *' Case 
60003 Section 316(b) of NY Clean Hater Act Orgonixes ovaroll 
data, analyses b conclusions far New Havon b Btuyvosant sites 
documenting use of best environ technology 
a New York State Electric b Gas Corp 79/01/09 IHOOpp 

7901160128 DOCKET 50-597 New Haven, Unit 2 

Nattflcatlon of meeting on 790109 w/NY State Electric b Oas 
In Bethesds to discuss NRC's request for addl info. forward ed 
as Enel 8 to acceptance review Itr sent to applicant on 
781227 

CAPRA, R A Light Hater Reactors Dranch 3 79/01/05 2pp 


7901160176 DOCKET 90-397 New Haven, Unit 2 

Forwards data tape u/meteorological b air quality data used 
In. plaint impact analysis H/encl ovarsiied computer tape b 
printout 

KlNTIOHiA E New York State Electric b Oas Corp 79/Oi/lO 3pp 


7901230163 DOCKET 50-397 New Haven. Unit 2 

Transmits site confirmation rept in response to NRC 731227 

raquast 

KtNTlOK. A E New York State Electric b Oas Corp 79/01/16 ip 


7901230166 DOCKET 90-997 Now Haven, Unit 2 

"Regional Geology Confirmation Rept New Site Generation 
Project Phase l-Investi gatlons 4-3-U Site" b "OEI 
Confirmation Study" conclude site appears to be geologically 
suited for licensing efforts per Phase 1 investigation 
» Mtw York State Electric b Oas Corp 77/01 /SB 75>p, 


79012S0217 DOCKET 50-597 How Haven. Unit 2 

Summary of 7B1213 meeting to inform area officals b 
residents of NflC environ revieui procedures, present plans for 
state b fedeial interaction b answer questions re const of 
plant W/entl articles relevant to meeting 

SELLS. D E Environmental Project Branch 3 79/01/18 llpp 

7901260076 DOCKET 50-997 New Haven. Unit 2 

Summary of 790109 meeting re acceptance revieie 
questions Applicant can respond to majority of questions by 
mld-Fob 1979 b to hydrology b geoscience questions by March 
1979 

CAPRA. R Light Hater Reactors Branch 3 79/01/ IB Spp 

79010S0424 DOCKET 50-597 New Haven. Uni t 2 

Request addl Info re training program », procedures of PSAR 
sections 13 2 b >3 5 

COLLINS.P F Operator Licensing Branch 70/12/13 3pp 


7901230141 DOCKET 50-597 New Haven. Unit 2 

Forwards environ rept u/l0CFn50 34a Imfo In support of 
const permit application 

KINTIOH, A E New York State Electric «, Oas Corp 79/01/24 2pp 


7901230143 DOCKET 30-597 New Haven. Unit 2 

Environ rept w/l0CFR30 34a inPn In support uf const permit 
app 1 lea t ion 

* New York State Electric b Oas Corp 79/01/24 5970pp 


7901IS0163 DOCKET 50-597 New Haven. Unit 2 

Board of Supervisors of Columbia Coun ty. NY. Re s o I u 1 1 on 
Petitions for local public hearings to be hold re locating 
any energy generation station or tranmisslon lino In county 
* Columbia County. NY 76/12/13 Spp 


7901100298 DOCKET 50-597 New Haven, Unit ? 

Forwords Affidavit of Sve as required by NRC 781227 Itr 
KINTIOH, A E Mew York State Electrli b Oos Corp 79/01/03 app 

7901B4O349 DOCKFT 50-597 New Haven, Unit 2 

Responds to request at New Havon. NV public meeting Forwards 
Info re location of schools relative to facilities b to 
other plants around the coiintrg 

REGAN. W H Envlronmontal Project Dranch 2 79/01/ IB 3pp 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

7901180130 DOCKET 70-0008 Battel lo Columbus Labs 

Bummarllos status of finaiiciol plan for eventual facility 
decontamiiiotloii Describes fund formation Requests enmments 
BALLARD. R K Dattelle tleitiorial Institute. Columbus Laboratories 
78/12/13 6pp 


7901020110 DDCKFT 70-0008 Dattelle Columbus Labs 

Ack rccolpt of 781121 safeguoi ds contingoncy plan Reports 
that licensing review Is subject to a major safeguards .iinond 
fee of 98.300 b should be forwarded to the NRC's Office of 
Administration. License Fee Mgt Dranch 

CAOELL. A 3 License Fee Maitagement Dranch 78/12/19 Ip 


7901180371 DOCKFT 70-0023 Rockwell In terna 1 1 ona 1 Corp 

Approves Amendment 5 to Condition 46 of License SNM-21 to 

include decomml ssionlng b financial plans 

CRQW.W T Fool Process b Fab Branch 78/11/06 Ip 


7901220318 DOCKET 70-0023 Rockwell International Corp 

Rqpts on review of 780313 amend application b 7BI026 suppi 
to decontamination plan Concludes plan b financial 
arrangeaients are adequate 

KETZLACH.N . CRQH, U T Fuel Frocoss b Fab Dranch 78/11/06 

Spp 


790103026? DOCKET 70-0029 Rockwell International Corp 

Confirms arrangoments for 790117 visit to facility by D Cngl 
b C Harlan of Sandia Labs to review guard fo-rco procedures b 
talk w/certatn members of socurlty organliablon 

HCCORKLE.O U Physical Security Licensing Dranch 78/12/S2 Ip 


7901080004 DOCKET 70-0025 Rockwell International Cprp 

Rosponda to 781012 request to hold 780823 amend request in 
abeijanca Licensing staff will no longer do sn b application 
may be resubmitted later Refunds 43016 of amend fee 
MILLER. M 0 License Fee tlanagement Branch 78/12/22 Ip 

790IH0179 DOCKET 70-0027 Babcock b Wllto* Co 

Forwards Insp Rept 70-27/7B-i'0 on. 701113-17 No noncompl lance 
noted 

SUTHERLAND, 3 T Region 2. Atlanta. Fuel Facility b Materials 

Safety Dranch 78/12/04 2pp 



I 


DOCKETED ITEMS 


7701110102 DOCHFT 70-0037 Babcock If MU to* Co 

IE tnsp nepk 70-27/70-20 on 701113-17 No none nmpl lance 
noteit Major arcac inspectod facility changes tc 
mod s> opera t i on s revl eii>> nonr autine events b folloup-up on 
unresolved item 

P0TTER.jp . KAHLE.J D Region 3. Atlantai Fuel Facility 

Materials Safety Branch 7S/12/0I 4pp 


77011B011S DBCKET 70-0027 BabcQck b Utlcoi Co 

Informs of improved gaseous pollution control sys at 
faci llty> decreasing NOx concentration Requests permission to 
reduce internal sampling to one— 'ueok sample per month 
HCCLANAHAN.H H Babcock t< Mllcoi Co 70/12/05 9pp 


79010S0499 DOCHET 70-0027 Babcock b Hllcoi Co 

Requests add) info before acting on 7B0915 amended 
application to change administration of radiation control 
program, radiation control sp ecs. emergenc y plane b fire 
protection sections 

CROW. W T Fuel Process b Fab Branch 70/12/07 tpp 


7901130346 DOCKET 70-0027 Dabcock & Wllcoi Co 

Informs that HK McClanahan of DbM has agreed to 790L12 as 
date for responses to 701207 NRC comments 

KETZLACH, N Fuel Process b Fab Branch 70/12/13 tp 


7901230001 DOCKET 70-0027 Babcock te Mslcos Co 

Foruiards data re monitoring Of gaseous N0X effluents of 
production operation St on-site ambient air fi02 
concentrations from June-ftov 1978 Requests amend to License 
8NH-42 from continuous to periodic sampling 
OAHERON. M 0 Babcock S. Mil cos Co 70/12/32 7pp 


7901100337 DOCKET 70-0033 Texas instruments 

IE I nap Rept 70-33/78-16 on 701113-17 No noncoopl lance 
noted Major areas Inspected nuclear matl controL St 
accounting 

ZIBULSKV.H ■ JOVNER.J H Region 1. Philadelphia. Safeguards 

Branch 78/12/00 4pp 


7901180107 DOCKET 70-0033 Texas Instruments 

Requents temporary exemption from physical Inventory 
schedule until 7Bt227>due to conflicting events Foriitards 
check for SISO to cover administrative fee 
HOPPER. C M Texas Instruments. Inc 70/12/13 ip 


7901020316 DOCKET 70-0033 Texas Instruments 

Ack receipt of 760913 Itr luhich transmitted HFIR project 
safeguards contingency plan Foruiards comments re plan to 
be incorporated as revisions 

MCCORKLE.O U Physical Security Licensing Branch 78/13/23 

app 


7901300007 DOCKET 70-0033 Texas instruments 
Requests addl Info re emergency plans to shoiu compliance u/ 
requlTements of 10CFR30. App E Foruiards Reg Guide 3 4 to 
assist evaluation of potential radiological consequences 
of accidental nuclear criticality U/o end 
CROW. H T Fuel Process b Fab Branch 70/12/23. 4pp. 


7901180311 DOCKET 70-0033 Texas Instruments 

Ack receipt of 781219 Itr informing NRC of stops taken to 
correct violation noted in Insp Rept 70-33/78-18 
SHlTHiO U Region 1. Ph 1 ladelph le. Fuel Facility b Hatsriils 

Safety Branch 79/01/02 ip 


' I 
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7901100HB DOCKET 70-0027 Babcock b Hllcot Co 

Responds to 760621 b 701006 Itrs outlining proposed security 
measures during const of additions to Gays 1A.2A b 4A 
Faruiards amend to Condition 9 1 of license Ltrs b end are 
uilthheld (ref 10CFfl2 7901 

HCCORKLE. 0 M Physical Security Licensing Branch. 79/01/03 

app 


79012S0039 DOCKET 70-0037 Babcock b Uilcox Co 

Responds to 700719 safeguards contingency plan Provides 
suggestions for plan revisions Clarifies applicable 
disclosure restrictions re 70-0919 Itr end 

MCCORKLE.O M Physical Security Licensing Branch 79/01/17 Ip 


7901290151 DOCKET 70-0037 Babcock b Ullcos Co 

Ack receipt of 790115 Hr informing NRC of steps taken to 
correct violations noted in Insp Rept 70-027/70-31. 

KENNA. U B Region 2. Atlanta. Safeguards Branch 79/01/23 tp 


7901180314 DOCKET 70-0033 Toxas Instruments 

Responds to NRC 781206 Itr re violation noted in t-nsp Rept 
70-33/76-19 Corrective actions all max safety quantity 
posting made uithin currently approved limits b ulll be 
inspected monthly ‘ 

MOPPERiC H Texas Instruments. Inc 70/12/19 3pp 


7901180317 DOCKET 70-0033 Texas Instruments 

Foruards IE Insp Rept 70-33/70-19 Oh 7B10S4-26 b Katies of 
Violation 

SMITH. O E Region 1. Philadelphia. Fuel Facility b Meterlels 

Sefety Branch 78/12/06 2pp 


7901180320 DOCKET 70-0033 Texas Instruments 
Notice of Violation from insp on 701024-26. 

» Region li Philadelphia. Fuel Facility b Matarlali BafekV 
Branch 78/12/06 Ip 


7901890153 DOCKET 70-0027 Dabcocfc b MlltO* Co 
Responds to 701229 NRC Itr re violations noted In Imp Rept 
70-027/7B-21 Corrective actions statement is being 
uithheld (ref lOCFRa 790) 

EUIND. J F Babcock t. Hllcox Co 79/0t/15 Ip 


IE Insp Rept 70-33/70-19 on 7B1024— 26. Noncompliance noted** 
failure to post max safety quantity signs b failure to 
define posted signs es required 

ROTH. J . CROCKER. H W Region i. Phi ladelphie. Fuel Fadllkti b 

Materials Bafity Branch 70/12/01 9pp * 


7901290157 DQCKET 70-0027 Babcock b Mile ox Co 

Foruards IE Insp Rept 70-027/78-21 on 701212-19 Notice of 
Violation uilthheld (ref lOCFHB 790k 

KENNA. U D Region 2. Atlanta. Safeguards Branch 78/12/29 

2pp 


7901290164 DOCKET 70-0027 Babcock b Mllcoi Co 

IE Insp Rept 70-027/70-21 on 781212-19 Noncqmpl lance 
noted failure to properly determine SNM content In sample 
items containing ID g or more U-239 Details uilthheld (ref 
10CFR2, 790 k 

BATES. J U . RQBERTsaM. J S < WILLIAMS. O H Region S, Atlanta, 

Safeguards Branch 70/12/29 Ip 


79010B0077 DOCKET 70-0033 Texas Instruments 

Forwards IE Insp Rept 70-33/76-13 of License 8NM-23 on 
701018-20 

MARTIN. U « Region }> Philadelphia. Safeguards Branch 78/11/84. 

2pp 


79O10B00aa DOCKET 70-0033 Texas Instruments 

IE Insp Rept 70-33/76-13 on 701018-20 No noncompl iance 
noted Major areas Inspected nuclear matl control b 
accounting including measurement b statistical co-ntrolsiID b 
its associated LEIO 

HOLOOY.D J , JOYNER. J H Region 1. Philadelphia. Safeguards 

Branch 76/11/20 9pp 


7901020227 DOCKET 70-0036 Combustion Engineering 
Requests financial info to insure adequate funds available 
for decommissioning plan Most recent annual rept is 
sufficient if uiorking capital Is greater than estimated 
costs of decommissioning 

CROH.W. T Fusl Process b Fab Branch 76/12/00 Ip 


UUkVrVbi I 


Forwards info re 701117 meeting to review C-E energancy plan 
submitted 700427 for review C-E will submit decontamination 

2*""****“"*"® '***"* '’®'' Hematite b Ulndsor facilities by 
/ tO I j 9 * 

CRQMi U T 1 NIXON. U fit Fuel Process b Fab Branch 70/11/17 

1 Ipp. 


7901190190 DOCKET 70—0036 Combustion Engineering 
Foruiardi Tables summarising potential radlolnglcal Impact 
from normal operation of plant luhich wire presented at 
701130 kiaaring re change in natl pollution diecharga 
rltminatlon sys permit 

CROW. MT. Fuel Process b Fab Branch 78/12/13, 4pp. 


7901190199 DOCKET 70-0036 Combustion Engineering 
Forwerds IE Insp Rept 70-036/70-09 on 791106-09 No 
noncompl iance noted 

%8/18/?S®“’SpJ' »- MatarlaU Baf.ly 


7901180332 DDCKFT 70-0033 Texas Instruments 

Foruards IE Insp Rept 70-33/70-16 on 701113-17 No 
noncompliance noted 

MARTINiM 0 Region 1. Ph 1 ) ade Iph la. Safeguards Branch 78/12/12 

2pp 


7901190203 DOCKET 70-0036 Combustion Englnaerlng 

IE Insp Rept 70-036/78-09 on 781106-09 No noncompl lance 
noted. Major areas inspected radiation prottctlon b radwests 
programs including qualifications, audits, trainlno, 
procedures. initTumants b equipment 


HIATT, J M . FIBHER.H L 
Materials Safety Branch. 


Region 3, Chicago, Fuel Paclllkv b 
70/18/12 8pp 



DOCKETED ITEMS 


196 


79010&0309 DOCKET 70-0036 Combustion EnginesMng 
Rtapontft to request re info presented during NRC slide 
prisentetlon st HO Clean Uster Commission hearing an 701100 
U/encl copies of tables shoun at presentation 

DKVlBiA B Region 3< Chlcagoi Fuel Facilitg !c Materials Bafetg 

Branch 70/1S/27 4pp 


7901310070 DOCKET 70-0036 Combustion Engineering 

Faruards decommissioning plan for C-E hematite facilities 
ESKRIDOEiH E Combustion Engineering) Inc 79/01/lS 2p p 


7901310071 DOCKET 70-0036 Combustion Engineering 

Decammif sioning plan for C-E nuclear fuel mfg hematite 
plant Describes course of action to be taken by C-E when It 
becomes necessery to decommission facility 
« Combustion Engineering) Inc 79/0171S 13pp 


7901150164 DOCKET 70-0083 Harvard University! Health Services 
Refers to IE Insp 7S-0S on 7B1114-1S No nancompl ianc a noted 
fKCLINTOCK.R 0 Region 1. Philadelphia, Reactor Operations 

Nuclaar Support Branch 7S/12/01 2pp 


7812110093 DOCKET 70-0006 Unknosin Description or Test Case 
Responds to request far info on transportation of 
radioactive matl in MN Forwards table of dato 

BARKER, fi P Transportation ti Product Standards Branch 70/11/23 

3pp 


7901020059 DOCKET 70-0138 Babcock l< Mllco* Co 
Forwards Insp Rtpt 70-138/70-22 on 701024-26 No 
noncoeplianee noted 

WARTINiW 0 Region t, Philadelphia, Bafeauards Branch 70/11/07 

2pp 


7901020066 DOCKET 70-0138 Babcock tc Wllco* Co 

IE Insp Rept 70-138/70-22 on 781024-26 No noncompliance 
noted Ha^or areas inspected matl control I, accounting of low 
enriched uranium, tank calibr t< measured discards 
COHEN, I. , JOYNER, J H Region 1, Philadelphia, Safeguards 

Branch 78/11/08 3pp 


7901040001 DOCKET 70-0138 Babcock t, Hllcox Co 

Forwards IE Insp Repts 70-133/78-20 Si 70-364/78-28 on 
780926-1103 No noncompl iance noted < 

NARTINiN 0 Region 1, Philadelphia, Office of the Director 
78/11/28 2pp 


7901040008 DOCKET 70-0133 Babcock & Wilcox Co 

IE Insp Repts 70-138/70-20 8, 70-364/70-23 on 700926-1103 No 
noncompliance noted Major areas inspsetad mail control & 
accounting including Type II ponds burials, physical 
Inventories, tests on burials b records 

ODDV.A , KUSHNERiW , JOYNER, J H Region 1, Philadelphia, 

Safeguards Branch 70/11/27. I7pp 


79012S0303 DOCKET 70-0138 Babcock Sc Wilcox Co 

Bubmits revdslons to fundamsntal nuclear matl control plan 
Changes do not decrease effectiveness of safeguarding SNM 
AUSTlNiM A Babcock Sc Wilcox Co 78/12/13 2pp 


7901180253 DOCKET 70-0135 Babcock Sc Wilcox Co 
Aek receipt of 701213 Itr informing NRC of steps taken to 
eorrset violations noted in insp ript 70-135/78-83 
ORIER, 8 H Region ic Philadelphia, Office of the Director. 
78/18/26, tp 


7901150256 DOCKET 70-0138 Babcock Sc Wilcox Co. 

Responds to NRC 781813 Itr re violations noted in Insp Rept 
70-138/76-23 Corrective actions procedures written for 
return of respirators b added to PA Health b Bafaty Manuals! 
•iposurs repts issued to individuals 

AUSTIN, M A. Babcock b Wilcox Co , Nuclear Material Dlv 78/18/13 
Spp 


7901180888 DOCKET 70-0138 Babcock b Wilcox Co 

Forwards IE Rept 70-138/78-83 on 781084-87 b Notice of 
Violation 

BHITH, 0 K Region 1, Philadelphia, Fuel Facility b Materials 
Oiftty Branch 78/11/81. 2pp, 


7901180868 DOCKET 70-0138 Babcock b Wilcox Co 
Notice of Violation from insp on 781024-87. 

Region 1, Philadelphia, Fuel Facilitg b flatarlals Bafety 
Branch. 78/11/80 2pp 

7901150868 DOCKET 70-0135 Babcock b Wilcox Co 

IE Insp Rept 70-135/70-83 on 781084-87 Noncomp 1 lances noted, 

, use of protection factors without meeting requiroments of 
10CFR80 103(e >1 fa t lure to submit tsrminstlen expasurs reptst 
fallurs to document training 

CLEMONS, P E , KNAPP, P J Region 1, Philadelphia, Fuel Facilitg 

b Materials Safety Branch 78/11/80. 9pp 


7901090137 DOCKET 70-0135 Babcock b Wilcox to 

Finds drawings ll-n-349 Revision 12 b 10“F-746 Revision il 
of physical security plans acceptable Info withheld (ref 
10CFR8 7901 

MCCORKLE.O W Physical Security Licensing Branch 79/01/02 Ip 


790131001B DOCKET 70-0138 Uabcoek b Wilcox Co 

Forwards pages reflecting changes implemented on 790101 in 
organliatlon for fundament a 1 nuclear mat I s control plan 
AUSTIN, M A Babcock b Wilcox Co 79/01 /OS 6p p 


7901090410 DOCKET 70-0143 Nuclear Fuel Sevlcea 

Insp Kept 70-143/78-26 on 701O17-J9 None omp 1 lane e noted 
failure to calibr nondestructi on measurement sy s used For 
burial boxes w/standards over the range ( 70-26-01 I Details 
withheld (ref 10CFR8 790) 

DATES, J W , ROBERTSON, J S , WILLIAMS, 0 H Region 2, Atlanta. 

Safeguards Branch 70/11/17 Ip 


7901090180 DOCKET 70-0143 Nuclear Fuel Sevicos 

Forwards IE Insp Rept 70-143/78-19 on 700415,760305, 

780613-16 b 781113-18 b Notice of Violation 

SUTHERLAND, J T Region 8, Atlanta, Fuel Facility b Materials 

Safety Branch 78/11/29 2pp 


7901090131 DOCKET 70-0143 Nuclear Fuel SbvIcbs 

IE Insp Rept 70-143/70-19 on 760413,780509,760613-16 b 
781113-13 No noncompliance Major areas inspected groundwater 
sample collection b analysis surface b sediment sample 
cotlectlon b analyses 

MONTOOMERY.D M i HUFHAM, J W , PERRDTTI.D J Region 2, Atlanta. 

Fuel Facility b Materials Safety Drench 70/11/29 lapp 


79O110O13B DOCKET 70-0143 Nuclear Fuel Sovlces 

Responds to NRC 781012 Itr Forwards add 1 info re Lkeenso 
Conditions 44,45 & 46 b response to request for pond use 
justification Forwards pages for incorporation in license 
cond itlens 

MANSER, H C Nuclear Fuel Services, Inc (subs of Oetty Oil Co 1 
70/12/11 Vpp 


7901160380 DOCKET 70-0143 Nuclear Fuel Savkdes 

Confirms that statement on page S of 7B1O09 doc ommi ss ioning 
program intends to state that decommissioning b disposition 
of 3 settling ponds b certain controlled areas uill be 
per formed, 

MICHEL, C J Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
78/12/12 Ip 


7901100301 DOCKET 70-0143 Nuclear Fuel Sevlces 

Confirms request for extension of period to request hearing 
ra License Conditions 8 10 fa 8 3 imposed on License SNM-t24 
re inventory 

NEWMAN, N J Nuclear Fuel Services, Inc (subs of Oetty Oil Co 1 
70/18/19 tp 


7901220038 DOCKET 70-0143 Nuclaar Fuel Sevicea 

Forwards Revision 6 ta util fundamental nuclear matt 
control plan dtd 761130 Withheld (ref I0CFR2 7901 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of Oetty Oil Co > 
76/12/20 Spp 


7901080097 DOCKET 70-0143 Nuclear Fuel Sevlces 

Responds to 701210 Itr b extends the date for requesting a 
hearing on license conditions 2 10 b 8 3 to 790185 
BURNETT, R F Division of Safeguards 70/12/81 Ip, 


79OIS6OO70 DOCKET 70-0143 Nuclear Fuel Seviees 

Requests amend of Certificate of Compliance 6400 Revision 4 
re amount h form of Pu ihlppable Discusses shipment of waste 
residues b various primary types of primary containers 
Forwards 9150 amend fee 

MICHEL, C J Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
70/12/22 8pp 


7901000038 DOCKET 70-0143 Nuclear Fuel Bevices 

Ack receipt of IE Imp Rept 70-143/70-19 on 701189 No 
proprietary info 

MANSER, W.C Nuclear Fuel Services, Tnc. (subs of Oetty OU Co > 
78/12/87 ip 


7901090015 DOCKET 70-0143 Nuclear Fuel Sovlces 

Responds to 701208 Itr b requests addl info re neneompliance 
noted In Insp Rspt 70-143/78-25 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
70/18/27 ip 


7901090080 DOCKET 70-0143 Nuclear Fuel Devices 

Responds to NRC 781115 Itr re deviation noted in Insp Rept 
70-143/70-28 Corrective actions withheld (ref 10CFR8 7901 
MANBERiM 0 Nuclear Fuel asrvless. Inc. (subs of Oetty Oil Co. ) 
70/12/08, Ip 
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7<?01090022 DDCKEiT 70-0143 Nuclear FurI 6»vlie» 

Fotuards IE Insp Rcpt 70-143/76-29 or 7B1010-12 «< 
NotiCR of Violation l< details of inap uithheld (re 
lOCFRS 790) ^ „ 

HENNA, W B Region 2, Atlanta, Safeguards Branc 

2pp 


1017-19 

f 

h 70/11/19 


7901310063 DOCKET 70-0143 Nuclear Fuel Sevicea 

Redraft ing, retgp i ng It Internal approval of contingency plan 
to be completed by 790209 It resubmitted for NRC approval, 
contingent upon acceptance of 79010a preliminary gvidalinta 
MANSER, M C Nuclear Fuel Services, Ine (subs of Oetty Oil Co I 
79/01/11 Ip 


7901090027 DOCKET 70-0143 Nuclear Fuel Sevices 
IE Inap Rept 70-143/70-25 on 701010-12 & 1017-19 
Noneomp 1 iant o noted SNM protection 

TOBIN, W J . MO ORE I D E . (}1LLESPIE,F P Region 2, 

Safeguards Branch 70/ll/lS Ip 


Atlanta, 


7901300003 DOCKET 70-0143 Nuclear Fuel Sevieei 
Reaponda to 701229 Itr Need addl clarification I, 
atrcngthening of neu Section 7 0 submittal to fundamental 
nuclear matl control plan Specifically need <iuantlfleil 
indicators for each inhere feedstock matls are present. 

PARTLOH, J O Materiel Control Ulcenaing Branch 79/01/12 3pp 


7901090414 DOCKET 70-0143 Nuclear Fuel Sevices 

Ack receipt of 7B121 I Itr informing NRC of steps taken 
correct noncompliance noted in Insp Rept 70-143/70-26 
KENNA,H C Region 2, Atlanta, Safeguards Dranch. 


to 

70/12/27 


Ip 


7901290004 DOCKET 70-0143 Nuclear Fuel Sevices 

Ack receipt of 790109 Itr informing NRC of stepi taken to 

correct violations noted in Inap Rept 70-143/7B-2S 

HENNA, U B Region 2, Atlanta, Safeguards Branch 79/01/19, I3 


7901090415 DOCKET 70-0143 Nuclear Fuel Sevlcea 

Responds to violation noted in Inap Rept 70-143/78-26 
Corrective actions withheld (ref J0CFR2 790) 

MANSER. M C Nuclear Fuel Services, Ine laybs of Oetty Oil Co 
70/12/11 


7901290091 DOCKET 70-0143 Nuclear Fuel Bevlctt 

Responds to 701227 NRC Hr re violations noted in Intp Rapt 
70-143/760-29 Corrective actions withheld (ref tOCFRS, 7901 
MANSER, M C Nuclear Fuel Services, Inc (subs of Oetty Oil Co I. 
79/01/09 Ip 


7901090417 DOCKET 70-0143 Nuclear Fuel Sevices 

Forwards IE Insp Rep I 70-143/70-36 on 761017-19 Notice of 
Violation uil thheld (ref l0eFR2 790) 

KENNA, 14 S Region 2, Atlanta, Safeguards Dranch 70/11/24 

2pp 


7901040001 DOCKET 70-0364 Parks Township Site, Babcock ti Mllcas Cn 
For(iiards !£ Insp Repts 70-139/70-20 k 70-364/70-25 OH 
760926-1103 No noncompliance noted 

MARTIN, U C Region 1, Philadelphia, Office of the Director 
70/11/26 2pp 


7901090267 DOCKET 70-0143 Nuclear Fuel Sevlcea 

Forwards preliminary draft rept from Mound Labs/Science 

AppliCatlona Ine technical assistance project Rept may be 

uieful in developing means for utillling production {< 

processing control data for safeguards purpose tf/o end 

PARTLQW, J 0 Materia! Control Licensing Dranch 70/12/20 Ip 


7901190205 DOCKET 70-0143 Nuclear Fuel Sevlcea 

Submits proposed Section 7 8 nf NFS Erwin FNMC plan for 
review Jk approval Enel withheld (ref I0CFR2 790) 

MANSER, tl C Nuclear Fuel Services, Inc (subs of Oetty Oil Co, ) 
70/12/29 2pp 


7901220196 DOCKET 70-0143 Nuclear Foal Sevices 

Forwards proposed Section 7 7 of Erwin fundamental nuclear 
matl control plan for review Improvements affect physical 
protection plan !< require changes to document Requests 
withholding (ref 10CFR2 790) 

MANSER, H C Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
70/12/29 2pp 


7901220160 DOCKET 70-0143 Nucleai; Fuel Sevices 

Forwards rept “Detailed Study of the Measures Necessary to 
Maintain Doth ID l< LEID for Plant 1 Below 5 Ok HEU Par 
Inventory Period " Nitliheld from d 1 sdosure (ref 10CFR2 790). 
MANSER, M C United Nuclear Corp 70/12/29. 2pp 


7901190200 DOCKET 70-0143 Nuclear Fuel Sevices 

Forwards ”QA Program (or Shipping Paciagat for Radioaetlva 
Matl" for approval 

MICHEL, C J Nuclear Fuel Services, Inc (subs of Oetty Oil Co > 
79/01/08 llpp 


7901040002 DOCKET 70-0364 Parks Township Bite, Babcock l< Wllcoi C«. 
IE Imp Repts 70-135/70-20 t< 70-364/70-29 on 700926-1 103. No 
noncompliance noted Mejor areas Inspected matl control l< 
accounting Including Type II ponds bur ials, phy si ea 1 
inventor les, tests on burials li records 

OOOY, A , KUSHNER.H , JOYNER, J H Region 1, Philadelphia, 

Safeguards Branch 70/11/27 17pp 


7901090197 DOCKET 70-0364 Parks Township Bite, Babcock It Hilcai C« 
Finds drawings ll-D-349 Revision 12 ti lO-F-746 Revision 11 
of physical security plans acceptable Info withheld (ref 
10CFR2 790) 

MCCORKLE, Q 14 Physical Security Licensing Branch. 79/01/02 Ip 


7901290305 DOCKET 70-0364 Paries Township Site, Babcock ti Hilcoi CO 
Submits revisions to fundamental nuclear matl control plan 
Changes do not decreast effectiveness of safeguarding SNM. 
AUariNiM A Dabcoek U Hllcoi Co 70/12/13. 2pp 


7901100091 DOCKET 70-0364 Parks Township Site, Babcock l< HlUai Co 
Forwards IE Insp Rapt 70-364/76-26 on 701023-26 No 
noncompl 1 ance noted 

MARTIN, H 0. Region 1, Phi ledelph la, Safeguards Brand), 70/IB/07 

2pp 


7901100094 DOCKET 70-0364 Parks Township Site, Babcock ti Wilcoi C« 
IE Insp Rept 70-364/70-26 on 701023-27 No noneqaipl I once 
noted Major areas Inspacttd nuclear matls control h 
accounting. Including measuremant li controls, ah Ipp log l< 
rectlving tc records ti reports 

DELLA RATTA.A , ZIBULBKY, H , JOYNER. J H Region 

Philadelphia, Safeguards Branch 70/12/06, 6pp. 


7901220169 DOCKFT 70-0143 Nuclear Fuel Sevices 

Submits revlEed schedule to Pu Ik 0-233 decoimnlssioning plan 
originally submitted on 781009 Revision will reduce vol of 
large equipment to eliminate need for licensing action on 
I4S0 culvert container 

MANSER, N C Nuclear Fuel Services, Inc (sube of Oetty Oi 1 Co > 
79/01/00 3pp 


7901220834 DOCKET 70-0143 Nuclear Fuel Sevices 

Ack receipt of IE Insp Rapt 70-143/70-32 on 700614-16 No 
proprietary info 

MANSER 1 W C Nuclear Fuel Services, Inc (subs of Oetty Oil Co >. 
79/01/10 Ip 


790122028B DOCKET 70-0J43 Nuclear Fuel Sevices 

Forwards IE Inap Rapt 70-143/70-32 on 700614-16 No 
nencomp I lane e noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility It Materials 

Safsty Branch 78/12/26 Ip 


7901220292 DOCKET 70-0143 Nuclear Fuel Sevices 

IE Insp Rept 70-143/70-32 on 700614-16 No noncompliance 
noted Major areas Inspected core samples collected from 
watte treatment ponds, 6 esamlnatien of radioehamieal 
analyses of sediment 

OIDSON, 0 T , MONTGOMERY, D M , HUFHAM, J H Region 2. Atlantei 

Fuel Facility h Materials Bafsty Bpanch 70/12/26 8pp 


7901020400 DOCKET 70-0364 Parks Township Bite, Bebeuck ti HilCds CO. 
Ack recslpt of 781 103 Hr re plen for decontemlnatlon h 
disposition of 2 liquid waste ponds. It 781204 Hr 
w/anslytical results for soil samples collected of 
contaminated soil NRC has no objections to procedures uied 
ROUSE, L C Fuel Process It Fab Branch 70/12/U 8pp 


7901020463 DOCKET 70-0364 Parks Township Site, Babcock It Htlcok Co 
Forwards results of sell samples 6 other data re 0(kU plan 
for disposition of 2 liquid uasta ponds formerly used in 
conjunction u/type 2 enriched uranium Believes pond areas 
hava bttn adaquatelg dscontamlnated 

ROUSE, L C Fuel Reprocess. It Recycle Branch 76/12/11. 4pp 


7901310193 DOCKET 70-0364 Parks Township Site, Dabcoek k Hilcox Co 
Forwards IE Insp Rept 70-364/78-28 on 7B1127-30.No 
noncompl lanes noted 

MARTIN, kl 0 Region l> Phi ledelph la, Safeguards Branch, 78/12/10 

2pp 


7901310195 DOCKET 70-0364 Parks Township Bite, Dabcock ii Hi Hat Co 
IE Insp Rept 70-364/70-20 on 701127-30 No nencompUanda 
noted Major area Inspected physical protactlon prograa 
JONES, E.H, DEVLINiJU Region 1, Ph lladalpliia, Safsguarda 

Drench, 78/12/14 Ip. 
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7901040370 DOCKET 70-0364 Parks Township 8ite< Dabcock t< Uikcai Co 
BummarilBs rtvlow of chanpos to Parks Township physical 
••euritg plan U finds changes do not decrease effectiveness 
of til* plan 

fiCCORKLE.O IfJ Physical Secopity Licensing Branch 78/12/27 

Spp 


7901020127 DOCKET 70-0371 Onitei Nuclear Corp 

Forwards IE Insp Rept 70-371/75-16 or. TBlCOa-O*- t Notice of 
violation 

SMITH, Q H Region 1. Philadelphia, Fuel Facility L naterials 

Safety Branch 7B/11/0B Spp 


7901190173 DOCKET 70-0364 Parks Township Bite, Babcock U Hllcoi Co 
Ltr formal lies Info re Pu facility ventilation syi 
previously provided via telephone Attached is copy of 7B1030 
Itr from Factory Mutual Engineering confirming visit !< insp 
of tests parformod on new sprinkler sys at facility 
AUDTINi M A Babcock 6 Wllcos Co , Nuclear Material Div 78/12/27 
9pp. 


7901310013 DOCKET 70-0364 Parks Township Bite, Babcock (< Nilcoi Co 
Foriiiarda pages reflecting changes imp lenient ed on 790101 In 
organltation for fundamental nuclear matls control plan 
AUSTIN, M A Babcock t. Hllcnx Co 79/01/09 6pp 


7901190137 DOCKET 70-0364 Parks Township Site, Babcock (< UllCPi Co 
Act receipt 701SS3 Itr informing NRC of steps taken to 
CorrectlDii violations noted during insp 70-364/78-27 on 
7B11 14-17 

DRIER, 8. H tleglon 1, Philadelphia, Office of the Director 
79/01/10 Ip 


7901190141 DOCKET 70-0364 Parks Township Bite, Babcock & Hllcoi Co 
Responds to NRC 781S09 Itr re violations noted in IE Insp 
Rapt 70-364/78-27 Corrective actions posting of mass limit b 
nuclear safety specifications 

AUSTIN, M A, Babcock b Wllcoi Co , Nuclear Material Dlv 70/12/22 

app. 


79D1190142 DOCKET 70-0364 Parks Township Site, Babcock b Hllcoi Co 
Forwards IE Insp Rept 70-364/70-27 on 7B1U4-17 b Notice 
of Violation 

GHIT1I, O, H Region 1, Phi ladelphla. Fuel Facility b Hateflals 

Safety Branch 70/12/09 app 


7901190146 DOCKET 70-0364 Parks Township Site, Babcock b Hllcoi Co 
Notice of Violation from Insp on 701114-17 

a Region I, Philadelphia, Office of the Director 70/12/01 

»P 


7901190148 DOCKET 70-0364 Parks Township Site, Babcock b HUcoi Co 
IE Insp Rapt 70-364/70-27 on 761 1 14-17, Noncomp 1 lance noted 
failure to provide adequate nuclear safety specifications at 
drum warthouia b transfer cart In Fab 9 area 
KINNEY, W W , CROCKER, H W Region t, Philadelphia, 

I, Materials Bafety Branch 70/12/01 lOpp 


Fuel Facility 


7901240249 DOCKET 70-0364 Parks Township Bite, Babcock b Hllcoi Co 
Atk receipt of 790111 Itr b grants request for delaying 
Po physical inventory until 790201 -to/rujia m 

PARTUOU, J 0. MatsrlaJ Control Licensing Branch. 79/01/10 Ip 


7901020129 DOCKET 70-0371 United Nuclear Corp 
Notice of Violation from insp on 781004-06 

* Region 1. Philadelphia. Fuel Facility t Msterials Safety 
Branch 78/10/31 Ip 


7901020136 DOCKET 70-0371 United Nuclear Corp 

IE Insp Rept 70-371/76-16 on 7010004-06 Hone omp 1 l ant # rate 
failure to take remedial actions in response to air sanplti 
eiceeding control limits 

DONALDSON. D , STOHR, J P Region 1, Philadelphia. Office of the 
Director 70/10/31 Bpp 


7901190193 DOCKET 70-0371 United Nuclear Corp 

Responds to 770722 application b supplements dtd 750424 b 
781130 License SNM-368 amended to include dec cmni i s I on ing 
plans b associated financial commitment 

CROH.H T Fuel Process b Fab Branch 75/12/17 2pp 


7901190213 DOCKET 70-0371 United Nuclear Corp 

Submits review of license amend application dtd 770722 b 
suppl dtd 700424 b 781130 re decommissioning plan Becdcmends 
amend to License 8Nn-36B to incorporate decommissioning plan 
b financial commitment 

STEVENSON, R L Fuel Process b Fab Branch 70/12/17 2pp 


7901090092 DOCKET 70-0371 United Nuclear Corp 

Ack receipt of 700616 Itr protesting Notice of Violation b 
Imposition of civil penalties based on results of physical 
security Insp an 700213-17 Based on info provi d ed, I ten 1 of 
Notice of Violation is infraction b penalties withdrawn 
DAVlBiJ 0 Office of Inspection b Enforcement 70/12/21 2pp 


7901230257 DOCKET 70-0371 United Nuclear Corp 

Informs of established procedures for handling govt-owned 
BNM contained in NBA standards used by NRC inspector Such 
standards ere eiempt from regulatory requirements 

PARTLDH.J 0 Material Control Licensing Branch 79/01/17 Ip 


7901170299 DOCKET 70-0394 Northeastern University 

Responds to 781128 Itr re alleged erroneous infraction noted 
in IE Insp Rept 40-5293/70-02 NRC concurs b withdraws 

MCCLIHTOCK, R 0 Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch 76/12/27 Ip 


7901170301 DOCKET 70-0394 Northeastern University 

Responds tn NRC 701026 Ur re violation noted in Insp Kept 
40-3293/70-02 Maintains violation is erroneous. as condition 
requiring 6-month leak test was not part of amended BUO-560 
license 


790IZ60B17 DOCKET 70-0364 Parka Towpehlp 8ltei Babcock b Hllcoi Co 
Raquaata payment of Category 1C amendment fee 
W€IB8, D, Office of Admlnl atratlon 79/01/10 Ip 

79011&00Q7 DOCKET 70-0371 United Nuclear Corp 

Forwarfli Insp Rept 70-371/70-03 on 780213-17 Noncompliance 

DRIER. D H Region 1, Philadelphia, Office of the Director 
7B/06/01. Ip. 

79011*0090 DOCKET 70-0371 United Nuclear Corp 

IE Insp Rept 70-37J/7B-03 on 700213-17 Noncompl lance noted 
failure to malnt b monitor isolation tons at protected area 
perimetari failure to change locks after firing 19 
Duardai failure to test monitor equipment Details « « u.inhi,. 

SHEPHERD, R,E . LADUN, H, H , DEVLIN, JW Region 1, Philadelphia. 

Safeguards Branch 70/03/23 2pp 

7901020303 DOCKET 70-0371 Uni tad Nuclear Corp , , mir 

Change 0 to Emergency Manuals including mgt call llit.Nia 
dept meter, emergency isslgnments, Montvl 1 le emergency 
dlTector cell list, pump house cheek lists b emergency 


evacuation observer rept 
KIRKiM F United Nuclear Corp 


70/11/17. 37pp 


7901020112 DOCKET 70-0371 United Nuclear Corp 

Ack receipt of 781114 Ur Informing ^RC of steps taken to 
cnrrect vloletlons noted In Insp Rept . Materials 

©HITHrO.H. Raglon 1, Philadelphia, Fuel Facility bM 

Safety Drench 70/12/13 Ip 

7901030118 DOCKET 70-0371 United r,.* 

Reeppnds to 701102 NRC Itr re violations ^ 

70-371/78-16 CorrsetWo actions technicians have • 
reinstructed to recognlie required action levels for 

eempla rssults onn 

OANLeY,O.E United Nuclear Corp 7B/11/14 2pp 


790U70305 DOCKET 70-0394 Northeastern University 

Refers to IE Insp 40-5293/70-02 on 701026 Nunc omp 1 i anc i 
noted 6-month leak test of sealed sources containing natural 

U way not dona ^ • 

MCCLINTOCHi R 0 1* Ph i 1 ada Iph 1 »» Futl Facility I* 

Materials Safety Branch 70/11/08 2pp 

790117030B DOCKET 70-0394 Northeastern University 
Netice of Violation from insp on 701026 

* * Region 1, Philadelphia, Reactor Operations Nuclear Support 
Branch 70/11/08 Ip 

7901190200 DOCKET 70-0609 Hartburg College 
Ack^recelpt of 781215 Itr informing NRC of 

Eolation, noted in NRC 701129 It- C Uri l.S It., 
of noncompliance re posting of license b supportl g 

IP 

-feanirtonnm nncKET 70-0687 Union CatbidP Corp 

■Siv' iii 

,,010=03,, ^ ^ 

Safety Branch 70/12/21 Ip 

7901050303 docket 70-0607 union C-rb I d e^Corp^ 

i:- J a:tion.^w..t._.tor.. 
posted re 5NM mass limits justification 

ScwJeSS‘u Un!on carbide Corp 70/12/00 iOpp 
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79010S03B4 DOCKET 70-06'B7 Union Carbido Corp 

Forwards Insp Rapt 7O~607/7S”O2 on 791012“13 4 Wotica of 
VI 0 on 

SHITH.O H Region 1, Philadelphia. Fuel Facilitiji b Hatarlala 

Safetg ttranch 70/Il/lR 3pp 


79010S0387 DOCKET 70-0407 Union Carbide Corp 
NO'tice of Violation from insp on 781012-13 
» Region 1. Philaialphia, Office of the Director 

2pp 


70/ll/’lS 


7901090309 DOCKET 70-04B7 Union Carbide Corp 

IE Insp Rept 70-607/76-02 on 761012-13 Noncompllanet noted 
failure to post radiation area w/proper signs, to evaluate 
u>&e of unsafe geometry confcaifieri fi* to maintain quantity of 

SNM at licensed llcfilts u.i-.-i.i. 

ftOTH.J Region 1. Philadelphia. Fuel Facilitg & Materials 

Safetg Draneh 70/11/19 ISPP 


7901240286 DOCKET 70-0794 Vallecitos Nuclear Centar 

Danles licensee motion for order compelling add! rasponsei 
to Interrogatories 3.4 b 9 

LUTONiE Atomic Safetg and Licensing Board Panel 79/01/19 |p 


7901100053 DOCKET 70-0794 Vallecitos Nuclear Canter 

Forwards Itrs Front Friends of the Earth. R Dallumi b U Burton 
b other CA residents reguesting NRC to suspend all 
activities under license 8NH-960 b to order removal of alt 
Pu from site Reguest is being treated under 10CPR2 206 
DtRCKS.U J Office of Nuclear Material Safetg b Bafaguardb 
79/01/04 Ip 


790U0009B DOCKET 70-0794 Vallecitos Nuclear Canter 

Notice of 761214 reguest bg Friends of the Earth.RV DtllUNia 
J Burton b other CA residents for NRC to suspend activities 
under License 5NH-960 b to order removal of Pu from site. 
01RCK9.U J Office of Nuclear Material Safety b Bafigusrds. 
79/01/02 2pp 


7901300019 DOCKET 70-0690 HaltiMillBlte 

Responds to original 700622 reguest u/suppl b grants Amend 7 
to License SNM-770 to Include decommissioning b Financial 

CROW.W T Division of Fuel Cgele b Material Safetg 76/12/22 Ip 


7901300206 DOCKET 70-0690 Walti Mill Site 

Recommends issuance of license amend for future 
decontamination of sites authoriied bg 8N(1-770 so theg can 
bft for unrestricted use Includes plan for financial 

arrangements to assure adequate funds 

KETJLACHt N Fuel Process b Fab Branch 70/12/82 3pp 


7901090029 DOCKET 70-0754 Vallecitos Nucltar Centsr 

Rsguasts work on facilitg bt aipandtd to includi estlmats 
of bing 102 basement area (advanced fuels lab) capablUtg to 
withstand simultaneous forces from seismic shaking b 
faulting 

OURKHARDT.U Fuel Reprocess b Recgcls Branch 76/18/11. If 


7901060369 DOCKET 70-0794 Vallecitos Nucltar Cantar 
Forwards raguest for action bg Frltndt of the Earth.as 
joinad bg alectad CA officials. re special nucltar metis 
lictnst for facilitg 

BALDUIN.M A Friends of thi Earth 76/12/13. Ip. 


7901090044 
Rf sponds 
cost of s 
fee under 
Requests 
MOWRY.U R 
3pp 


DOCKET 70-0734 Oenerel Atomic Co 
bo NRC 700929 b 781201 Itrs reguesting fees for 
taff's review of submitted contlngencg plan Submits 
protest b w/o prejudice of right to claim refun 
formal interpretation of fees bg Oenaral Counsel 

General Atomic Co liubs of Oulf Dll Corp ) 76/12/14 


7901090022 DOCKET 70-0734 Oanaral Atomic Co 

Responds to Ur 696-970 re reguirement for lleenstes to 
submit tranportation safeguards contlngencg plan bg 700919 
Finds submittal unnecessarg. since Oeneral Atomic Is not 
shipping such SNM . . ^ ^ 

MCCORKLE. 0 W Phgslcal Securitg Licensing Branch 78/18/22 


7901090272 DOCKET 70-0734 Oeneral Atomic Co 

Confirms arrangsments for 790116 visit bg 0 Engl b C Hirlin 
of Sandla Labs to review guard force procedures b talk 
w/certaln members of securitg organliation 

MCCORKLE, 0 N Phgslcal Security Licensing Branch 76/12/22 Ip. 


7901190192 DOCKET 70-0704 Oeneral Atomic Co. 

Discusses Insp on 761113-21 of Licanie SNh-69& Forwards 
Notice of Violation which Is withheld (ref 10CFR2 790) 
NORDERHAUO.L R Division of Safeguards Inspactioni 79/01/06. 

2pp 


7901160126 DOCKET 70-0734 Vallecitos Nuclear Center 
Forwards rsvlsad Section 10 0 to proposed Appendit A to 
Llcenie 8NM-960 

CUNNlNOHAKiC E Oeneral Electric Co .Nuclear Energg Product* DIv 
70/12/16 9pp 


7901160393 DOCKET 70-0794 Vallecitos Nuclear Canter 
Forwards results of studg to aid In dael slonmaking ra 
poisibli active faulting b/or mass landsllding at 
Va 1 laeltos. Suggests possible Investigations to charactsrlte 
feature b determine cause 
WIOHT.L H. Teknekron. Inc 76/12/19 6PP 


7901060393 DOCKET 70-0794 Vallecitos Nuclear Centar 
Forwards IE Insp Rapt 70-7S4/78-10 on 781030-1 103. No 
noneompllance, Rept withheld (ref 10CFR2. 790) 

NORDERHAUO.L R Region 9. San Franc! tco. Safeguards Branch. 

76/18/21 2pp 


79D10B0379 DOCKET 70-0794 Vallecitos Nuclear Cantar 
Request that NRC order suspension of all aetivitias under 
License fiNM-960. that ell plutonium from facilitg be rtMovad 
b that public hearings rt plutonium at site be held 
Supporting documentation end. 

BALDHIN.U A Friends of tht Earth. 7B/18/14. 97pp 


7901300012 DOCKET 70-0734 Oenaral Atomic Co 

Responds to 761221 request for approval of proposed 
Invantorg sehedubo for highly enriched uranium Amend MPP-1 
to License 8NM-696 is granted 

BURNETT. R F Division of Safeguards 79/01/19 Ip 


7901170090 DOCKET 70-0794 Vallecitos Nuclear Cantar 

Ack rtceipt of 781204 Itr expressing concerns about recant 
geologic Info aisoeiated w/Vallacltos Confirms briefing 
which wes held u/staff member to present status of NRC 
review of devtlopnants at facilitg 

OOsaiCKiL V Office of the Exacutlvt Director for Operation*. 
78/18/82. Ip. 


7901880263 DOCKET 70-0734 Oeneral Atomic Co 

Refunds amend fee for License BNM-696 per 760919 request 
for exemption from requirements to submit safeguards 
transient contlngencg plan by 7B0919 

CADELL.A 8 License Fee Management Branch 79/01/19 Ip, 


7901880397 DOCKET 70-0734 Oeneral Atomic Co 
Forwards IE Insp Rept 70-734/76-10 on 701024-87 No 
noneompllance notad. 

BQOKiH E. Region S. San Francisco, Full Facilitg h Materials 
Safety Branch 70/12/09. Spp 


7901220360 DOCKET 70-0734 Oeneral Atomic Co 

IE Insp Rept 70-734/78-10 on 701024-87 No noneompllance 
noted, Major araas inspee ted* fac ill ty changas h mods, 
preesdure control, houstkaeping controlsimaint. operations 
review, crl tical (ty safety, emergency plans b procadurts, etc 
COOLEY.N V . THOMAS, R D. , BOOK, H E Region 9, San Francisco, 

Fuel Facility b Hatarlals Safety Branch. 70/18/08, Bpp 


790UOOOSO DOCKET 70-0794 Vallecitos Nuclear Centar 
FOIA rtguast for all NRC Inap Repts of Vallecitos inept from 
760929-80 b Notices of Violations 
BALOgiN.N. A Friends of the Earth 78/12/04 Ip 


7901160306 DOCKET 70-0794 Vallecitos Nuclear Centar 

Advitts NRG of plans to substantlsl ly reduce holdings of 
nuclear metis Provides plan b seheduie for raductlon of 
nitls. 

OARHITZEL. R U Oantral Elsctrie Co. .Nucltar Entrgy Products Olv. 
78/18/27. 8pp 


7901090079 DOCKET 70-0784 Vallecitos Nuclear Canter 
Ack receipt of 761818 Itr informing NRC of steps taken to 
correct deviation noted in Insp Rapt 70-794/76-09 
SOOK.H E Raglon 8. Ban Francisco. Fuel Facility li Kateriai* 
Safity Branch. 78/18/89. ip. 


7901090077 DOCKET 70-0794 Vallaeitos Nuclear Center 

Rcaponds to NRC Itr of 761102 re deviation noted in Insp 
Rept 70-794/78-09. Corrective action' issued dreft proeedur* 
specifying that enalyses for routine air samples ba 
eonduettd 6 b a4-h aUsr sample eollsctton, 

CUNNiNOHAHiO E Oeneral Electric Co .Nuclear Energy Products Olv 
78/13/16. ip 


7901090066 DOCKET 70-0794 Vallecitos Nuclear Centar 
'Forwards IE Insp Rtpt 70-784/76-09 on 780928-88 b Noticf af 
Deviation 

BDOKjH E Region 9. Ban Francisco. Fual Facility R Haterimta 
Safety Branch. 78/11/02 2pp. 



D0CK6TED ITEMS 


790J09006B DOCKET 70-0734 Valleeito* Nuclaar Centar 
Hatlca of Daviatloh from insp or 7eO925-a0 

» Ration Si Bar Franeiicoi Pual FaciJitij & Matarlals Bafat'y 
Branch 7B/U/02 ip 


7901090072 DOCKET 70-0734 Vallicltos Nuclear Center 

IE Imp Rapt 70-734/70-09 on 7BO923-80 No noncompliance 
notoS tut one deviation long delag between collection of air 
tamplae & the rapt of elevated reeulte bg lab to health 
phgilcf component 

COOLEY I U J I BDOKi H E Region Si San Franc i«co> Fuel Facilitg & 

Materials Safetg Branch 78/11/02 tOpp 


7901110007 DOCKET 70-0734 Vallacltos Nuclear Center 
Act receipt of re<iuett to suspend activities t< remove Pu 
from site Requesti NRC hold hearlnge re seittnlc conditions t 
Inventory of radioactive matl on eite 

OlRCKSi M. iJ Office of Nuclear Hatarial Bafatg Cc Safeguarda 
79/01/04 2pp 


7901180103 DOCKET 70-0734 Vallecitoe Nuclear Center 

Act receipt of re^ueit to luspend activities under License 
6fffl-9tO, Th 1 s reguest as well as similar reiiuasts are being 
censldered by NRC U/encl Federal Register notice re 
suipenaion requests 

WRCKfliH 0 Office of Nuclear Material Safety tt Bafeguards 
79/01/04 ip 


7901310121 DOCKET 70-0734 Vallecltos Nuclear Centar 

Forwards PSAR in support of Univ of HO request to use OE 
Hbdei 70f> cask to ship fuel elsments to Savannah River plant 
for rapracaaslng 

BROeOERiR.M • DLSONi J C Hlssourii Unlv of. 79/01/10 2pp 


7901310123 DOCKET 70-0784 VallapHoi Nuclear Centar 
F8AR In aupport of Untv of HO request to use QE Model 700 
cask to ship fuel elements to Savannah River plant for 
reprocessing 

s Hlssourii Univ of. 79/01/10 380pp 


7901220023 DOCKET 70-0734 Uallecitos Nuclear Center 
Reeponds to 781129 Itr reporting physical security plan 
changes Changes adhers to 10CFR70 32(e) requ Iranente Ends 
ts 7B118? Itr withheld (ref 10CFR2. 790) 

MCCORKLEi 0. H Physical Beeurltg Licensing Drench 79/01/11 ip 


7901290299 DOCKET 70-0784 Uallacitos Nuclear Center 

Act receipt of 701210 Itr Informing NRC of steps taken to 
correct vloletlon in Notice of Uiolation dtd 7S121S 
NOfltERHAUOiU Region 8i Ban Freneiscoi Safeguards Branch 

79/01/17. ip 


7901290378 DOCKET 70-0734 Vallscltos Nucltar Center 

Act receipt of request to suspend site act Ivl ti se. Request 
has been consolidated for consideration u/similar petition 
by Friends of the Earthicopy of which is end M/o end 
f ttl tier. 

DlRCKSi H J. Office of Nuclear Hatarial Safety b Safeguards 
79/01/22 Ip 


790130003& DOCKET 70-0734 Vallecltos Nuclear Centar 

Forwards Itrs requesting Cominisiton to suspend activities 
under Ltcenss BNH-9A0 Ltrs are similar to one received 
tarlier from Friends of the Earth b will be consolidated w/ 
labter for consideration 

DINCKDi U. J. Office of Nuclear Material Safety b Safeguarde. 
79/01/22. Ip. 


7901300036 DOCKET 70-0794 Vellicitos Nuclear Canter 
Requeste suspension of License eNH-960 Asserts possibility 
of earthquake could cause disaster of unimaginable scale 
OOLDftANi^/. Affiliation Unknown. 70/12/14. 2pp, 


7901300040 DOCKET 70-0784 Vallecltos Nuclear Canter 
Requests suspension of License 8NH-9d>0 Claims earthquake 
faults near site Indicate unsuitability of area. 

HILLiM. Affiliation Unknown 70/18/17. ip 


99041B01B9 DOCKET 70-0760 Tagi'or UnivirTlty 
Rofars to insp of License 13-04004-08 on 70ill6 b forwards 
Notice of Violation 

DAVlSi A 9 Region 3i Chleagoi Fuel Facility b Materials Bafety 

Branch 78/12/26 8pp. 


7901190192 DOCKET 70-0760 Tag lor University 
Notice of Violation of License 13-04004-08 on 781116 Items 
include. failure to maintain receipt records for byproduct 
matl rfcstved from RCA in 1970 b failure to test plutonium 
sealed source of leakage from 790B1S-7703S4 

• Region 3i Chlcegoi Fuel Fecilitg b Materlala Safety Branch 
7B/1B/26. ip 


7901020337 DOCKET 70-0880 United Nuclear Corp 

Confirms 7B1127 telacon u/DP Cronin of United Nuclear Corp 
re 7B0981 amended application authorising operation when 
hood eihaust fans are shut off Cronin will provide revised 
pages to license format within 3 weeks 

BTEVENBON.R L Fuel Process b Fab Branch 70/18/07 Ip 


7901180384 DOCKET 70-0020 United Nuclear Corp 

Requests urgent approval for immediate use of new SDOiOOD 
gal covered tank for storage of liquid uastoi In order to 
prevent sp 1 1 lover 

BOWERBiC E United Nuclear Corp 70/12/07 Ip 


7901180110 DOCKET 70-0820 United Nuclear Corp 

Forwards addl info In support of rsquest for espsdlted 
approval of license amend permitting osa of above-ground 
tank for storage of effluent from plant. Reiterates urgent 
need for immediate approval 

BDNERBiC E United Nuclear Corp 7S/18/18 6pp 


7901180803 DOCKET 70-0020 United Nuclear Corp. 

Forwards IB Insp Rapt 70-820/78-23 on 701113-17 No 
noncompl lane e noted 

MARTINiN 0 Region 1. Ph i ladel p h ia< Safeguards Branch 7S/i2/i4. 

app 


7901100209 DOCKET 70-0020 United Nuclear Corp. 

IE Insp Rept 7O-02O/7B-SS on 701113-17 No noncomp 1 iance 
noted Hejior areas inspected measurements b statistical 
c ontroli Shipp Ing b rece iving> records b rsptsj b rsvlaw of 
outstanding items 

a Region U Philadelphia! Safeguards Branch 78/12/11. 8pg 


7901090094 DOCKET 70-0320 United Nuclear Carp 

Contingency Plan submitted on 700919 is unacceptable because 
of poor organ 1 lat ion b inclusion of extranaousi confusing! 
conflicting b redundant matliss illustrated in end Raqussts 
expedited revlsioni to he approved bg 790119 

MCCORKLEi 0 tl Physical Security Licensing Branch 70/18/19 

App 


7901820190 DOCKET 70-0820 United Nuclear Corp 

Forwardi waste managemtnb program review to improve handling 
of processed U wastes Submits schedule for completing 
dlepositlon of existing lagoons 

DOUERSiC E Unttsd Nuclear Corp 76/12/20 Spp 


7901220)66 DOCKET 70-0020 United Nuclear Corp 

Forwards correction to 70t2fS submittal of revision to 
License 8NM-777 covering facility b equipment requirements 
BONERSiC E United Nuclear Corp 70/18/82 2pp. 


7901180293 DOCKET 70-0020 United Nuclear Corp 

Forwards revision to the measurement control plan of the 
fundamental nuclear matl control plan Completed response 
will be submitted bg 790119 Revised plan withheld from 
public disclosure per 10CFR8 790 
BQNERBiC E United Nuclear Corp 70/12/29. Spp 


7901820163 DOCKET 70-082D United Nuclear Corp. 
Submits questions b considerations re training b 
qualification plan Requests NRC response 
QIOLlOTTIrR United Nuclear Corp 79/01/02. Spp 


7901180208 DOCKET 70-0020 United Nuclear Corp 

Act receipt of 781822 Itr informing NRC of steps taken to 
corretb violations noted in insp Rept 70-820/78-84 

MARTINiUO. Region Ir Ph ilade Iph 1 at Bafaguards Branch. 79/01/04 

ip. 


7901180204 DOCKET 70-0020 United Nuclear Corp 

Reeponds to NRC 781204 Ibr re violations notsd in Insp Rept 
70-820/76-24 Details of corrective actions wlthhild 
(ref ♦'vreoo tifni 
DOME 
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I 

I 


79 ' 
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DOCKETEO'ITEMS 


7901190197 DOCKST 70-0820 Unlt#<l Nuclear Corp 

Ack receipt of 781222 Itr Informing NHC of »tep» taken to 
correct violation noted in IE In»p Rept 70-320/76-20 
HASTIH.H 0 Region 1.) Philadelphia. Safeguards Branch 79/01/04 

Ip 


7901190200 DOCKET 70-0B20 United Nuclear Corp 

Reipondt to NRC 761107 Ifcr re violation noted in IE Imp 
Rapt 70-620/78-20 Corrective action eriticallt\) limits for 
all desks posted ti personnel instructed to only place 
SNH containing material uithin these limits 
nOUERS. C E United Nuclear Corp 78/12/22 2pp 


7901190204 DOCKET 70-0920 United Nuclear Corp 

Forwards IE Insp Rept 70-B20/7B-20 on 760911-1006 It Notice 
of Violation 

MARTIN. U 0 Region 1. Philadelphia. Safeguards Branch 

76/11/07 2pp 


7901190206 DOCKET 70-0020 United Nuclear Corp 
Notice of Violation from Insp on 780911-1006 

* Region 1 j Philadelphia. Office of the Director 70/11/07 


7901190212 DOCKET 70-0020 United Nuclear Corp 

IE Insp Rept 70-620/78-20 on 700911-1006 Noncompliance 
noted failure to post criticality limits re storage of fuel 
rlemants on desks b fuel elements left unattended at 
operator's desk 

JOVNER.J M . CODVi A . SMITH. 0 Region 1. Philadelphia. Office of 
the Director 78/10/30 4pp 


7901240035 DOCKET 70-0620 United Nuclear Corp 

Delays deadline for reconciliation of 701204 inventory until 
790113 

PARTUOW.J 0 Material Control Licensing Branch 79/01/05 Ip 


7901300043 DOCKET 70-0820 United Nuclear Corp 

Reviewed 790103 Itr to Region 1 re safeguards revisu of 
recovery operations at Mood River Junction. RI Actions 
described art adsquats Some clarification nstdad.as bell as 
schedule for completing 3 actions 

HCCORKLE.O H Physical Security Licsnslng Branch 79/Ol/lS. 

3pp 


7901240350 DOCKET 70-0620 United Nuclear Corp 

Eitabllshas procedures for handling govt owned BNM contained 
in NDA standard usad by NRC inspectors States instructions 
which arc rsqulrad b those not requirod 

PARTLOWi J 0 Material Control Licensing Branch 79/0i/t7 Ip. 


7901260216 DOCKET 70-0020 United Nuclear Corp 
Requasts payment of Category iA amend fee 
HIEBS.D Office of Administration 79/01/18 Ip 


7901020522 DOCKET 70-0624 Babcock 4. Htlcoi Co 

Ack receipt of IE Insp Rapt 70-024/78-12 on 781114-17 No 
proprlatary info 

ENOELDER.T C Babcock U Hi I cos Co 78/12/08 Ip 


790I020S2S DOCKET 70-0824 Babcock U UlUo> Co 
Forwards IE Imp Rept 70-884/70-12 on 7B1114-17 No 
noncompliance noted 

BUTHERLANDiJ T Rtgion 2. Atlanta. Fuel Facility It Materiali 

branch 78/12/04. 2pp 


>824 Babcock St Ullcos Co 
70-18 on 781114-17 No noncompU ance 
spac ted safety committee internal 
’line events 

Region 2i Atlante. Fuel Facility b 
1/12/04 4pp 


79010S0226 DOCKET 70-0B24 Babcock b Mllcok Co 

Foruiardt QA program description for transportation of 
radioactive metis in compliance W/10CFR71 51 
OLSEN. A F Babcock b Ullcoi Co. 70/12/21. 26pp 


790U7042B DOCKET 70-0824 Babcock b Htlcoc Co 

Informs that Insp Rept 70-824/76-14 contains no proprietary 
info 

ENOELDER.T C Babcock b Wilcox Co 79/01/09 Ip 


7901170433 DOCKET 70-0824 Babcock h Wilcox Co 
Forwards IE Insp Rapt 70-824/78-14 on 731209-08 No 
noncompliance noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility b tiabarlals 

Safety Branch. 78/12/18 2pp. 


7901170437 DOCKET 70-0824 Babcock b Wilcox Co 

IE Insp Rept 70-824/78-14 on 781206-08 No noncomp llanci 

noted Major areas inspected radiation protection procedurat. 

Instruments, external exposure control, posting, labeling. 

contamination control, surveys, rt ports, notifications 

DAV13. J H . MILL3AP.H J . 0IB80N, A F Rsglon 2. Atlanta. Fuel 

Facility b Matirlals Safaty Branch 78/12/10. Bpp 


7901180057 DOCKET 70-0024 Babcock b Hllcoi Co 

Ack raeelpt of IE Insp Rept 7O-B24/70-19 b lueusary.Nn 
proprietary info, but rsquasts withholding rept 
<ref 10CFR2 7901 

ENOELDER.T C Babcock b Wilcox Co 79/01/05 Ip 


7901160063 DOCKET 70-OB24 Babcock b Wilcox Co 

Forwardf IE Insp Rept 70-824/78-15 on 781218-14 No 
noncompliance noted 

KENNA.W B Region 2. Atlanta. Safeguards Branch 7S/lS/8i. 

2pp 


7901160071 DOCKET 70-0024 Babeeek b Wilcox Co 

IE Insp Ripb 70-824/78-19 on 761212-14 No noncoapl tanca 
noted Major areas tnspectad matl control b accountability 
program for facility organ! lation. operation. recordt. storafa 
b internal control datalls uithhald <ref 10CFR2 790) 

TQDB.O A . M1LLIAM0. 0 H Rtgion 2. Atlanta, eafaguards Brancll. 

78/12/21 ip 


7901160010 DOCKET 70-0824 Babcock b Wilcox Co 

Ack raeelpt ef safeguards contingency plan dtd 781221 
Requests payment of major safeguards amend fee for Lieansfl 
aNM-770 

WE18S.D Office of Administration 79/01/09. Ip. 


7901290317 DOCKET 70-0824 Babcock b Wilcox Co 

Ack receipt of 7Q1281 Itr informing NRC of eteps taken to 

correct violetlone noted in IE Insp Rept 70-824/78-13 

KENNA.W 0 Region 2. Atlanta. Safeguards Branch. 79/01/19 Ip 


7901290320 DOCKET 70-0024 Babcock b Wilcox Co 

Responds to NRC 761200 Itr Tt violations noted in IE Imp 
Rept 70-024/76-13 Corrective actions withhold (ref 
10CFR2 790) 

ENOELDER.T C Babcock b Wilcox Co 78/12/21. Ip. 


7901290322 DOCKET 70-0024 Babcock b Wilcox Co. 

Forwards IE Insp Rept 70-024/78-13 on 781116-17 b Notice of 
Violation. which is withhtld (rif 10CFR2.790). 

KENNA.W 6 Region 2. Atlanta. 6afaguards Branch 78/19/08. 

2pp 


7901290325 DOCKET 70-0024 Babcock b Wilcox Go. 

IE Insp Rept 70-824/78-13 on 701116-17 Noncompliance noted: 
failure to mako biweekly measurements of standards for vals 
dlschargsd through liquid waste sys. Detailt withheld (ref 
10CFH2, 790) 

BATES. J W . ROBERTSON. J 9 . WILLIAMS. 0 H Region 2. AtlantAi 

Bafepuards Branch 70/12/16 ip 


790108024B DOCKET 70-0046 Clarke College 

Responds to NRC 781129 Itr re deviation noted In Insp. 
Corrictive actlons'all Itsms for radiation protection. except 
the Cutle Pie Survey Meter, have been calibr b leak test of 
Pu if effictlvs 

DUNHAM.H. Clark Colfsge 78/12/12 2pp, 


7901190201 DOCKET 70-0846 Clarke College 

Ack receipt of 781212 Itr informing NRC of eteps taksn to 
eorrset violations idsntlflsd in NRC 781129 Itr 

KEPPLER.J 0 Rsgion 3, Chicago. Offlet of the Director. 79/01/99. 
ip 


7901190215 DOCKET 70-0925 Clmmaron Facility 

Forwards IE Insp Rspt 70-929/78-03 b 70-1193/78-09 

DAVta.A B Region 3. Chicago. Full Facility b Hatertala Safety 

Branch 78/19/14 8pp 


7901190231 DOCKET 70-0925 Clmmaron Facility 

IE Insp Rept 70-925/70-03 b 70-1193/70-05 on 781030-1103. 

No noncompliance noted, Major areas inspsetad* organixationt 
facility changes b mods, internal audits, safety meeting, 
maint 

PECK.C. C I HUETER.L J , FISHER. W.L. Region 3. Chieagoi Fuat 
Facility b Matarials Safety Branch. 78/12/13 llpp 


7901240098 DOCKET 70-0925 Cimmaron Facility 

Ack reealpt of 790102 Itr raquestlng Ineraaie of poesassion 
limit of U-239 to 4 kg. Request for amtnd of licenss 8NH-92B 
fubj to minor safsty b environ amend fee of 91400, 

WEISBiD, License Fee Management Branch. 79/01/15. Ip. 



DOCKETED ITEMS 


7901020247 DOCKET 70-1100 Combustion Eng Insert i>fi. Inc 
Forwards info rs 79)117 meeting to rovleu C-E omsrgsncy plan 
subnittsd 780427 for review C-E islU submit decontamination 
k daconnissl nning plans for Hematite & Hlndsor facilities bv 
790115 

CROHiH T . NIXON. W A Fuel Process (< Fah Branch 78/11/17 

lipp 

7901090'aiB DOCKET 70-1100 Combustion Engineering. Tnc 
Ack Tscaipt of 781117 Itr Informing NfiC of steps taken to 
correct deviations noted in Insp Kept 70-1 lOO/78-OB ti, 
30-0784/70-02 

LKKTENDEROER.K Combustion Enginoerlng. Inc 7B/12/0B Ip 


7901020221 DOCKET 70-1100 Cambustion Engineering. Inc 

Responds to NRC 781101 Itr rs davletion noted In Insp Rept 
70-1100/78-08 k 30-3734/78-02 Corrective actions 
knoul edgeable personnel will review plant for packaging 
shipping radioactive mat) 

LtCHTEMBEROERi H Combustion Engineering. Inc 78/11/17 Ip 


7901180132 DOCKET 70-1113 Uilmlngton Manufacturing Dept 
Submits revision to Chapter 1 . Intr oduc tlon. of fundamental 
nuclear control plan for fuel fabrication plant Enel 
withheld trof 10CFR2 790) 

ro/'so/'* *' Electric Co .Nuclear Energy Products Dlv 


7901020033 DOCKET 70-1113 Wilmington Manufacturing Dept 

Ack receipt of 7B1204 Itr forwarding addl Info re receipt of 
Lou enriched uranium archives eamples Conditional license 
condition 3 i to 5NH— 1097 Is affirmed sliall continue to be 
In affect 

PARTLOW. v) 0 Material Control Licensing Branch 76/12/19 Ip 


79O12/1O032 DOCKET 70-1113 Wilmington Manufacturing Dept. 

Responds to NRC 701213 Itr re violation noted in IE Insp 
Rept 70-1110/78-2) Corrective actions withheld iref 
10CFR2 7901 

KAPLAN. A L Ocneral Electric Co .Nuclear Enargg Products Dlv 
78/ 12/21 Ip 


7901020224 DOCKET 70-1100 Combustion Engineering. Inc 
Forwards tnsp Rapt 70-1100/78-08 k 30-3734/78-02 on 
781011-13 k Notlca of Violation 

8MITH.0 H Region 3. Chicago. Fuel Faciliti| b Hatarlals Safstg 

Branch. 78/11/01 2pp 


77012&OD23 DOCKET 70-1113 Wilmington Manufacturing Sept 

Forwards IE Insp Rept 70-1113/78-21 on 781128-1201 Notice of 
Violation withheld Iref 10CFR2 790) 

HENNA. H D Region 2. Atlanta. Safeguards Branch 70/12/13 

2pp 


7901020228 DOCKET 70-1100 Cambustion Engineering. Inc 
Katies of Violation from insp on 701011-13 

SMITH. 0 H Region 3. Chicago. Fuel Facility b Materials Safety 

Branch 78/11/02 ip 


7901020231 DOCKET 70-1100 Cambustion Englnearlng. Inc 
IE Insp Rept 7O-UOO/70-OO b 30-3754/78-02 on 701011-13 
None ompl lance note failure to ship radioactive matl In 
proper container 

CLEMONS. P E , KNAPP. P 0 Region 3. Chicago. Fu«l FacllUij k 

Materials Safety Branch 70/10/31 8pp 


7901020287 DOCKET 70-1100 Combustion Englnaerlng. Inc 

Raquesta financial info to Insure adequate funds available 
for dacommlsslonlng plan Most recent annual rept is 
sufficient if working capital is greater than astinatod 
costs of decommissioning 

CRON. U T Fuel Process «. Fab Branch 78/12/00 Ip 


79Dl0a08fc/. DOCKET 70-1100 Combustion Engineering. Int 

Ack receipt of 781208 Itr Informing NRC of steps taken to 
correct violations noted In Insp Rept 70-1100/70-09 
8M1TM.0 H. Region 1. Philadelphia. Fuel Facility b Materials 
Befatg Branch 7B/12/15 Ip 

7901020274 DOCKET 70-1100 Combustion Engineering. Inc 

Responds to NRC 781124 Itr re violation noted in Insp Rept 
70-1100/78-09 Corrective actiona copies of Applied Design Co 
Drawing 927AHm6d). Sheets 1-3 arc on file b available for 
insp 

LICHTENBEROERi H Combustion Engineering. Inc 78/18/08 Spp 


790I02027I> DOCKET 70-1100 Combustion Engineering. Inc 

Forwards IE Insp Hopt 70-1100/78-09 on 781024-27 b Notice 
of Violation 

SMITH. O H Region 1. Philadelphia. Fuel Facility b Materials 

Befatg Branch 78/11/24 2pp 


7901020200 DOCKET 70-1100 Combustion Engineering. Inc. 

Notice of Violation from Imp on 701024-27. 

• Region 1. Phlladtlphla. Fuel Facility b Materials Safety 
Branch. 70/11/22 Ip 


790)1020283 DOCKET 70-1100 Combyjstlon Engineering. Int 

le Insp' Rept 70-1100/78-09 on 781024-27 Nonconp 1 lance noted- 
failure to provide nuclear safety postings Pot 8 work 
locations b failure to use hex head bolts to secure upper 
bundle bracket. 

HINNEY.VI.il. Region i. Philadelphia. Fuel Facility b Matrrlals 
Safety Branch 78/11/22. lOpp 


7901040257 DOCKET 70-1 1 13 Ml Imlng ton Manufacturing Dept 
Responds to 780925 Itr w/revisions to Chapter b of 
fundamantal nucleer matl control plan NRC amends 
Safeguards Amend I1PP-2 to License SMM-1097 to Incorporate 
revised License Condition 2 1 

PARTLOU. J 0 Nstarial Control Licensing Drench 7Q/12/22 Spp 


79D116D330 DOCKET 70-1113 Vlilcningtun Manufacturing Dept 
Forwards revised measurernent cuntrol plan associated u/ 
license eNM-1097 Plan withheld (ref 10CFR2 790) 

KAPLAN. A L Genera) Electric Co .Nuclear Energy Products Dlv 
70/12/27. 2pp 


790121.0028 DOCKET 70-1)13 Ullmington Manufacturing Dept 
IE Insp Rept 70-1113/78-21 on 781128-1201 Non c amp 1 1 anc e 
noted failure to measure receipts of UF6 solution It failure 
to measure hgdrollied UF6 sample items w/10 g of U~23S 
Details withheld iref lOCFRR 790) 

UILLIAMS.O. H . DATES. J U . ROBERTSON. J B Region 2. Atlanta. 

Safeguards Branch 78/12/13 Ip 


7901110028 DOCKET 70-1113 Ullmington Manufacturing Dept 
RispondS to NRC 781222 Itr re Inep Rept 70-1 I I3/7B-22 an 
781207-08 No proprietary info 

KAPLAN. A L. General Electric Co .Nuclear Energy Products Dlv 
79/01/02 Ip 


7901110031 DOCKET 70-1113 Nllmlngtan Manufacturing Dept 
Forwards Insp Rapt 70-1113/78-23 on 7B1207-0Q No 
noncampllance noted. 

KENNA.M 0 Region 3. Atlanta. Safeguards Branch. 70/12/22 

5p P 


7901110034 DOCKET 70-1113 Wilmington Manufacturing Dept 
IE Insp Rept 70-1113/78-92 on 701207-08 No 
noncompllancc noted Major areas inspected report license, 
packaging procedures, tamper-saf ing practices. GNU 
verlf icatiiin b shipping preparation practices 

WILLIAMS.O If I CLAY. E L Region 2. Atlanta. Safeguards Branch 

70/12/15 4pp 


79011B001B DOCKET 70-1113 Ullmington Manufacturing Dept 
Acl rtcaipt of 781220 Itr InParming NRC of steps taken to 
correct violations noted in Insp Rept 70-1113/70-19 
SUTHERLAND. J T n>4lon 2. Atlanta. Fuel Facility & Hater ials 

Safety Bra^r-- 


7901310143 DOCKET 70-1100 Combustion Engineer Ing. Inc 
Forwards ravlaad pages to 780711 application for amend to 
Li cane# 8NM-10<>7. 

LICHTENBEROERiH Combustion Englnearlng. Inc. 78/12/22 Spp. 


79010402B2 DOCKET 70-1113 Uilmlngton Manufacturing Dept 
Forwards reiponsas to NRC questions re author 1 lat 1 on to 
rbcalvB.on a one-time basts. 8NM contained in OE archlvt 
samples w/o completely verifying BNM content by measurement 
Requests info be withhold <raf 10CFR2 790). 

HAPLANiA L. Oanarsl Electric Co .Nuclear Energy Products Div 
70/12/04, 2pp. 


DOCKETED fTEMS 


7<?011800S? DOCKET 70-tU3 Uilmlftgton Manuf»cturini> 0«pt 

t£ Insp Rept 70-1 1 i3/7B-19 on 7B1017-S0 Noncampl lanct notid 
failure to conduct a survey to evaluate potential airborni 
radioactive haiards 

DAVia. J H I TROUP, 0 L , OIDSQN^A P Region 2, Atlanta, Fuel 

Facility t< Materlale Safetg Branch 7e/ll/l& 7pp 


7901180809 DOCKET 70-1113 Wilmlnston Manufacturing Dept 
Ack ractlpb of 7B121B 1 br informing NRC of steps taken to 
correct violation* noted in Insp Bept 70-1113/79-20 
SUTHERLAflO, J T Region 2, Atlanta, Fuel Facllitg b Materials 

Safely Branch 79/01/15 Ip 


7901190211 DOCKET 70-1113 tJUffllngton Manufacturing Dept 
Responds to NRC 76112B ItT re violations noted In IE Imp 
Rept 7O-1H3/7B-20 Corrective actions operating procedures 
re critlcalitg safety controls discussed w/foreman b worker 
Vaporisation process undergoing addl nonitoring 
KAPLAN, A L General Electric Co , Nuclear Energy Products Olv 
78/12/ la Bpp 


790UB02I2 DOCKET 70-1113 Hllmlngton Manufacturing Dept. 

Forwards IE Insp Rept 70-11 13/78-20, Notice of Violation b 
Notice op Deviation 

SUTHERLAND. J T Region 2, Atlanta, Fuel Facility b Materials 

Safety Branch 70/11/29 2pp 


7901180215 DOCKET 70-1113 Milmington Manufacturing Dept 
Notice of Violation from insp on 791031 

• Region 2, Atlanta, Fuel Facility b Materials Safety Branch 
7fl/U/27 Ip 


79011B0280 DOCKET 70-1113 Nllmlngton Manufacturing Dept 
Notice of Deviation from Insp on 761031 

• Region 3, Atlanta, Fuel Feclllty b Materials Safety Branch 
70/11/27 ip 


7901ie02BA DOCKET 70-1113 Ullinlngton Manufacturing Dept 
IE Insp Rept 70-1113/79-20 an 781031 Noncompl ianci noted 
failures to follow astabllshed operating procedures b to 
provide operable photoelectric device in vaporlietlan 
chambers to aid In leek detection 

« Region 2, Atlanta, Fuel Facility b Matarials Safety Branch 
78/11/27 5pp 

79018S02Ba DOCKET 70-11A3 Plutonium Fuels Devalopment Lsb 
Provides required Info prior to first uss of Model 60 
shipping container 

DIPIAZZA, R P WestinghousB Electric Corp 79/Ol/iO Ip 


79O!05033b DOCKET 70-il43 Plutonium Fuels Development Lab 
Forwards IE Insp Repts 70-1 143/7B-16 b 70-1664/70-01 on 
700910-1025 

MARTIN, K 0 Region 1, Philadelphia, Safeguards Branch. 78/11/09 

2pp 


7901090339 DOCKET 70-1143 Plutonium Foals Davelopmsnt Lab. 

IE Insp Repts 70-U43/7B-16 b 70-1684/70-01 on 760919-1085 
No noneomp 1 lance noted 

BHAUB.E T , 13ISSETT,P , COHEN, 1 Region 1, Philadelphia, 

Safeguards Drench 7B/11/07 6pp 


7901040275 DOCKET 70-1143 Plutonium Fuels Development Lab 

Forwards addl info re oxalate precipitation flltrata b othar 
items supporting llcanse renawil. 

OIPIAZZA, R P Hestinghause Electric Corp 7B/12/05. 2pp. 


7901100414 DOCKET 70-1143 Plutonium Fuels Devalopment Lsb, 

Forwards IE Inep Rept 70-1143/79-01 on 781113-16 No 
noncompl lane e noted 

MARTIN, W 0 Region 1, Philadelphia, Safeguards Branch. 76/12/06. 

2pp, 


7901100421 DOCKET 70-1143 Plutonium Fuils Devalopmtnt Lab. 

IE Insp Rept 70-1 143/7B-01 on 701113-16 No noneomp lianc a 
noted Major areas Inspactsd physical protection re security 
plan b organization Details ulthhald (ref lOCFRB 790) 

JONES, E Id , DEVLIN, J.M Region i, Philadelphia, Safeguards 

Branch 7B/18/0S Ip. 

I 

790189D179 DOCKET 70-1151 Mestlngbouse Electric Corp 

Revision to 7B050S site emergency play for License BNM-1107 
New procedures describe duties of Individuals b groups In 
case of emergency 

• Uastlnghousa Electric Corp 79/05/05, lllpp 


7901170366 DOCKET 70-1151 Westinghouse Electric Corp. 

Forwards IE Insp Rapt 70-1151/79-15 on 791114-17 No 
noncempliance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility b Materlale 

Safety Branch 78/12/06 2pp 


7901170370 DOCKET 70-1151 Ides t ingh suse Electric Corp 

IE Insp Rept 70-1151/78-15 on 701114-17. No noneomp lienee 
noted Major arias Inspected radiation protaction program, 
previous Insp findings, in vivo counts, unusual occurrtncee, 
air samples b procedures 

OIBSON.A F , COLLINS, D H , TROUP, 0 L Region 2. Atlanta, Fiial 

Facility b Materials Safety Branch 76/12/05 9pp, 


7612290076 DOCKET 70-1151 Uistinghousa Electric Corp 

Summarizes 731210 meeting re the status of the UE-Columbla 
revised Msasurement Control Plan(10CFR70 57) NRC feels all 
issues wtre basically rtsolvad Requests ri-submittal of HE 
Msasuriment Control Plan by 790115 

PARTLOVI, J 0 Material Control Llcanslng Branch. 79/12/15, Ip 


79010S0073 DOCKET 70-1151 Uestlnghouse Electric Corp 

Act rectipt of 761017 telex b 791025 Itr informing NRC of 
upgrade change in Nastlnghouse matl control b accounting 
program NRC agraes that utilization of UF6 taat watght 
eyclinder conforms U/10CFR70 32<c)l2) provitioni 

PAHTLOK, J 0 Material Control Licensing Branch 76/12/16 Ip. 


7901090001 DOCKET 70-1151 Uestlnghouse Electric Corp. 

Ack receipt of 781214 Ur informing NRC of steps taken to 

correct noncompl ianct notad in Insp Rapt 70-1151/79-13 

KENNA, M B Region 2, Atlanta, Safeguards Branch 78/12/87. If. 


7901090004 DOCKET 70-1151 Nestlnghouse Electric Corp 

Responds to NRC 761122 Itr Sthtas App A of 781101-03 Insp 
Rept should be withheld from public diaelosurt, 

QOODMIN, N L , D'AMORE, M. Uestlnghouse Electric Corp 76/18/14 

Ip 


7901090016 DOCKET 70-1151 Westlnghouse Electric Corp 

IE Insp Rept 70-1151/70-13 on 7BU01-03 NontoeiplUnci notid; 
failure to adhere to written procedure re holdup in process 
equipment b failure to follow plan for sampling U08 Details 
withheld (ref lOCFRB 790) 

DATES, J H I R0DERT8ON,J 9 > UILL1AH6, 0 H. Raglan 8, Atlantic 
Befoguardt Branch. 79/11/22 Ip 


7901190087 DOCKET 70-1151 Hestinghouie Electric Corp 

Act receipt of IE Insp Rept 70-1151/70-17 on 79t811“i3. No 
proprietary info 

OOODHtN,N. L, D'AMaRE,H Westlnghouse Elaetrle Corp 79/0i/03. Ip 


7901180090 DOCKET ,70-1151 Westlnghouse Electric Corp. 

Forwards IE Insp Rept 70-1151/78-17 on 761211-791213, No 
noncomplianee noted 

BUTHERLANO, J T Region 2, Atlanta, Foal Facility bMaterUIS 

Safety Branch 76/12/22 8pp 


7901160093 DOCKET 70-1151 Westlnghouse Electric Corp. 

IE Insp Rept 70-1161/79-17 on 791211-761213 No noncompllanc I 
noted Major areas Inspected organization, operationsinuelaar' 
critical safety b noncompliance item followup. 

CORYELL, O.P , POTTER, J P Region 2, Atlanta, Fuel Facility b 

Materials Safety Branch. 79/12/22. 4pp. 


7901240341 DOCKET 70-1151 Westlnghouse Electric Corp. 

Concludes that present method for computing LEMUF quantltiee 
Is incorrect. Request submittal of LEMUF formulation 
currently being used, if different from that previously 
submitted 

PARTLDWr J 0 Material Control Licensing Branch. 79/01/16 Ip. 


7901890177 DOCKET 70-1151 Westlnghouse Electric Corp 

Forwards revised site emergency plan-Columb la, BC. Requests 
notice of approval 

DIPIAZZA, R P Westlnghouse Electric Corp. 79/01/28. Ip. 


7901190215 DOCKET 70-1193 Cimarron Feclllty 

Forwards IE Insp Rspt 70-925/79-03 b 70-1193/79-05. 

DAVia, A B Region 3> Chicago, Fuel Facility b Materials Safaty 

Branch 79/12/14, 2pp, 


7901190231 DOCKET 70-1193 Cimarron Facility 

IE Insp Rept 70-985/79-03 b 70-1193/78-05 on 761030-1103. 

No noncomplianee noted Major areas Inspsetsd; organisation, 
facility changes b mods, internal audits, safety meeting, 
melnt, 

PECK,C C. , HUETER.L J , FISHER, W. L, Region 3, Chicago, FutI 
Facility b Materials Safety Brsneh. 76/12/13. 11pp. 


7901160140 DOCKET 70-1151 Mestlnghouss Electric Corp 
Requests amend to License SNM-1107 to grant rellaf from 
Llcanse Condition 6 4, 2 so only one person would attest to 
disposal of tamper-safe seals Change to upgrade matl control 
b accounting program Initiated. 

POSTER, H Westlnghouse Electric Corp 7S/10/17. Ip 



DOCKETED ITEMS 


Tta 


7'fOt 11 0-104 DOCKET 70-1201 IIF 6 Convar«ton Facility. Commercial Nue 
Fotu^tcIb InBp Rept 70— 1201/76— IS On 7B113— 17 No 
noncoAip llatvct notod 

BUTHEnLANOi J T Region 2. Atlanta. Fuel Facility b Hateriali 

eaFtttf Branch 70/12/04 □pp 

790I1101B6 DOCKET 70-1201 IIF 6 Conversion Facility. Commercial Nuc 
IE Incp Hopt 70-1201/78-13 on 701113-17 No noneompl iance 
nat-ad Major areas inspected radiation protection procedures. 
Inaterunants 1 . aqulpmont. external t< internal exposure 
eoTit ro l( c ontamina 1 1 on control, t. surveys 

DAVia. J H . MlLLaAP.W 0 . OIDSON.A F Region 2. Atlanta. Fuel 

Facility 8 . Materials Safety Branch 70/12/01 7pp 

7901040719 DOCKET 70-1201 OF 6 Conversion Facility. Commercial Nuc 
Ha-^ltiaat for amend to MPP-2 license conditions Foruards 
licanea fee of 9130 Reguosts that info related to 
tubjacfe nmand he withhold from public disclosure as 
dpecrlbcd by enclosed document 
1€FF. D W Babcock b WlUox Co 76/12/05 2pp 

7901130S1D DOCKET 70-1201 UF 6 Conversion Facility. Commercial Nuc 
Forwards "Bhlpping Container OA Program Manual " 
lEFFt D, H Babcock 1. Ullcox Co 70/12/U 63pp 

79O1S&OO10 DOCKET 70-1201 UF b Conversion Facility. Commercial NOe 
IE Inaa Rept 70-1201/70-14 on 761129-30 Noneompl lances 
notad. failure to limit accumulation of scrap on inventory, 
failure Id control access of lamper-saf ing records U failure 
to properly document tamper-saf ing device disposal 
lODD. Q. A , TOBIN. W J . WILLIAMS. 0 H Region 2. Atlanta. 

Safeguards Branch 70/12/12 Ip 

7901190210 DOCKET 70-1201 UF 6 Conversion Facility. Commercial Nuc 
Attend to application dtd 761013 associated u/changes in 
action levels for contamination control, U oxide storage 
cTitarka 1« emergency plan training program Need 
joatiflcatlon for increase in contamination 
CRQMf Vt T Fuel Procos® ^ Fab Branch /a/12/17 7 pp 

7901100100 DOCKET 70-1201 UF 6 Conversion Facility. Commercial Nuc 
Reaponds to 781110 questions on emergency P**"® . 

700'7ad> Requests deferral of response until 790131 to permit 
adequate internal review ,n/.o/,Q <k 

IEFF» T). H Debcock t. Wilcox Co 76/12/10 Ip 

7901090162 DOCKET 70-1201 UF 6 Conversion Facility. Commercial Nuc 
Orante license condition S 4 ». 4 12 of Amend MPP ^ . 

Ll«en«e eNM-1160 in Tosponse to 701203 request re ***‘^J® . 

U baginning dates for physical u'^r 

uranium h storing certain forms of 

DURNETTaR F Division of Safeguards 70/12/21. *PP 

7901720399 DOCKET 70-1201 UF 6 Conversion P®® ‘ 
confirm* that revisions to Chapters ^ b J 

nuclear matl control plan will be 79 / 01 /O 8 Ip 

PARTLOW. JO. Material Control Licensing Branch /y.-uww 

7701230166 DOCKET 70-1201 UF 6 Conversion Facility j^_Commerc ial Nuc 
Requests revision of license ^ Proposed 

Ulcenie 0NM-1160 Forwards required revision fe Pr P 

non* ompllanee noted safeguards Branch 79/01/19 2PP 

HENNA. W D Region 2, Atlanta, aaregusru 

bates. JW Region 2, Atlanta, Bafeguaro* 

Ip 

7701360007 DOCKET 70-1201 UP * Conversion 

Ack receipt of 790103 Ur informing gRC of Ueps^taten 

correct violations noted Branch 79/Ol/lA Ip 

HENNA. H H Region 2, Atlanta, aaregu 

. - Pacllitu. Commercial Nuc. 

7701260011 DOCKET 70-1201 UF 6 “"/“Urin IE In.p 

Retpondi to NRC 701213 Ur re jt^held <ref 

Reft 70-1201/76-14 Corrective actions witnn 

WUK^E.o’^’Dabcock t, WlUox Co 79/01/03. Ip 

7901260019 DOCKET 70-1201 UF 6 Converilon^FacUi ty. ^Commercl^^ 

Forwards IE Inep Rept 70-1201/70 . . ^ Violation 

Violation Details of Insp rept U Notice or 

withheld <ref 10CFR2 790) Safeguards Branch 70/12/13 

HENNA. W.D Region 2, Atlanta, Safeguaro 

Spp 


7901050240 DOCKET 70-1220 Gen Elec .ft? _-4 ; t ) 

Notifies of Intended gie of rejel 

DAWSON. 0 H General Electric Co N,.lear Ei«rj< Frcd.cn Ci. 
70/12/16 tp 


7901310121 DOCKET 70-1222 hieeauri 

Forwards FSAR in tupport of Univ of r'j re^Ltct to ,te 15 
Model 700 cask to sMp fuel elenents to ja.j'.-aK Pi.er j 
for reprocessing 

BflUGOER.R M , OLSON. JC Missouri, L'ni . of Tf'Ol'lC 


7901310123 DOCKET 70-1222 Missouri 

FSAR In support of Untv of MO regoest to use 
cask to ship fuel elements to Sa.anra.- Ri.et 
reprocessing 

» Missouri, Univ of 79/01/10 3:Cpp 


GE Model rcc 
pl«rl for 


7901020243 DOCKET 70-1257 Mixed Oxide Fabriestien Plant. ^Eiicn Nuclear 
Safety analysis re Exxon's amended applieatien of 701120 to 
store other uranium oxide fuel forms ewetirg shipment in 
complete shipping packages Recosimends approval per l&CFS7i 
STEVENSON. R L , CROW, W T Fuel Process t Fat Dre-ch 7a'l2/02 

2pp 

7901160376 DOCKET 70-1257 Mixed Oxide Fatrieetloo Plerit Exie- N.clear 
Requests revision to Certificate of Compliance 6501 which 
euthorlies delivery of Model 51032-1 pactages containirj 
XN-Type XXV. XN-Type XXVl.XN-Type XXVll t XN-Type XXVlll fuel 
to a carrier for transport as Fissile Clast i shipments 
NECHODDM.H S Eiion Nuclear Co . Ine • suts of Exeon Carp I 
70/12/13 3pp 

7901050050 DOCKET 70-1257 Mixed Oxide Faorication Plant. Eiien Nuclear 
Responds to 701213 Itr to amend Certificete of Ceepltante 
6581 Amend subj to *2000 fee as tptcified in Per Category 
IIB of Sec 170 31 of Part 170 

WEISS. D License Fee Management Drench 70/12/21 Ip 

7901220011 DOCKET 70-1257 Mixed Oxide Fabrication Plant Eiion N. clear 
Ack receipt of 701103 Ur requesting addl info re contents 
of emergency plan XN-NF-32 Forwards responte fc request! 
prompt approval of the changes . c i 

NECHQDOM. H S Exxon Nuclear Co . Inc (subs of Exxon Cetp ) 
79/01/04 9pp 

7901290389 DOCKET 70-1257 Mixed Oxide Fabrication Nuclear 

Mixed oxide 6 specialty fuels plant contingency plan uiU be 
acceptable after minor revisions Forwards directions re 

revisions Ends being withheld (ref 79/01/24 Ip 

MCCORKLE.IJ w Physical Security Licensing Branch 79/01/2* ip 

7901020064 DOCKET 70-1300 Morris Fuel Storage »*"**"" , 

Forwards revised security plan Incorporates 
Append A, Amend MPP-3 t< other Info 

administrative changes 6 additions to position titles M/enei 

SAWSW^D^M^^'oeneral Electric Co .Nuclear Energy Product. D.v 
70/10/12 2pp 

v,r.\uirr'-^ 

noncompliance not.d^^ ^ Material. Safety 

Branch 70/11/81 2p 

7,0104v. 17 DOCKET 70-1300 Morris Fuel ^ 


9p] 

OREERyR J . easlO.T H Region 3. Chicago. 
Director 70/11/16 3pp 


Office of the 


7901190171 DOCKET ”“^i‘*/“*’NRC*’70l2OrUr caverlxig 

Responds to B.sin 2 .outh well 6 »•». No 

structural t»"»‘<‘»”'^Hnd 4 vtdually at any time 
basins will be Co .Nuclear Energy Products Olv 

DAWSON.D M Oenarel Electric uo 

70/12/11 Ip 

7901050405 DOCKET 70-1300 Mords actual 

kS; ...... - 

DAWSON, D M General Electric uo 
70/12/82 IP 

F'lEaTjHrFTF'ji.::;;-.:.:::' — 



DOCKETED ITEMS 


790U60344 DOCKET 70-130B Morri* Eual Storage Eipansion 

Accepts revised physical security plan~Morris opera t ioni NEDS 
l4507Ci dtd Sept 197S uhlch rescinds Section 1 O t< Ap p A of 
Amend hPP-3 to License SNn-lSd>S 1< replaces Section I 0 
HCCORKLE.O ti Physical Security Liconslns Branch 79/01/07 

2pp 


7901H0Ui DOCKET 70-1437 Ausllio Mutiio Hosp 

Ac k receipt of 791215 Itr informing NRC of steps token to 
correct items of none omp 1 lane e noted in imp of License 
52-00937-02 h 6Ntt-1407 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility {< Materials 

Safety Uranch 79/12/22 Ip 


7901110120 DOCKET 70-143/ Aon Ho Mutuo Hosp 

Responds to NRC 781109 Ur re items of none omp 1 i anc a noted 
in insp of License 52-OB027-O2 Corrective actions tests 
using raolybdenuiii-99 to be started as soon as matl ordered 
arrives t, followup on patients u/nuclear pacemakers 
Ll-ADO, A Auiillo- Mutuo Hosp 79/12/15 2pp 


7901190032 DOCKET 70-1739 Trl-State Motor Transit Co 
Ack receipt of contingency plan for road transportation 
Finds plan acceptable subject to changes s, mod Drternlnti 
plan to be effective on 790115 

MCCORKLEiOH Physical Security Licensing Dranch 7e/tt/SS Ip 


790103021B DOCKET 70-1970 Eixon Research l< Eng Co 

Ack receipt of 781201 Ur informing NRC of steps taken to 
correct violations noted in Insp Ropts 30-6992/7B-01 b 
70-1970/79-01 

MCCLINTOCKiR □ Region 1, Philadelphia, Office of the Dlreclor, 
7e/12/14 Ip 


7901030223 DOCKET 70-1970 Exxon Research b Eng Ctt 

Responds to NRC 781106 Itr re violations noted in Insp Rept 
30-6992/70-01 b 70-1970/78-01 on 7B1017 Corrective actions 
wipe testing to check for source leakage every 6 monthiiBNH 
storage areas inspected b order for filters placed 
gaNE8,A R Exxon Corp 70/12/01 3pp 


7901110123 DOCKET 70-1437 Auxillo Mutuo Hosp 

Forwards Notice of Violation Prom insp of l-icensB 
52-09027-02 on 7B0925 SB 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility b Material 

Safety Branch 78/11/09 2pp 


7901110125 DOCKET 70-1437 Auxillo Mutuo Hosp 

Notice of Violation from insp on 7B0925 t, 29 nonperformance 
of molubdenum-99 breakthrough tests, not posting regulations 
ti amended license in radioisotope lab, b not following up on 
patients ui/nucleor pacemakers . „ . ^ 

• Region 2, Atlanta, Fuel Facility b Materials Safety Branch 

79/11/09 2pp 


7901030230 DOCKET 70-1970 Exxon Research b Eng Co 

Discusses Insp 30-6992/78-01 b 70-1970/78-01 on 7B1017 
Noncompliance noted Co-60 sealed sources had not bean tistad 
fer leakage for 6 months b surveys of exposures not 
performed 

MCCLINTOCKiR □ Region i> Philadelphia, Office of the Director 
78/11/06 2pp 


7901030232 DOCKET 70-1970 Exxon Research b Eng Co 
Notice of Violation from Insp Repts 30-6992/78-01 b 
70-1970/79-01 on 701017 

* Region 1, Philadelphia, Office of the Director 78/11/06 
If 


7901110120 DOCKET 70-1442 Monmouth Med Ctr 

Ack receipt of 781124 Itr ioforming NRC of stops taken to 
correct deviations noted In Insp Rept 70-02 on 701O2S 
MCCLINTOCKiR 0 Region 1, Philadelphia, Office of the Director 
78/12/04 ip 


7901050249 DOCKET 70-2254 Now England Med, Center Hospitals 
Ack receipt of 781181 Ur informing NRC of steps taken to 
correct violations noted in Insp Rept 79-01 

MCCLINTOCKiR 0 Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch 78/12/01 ip 


7901110131 DOCKET 70-1442 Monmouth Med Ctr 

Responds to NRC 781107 Itr re deviation noted in Insp Rept 
7B-02 on 791025 Corrective measures radiation monitoring b 
survey programs tightened 

KLEIN, M D Monmouth Medical Center 78/11/24 3pp 


7901050254 DOCKET 70-2254 New England Med Center Hoipitals 
Responds to NRC 781102 Itr re violation noted in Insp Rept 
78-01 Corrective actions syringe shields arc now used 
routinely during preparation of radiopharmaciuticals 
MASSE, F X , TRULL, 0, New England Nodical Center 78/11/21 Ip. 


7901110134 DOCKET 70-1442 Monmouth Med Ctr 
Forwards Notice of Violation from Insp Rep 
MCCLINTOCKiR 0 Region I, Ph tlada Iph la, 
70/11/07 2pp 


t 70-02 on 7B1023 
Office of the Director 


7901050261 DOCKET 70-2254 New England Med Center Hospitals 
tE Insp Rapt 78-01 on 781012-13, Noncomp 1 lance noted. syringe 
shellds not used for radlopharmaceutlcals 
MCCLINTOCKiR □ Region 1, Philadelphia, Fuel Facllitij b 

Materials aafety Branch 78/11/02 2pp 


7901110139 DOCKET 70-1442 Monmouth Med Ctr 

Notice of Violation from Insp Rept 70-02 on 701025 failure 
to maintain survey records 

» Region 1, Philadelphia, □ffice of tho Director 79/11/24 

Ip 


7901050264 DOCKET 70-2254 New England Mad Center Hospitals 
Notice of Violation from insp on 781012-13. 

<f Region t, Philadelphia, Fuel Facility b Materials Safety 
Branch 78/11/02 Ip 


7901190002 DOCKET 70-1442 Monmouth Med Ctr 

Act receipt of 781218 Itr informing NRC of steps taken to 
correct violations noted In Insp Rept 79-01 

MCCLINTOCKiR 0 Region J, Philadelphia, Office of the Director 
79/01/09 Ip 


7901160062 DOCKET 70-2623 McQuire Spent Fuel Pool 

Notification that NRC will extend govt indemnity to spent 
reactor fuel stored at a reactor site diffirant than the one 
whare It was generated 
CHILKtS. J Commission 78/12/29 9pp 


7901190005 DOCKET 70-1442 Monmouth MeJ Ctr 

Responds to NRC 791102 Itr re violation noted in IE Insp 
Rept 78-01 Corrective actions luonitorlng b recording of 
isotope "hot” lab levels twice dally 
HCDONELL.J U Newton Memorial Hosp 79/12/19 Ip 


7901190007 DOCKET 70-1442 Motimoulli Med Ctr 

Forwards Notice of Violation from Insp Rept 7B-01 on 781004 
of License 29-12745-01 b SNH-1747 

MCCLINTUCR.R 0 Regxon i, Philadelphia, Office of tho Director 
70/11/02 2pp 


7901190011 DOCKET 70-1442 Monmouth Med Ctr 

Notice of Violation from Insp Rept 79-01 on 781004 of 
Licence 29-12745-01 space used for preparation of patient 
doses not routinely surveyed fer contamination after each 
procedure 

STEARNS, C Region 1, Philadelphia, Office of the Director, 
78/11 /OB Ip 


7901050336 DOCKET 70-1694 tie st trg house Electric Carp 
Forwards IE Insp Ropts 70-1143/78-16 b 70-1694/79-01 Oh 
780919-1025 

MARTIN, U 0 Region 1, Philadelphia, Safeguards Branch 76/11/09 

2pp 


7901050339 DOCKET 70-1684 Uestinohouse Electric Corp 

IE Insp Repts 70-1143/78-16 b 70-1684/78-01 on 70O9ia-lO23 
No noncompliance noted 

SHAUD.E T . DIS9ETT.P. , COHEN, I Region I, Philadelphia, 

Safaguards Dranch 78/11/07 6pp 


7901220099 DOCKET 70-2623 McGuire Spant Fuel Pool 
Forwards SER related to spent fuel storage 

HOEFLINOiB K Office of the Executive Legal Director 79/Ol/iO 
Ip, 


7901220102 DOCKET 70-2623 McGuire Spent Fuel Pool 

Evaluates info re design, fabrlcetl on, const, testing b 
performance characteristics of spent fuel pool structure, 
supporting sys b components Important to safety Determines 
application to be acceptable, 

« Office of Nuclear Material Safety b Safeguards 79/01/11 
43pp 


7901220205 DOCKET 70-2623 McGuire Spant Fuel Pool 
Forwards SER related to spent fuel storage 
ROUSEiL C Fuel Process b Fab Branch 79/01/10 2pp 


7901220220 DOCKET 70-2623 McOolre Spent Fuel Pool 

Recommends 781120 amended application be granted Amend 
covers extension to 791231 for completion of Unit 1 under 
Const Permit CPPR-a3 

DELANEY, J C Fuel Process b Fab Dranch 78/12/17 2pp. 


7901220231 DOCKET 70-2623 McGuire Spent Fuel Pool 

Responds to 781229 request b forwards EIA re shipment of 
spent fuel 

BPlTALNYiB Fuel Reprocess bReeycls Bronch 79/01/05 Spp 



DOCKETED ITEMS 


7401240305 DOCKET 70-S6S3 hcOuire Spent Tusl Pool 
FOMdardi rapt 9AND77-I9a7j "Transport of I4ad ionuc 1 idos in 
Urb«n Environs Worli Draft Assessment " Also forwards SECY- 
7B-311 dtd 7Q0&14 8i unclassified portions of 8ECY-78-311A 
dtd 7C11D7 

HOEFUINO* R K Office of the Eiecutive Legal Director 79/01/03 

44pp 


7901320307 DOCfET 70*26JI3 McGuire Lperl (-Ltl Pad 

ElA supporting transporati on of t'cer,** spent f,tl a* *• .,ir» 
Nuclear Station for storage n 9 C ctncljaes inpactt «ill rit 
slgnif icantlg affect gvalitg of huran envirarsenl 
• Office of Nuclear Material Safetg t SafcgLa-ds 7 d-i; IS 
tl 3 pp 


7901180143 DOCKET 70-2633 McOolre fapent Fuel Pool 
Fnruordo rcsoluttan of Untv of NC Student Legislature 
euriHERLIN. J , SPRINGS. L D North Carolina. Univ of 70/11/16 Ip 


790U30157 DOCKET 70-3623 McOuire Spent Fuel Pool 

nisolutlon L~18— fl of Univ of NC Student Legislature re 
tranapor tation of nuclear uiaslo Urges prohibition of 
routing nuclear waste thru Mecklenburg County 

OtLUANDi J , MATHE80N.M North Carolina. Univ of 78/11/14 Ip 


7901170073 DOCKET 70-2623 McGuire Spent Fuel Pool 

Conflras telephone conversation of 7B1JJ0 re eitcnsion o» 
time until 790112 for NflC to respond to mterrogatcrics 
propounded by Carolina Environ StuJg Group 

KETCHEN.E G Office of the Eiecutive Legel Piredor JS'12/;d Ip 


7901180136 DOCKET 70-2623 McOolre Spent Fuel Pool 

Forwards copy of ElA related to spent fuel storege at 
facility U/o end 

KETCHEN.E 0 Office of the Eiecutive Legal Director 7 a/J 2 'S 3 Ip 


7901020013 DOCKET 70-3623 McOulro Spent Fuel Pool 
Forwards QECY-7Q-607 dtd 781123 ro eitsnsion of Indemnity 
'covarage far Oconee spent fuel at McOulro facility 
MCEFL1N9. R K Office of the Esecutlve Legal Director 78/12/08 

IP 


7901170031 DOCKET 70-3633 McOulro Spent Fuel Pool 
liotibn bg intervenor to compol discovery from applicant 
Items sntjghl include studies. notes, correspondence from 
applicant to NRC t< impact tests performed by Sandla labs on 
HAC-l cask Certificate of Bve oncl 
DLtin.e Dlum t< Shelley 70/12/13 3pp 


79012S0045 DOCKET 70-2623 McGuire Spent Fuel Peal 

Reguests that Doard have NRC serve EIA e iped i ti sus ly ro 
parties to Duke proceed ing. as NRC failed to do when it 
served the applicant Failure will delay tine needed ta bri-g 
cate to hearing by 10 days 

ROIBHAN. A Z Natural Resources Defense Ccwncil 78/12/29 Ip 


7901170405 DOCKET 70-2623 McGuire Spent Fuel Pool 

Denies petitions by NRDC 6 Davidson chapter of hZ Public 
Interest Research Group to intervene NRDC lads requisite 
standing 6 Davidson chapter does not satisfy criteria of 
10CFR2 714(a) 

LAZO. R M Atomic Safety and Licensing Board Panel 79/01 /C9 23pp 


7901 190172 DOCKET 70-8633 McOulro Spent Fuel Pool 

Note! ficatlon of Amend 2 to License 6NM-1773 to change 
eipiratlon date to 791831 

CHOVJ.M T Dlvlalcin of Fool Cycle h Material Safety 7S/12/17 Ip 


7901190004 DOCKET 70-2623 McOulro Spent Fuel Pool 
Provide* discovery questions re fuel assembly, cask 
prepiir afeloiii cos t estimatos L fuel pool costs Also requests 
eoFT •spondenea 

nitEYiJ / BLUM. S Carolina Environ Study Group 70/18/18 app 


790119000-6 DOCKET 70-8623 McOulro Spent Fuel Pool 

Suppls interrogatories of 781013 rt post irradiation 
4 qulpment. spent fuel haiarda. assombi lea tt reratlng of units 
Also requests selected corroapondnne e 
RRILEVi J . DLUM. 8 Carolina Environ Study Group 


78/12/19 Ip 


7931190344 DOCKET 70-2623 McOuire Spent Fuel Pool 

Hot-lon by applicant for protective order re discovery 
request by Intervonor Caroline Environ Study Group. Assorts 
that to produce ell documents roqueotod would be burdensome 
ta espenslve Cortlflcote of Bve oncl 
PORTER. H L Duke Power Co 70/18/19 6pp 


7901170066 DOCKET 70-2623 McQuire Spent Fuel Pool 
Bubihit* eddl interrogatory re value assigned spent 
fuel. CertlfUnte of Bve oncl 
QLUH. 8 Blum 6 ShoUey 70/12/20 3pp 


nuclear 


79011 102Q6 DOCKET 70-3683 MuOuire Spent Fuel Pool 

NRC responses to ‘«t«''Fonatorlos submitted by Carolina 
environ Btudy Oroup re amend to License SNH-173 to provld 
for spent fuel treii»port»tlon 6 storage Certificate of Sv 

KETCHEN.E 0 Office of tbo Esocutlve Logoi Director 70/18/21 
lOpp 


7901110193 DOCKET 70-2683 ‘ SNM-173 

Negative ddclorall-on ro proposed amend to Lieen 
CoTicludes EIB is not warranted . -wi/io/pa 

ROUDE. L C Fool Reprocess 6 Recycle Branch 78/12/28 


Spp 


7901220330 DOCKET 70-2623 McGuire Spent Fuel Pool 

Denies motion by intervenor Carolina Environ Study Croup ta 
compel discovery from applicant CESO shall be pcrnittsd 
reasonable chance Co review documents in applicant's 
offices 

LAZO.R M Atomic Safety and Lirensing Board Panel 79/01/12 2pp 


7901240290 DOCKET 70-2623 HcOuirt Spent Fuel Pool 

Grants NRC motion for protective order re petitioner to 
intervene Caroline Environ Study Group 701219 
Interrogatories, questions 95.97.98 6 99 Upholds NRC 
assertion that questions are irrelevant 

LAZO.R M Atomic Safety and Licensing Board Panel 79/01/15 Spp 


7901150270 docket 70-2623 McOuire Spent Fuel Pool 

Informs NRC of recent US Court of Appeals decision for 
District of Columbia Circuit in “Inti Union et al vs Natl 
Right to Work Legel Defense 6 Education Foundation. ire. ft ai 
F. 2d “ 

ROISHAN.A Z Natural Resources Defense Council 78/12/21 tp 


7901040100 DOCKET 70-267B St Agnes Medical Hospital 

Ack receipt of 781207 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 30-3196/78-01 & 
70-2670/70-01 

MCCLINTOCK.R 0 Region 1. Philadelphia, Office of the Director 
70/12/14 ip 


7901040103 DOCKET 70-2670 St Agnes Medical Hospital 
Responds to NSC 701117 Itr re violations noted in Insp 
30-31 96/7B-01 6 70-2670/78-01 Corrective actions survey 
meters have been repaired & procedures performed Back-up 
survey meter will be secured to avoid recurrence of failure 
CALLAOHAN. T P Bt Agnes Medical Hosp 70/12/07 2ff 


7901040106 DOCKET 70-2670 St Agnes Medical Hospital 
Discusses Insp 30-3196/70-01 6 70-2670/70-01 on 701117 
Noncompliance noted failure to survey areas ussd for 
preparation radiopharmacoutlcals 6 monitor hangs 6 clothing 
of personnel for contamination _ » 

HCCUMTOCK, R 0 Region 1. Philadelphia. Office of the Director 
78/11/20 2pp 


7901110194 DOCKET 70-8623 HcOulre SpB"* M^Oulre 

“EIA T« Bpont Fuel Storage of Oconee Spent Fuel At ncuuire 

al.ttoJ-uSit I gp.nt P«*»/rih:t'nrE;B"e S n MUrU 

Klanlflcunt anvlroo l< that no EIS neeo p w 

Duk* Powor Co 7B/12/31 60pp 

7901380399 DOCKET 70-8623 MeOulrB Spent McOuire 

Forwhry* EIA r* .taraga of Oconee spent fuel at McOuire 

Nuclaar Btatlon. . ^ n 78/12/22 8PP 

RDUEEiL.C Fuel Process 6 Fab Branch 78 p 


790ISS0303 DOCKET 70-2623 McOuire ^P*"*,^"** license 

NtBAtlve declaration supporting at McOuire Nuclear 

BNM-1773 re »toraga of Oconee spent fuel at 

bSCIe?" C 1.0.1 Pr.c... I F.‘- »-"■« ”'■='“ 


7901040107 DOCKET 70-2670 St Agnes Medical Hotpltal 

Notice of Violation from insp on 701117 vn/lliM 

* Region 1. Philadelphia. Office of the Director 70/11/20 

IP 

7901160009 DOCKET 70-2730 Ed low 

to U8-lndl4 !<»"• ilpf 

N 08 ENZO.L V State. Dept of 79/01/00 ivpp 


ssK^'S”” 

70/12/29 Ip 



DOCKETED ITEMS 

7901J70133 DOCKET 70-2793 Loutr Bock* Hotp 7901110142 DOCKET 71-0223 B F Shaw In« 

Respond* to NRC 701211 Itr ne violation* noted during Imp Forwardt cdpiac of Section F ol Icotopc Manual of Oparating 

Rapt 76-01 on 761130 Corrective action* amend to Llctnie t> Emergency Frocedurea << QA program in compliance u/iOCFR71 

SNM-16Q0 requeetad for author! sati on to Implant addl MEHAFFEVi R R Benjamin F Shau Co (tube of Blounti Inc I. 

pacemakers Pacemaker* atorage room potted 78/12/18 19pp 

THOMAS. C J tower Ducks Hosp 78/12/18 Ip 

7901040111 DOCKET 71-0224 Ouyon Power t> Proceet Piping 


790117013S DOCKET 70-2792 Lowar Bucks Hosp 

Dlicuties Insp Rept 78-01 on 781130 of Llcente SHH-IBOO 
MCCUINTOCK.R 0 Region 1. Philadelphia. Office of the Director 
78/12/11 2pp 


7901170141 DOCKET 70-2792 Lower Bucks Hosp 

Notice of Violation from insp on 781130 pottetslon of 3 
Pu-236 pacemakers in eteess of limit Si failure to poet 
warning sign in room used for ttorlng Pu— 238 pacemaker* 

* Region 1. Philadelphia. Office of the Director, 70/12/11. 
*P 


790U901B4 DOCKET 70-2088 Public Seivice Electric Si Oes Co of NJ 
Request* Condition B of License SNM-ie31 be amended to 
Increase mai amount licensae may posse** at one time 
LlBRIZZIiF P Public Service Electric St Oa* Co of New Jertey 
76/12/12 2pp 


7901300108 DOCKET 70-2859 Public Servlet Electric t Oet Co of NJ 
Inform* licensee that Items B C li 8 D of SNM— 1031 are 
emended to read 114 mgs V-23a b 160 mgs Np-237 respectively 
CROMiH T Division of Fuel Cycle it Material Safety 79/01/02 Ip 



CONDITIONS 


79011S0210 DOCKET 71-0119 SNM 11681 Dabcock b Mile ox Co 
Forward t "Shipping Conte i nor QA Program Manual " 

ZEFF. 0 H Babcock b Ml lead Co 78/12/11 63pp 


7901110073 DOCKET 71-0173 PNL-HA-6S 

Forwardt rtvited QA program dctcrlption for shipping 
packages of radloactlva inatl to replace plan previously 
tubinitted for acceptabll ity review on 780630 
RICHMONO.W D Dattelle tlemarial Inttitute. Pacific Northuest 
Laboratory 78/12/22 lipp 


7901020919 DOCKET 71-0210 Oulf Oil Corp 

Forwards OA procedure under protest Exhibits Include 
trentcript of mooting an design of radiographic exposure 
devicetiNRC OA requirementsi b Fetferel Register notice re 
petition for rulemaking 

PBEPLEBiW P Oulf OH Corp 78/12/15 20pp 


79010201S9 DOCKET 71-02IS Bpace Science Services 
Responds to 7B062S nrc 1 tr. Forward* QA program 
Implementation procodurot 

OEIOERi D A Bpaco Science Services. Inc. 76/12/12 Ig 


7901020190 DOCKET 71-0315 Space Science Service* 
“10CFR71 OA Program Imp lemantatien Procedure*." 

• Space Science Services. Inc 78/11/29 34pp 


7901020300 DOCKET 71-0217 Pullman Kellogg 

Forwards copies of radiographic transportation package OA 
program in compliance w/10CFR7t 9t 
TURNER. J E Pullman. Inc 78/12/14 6pp 


79010202B1 DOCKET 71-0210 Cumberland Bridge Co 

In response to 780901 b 7B0626 Itrs. forward! QA progrin for 
transportation packaging 

HARHIOiU I Cumberland Bridge Co 78/11/20 4pp 

7901110149 DOCKET 71-0219 Terex Div /OM Corp. 

Forward* Terex DlVjOMC QA program for trantportatlon 
packaging of gamma radiation source* 

BAKER. R.M Genera 1 Motors Corp 78/12/13 9pp 


7901020314 DOCKET 71-0220 Oenoral Dynamic* Corp 

Forward* proposed "OA Program for Transportation Package* 
for Industrial Radiography " U/organiiatton chart of 
radiography oporators 

Hirschbero. 8 M. Otneral Dynamics Corp. 78/12/14. 4pp 


7901090249 DOCKET 71-0221 Allis Chalmers Cnrp 
Foruerds QA procodure for control b disposition of 
radioactive shipping package* for Industrial radiography 
NAYLOR. C A A1 llt-Chalm»rs Corp 78/12/16 7pp 


7901040179 DOCKET 71-0222 8t Louis Testing Leb* 

Forwards "10CFR71 CA Program " 

TrdUBRIDOEiC D 8t Louis Testing Labs. Inc 78/12/19 11pp. 


Forwards copies of procedure RT-6 "OA Program for Packaging 
for Transport of Radioactive Hatle for Inductrlal 
Radiography" In compliance W/10CFR71 Subntselon meets 
require date of 790101 

OUROHOFFER.J M Ouyon Power b Proeesc Piping 78/12/20 4pp 


7901030209 DOCKET 71-0229 Naval Research Laboratory 

Forwards OA program re radioactive matl shipping conteiners 
for NRC conaldarabion b approval 

HENIFINi E E. < BRAUCH. L A Navel Reeaerch Laboratory 70/12/20 

gpp 


7901050232 DOCKET 71-0226 New York. State Unlv of 

Forwards QA program In compliance U/10CPR71 PrograM la 

Intended for use in conjunction w/ehlpplng caeks 

KAAa.M N New York. State Univ of. Buffalo 78/12/28 8pp. 


7901110146 DOCKET 71-0227 TVA-TR79-iA 

Forwards "QA Program Deter tption fop Radioactive Matl 
Shipping Packages Licensed Under 10CFR71 « 

OILLELAND. J E Tannassae Valley Authority 78/12/21 lOpp 


7901110077 DOCKET 71-0228 Models 719. 690. 660. 660E 
Forwards proposed program for OA requirement* for 
transportation packages 

JOHNSON, e W Capital X-Ray Service 78/12/19 llpp 


7901110181 DOCKET 71-0229 World Industrlae Pipe Fabrication 
Forwards proposed QA rsqulrement* for traneportatlon 
peckagts 

ROBBINS, R H World Industries Pipe Fabrication, Inc 76/12/10. 
9pp 


7901050326 DOCKET 71-0230 Babcock b Wilcox Co 

Forwardt OA program description for troneportation of 
radioactive matle In compliance w/10CFR71. 91 
OLSEN. A F Babcock b Wilcox Co 78/18/21 26pp 

j 

7901090270 DOCKET 71-0231 Chem-Nuclear aysteme 

Forwards QA Program covering shipping packages for 

radioactive matls In compliance w/10CFR71 91 

REYNOLDS, L E , 3V1NIS, B Chsm-Nuclear Eystensi Inc 78/12/81 

99pp 


7901090273 DOCKET 71-0233 O'Neill Tank Co 

Forwards “OA Manual for Transportation Packaging of 
Radioactive Natl" (n accordance w/10CFR71 Excludei design fc 
fabrication of radioactive matl shipping packages 
ADAMS, K. O'Neill Tank Co , Inc 76/12/21 29pp. 


7901030290 DOCKET 71-0234 X-Ray 

Forwardt OA Program fop shipping radlaactlve matl In 

compliance W/10CFR71 91 

CONNEL.L 0 X-Ray. Inc. 78/12/81 4pp. 

7901090072 DOCKET 71-0239 Army, be'pt' of 

Stetee actions intended to satisfy raqutraments contained 
In 1DCFR71 in lieu of establishing formal OA program at Army 
Electronic Proving Ground, Fort Huachuca.AZ. 

PHILLIPS, J.H Army. Dept of. 78/12/22 8pp 


7901U0150 DOCKET 71-0236 Model* 690, 660, 900-8U 
Forwards "OA Requirement* for Transport Packages" in 
compliance w/10CFR71.9i 

ANOERSONi C, R American Airlines. Inc 76/18/21. 4pp, 


7901050266 DOCKET 71-0237 Columbia Gas Trantmlesion Co. 
Forwards QA Program for transportation packages, Complies 
w/addl QA requtremsnts 

ALMGUIBT.H. E. Columbia Gas aystem. Inc 78/12/20. 4pp. 


7901090278 DOCKET 71-0238 Agricultura. Dept, of 
Forwards "U8DA QA Program for Packaging of Radloaetivs Katts 
for Transpartatlnn " 

KWAST.C Z. Agriculture. Dept of 78/12/26. 3pp. 


7901190190 DOCKET 71-0239 Navy. Dapt. of 
Forwards requast for Amend 2 to Lie 04-17976-01 Recommends 
approval 

POHELLiH L. Navy. Dept of 78/18/19, ip 


7901190194 DOCKET 71-0239 Navy. Dept, of 

Forwards rsquest for Amend 2 to License 04-17976-01. 
incorporating QA program in gamma radiography operating b 
emergancy proeadures for USB Dixon. 

HAR8CH61D. D. 0 Navy, Dapt of 78/12/01 Spp 
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207 


7‘!0tl9019a DOCKET 71-0240 Power Authority of State of New York 
Informt that facility QA program for shipping packages ulll 
bt ravised per MIC reikuirements 

EARLYiP J Poaier Authority State of New York TB/lH/sa Ip 


7'90116Qa5l DOCKET 71-0241 United Nuclear Corp 

Foruards "QA Program for Radioactive Matl Shipping 
Containers” for NRC approval 

BDMERB.C e United Nuclear Corp 70/12/22 3pp 


770IlA005t DOCKET 71-0241 United Nuclear Carp 

Oescrlbeo fuel recovery operations QA program for 
procurementrinep It use of shipping containers for 
radioactive matls 

QREOQ, P D United Nuclear Corp 70/12/23 5pp 


790119019b DOCKET 71-0242 Law Engineering Testing Co 
Foruards QA Program to be i mp lemented when packaging 
radiasctlve matl for transport it for actual transportation 
of such matl Program becomes effective 790101 
ERMIHiR 0 Law Engineering Testing Co 70/13/21 bpp 


7901150212 DOCKET 71-0254 General Electric Co 

Submits description of QA program foi radioactive matl 
shipping packages! NEDQ- 1 1 a09-04A« "Nuclear Eriergy Business 
Oroup DUR QA Program De scrip t i on" > Rept documents QA 
sys & assures provision for control of handling U storage 
KAPLANi A L General Electric Co • Nuclear Enorgy Products Otv 
70/12/27 2pp 


7901150220 DOCKET /1-0254 General Electric Co 

"Nuclear Energy Business Oroup DNR QA Program Deacriptian” 
Describes QA program applicable to safety -related functional 
aspects within BUR scope of supply 

* General Electric Co iNucIear Energy Products Div 
NEDtJ-ll209-04-A 70/03/31 BDpp 


7901190227 DOCKET 71-0294 General Electric Co 

Ack receipt of NRC 730711 Hr which accepts topical rept 
NEDD-l 1309-04 Topical rept evaluation commits QE to comply 
w/reqolremen ts of lOCFRSQ App B 

DREEDt A General Electric Co iNuclear Energy Products Div 
70/07/25 Ip 


790111007A DOCKET 71-0243 Transeastern Inspec Inc 

"10CFR71 QA Program for Industrial Radiography Licensees ” 
a Transto Inc 78/12/20 3pp 


79011SO235 DQCKFT 71-0254 Oeneral Electric Co 

Accepts amended CE QA topical rept NEDO- 1 1 209-04A which 
describes QA program applied to desigup procurement {< 
fabrication activities involving safety-related structures 
HAABSf W P Quality Assurance Branch 70/07/11 2p p 


TWi 16037? POCKET 71-0244 NL Industries Inc 
Forward! QA program report per 10CPR71 51 
HILLIAMS.C E NL Industrlee. Inc 70/12/20 ip 


7901160309 DOCKET 71-0244 NL Industries Inc 

DA program for shipment of radioactive matls In response to 
lOCFR?!. 

* NL Induatr ieSj Inc 70/12/20 Hbpp 


7901 noil? DOCKET 71-0245 Lie 31-17970-01 Dept of Navy 
Forwards "UBB LY Bpaor Instruction 9090 l,QA Program for 
Piclaglng of Radioactive Matl for Transport it Transportation 
of Radioactive Matl Under Certain Conditions " 

TOUPlNiE J Navy. Dept of 7B/12/2B 21pp 


7T01H0114 DOCKET 71-0246 I B C QA-1 

"QA Pragram for Packaging of Radioactive Matl for Transport 
it Transportation of Radioactive Matl under Certain 
Conditions " 

• Inspection Services Corp 79/01/02 4pp 


7901150242 DOCKET 71-0254 Ooheral Electric Co 

Evaluation of GE QA Rept NtDO-l 12-09-04A Concludes program is 
effeetive 6 provides acceptable description of QA program 
» Quality Assurance Branch 70/03/31 2pp 


7901150217 DOCKET 71-0359 Walworth Co Lie 34-k5927-0i 

Foruards QA ptograin re mgt responsibilities 6 Info relating 
to rad iology 

PUEBT.E N . DElYtlKO.R Walworth Co (subs of lU International 
Corp > 7B/12/22 41pp 


7901U0079 DOCKET 71-0257 QC-0D3 

Forwardt Procadure QC-002i "Recei p t, Irisp Ti Shipment of 
Radioisotopes " Describes orgaiil t at lonal structure 6 safety 
requirements for insp of radioisotopes 
WELLB.S FI Industrial Labs Inc 70/12/20 5pp 


7901160317 DOCKET 71-0358 Nuclear Enginoerirs Co 
Foruards QA Hanuai for NRC apprcival 
DAERi T S Nuclear Engineering Co 70/12/27 Ip 


7901110070 DOCKET 71-0247 IRT 4511-1)03 

Forwards IRT 49H-003. "QA Progrora for Use it Maint of 
Shipping Packages for Certain Special Radioactive 
Materials " 

HERTZ. R L IRT Corp 70/12/30 I5pp 

7901160390 DOCKET 71-0248 Type "B" 

Forwards Engineared Products Dept QA Manual EPI>~STD-003 for 
NRC revlaw par 10CFR7I 

TAVLORjR R Monsanto Rosearch Corp 78/12/27 ip, 


7901160320 DOCKEl 71-0250 Nuclear Enslneerlng Co 
"QA Manual" Rev 0 In response to 10CPR71 
• Nuclear Engineeririg Co 70/13/27 33pp 


7901160324 DOCKET 71-0259 BNt1-l lEO. SNM-1107 

Forwards QA program required by lOCTFl?! ti Informs that for 
licenses aNN~il20 6 SNM-1107, QA Plan WCAP-7000 will be 
utilised W/o end 

D1PIA3ZA.R P Westlnghouse Electric Corp 70/12/20 tp 


7901160394 DOCKET 71-0240 Type "8" 

"OA Program Manual For Radioactive Matl Shipping Packages" 
provided in response to 10CFR71 
* Monsanto Research Corp 70/12/31 49pp 


7901150200 DOCKET 71-0249 HEDL-as, UNC-1404. NFS Tanker. LA-36 
Forwarde "qa Program for Shipping Packages for Radioactive 
Matl" for approval 

HICHEL.C, 0 Nuclear Fuel Services, inc (sube. of Oetty Oil Co I 
79/01/02 llpp 


7901110117 DOCKET 71-0250 Tranenuclear Inc 

Forwards "QA program for Design Manufac tore, Tes t. Use, Maint li 
for Transport of Radioactive Metis " 
OQLDMANN. K Tranenuclear. Inc 78/12/29 25pp 


7901150159 DOCKET 71-025i WCAP-7B0O 

Foruards QA program as required under 10CFR71 re 
transportation of radioactive matls 

DIPIAZZA, R,P Nestinghouse Electric Corp 78/12/30. iOpp 


790118Q153 DOCKET 71-0252 Dayton X-Ray Co 
QA program for subj facility per 10CFfi7 i, 
HCKELVEY, E M Dayton X-Ray Co 76/13/20 IBpp 


7901130178 docket 71-0233 Twin Ports Testing Inc. 
Forwards description of QA program for packaging of 
radloactiva matl for transport *< transportation of 
radioactive matl under certain conditions 
• Twin Ports Testing Inc 7S/18/38 llPP 


7901150155 DOCKET 71-0360 40BA. tOOA. S2Dt Astrotech 

"QA program for Shipping Packages of Radioactive Matei ials “ 
Outlines procedures to assure safety in transporting 
radiographic cameras (< source changers t< to retain a record 
of compliance u/procedures 
» Astrotech. Inc 78/12/39 Upp 


7901150166 DOCKET 71-0361 533i 496i Dept of Navy 
Forwards relevant forms fc instructions to provide 
description of QA controls eiercised for receiptiusa 1. 
transfer of ladloactive material handled under NRC License 
31-1B1B2-01 

AHORUBO. A P Navy. Dept of 70/12/27 23pp 


7901170110 DOCKET 71-026? LlC 40-17400-01 Witconsln Itidustrial Tesfcln 
Forwards description of QA program for shlpmont of tgps 8 
packages under License 4B-1740O-O1 

COMDS. R C. UlBconsln Industrial Testing. Inc 7S/t2/ll Spp 


7901170282 DOCKET 71-0263 Lie 35-13735-01 Yuba Heat Transfer Corp 
Forwards 10CrR7l QA program for License 35-13735-01 
^FEDERUINEi J 0 Yuba Heat Transfer Corp 78/13/29 Spp 


79011S0260 DOCKET 71-4S0B Sent itie 1 -25A. S. C> C3, D> E. F 
Notification of registration as user of the following 
packages Bantinel Models -25F,-55E.-2SDi~3SC3i-SBC.-25A.- 
-250. Bentine 1-3. Sentihe 1 -B 6 MW-3000 

MACDONALD. C E Transportation Branch 79/01/00 Ip 


7901050114 DOCKET 71-5096 DC-4B-220. Atcor 

Notification of registration as user of Model BC-4S-2SO> 
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7*70 J 050 174 DOCKET 71-8026 00-48-220. Att<lr 

Natl fs cation of registration os user of Model DC-40-320 tt 
CN{>-80A In response to 781 12B request 

MACDONALD. C E Transportati on Branch 78/12/27 Ip 


79010402IB DOCKET 71-5026 00-48-220. Ate or 

Notification of registration as user of Model DC-48-220. 
LL-2B-4.PD-1.LL-S0-100. AU-33-80.CNSI-I4-195-H. !, Vandenbut-gh 
in response to 781208 request 

MACDONALD. C E Transportation Branch 78/12/28 Ip 


7701310078 DOCKET 71-5026 DC-4B-220. Atcar 

Notification of registration as user of Model PB-l.Atcor 
VondenbuT9h.CBNl-QC-4B-220. CSMI-LL-29-4 1. CSNI-AL-33-70 
UHRIO.R E Florida Pouor t. Llpht Co 77/01/19 Ip 


7901050087 DOCKET 71-5552 Oas Cglinder Fire Impact 8hield Ptg . Energg 
Foruards request for additional info in response to DOE 
780731 request for NRC reviesi of the Model Oas Cglifider fire 
Impact shield package 

MACDONALD. L F Transportation Branch 78/12/27 3pp 


7901170280 Docket 71-5753 ORNL loop Transport Cask Ftp 
Foriiiards request for info re strve ture. thermai model, 
containment t< crlttcalitg of ORNL loop transport cask 
MACDONALD. CE Transportation Branch 79/01/OB 2pp 


7901040218 DOCKET 71-5805 Atcor VNOD Cask. Atcor 

Notification of registiation as user of Model DC-4B-220i 
LL-2B-4,P0-l.LL-50-100. AL-33-90. Ctl91-14-193-H, t, Vandenburgh 
in response to 781208 request 

MACDONALD. C E Transportation Branch 7B/12/2B Ip. 


7901240310 DOCKET 71-50OS Atcnr VMDB Cask. Atcor 

Review of manpower expenditures required for revieu) of 
Revision 7 to Certificate of Compliance 5805. shows actual 
review feo of *366 Since *2B0D paid. refund of *2334 due 
HILLER. U D License Fee Monagement Branch 79/01/17 Ip 


7901310078 DOCKtT 71-5805 Atcor VNDU Cask, Atcor 

Notification of registration as user of Model PB-l. Atcor 
VandBHbuT9h.CENt-DC-48-220. CSNl-LL-20-4 t CSNI -AL-33-90 
UHRIQiR E Florida Power 8. Light Co 77/01/19. tp 


7901310121 DOCKET 71-5942 0E-7O0 

Foruards FEAR In support of Univ of MO request to use OE 
Model 700 cask to ship fuel elements to Savannah River plant 
for reprocessing 

QRUOOERi R M . OLSON. J C Missouri, Unlv of 77/01/10 3pp 


7901310133 DOCKET 71-5942 GE-700 

FSAR in support of Univ of HQ request to use OE Model 700 
cask to ship fuel elements te Savannah River plant for 
roproccEsing 

» Missouri. Univ of 79/01/10 330pp 

7901030090 DOCKET 71-6038 B3-I 
Requests registration as user of certificate 60sa 
UHL. 0 A Atlantlc-Rlchf 1 eld Co 70/12/20 Ip 


7901310070 DOCKET 71-6275 LL-28-4. Choin-Nuc I ear Bqttemi 
Notification of registration as user of Models PB-t. 

Atcor Vondenburgh.C8NI-DC“40-32O. CENI-LL-2a-4 t. CBNI-AL-33- 
90 

UHRIO.R E Florida Power 6 Light Co 79/01/19 Ip 


7901040210 DOCKET 71-6375 PB-l. Chem-Nuelear Systomo 

Notification of registration as user of Modal BC-4B-220, 
LL-2B-4. PB-l. LL-50-100, AL-33-90, CNSI-14-193-H. «. Vandenburoh 
In response to 7B120B request 

MACDONALD. C E Transportation Drench 7B/1S/2B Ip 

7901310078 DOCKET 71-6373 PD-1. Choiq-Nucloar Systems 
Notification of registration as user of Models PB-l. 

Atcor Vand6nborgh.C3NI-BC-40-22O. CSNl~LL-2a-4 1. C8NI-AL-33- 
90 

UHRlOfR E Florida Pouter ^ Light Cfl 79/01/19 Ip 


7901250288 DOCKET 71-6387 60. Battel le Memorial Institute 
Provides required info prior to first use of Modal 60 
shipping container 

DIPIAZZA.R P Hast Inghouse Electric Corp 79/01/10 Ip 

7901020103 DOCKET 71-6400 Super TIgor 

Notification of registration as user of Model B3-I.6114, 
Poly Panther. Super Tiger. Poly Tiger tt 8N-1 in response to 
7B1121 request 

MACDONALD, C E Transportation Branch 78/12/21 Bpp 


790126007B DOCKET 71-6400 Super Tiger 

Requests amend of Certificate of Compliance 6400 Revlilon 4 
re amount 6 form of Po sblppable Discusses shipment q# usatc 
residues b various primary types of primary containers 
Forwards *130 amend fee 

MICHELiC J Nuclear Fuel Services, Inc Isubs of OettB Oil Co k 
78/12/22 2pp 


7901240283 DOCKET 71-6400 Super Tiger 

Requests payment of fee to amend Certificate of Compliance 
6400. Revision 4, to modify conditions Imposed by 10CFR7I 43 
CABELL. A 8 License Fee Management Branch 79/01/18 Ip 

7901020320 DOCKET 71-6574 HN-200 

Requests registration at user of following shipping 
container Models HN-100 Borias 1 f. 2. HN~BOO. HN-300. HN-600 fa 
HN-400 

WQOD.E C Maine Yankee Atomic Power Co 78/12/07 Ip 

7901120237 DOCKET 71-6574 HN-200 

Notification of registration as user of container Model* HN- 
200. HN-100 Series 2. HN-600. HN-100 Series 1 ■ HN-IOOB. HN-SOO fa 
HN-400 

MACDONALD. 0 E Transportation Branch 79/01/08 IP 


7901290314 DOCKET 71-6374 HN-200 

Raquosti registration as user of Mittman Nuclear fa 
Development Corp Cask Model HN-200 

BAYNC. J P. Power Authority 8tat« of New York 79/01/10 Ip 


7901020103 DDCKTT 71-6058 D3-J 
Notification of registration as user of Models □3-1.6144. 
Poly Panther, Super Tiger, Poly Tiger fa SN-1 in response te 
781 121 request 

MACDONALD. C E Trar.sp ortat i on Dranch 7B/12/21 Bpp 


7901020103 DOCKET 71-6144 6144 

Notification of registration as user of Models B3-l,6144, 
Poly Panther. Super Tiger, Poly Tiger fa SN-1 in response to 
781181 request 

MACDONALD. C E Ti anSp or tot i on Branch 78/12/21 2pp 


7901020103 DOCKFT 71-6272 Poly Panther 
Notification of roglslralien as user of Models 03-1.6144, 
Poly Panther. Super Tiger. Poly Tiger fa SN-1 In response to 
781131 

MACDONALD. C E Transportation Branch 78/12/21 2pp 


7901040218 DOCKET 71-6275 LL— 28— 4. Ctiem-Nucl oar Systems 
Notification of registration as user of Model DC-4B-220. 
LL-29-4. PB-l, LL-50-100. AL-33-90, CNS1-14-195-H. fa Vandenhurgh 
in response to 781208 request 

MACDONALD. C E Transportation Branch 78/12/28 Ip 


7901050114 DOCKET 71-6275 LL— 2B— 4. Chem-Nuclear Systems 
Notification of legistration as user of Model 00-48-220. 
LL-28-4. fa AL-33-90 in response to 7B1204 request 
MACDONALD, C E Transportation Branch 78/12/27 Ip 


7901040210 DOCKET 71-6601 LL— 30— 100. Chem— Nuclear Systtfll* 
Notification of registration os user of Model BC-48~390, 
LL-2a-4, PB-l, LL-50-100, AL-33-90, CN9I-14-I93-H. fa Vondenburgh 
in response to 781208 request 

MACDONALD, C E Transportation Dranch 78/12/26 Ip 

7901020240 DOCKET 71-6642 4 5 Ton Cf, Energy 

Notification of registration as user of Modal 4 3 ton Cf 
package 

MACDONALD, C E Transportation Branch 78/12/13 Ip 


7901110073 DOCKET 71-6642 4 5 Ton Cf. Energy 

55'**’?***,''*®***''"*^*°" user of Savannah River Lab* 4 5 tan 
Cr vnlppinQ %o ship ftoiiTC# Unlvorsi^u of 

Arkansas ' 

NAISKlTHiD P North Dakota. Univ of 78/12/18 Ip 


7901080248 DOCKET 71-6642 4 5 Ton Cf. Energy 

2 «'***I!!**.’'*® ***''****"’ user of Savannah River Labs 4 8 ton 
source from Orand Forks, ND. 

Netional Bureau of Btandards. 


7901120236 DOCKET 71-6642 4 5 Ton Cf, Energy 

caik^*^"**”" registration as user of 4.5 ton Cf shipping 

MACDONALD, C E Transportation Branch 79/01/08 Ip. 

7901120239 DOCKET 71-6642 4 5 Ton Cf, Energy 

cask*'*'***'"’ ’'®»i»tTation as user of 4 3 ton Cf shipping 
MACDONALD, C E Transportation Branch 79/01/03, Ip, 



DOCKETED ITEMS 


7?0U7027B DOCKET 71-6697 8500 pkg 

fllspand* to 701127 Itr re QE Model 0500 package GE 781114 
egpllcatlon to DOT differs from Certificate of Compliance 
6697 OE should applg for amend to NHC certificate h include 
coniDlidated Sfin 

MACDONALD) C E Transportation Branch 79/01/04 ip 


7901050240 DOCKET 71-6690 NFS-4i Nuclear Fuel Services 
Notifies of intended use of (iodel NFS-4 

DAWSON p D M General Electric Co pNuclear Energy Products Div 
76712/10 Ip 


7901020320 DOCKET 71-9079 HN-lOO Senes 2 

Requests r eg i st rat i on as user of folluumg shipping 
container Models HN-lOO Series 1 $< 2i HN-200.HN-300i HN-600 & 
HN-400 

WOODj E C Maine Vankee Atomic Power Co 78/12/07 Ip 


7901120257 DOCKET 71-9079 HN-lOO Series 2 

Notification of legistration as user of container Models HN- 
200.HN-100 Series 2, HN-600, HN-100 Series 1 , HN- I OOS. HN-300 !< 
HN-400 

MAC DONALD 1 C E Transportation Branch 79/01/09 IP 


79011202 53 DOCKET 71-6690 NFS-4, Nuclear Fuel Services 
Hotlf Icetlon of registration as user of container Model 
NFB-4 

MACDONALD. C E Transportation Blanch 79/01/00 Ip 

7901240074 DOCKET 71-6690 NFS-4> Nuclear Fuel Services 

Informs vendor that Certificate of Compliance 6690 for Modal 
NFS-4 shipping container will espire 791120 Due to sue of 
appHcatien N amends, requests consolidated appl ica t ion, u/ 
drawings Incorporating all previous submittals 
MACDONALD, C E Transportation Branch 79/01/15 Ip 


79D1DS0244 DOCKET 71-6722 DB-33-1B0 

In response to NRC 7B1026 Itr, advises that aridl info re mod 
of lid holts for Model IJB-33-100 shipping package will be 
forwarded on or before 790215 

FOX.W B Tennessee Valley Authority 7B/12/19 Ip 


79fri02D103 DOCKET 71-6744 Poly Tiger 
Notification of registration as user of Model B3-l>6114> 
Foly Panther, Buper TigcrtPoly Tiger b SN-1 in response to 
701)21 request 

MAC5DNALD, C E Transportation Branch 7B/12/21 Spp 


7901020103 DOCKET 71-6771 8N-1 

Notification of registration as user o-f Models B3-li6144. 
Polg Panther, Super Tiger, Poly Tiger b 8N-1 in response to 
701121 request 

MACDONALD. C E Transportation Branch 70/12/21 2pp 


7901300009 DOCKET 71-9001 IF-300 

Notification that Certificate of Compliance 9001 for Model 
1F-3O0 shipping container will expire 791231 For renewal, 
eensoUdated application should be subml ttbd. ui/drauiings 
Incorporating all previous submittals 

MACDOMALD.C E Transportation Branch 79/01/24 Ip 


7901170094 DOCKET 71-9006 500 SU 

Requests author! latlon as shipper of IR-192 source changer 
traniFvr tube assembly, model 500 Bu Requests same terms h 
conditions as issued Automation Indus tri es, Inc as listed in 
Certificate of Compliance 9006 

KEENEY.W P Argonno National Laboratory 79/01/02 Ip 


7901120260 DOCKET 71-9030 Sentinal-0, 3, b MH-OOOO, Teledyno 
Notification of registration as user of the fotlouilng 
pBckagts Sentinel Models -26F,-25E,-2SD,-25C3<-25C,-29A,- 
-25B,Bentinal-3,8BntlnBl-B b MW-3000 

MACDONALD, C E Transportation Branch 79/01/00 ip 


7901300195 DOCKET 71-9033 660 b 660E, Technical Operations 
Appllss for amend to NRC Certificate of Compliance 9033 
Requests change in mai total weight to 40 lb b to includa 
Titanium B tube in package description Foruiards drawing 
D66001-2a Revision C b *150 chock 

MDNnO. J. J Tech/Ops (Technical Operations, Inc 1 78/12/15 Ip 


7901220120 DOCKET 71-9033 660 b 66QE. Technical Dperotlons 
Requests registration as user of Tech/Dps Model 660 gamma 
ray projector shipping container 
HERTZLER.R R. United Airlines 79/01/00 Ip 


7901000306 DOCKET 71-9079 HN-lOO Series 2 

Fonuards drawlngsu CCIOl-4-91 19 Ravi son D. 0-30-010 Revision 
A, 2-20-020 BbvIsIdti A, 0-30-030 Revision A b 0-20-1000 
Revision Aiu/gasket cnatl requirement b addition of 
continuous spacer far secondary lid seal for cask HM-100 
TRIOILID.O Hittman Carp 78/13/30 7pp 


7901030320 POCKET 71-9000 HN-60O 

Requests registration as user af following shipping 
cnntatner Models HN-lOO Series 1 b 2, HN-200. HN-3Q0, HN-600 b 
HN-400 

WOOD. E C Maine Yankee Atomic Pouer Co 7B/13/07 Ip 


7901120257 DOCKET 71-9000 HN-60O 

Notification of registration as user of container Models hN- 
200. HN-IOD Series 2. HH-600, HN- lOO Series I, HN- 1 OOS, HN-30Q b 
HN-400 

MACDONALD, C E Transportation Dranch 79/01/00 IP 


7901020320 DOCKET 71-90B6 MN-lOO Series 1 

Requests registration as user of falLuulng shipping 
container Models HN-lOO Series 1 b 2. HN-20O. HN-30O, HN-600 b 
KN-400 

WOOD, E C Maine Yankee Atomic Power Co 7B/12/07 Ip 


79011202S7 DOCKET 71-9006 HN-IQO Series I 

Notification of registration as user of container Models HM- 
200, HN-lOO Sertes 2, HN-60D, HN-lOO Series I , HN-IOO'S. MN-300 b 
HN-400 

MABCDDNALD.C E Transportation Branch 79/01/08 IP 


7901020320 DOCKET 71-9089 HN-lOO S 

Notification of registration as user of container Models HN- 
300, HH-lOO Berles 2, BN-6O0 , HN-1 00 Series 1 , HN- IQOB, HN-300 b 
HN-400 

WOOD' E C Maine Yankee Atomic Power Co 7B/13/07 Ip 


7901120257 DOCKET 71-9089 HN-lOO S 

Nat if 1 cat Ion af roglstratton os user of contalnoi Models HN- 
200, HN-lOO Series 2, HM-AOO, HN-lOO Series 1 . HN-1003, Hf(-300 & 
HN-4D0 

MASCD'QMALD. C E Transportation Branch 79/01/08 IP 


7901240355 DOCKET 71-9090 4B0M 

Ftirwards drawing E— M-I4B64-A Revision D re Cylinder Type 
4BH, equipment spec JSP~553, b CC Hayes 781201 b 1213 Itrs to 
Modern Melding Co ro purchase order 770-33277V M/oversim 
drawings 

STITT, DH Union Carbide Corp 79/01/12 15pp 


7901230020 DOCKET 71-9090 4B0M 

Requests addl info re 790105 request far amend to 
application Present evaluation foi packaging for nonductile 
fracture failure is incomplete 

tIACBDNALD, C E Transportation Dranch 79/01/13 IP 


7901020320 DOCKET 71-9092 HN-300 

Wotlfleatjan of registration as user of container Models HN- 
aoO, HN-lOO Series 2, HN-600, HN-iOt> Series 1 , HN- lOOS, HM-300 b 
HN-400 

WOOD, E C Maine Yankee Atomic Power Co 70/12/07 Ip 


7901040311 DOCKET 71-9039 715, Technical Operations 
Notification of registration as user of Model 715 In 
response to 701121 request 

MACDONALD, C E Transportation Dranch 70/12/27. Ip 


7901120257 DOCKET 71-9092 HN-300 

Notification of reslstration as user of container Models HN- 
SOO, HN-lOO Berles 2 , HN-600. HN-lOO Series I, HN-lOO B, HN-300 b 
HN-400 

MASCDONALD. C E Transportation Branch 79/01/00 IP 


7901110047 DOCKET 71-9044 OE-1600 

Informs NRC that Northern States Pouier will soon begin 
shipping rad lose tlve ,matl using Model GE-16ao cask 
MAYER, L 0 Northern Bbatas Power Co 79/01/02 Ip 


79010S01I1 DOCKET 71-9044 GE-1600 
Notification of registration as user of Model OE-1600 in 
response to 7B1S06 request 

KACDDNALDiC E Transportation Branch 78/12/27 Ip 


7901020320 DOCKET 71-9074 AP-lOO 
Requssti registration as user of following shipping 
container Models HN-lOO Series l b 8, HN- 200 , HN-300, HM-600 b 
HH-400. 

I400D) E C Maine Yankee Atomic Power Co. 70/12/07 Ip 


7901020320 DOCKET 71-9093 HN-400 

Requests registration as user of following shipping 
container Models HH-100 Berles 1 b 3, HN-200, HN-300, HN-600 b 
HN-400 

HODDiE C Maine Yankee Atomic Power Co 70/12/07 Ip 


7901130257 DOCKET 71-9093 HN-4D0 

Notification of registration os user of container Models HN- 
200, HN-lOO Series 2, HN-600, HN-lOO Series 1 , HN- 1 OOB , HN-300 b 
HN-400 

MASCDONALDi C E Transportation Branch 79/01/08 IP 



docketed items 


7901040210 DOCKET 71-9094 CNSI -1 4-1 95-H. Chem-Nuc I ear Bgitem* 
Notification of registration as user of Model DC-4B-220< 
LL-2a-4i PB-l<i.L-50-100. AL-33-90. CHai-14-195-H. «< Vandenb urjh 
In response to 781200 reguest 

MACDONALD. C E Transportation Branch 78/12/30 Ip 


7901040333 DOCKET 71 -909b CNSI -21-300/ Ch em-Nocl ear Sgsteras 
Repts Instances on 781 lOB t 70111b of reduced effectiveness 
of Tgpe "A" shipping casks Leakage into environment did not 
occur despite defective cover Sc bolt asssmtlips 
COUNSIL/W 0 Northeast Otilvties 70/12/18 3pp 


7901040210 DOCKET 71-9100 AL-33-90/ Ateor 

Notification of registration as user of Model BC-4B-220/ 
LI--2B-4. PB-1. LL-50-I00. AL--33-90i CNSI- 14-193-H. t< Vandenburgh 
in response to 781300 request 

HACDONALD,C E Transportation Branch 78/12/20. Ip 


7901040333 DOCKET 71-9100 AL-33-90, Atcor 

Repts instances on 701100 tc 70111b of reduced effectiveness 
of Tgpe "A” shipping casks Leakage into en vi runmeni did not 
occur despite defective cover b bolt assemblies 
COUNSIL.W O Northeast Utilities 79/13/10 3pp, 


7901080114 DOCKET 71-9100 AL-33-90, At tor 

Notification of registration as user of Model BC-4fi~220, 

LL-2B-4p k AL-33-90 in response to 781204 request 

MAC DONALD I C E Transportation Branch 7Byi2/27 Ip 


7901310078 DOCKET 71-9108 AL-33-90, Atcor 

NDtlficatlon of registration as user of Models PB-l/Atcor 
Vandenburgh. CBNI-BC-4B-220,CSM1-LL -20-4 b CBN l-AL-33-90 
UHRtO.R E Florida Pouer & Light Co 79/01/19 ip 


7901050174 DOCKET 71-9111 CNb“80Ai C hecn-Nuc I ear Qgstems 
Notification of registration as user of Model DC-4B-220' t« 
CNb-BOA in response to 701 120 request 

MACDONALD, C E Transportation Branch 78/12/27 Ip 


790131001b DOCKET 71-9111 CNb-BOA. Chem-Nuc 1 ear Bgstams 
Requests registration as user of Chem-Nuclear 8gs Inc 
CNb-eOA radioactive mails shipping cask 
□PEKA. J F Northeast Utilities 79/01/10 Ip 


79012402bl DOCKET 71-912b Oamma Industries 

Foriaardi Certificate of Compliance 9126, Revl s ion 0. for 
Models 2D, 30A, SO b 50A shipping package 

MACDONALD, C E Transportation Branch 79/01/17 Ip 


7901240264 DOCKET 7l-9l2b Oamma Industries 

Certificate of Compliance for Models 20, 20Ai SO b SOA 
shipping packages Transportation Branch safetg evaluation 
end 

MACDONALD, C E Tranoportati on Branch 79/01/17 bpp 


7901230124 DOCKET 71-9127 Oamma Industries 

Forwards Certificate of Compliance 9127, Revi sion 0 fpr 
Models lOD.lOOA, 200 b 200A shipping packages 
MACDONALD, C E Transportation Branch 79/01/17 Ip 


790123012B DOCKET 71-9127 Gamma Industries 

Certificate of Compliance for Models IDO, lODA, 800 b SODA 
shipping packages Transpnr tot ion Branch Safetg Evaluation 
end 

MACDONALD. C E Transportation Branch 79/01/17 bpp 


79012S0092 ODCKF,T 71-9120 Oamma Industries 

Forwirds Certificate of Compliance 9120 fur Model C-B 
shipping package b NRC safetg evaluation ropt Oamma 
Industries now registered as user of this package 
MACDONALD, C E Tronsp orte 1 1 on Branch 79/01/17 Ip 


790128009B DOCKET 71-9128 Oamma Industries 

Certificate of Compliance apprhvlng Model C-B for shipment 
of rsdiaactive mabl. Descr ibes phgslcal properties b desigri 
basis of containers Stipulates content t, packaging 
requirements 

MACDONALD, C E Transportation Branch 79/01/17 Bpp 


7901280103 DOCKET 71-9120 Oamma Industriee 

Bafetg evaluation re application For approval of shipping 
package models used In shipment of radiographic sourcse 
containing Go-bO in special form Packaging b contents are 
acceptable w/speclfled conditions 

MACDONALD. C E Transportation Branch 79/01/17, 4pp 


7901100060 docket 71-9129 UNI LA-BO 

Rasponds to 781207 Itr Info requested re Spent Resin 
Shipping Package ONI L4-S0 will be provided bg 790207 
COUNBIL.N 0 Northeast Utiiltlel 79/01/04 Ip 


7901240333 DOCKET 71-9130 NP-50~XXL, Nuclear Packaging 
Responds to 701117 request for Info re Model NP-SO-XXL 
packaging Forwards Revision 1 amend to application 
HANSEN, L J Nuclear Packaging Inc 79/01/16 44pp 


7901120202 DOCKET 71-9140 NAC-3K 

Forwards application for licensing NAC-3K package b cheek 
for «900i0 

BCHUTTiP F Nuclear Assurance Corp 70/12/08 2pp 


7901120203 DOCKET 71-9140 NAC-3K 

"NAC-3K 8pent Fuel Shipping Cask BAR" in support of llcsnit 
application 17 ovorelie drawings encl 
* Nuclear Assurance Corp 70/tS/OB 4B7pp 


7901020317 DOCKET 71-9140 NAC-3K 

Requests deletion of "Notice" page from "NAC-3K Bpsnt Fuel 
Shipping Cask SAR. " Revision 1 <NAC 1 19-4-Al 1, dtd Aug 1978 
BCHUTT, P F Nuclear Assurance Corp 70/12/13 Ip 


7901150146 DOCKET 71-9140 NAC-3K 

Foruiards list of documents which require deletion of 
"Proprletarg Info" notices Documents were submitted as part 
of 761200 application for license 

BEBT.R E Nuclear Assurance Corp 79/01/02 2pp 


7901050009 DOCKET 71-9306 M3876B4-2, Energy 

Responds to 771230 Itr requesting review of Model M8276B4-2 
package b informs that info Identified in encl Is needed 
for completion of review 

MACDONALD, C E Trensportatlon Branch 76/18/18 3pp 


7901020307 DOCKET 71-9705 SZW/9ZWa, Energy 

Forwarde Certificate of Compliance for shipment of core 61U- 
3F Ir the S2N/S2HA spent core cartridge shipping container. 
Stipulates that shipment will not be made until 175 deys 
after ehutdawn 

SRQDSKY.R 8 Energy, Dept of, 70/12/01 Spp. 


7901040099 DOCKET 71-9705 8ZM/BZWa, Energy 

Request addl info re nonductlle fracturs, core cartridge 
hold-down studs b drops to complete review of 760414 
application for appioval of model 82VI/02klA spent cartridge 
package 

MACDONALD, C E Transportation Branch 76/12/21, 3pp, 



NONDOCKETED ITEMS 


7811 tool tB NSPD-a4011-A 

'CE licmting topical r«pt "Oensric R»laad Fual App llcatlonv." 
priiantlnp gtintric into r* reload fuel design Ic analyses of 
oe BUR operating plants 

8 HERUOQD 1 C! 0 Oeneral Electric Co (Nuclear Energy Products Dlv 
78/09^30 *34pp 


7812080014 Forwards list of NRC licensing categories Total list of all 
Ucensets uai sent to EPA 781114 H/enel 

BATTIBTiL Environ Protect Standards Branch 7B/I1/SQ 9pp 


7812060394 Requests info on underground record storage facilitg within 
00 days In order to determine whether or not to 
‘grandfather" tha ctorage at Uaetinghouea facility 
HAUSBiW. P Quality Aseuranca Branch 78/1 1/2B ip 


7StSZ9033S RaiiutstB responses re fire protection In operating plants 
BNYDER.B Office of Policy Evaluations 73/12/18 4pp 


7*?01oao00l Executive Branch poaltlon re f?CA Corp application to export 
140 mCl of Po-SlO to Poland Llcenee should be granted 
N0S&N20(L V atatei Oopt. of 78/1S/19 Spp 


79O103CC03 Responds to 7B18Q4 Itr requesting documents on Insp at subj 
facilities Si documents are available in TX LP9R 
FELTON(J M Division of Rules and Records 73/ IB/ 21. 2pp 


7901020006 Requests documents of insp of facility consti including 
correspondence on alleged records falsification 
JOHMSONcC Texas Public Interest Research Oroup 73/12/04 Ip 


7818110069 Nstifieatlon of 781S06 meeting u/Oas Cooled Reactor 
Atsoelatian re HTOR program It topics U/sncl agsnda 
UILLI AH3t P. H. Advanced Reactors Branch. 78/lS/Ol 3pp 


7012110209 Forwards Federal Register notice of InterSoii policy statement 
far genarsc ru lama ting 

BPANOUERiM B Analysis Branch 70/11/30 ip. 


7BI8110207 Notice of interim policy statement for generic rulemaking 
Propoaes this statsment as a means of receiving public b 
Industrlel comments on interim policy 6 plans for axpandlng 
rulaaiaking to improve licensing process 

CHILKiB J. Offlcs of the Secretary of the Commission 73/11/30 
24pp 


7901020004 Forwards Federal Ragister advanced notice of proposed 
rulemaking to amend parts of 10CFR90 re analytii it 
•valuation of emergency core cooling requirements for LHRs 
MlNaOUEiB g Office ef Standards Development 7S/ta/13 Spp 


7901020018 Advanced notice of proposed rulemehing re ECCB eceeptance 
criteria for LHRs 

CHILKiB J Office of the Secretary of the Commteslon 70/18/18 
I4pp, 


7901020007 Executive Branch position re Unitronet Corp application to 
export 800 mCl tritium to Poland License should be granted 
MOSEMlOiL V BUtSi Dept of 70 / 12/19 8 pp 


7612110893 Feruerdc final draft NRC/BPA marao of understanding rt 
tpld Brno logical rasaareh on health iffacti of low-level 
tdnlilng radiation Requests meeting. U/encl 

HIbWOUEiR. B Office of Standards Davelopment 78/11/88 4pp 


7901080008 NURE0-79/0a7 19 7 9 

SRP. Revision 1 to Section 19.7 Si "Spent Fuel Cask Drop 
Accldenta. ■' 

DENTONrM R Office of Nuclear Reactor Regulation 78/18/8B 3ap 
Available at NTI 8 


7B18I 90S 19 Lists countries for which export license apRl Icationt heve 
net been processed by Dept of State Stresses that matls ara 
nseded urgently. 

SHEAiJ. R, Office of International Programs 7B/18/18. 8 pp. 


7901080911 NUREO-7 9/037 S 1 8 

eRF( Revision I to Bactlon 2 1 8 ( "Exclusion Area Authority 
t( Control " 

DENTDN(H.R Office of Nuclear Reactor Regulation 70/12/80 3pp 
Available at NTlS 


7018200309 Requests detellid end-use info on 4,83 kg of enriched 
urenlun before decision can be made on 700711 application 
to export ursnlum to Ontario Hydro in Canada for use In 
Erucu Sansratlng Statlone 

OFLINOER# 9 0 Aeelitant Director for Export/lraport 6 International 
Safeguard s 78/18/14 Ip. 


781SS7<>344 Transcript of 7 B 1 S 1 B discussion of reactor licensa schedule 
In Washington. U/enci 761814 Info Rept by HR Dinton ro Dec 
I97S projection for reactor licensing schedule 

UENDRIE. J. H. . BRADFORD. P A. ( AHEARNE. 9 F Commloelon 78/18/16 
47pp 


7018270483 Forwards draft rapt re fuel damage technical aeelttance task 
at INEL.Raiults in rapt include best-aetiniate anelyees of 
postulated transients U accidents Meeting re INEL fuel 
daeaga work will be held 790118 Rept not and. 

TOR.AR 1 M Cara Performance Branch 7B/18/19. ip 


7B183704S9 Forwarde draft rept re fuel damage technical assistance task 
at INEL. Results In rept Include best-estimate analyses of 
postulated transient t> accidents Meeting re INEL fuel damage 
Horb will be held 790118 Rapb not and 
TOKARiN Core Performance Branch 76/18/19 ip 


7018270483 Forwards draft rept re fuel damage technical asslstence task 
at TNEL Results in rapt include best-eatimete anelyeee of 
postulated transients h acddsnti. Meeting re INEL fuel 
damage werk will be held 790118. Rept not end. 

TOHARih. Core Performance Branch. 70/18/19. Ip 


7901020013 Forwards eECy-7B-607 dtd 731188 re extension of indemnity 
coverage for Oconee spent fuel at HcOutra facility 
HQEFLINOtR K Office of the Executive Legal Dlractor 76/18/06 
ip 


7901080019 NyREO-78/0a7 8 1. 3 

3RP<R»vlslon 1 to Section 2.1 3. "Population Distribution '* 

DENTON. H R Office of Nuclear Raactar Regulation 7B/18/2B Spp 
Available at NTIS 


7901080019 NURE0~79/0a7 19 6 3 

SRF. Revision t to Section 19 6 . 3. "Radiological Consequences 
of Steam Oenarator Tuba Failure, " 

DENTON. H.R Office of Nuclear ReaetOT Regulation 70/18/83 App 
Available at NTlS 


7901080021 Application for license to export nudeop reactor equipment 
h components to Japan 

MAKAliT. Marubeni America Corp (subs of Marubeni Corp.) 

70/18/81 Spp 


7901020087 Responds to 761218 FDIA request for NRC comments submit tact 
to CEO pertaining to "Draft Regulations to Implement the 
Natl Environ Policy Act " . „ 

FELTON. J M. Oivlslqh of Rulos and Records 7B/12/S1 Spp 


7901080030 FOIA request for any NRC comments submitted to the CEO 
pertaining to "Draft Regulations to Implement the Natl 
Environ Policy Act. “ 


AKiriC&tinii. r M 


tJm..<.lsaeskdhiiaa V 1 Aje •fe'vs i r CnitHk. 






7018270489 Forwarde draft rept re fuel damage technical aaelstanca task 
at TNEL Results in rept Include bast-estimate analyses of 
postulated tranelsnte R accidents Meeting re INEL Fuel 
damage work will be held 790118 Rapt not end 
TOKARiM, Core Performance Branch 70/18/19. Ip 


7901080089 Executive Branch position ro Dresssr Atlas Export Sales 
application to export 13.9 Ci Am-241 to Romania Llcanss 
ahould ba granted. 

NOBENZO, L V. State. Dept of 7B/18/19 Spp 


1818830892 Poruerds discussion of ''Devslopment of Prssont Packaging 
Btandardo* pressnttd to ths ACR 8 In 1979, 

barker. R F, Tronsportation li Product Standard* Branch 70/18/18 
iopp. 


7018890839 Rsquast* response* re environ qualification of e lac trie 
equlpoient 

6MTOER.0. Office of Policy Evaluation* 73/18/12. Spp 


7901080039 Comments ft suggestion* made at ACRS 700987 subeammlttee 
meeting on draft 1 of Reg Quids “Radiation Bafaty Training 
at Nuclear Power Plants" re bloateay. training, test record 
eontont ft scope of test will be covered In draft 8 . 

BELL. J. M Qceup Health 6 td*. Branch. 78/18/13. Ip. 


7901020037 Notification that Btate Dapt ha* not got reealved gsnorlc 
assurance from Belgium re retransfer*. This has delayad 
NRC action on application for export licensa. 

EHEA.J.R Office of Intarnatlanal Program*. 78/18/81. ip. 
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79010200S1 Informs that DP I ruin >iA Llebtrman ulll dsllvir Oral 
presentation on behalf of Baltimore Oai J< Elee Co on 700119 
in NflC Conference Room in Mashingtoni B C 

IRWIN, D P Hunton b Williams 28263 000004 70/12/81 Ip 


7901020056 NUftEO-75/087 2 Z 3 

SRPi Revlsl on 1 to Section 2 2 3, "Evaluation of Potential 
Accidents “ 

a Office of Nuclear Reactor Regulation 70/18/29 4pp Available 
at NTIB 


7901020058 Application for fol lowing licensing actions import from H 
Oermang 36,443 1 kg uranium & ecport special nuclear matl 
to consignees in Sweden b W Oermanv 

NECHDDOM, W 5 Eicon Nuclear Co , Inc (subs of Elion Carp > 
70/12/04 8pp 


7901020061 NURE0-73/0B7 612 

SRPiRevtslon 1 to Section 612, "Organic Metis " 

e Office of Nuclear Reactor Regulation 70/12/29 4pp Available 
at NTIB 


7901080063 NURE0-75/0a7 6 4 

SRPiRevlsion 1 to Section & 4, "Habitability Systems " 

» Office of Nuclear Reactor Regulation 70/18/29 21pp Available 
at NTia 


7901020069 Forwards Insp Rept 99900509/7B'05 on 781017-20 %> Notice of 
Deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

78/11/06 2pp 


7901020067 Notice of Deviation from insp on 7B1017>ZO 

POTAPDVB,U Region 4, Dallas, Vendor Inspection Branch 

78/11/03 2pp 


7901020071 IE insp Rept 99900509/78-09 on 7S1017-2O None omp 1 lane t 
noted problem repts not indicated In all cases In log b 
technical justification not provided for repts 

COSTELLO, vl R > JOHNSON, J. M > HALE.C. J Region 4, Dalles, Vendor 

Inspection Branch 78/11/03 lApp- 


7901020069 NUREO-7 5/007 1519 

BRPtRevislon 1 to Section 19 1 9, "Radiological Conseiiuences 
of Main Bteam Lina Failures Outside Containment IPWRl " 
e Office of Nuclear Reactor Regulation 70/12/29 6pp Available 
at NTIS. 


7901020073 Eiecutivf Branch position re Transnuclear Inc application to 
eiport 411 22 kg V-839 to Bwltierland License should be 
granted W/encl Itri of assurance. 

NOSENZO.L V State, ^Dept of 7B/I2/19 16pp 


7901020077 "LWR Pressure Vessel Irradiation Surveillance Dosimetry 
Program " Monthly status rept for Nov 197Q Presents results 
of meaeursment in neutron fields for valldation/cal Ibr b 
procedures for dosimetry tc damage analyils for LUR programs 
PRESTON, C C, . MCELROY, W N Hanford Enginsarirg Devalopment 
Laboratory 7B640D0 78/18/06 9pp 


7901020002 Forwards copias of proprlatary Topical Rapt t3AU~lOO09Pi 
Revision S, "Reector Protection Sys " Revision changes 
Section 4) "Softwire" & adds App C,D,E Ic F 
TAYLOR, J H Babcock b Milcoe Co 70/12/19, 2pp 


7901020008 "SBC Projact Highlights," Monthly rapt of SSC Cods 
Development b Validation Program for Nov 1970. PPB-PC9 
luccessfully Interfaced into SSC-L code 

AORAWAL.A K , CERDONE, R 0. Drookhavin National Laboratory, FIN 
A-3018-B 78/11/30 7pp 


701020009 Notification of Contract Eiecution Mod 2 to "Rasponse 
Surfaca Parameter Lectures b Studies, " .MO Hunter 
PERLMAN, J Adnintstrativs Contracts Branch, NRC-04-7B-197. 

78/11/30 ip 


7901020094 Mod 2 to sitand period of performance from 7B11Q0 
to 791130 to "Riiponee Surface Parameter Lecture* b 
Studies " 

HAROETTfD J Administrative Contracts Branch NRC-04-7B-197, 
78/11/30 ip 


701020107 Forwards abstracts from Transactions at racent ANB masting 
in Washington Offers to aid NRC in formulating Reg Ouldee U/ 
end rept summerits re redlegrapher training, monitoring 
nucltar p lants# environ impacts of low-level weetse b othere 
O'HARA, J.C Ebaeco Berviceei Inc (Bubs, of Enserch Corp ). 
78/12/01, SBpp 


7901020134 Forward* copies of NED0-21BBS, "Mark I Containmant Pmgraa 
Load Definition Rept " Info in rept to be used by Mark I 
owners to perform plant unique structural evaluation LOCA 
steam condensation section to be completed by 790316 
eoaoN, L J Oeneral Electric Co , Nuclear Energy Product* Dlv 
78/12/2S tp 


7901020133 NED0-218BB 

"Mark I Contalnmant Program Load Dafinltion Rapt " Provides 
Info to define hydrodynamic loads produced on containment 
ay* of domestic hark I plant* during LOCAs, saf ety/ral ief 
valve discharges b relatid dynamic events 

s Oeneral Electric Co , Nuclear Energy Products Dlv. 7B/12/28 
370pp 


7901020199 Forwards IE Insp Rept 78-03 on 701113-16 No noncompliance 
noted 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

78/11/30 2pp 


7901020161 IE Insp Rept 76-02 on 701113-16 No noncoispl ianca nated.Njjar- 
area* Inspected. weld Ing document control, weld heat 
triatment, ipsc tal ueldtng insp b test of completed products 
b audits 

KELLY, W 0 , HUNTER, V H , UHITESELI., D. E Region 4. Dalles, 

Vendor Inspection Branch 78/11/38 llpp 


7901020166 Forwards suppl raload licanslng rapt* NED0-a4166 "Buppl 
Reload Licensing Gubmittal, Reload 1" b NeDa-34169. "LOCA 
analysii for Cycle 2 " Mill provide info re startup phyelc* 
tasting program b Tech Space changes later U/o NEIK)-&4160. 

UTLEY, E E Carolina Power b Light Co OD-78-4401. 79/12/89. 3pp. 


7901020170 N EDO-24 166 

"Suppl Reload Licensing Submittal, Reload 1" dascrlblng 
reload b prsvloui cycle eepoiurte 

FREEMDN,A M Carolina Power b Light Co 70/12/31, 31pp. 


7901020179 "Structure! Integrity of Hater Praseura Boundary 
Component* “■ Monthly rept for Nov 1970. Praeante status of 
research on fatigue crack growth, fracture toughness, 
radiation eensltivity b post Irradiation properties rocovary 
LDB3,F J Navy, Dipt of 6930-4BaM FJL. 70/11/30, 9pp. 


79010201SO Notification that State Dept has not yit rteeived ganertc 
assurance from England r* retransfers This has delayed NRC 
action on application to eiport deuterium. 

SHEA, J R, Office of International Progremi. 70/12/21. Ip. 


7901020101 Informs NRC of corporate organ! lational changi*. 
Qrganiiatlonal rasponsibl 1 itlei covered by home office 
b subildlarlei et job sites are described In Toplcsl Rept 
3IA b Nuclear QA Manual 

PICKPORD, AE C F Braun b Co 70/12/26 2pp, 


7901030191 License application for Bhattuck Cham Co, Inc to export 9.6 
lb urenium contained In 10 lb uranyl acetate to Hsklco, 

CUHMINOS.A H B, U Shattuck Chemical Co , Inc. (tubs, of Enpalhard 
HIntrale b Chemicals Corp. ). 70/12/20 Ip 


7901020193 License application for 0hattuck Chem Co, Inc to export t. 7 
lb uranium contained in 10 lb uranyl nitrate to Mexico. 

CUMMlNOSiA H 8. H. Shattuck Chemical Co., Ine.fsubt. of EngelJierd 
Minerals b Chemicals Corp ). 70/13/20. Ip. 


7901020196 Request* Eiieutlve Branch position on appllcattan by NL 
Industries for license to export 80,000 kg depleted uranium 
to Condition 2 countries for use a* aircraft counterweight*. 

U/o enc 1 

OPLiNSERiO, 0 As«l«tant Director for Export/Import b tnternatlonet 
Safeguard*. 76/18/21 Ip. 


7901020198 Foruerd* IE imp Rept 99900346/70-01 on 700918. No 
noneompllenc* noted. 

POTAPOVS, U, Region 4, Dellas, Vendor Inipectiqn Branch. 
76/10/09. 2pp 


7901020200 IE Imp Rept 99900346/70-01 on 700912, No noncempl Ianca 
noted. Major areas Inspected: review of QA program, mfg pTocaia 
control h training. 

KELLYiM.D. , SUTTON, J. H , MHITESELL, D. E. Region 4, Dallas, 
Vendor Inipectlen Branch. 70/10/03, llpp. 


7901020201 NUREO-79/007 18 4 9 

8RP, Revision 1 to Beetton 19 4.9, "Radiological ConeaquenciB 
of Control Rod Drop Aectd*nt(BUR>. " 

f Office of Nucloer Reactor Regulation. 78/12/31 App Available 
at NT18 


7901020202 Forward* tn*p Rept 99900000/ 70 -01 on 781016-30, No 
noncompltenc* noted 

POTAPOVS, U. Region 4, Della*, Vandor Impaction Branch. 
7B/n/03 2pp 
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7901020209 TE Intp Rept 999000B0/78-01 on 7Q101i-20 No nonCoAp 1 i-anee 
nottd Major area* inipactad tralnlngi hand J lng> storaga t< 

«hlpplng> liquid penatrant aiamination t< tot of complated 
pr oducta 

POTAPDVSjU 1 HUNNlCUTTiD M Region 4. Dal la*. Vendor Inapettlon 

Branch 7B/10/01 lOpp 


7901020204 NUREO-79/OB7 1 B 

SRP> Section 1 8. "Interface* for Standard Daaignc " 

e OfftcB of Nuclear Reactor Regulation 78/12/31 3PP Available 
at MTIS 


7901020299 Forward* IE ln»p Rept 99900018/78-02 on 7B1031-1101 No 
none ompl lance noted 

POTAPOVS. U Region 4. Dalla*. Vendor Inapection Branch 

7e/ll/lA 2pp 


790l0a02&3 IE Intp Rept 99900018/78-02 on 781031-1101 No nonconpl 1 ance 
noted Major area* inepected. 10CFR90 (teAsmgt AeetingeiAfp 
process control. uc 1 ding topic* (. previous insp itema. 

ILLERi R E Region 4. Dalla*. Vendor Inspection Branch. 

78/11 /If: 9pp 


790lOa020A Inform* that IE Bulletin 7B-14 was sent to listed licensees 
on 781219 for action t< info 

PAPPAB.M Region 3. Chicago. Office of tha Dlroctor 78/12/23 
3PP. 


7901020207 □SNL/NVREO/TM-289 

"Noveiebar 1978 Monthly Hlghl ight*. Of f Ice of Nuclear 
Regulatory Research PrograAs.Dlv of Reactor Safety Research 
at DRNL " 

M.YMATT.F 8 Oak Ridge National Laboratory FIN B-0119 78/12/03 

a6pp Available at NTIE 


79010B0208 License application for Taledyne Isotope* to eiport 
radioactive gas to Algeria to bt usad as tracers in 
saeondary recovary of natural gas ti gas condensate 
flCHNARTZ.D F Teledyne. Inc 79/01/01 ip 


7901020209 Forwards application for license to eipart radioactive gases 
to Algeria for use as tracers 
PASINA8KY.V F Teledyne. Inc 78/12/20. tp. 


7901020218 NUREO/CR-0306 

'Reactor Primary Coolant By* Pipe Rupture Study Method for 
Datectten of Sensltltatlon In Btainles* Steal " Rapt 43 
January-March 1978 Current studies will obtain esEential 
parforwance requirements measurements in situ 
CLARKE.U L Oeneral Electric Co .Nuclear Energy Product* Dlv 
NRC-04-7S-202 OEAP- 10207-43 78/09/30 BBpp. Available at NTI8 


7901020214 BNL-NVREO-90773 

'An Advanced Tharmohydraullc Simulation Code for Transients 
in LflFBRsIBSC-L Code) " Doscrlbes physical models for 
various processes encounterad in preaccldsnt It transient 
simulation of tharmohydraullc transients In LHFBR 
CATZOLl.E. 0 . OUPPY.J, 0 , KENNETT. R J. Brookhaven National 
Lahoratorg EY-7A-C-Oa-0016 78/02/28 329pp Available at MTIB 


7901020219 aECY-7a-fi61 

Info Raptifleactor Licensing Schedules — Dec 1978 Projections 
OENTON.H.R Office of Nuclear Reactor Regulation 78/12/14 B6pp 


7901020222 License for Nucleonic Data Bys Inc to export 31 aiCi Ain-341 
to Poland. 

DPLlNOERi 0 0, Assistant Director for Esport/lmport t< International 
Safeguard* 78/12/20 2pp 


7901020830 Licensa application for Transnuclaar to export 12713 kg 
uranium l< 413 kg U-239 to W Oermany, 

MATBON.V Transnuclaar. Inc. 78/12/19 3pp. 


7901020233 License application for OC to export U-308 in datactorc to 
Oarnany. 

• Oaneral Electric Co. BDW-781B2. 78/12/19 ip 


790102029b Forwards DES {NURECl-04941 h Federal Register notice of 
availability U/o rept 

8CARAN0.R A Fuel Process << Fab Branch 78/12/13 Ip 


790102021.2 Notice of evailablllty of DES (NURCO-0494) for facility 
SCARANO. R A Fuel Process & Fab Branch 78/12/07 2pp 


7901020283 Requests amend to License BUE-B2B0 extending expiration date 
from 790201 to 820201 

U1L6DN. 0 D General Electric Co .Nuclear Energy Product* Div 
78/12/14 Ip 


7901020291 States formal position that NRC Is "party" to Stanislaus 
Project Unit 1 proceedings fur all purposes 

ODLdSEROj J R Office of the Executive Legal Director 76/12/0/. 
Ip. 


790 1 020298 NUREO /CR-02 52 

"Ouarterly Technical Progress Rept on Water Reactor Safety 
Programs Bponsored by the NRC Dlv of Reactor Safety Research 
April-June 1978 " 

YBARRONDO. L J , WILLS. E L Idaho National Engineering Co 
EV-7i-C-07-1570 TflEE-1219 78/07/31 104pp Available at NTI3 


7901020305 NUnE0/CR-029O 

"A Comparison of Shortest Path Algorithms Applied to Eparso 
Oraphs " Of three methods usad for finding shortest paths 
from one node to all other nodes In directed graphs. Ford '* 
method Is the fastest. 

HULME.Q L . WI8NIEUBKI.J A Bandla Laboratories FIN A-lObO 
aAND7a-14il. 78/08/31. 46pi> Available at NTI8 


7901020327 Forwards export license application for minor nuclear export 
subj to lOCFRllO 41(d) H/s end 

OPLINOER. 0. 0 Assistant Director for Expor t/Import & International 
Bafeguard* 70/12/21 Ip 


7901020342 SECY-79-67a 

Info rapt re Executive Branch response to OE 781214 license 
application to export low-enriched uranium to Taiwan. 
PoTUards DOB 781214 Itr to NRC (. related 781122 It 780811 
Itrs from the Republic of China 

BHEAiJ R Office of International Programs 78/12/20 Ip 


7901020347 Executive Drench position re OE application to export 4.500 
kg of U-233 to Taiwan License should be granted 
NDQENZO.L V Stata. Dept of 78/12/14. 14pp 


79010203S7 Forwards Monsanto 781212 Itr ro application for license to 
export small quantity of plutonium to Thailand raquests 
axpedited action W/o end 

□PLINGER.G 0 Assistant Director for Export/lmport b International 
Safeguards 78/12/21, Ip 


7901020236 License application for OE to export neutron detectors to 
Oormeny 

* eenaral Elactrlc Co 78/12/12. Ip 


7901020362 Requests Executive Branch position ra OE 7B1214 application 
to export components to India 

OPLINOER. 0 Q Assistant Director for Eiport/Impart b Intarnational 
eafeguards, 76/12/21 Ip 


7901020242 Dascribss off-gas treatment sys b requatts NRC Info ro 
license necessary to export sys to Mexico 

WHITE.R.A. Helix Technology Corp > Process Systems Dlv 78/12/13 

ip 


7901020230 Executive Branch position ro T){ Nuclear Dlv application bo 
aiport 30 nCl Pu-23e in saalad source to Bahrain. Recommend* 

Itcanae ft* granted 

MGBENZO.L.V Btatc. Dept, of 76/12/19 2pp. 


7901020253 Forwards for review b comment the DE6. NURE0-O494> b Federal 
Register notice w/tranemittal list,U/o end document*. 

SCARANO. R A FuclProc*** h Fab. Branch. 76/12/13 iOpp 


790'10203a3 Responds to 781121 constituent Itr forwarded to NRC ro 
proposed rulemaking on authority for accaa* to or control 
over SNM W/NRC concluding statament on proposed rulemaking 
DOBBICK. L. V Office of the Executive Director for Operations 
78/12/21. 51PP 


79G102D405 0RNL/HA6RD-16 

Monthly progress rept for Oct 1978. "Assessment of the 
Radiation Doses Resulting from Releases of Radon-222 It 
Radlum-236 from Uranium Mining fc Milling Activities " Task 1 
corrections comp leted. Ingestion dose estimstas being revised 
TRAVISrC C. . MCDOWELL-BQYER. WATSON. A P. Oak Rldga National 
Laboratory. FIN 8-0281 78/10/31 4pp. 


7901020254 Csrtlfies that application for llcsnsa to axport nuclear 
Mtl to U ftarmany will be subj to conditions of addl 
agrtement for cooparetion of 60072S, Contlgnass ara 
authorised by EUMTOH to racoive matl. 

BPAAK. F. European Communities. Commission of 78/12/07. Ip 


7901020410 Joint reply of the Northern CA Power Agency b Cities of 
Anahalm 6 Rlvarside.CA to prahearlng confirincs briefs of 
Pacific Gas b Elec Co b tha Dept of Waste Resources. Support 
bifurcated hearl ngs. Csrtl fleet* of Sve and, 

DAVIDSON. D I Pacific Cat (k Electric Co 78/12/26 9pp 
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7?0102045B N^REO/Cn-0466 

“Annotated Bibliography of Baf « tyRe lated Events at 
Preaiurlted-Hater Nuclear Plant* as Reported In 1977 " 

Contains 1790 abstracts describing incidents of const 
ds f It iene i * s experienced at facilities 

SCOTT. R L . CALLAMER.R D Dak Ridge National Laboratory FIN 
B-OlBi ORNU/WREO-ISO 79711/30 19pp Available at HTIB 


79(HO300&9 MURE0/CR-O3A9 

“CalDrlmetr Ic Fission Product Decay Heat Keasurementi for 
Pu-a39, U~B33 (i U-235 ” Baser ibei rneasurement of decay heat 
from production of thermal flsslori by faster espbnse 
cryogenic boll-off calorimeter 

VARNELL. J L . BENBTip. J Los Alamo'S Scientific Laboratory 
LA-749S~He 70/09/30 Blpp Available at NTIS 


7901030075 NUREO/CR-0304 

“Mixing of Radiolytic Hydrogen Generated Within a 
Containment Compartment Folloulng a LDCA " 

WlLLCUTTiO J . OIDOi R 0 Los Alamos Scientific Laboratory 
LA-7421-M8 70/09/01 96pp Available at NTI8 


7901030090 NUREO/CR-OtA9 

“LOFT ExparlmentsI Heasur aments Uncertainty Analyses. 

Vol VII) LOFT Self Pouered Nautron Detector Uncertainty 
AnslvslcVol VII Ii Travers Ing In-Core Probe Uncertainty 
Analysis " 

LABSAHNi 0 0 . QUINNup A Idaho ffetlonal Eng Inter Ing Cb 
EY-76-C-07-1970 TREE-IOB9 78/09/31 47pp Available at NTIS 


7901030171 License application for OE to export 16 source- b 
Intermediate-range monltori to India 

WILBON. B D Oineral Electric C-o . Not 1 ear Energy Products Div. 
78/13/14 Ip 


7901030179 Foruards topical rept KEDD-S1617-A. “Analog Transisi tter/Trip 
Unit Qys for Engineered Safeguard Sensor Trip Inputs '' 

QUIRK. vJ F General Electric Co .Nuclear Energy Products Div Cq 
101-7B 7&/12/20 Ip 


7901030179 NED0-2I6J7-A 

Topical Rept "Analog Transmi tter/Trtp Unit Byi for 
Englnaered Safeguard Sensor Trip Inputs " Describes proposed 
•iiulpment to use as inputs for reactor protection lysiECCS & 
t< nuclear steam supply shut off 

BTHONGt R W ■ YOUNOSORO. L H General Electric Co. .Nuclear Energy 
Products Div 79/12/31 iSBpp 


79O1D301B4 Responds to 791117 Itr reAUtstIng comments to update 1973 
memo of understanding Decision on document to be made by end 
of month 

GOBBICKrL.V Office of the Executive Olrector for Operations 
7B/12/22 ip 


79D1030I99 Requests comments on 1973 memo of understanding revised re 
transportation safety of radioactive matls 
PALMER. J D Transportation. Dapt of 79/11/17 14pp 


79D1030201 Respond* to 781108 Itr Daflnitlon of comnverclal grade Items 
Is Incorract per 10CFR21 3IA-l)slnc* ABME Section III 
contains unique design and/or spec requirements for const of 
componante 

MINOOUEjR B. Office of Standards Bevalopment. 79/12/SO. Spp 


79D1030209 NUREO/CR-OIAB 

“Investigation of HePA Flltars Subjected to Tornado Pressure 
Pulsea. Preliminary Teats Of Ineffective Filtration 770701- 
770930 “ Kept describes methods for evaluating behavior of 
artificially loaded HEPA filters under simulated tornados 
HDRAK. K.L . GREGORY. W. 9, i BHITH.P R Los Alatnos Sc 1 anti fit 
Laboratory UA-7362-PR 79/07/31 17pp, Available at NT 1 9 


7901030244 Notification that .Japan has authorlrad itantat Electric Pouar 
Co to raceiva nuclear mat) under license X8NM-1364. Transfar 
will obey all conditions of agraamant for cooparatlon. 

Including those for retransfer 
SUZUKI. K Japan 78/12/19 Ip 


7901040023 Notification of C-ontract Eaacution Mod 2 to subscriptions 
to NOCLEON1C8 WEEK. McOrau-Hl 11. Inc 

MEDROW. L A Admlnlstratl V* Contracts Branch., NRC -10-78-408, 
78/12/21 Ip 


7901040029 Mod 2. extending time of delivery V adding subscriptions sent 
by express malli to NliCLEONICB WEEK 

MATTIAiM J Administrative Contracts Branch, NRC-10-7B-40a 
7S/12/21. 3pp 


7901040029 Amend i to Exxon 1 leans* author iilng export of addl 988 1 kg 
to Sweden 

OPLINGERi B 0 Assistant Director for Export/Import L International 
Safeguards. 79/12/26 2pp 


7901040048 Forwards IE Insp Rapt 99900273/78-01 on 791003-06 (< Mottc* 
of Deviation 

POTAPOVS. U Region 4. Dallas. Vendor insptetion Branch 

7B/1J/16 2pp 


7901040081 Nottca of Davlation from insp on 7B10D3-06 

a Region 4. Dallas. Vendor Inspection Branch 78/11/16 2pg. 


7901040087 IE Ihip Rept 99900273/78-01 on 701003-06 Noncomp 1 lanct 
noted Indoctrination U training not provided for personnel, 
audits not conducted on .nonthly basis t. drawings used In 
final text lab wire not latest revision 

AOEE.J, R . MUNNICUTT.D M Region 4. Dalles. Vendor Inspection 

Branch 78/11/16 Bpp 


7901040090 Forwards Insp Rapt 99900023/70-01 Oh 701024-26. No 
Tioncompl lance noted 

POTAPOVS. U Region 4. Del las. Vendor Inspection Branch 

7B/1 1/16 2pp 


7901040061 IE tnsp Report 99900023/78-01 on 781024-26 No noncomplUnce 
noted Major aria insptctid action* on previous insp findings 
ra QA program 

RDBERD8, H U . HUNNICUTT.D M Region 4. Dallas. Vendor 

Inspection Branch 78/11/16 6pp 


7901040083 POLE response to Northern CA Power Agency (i Cities of 
Anaheim b Riveriidt motion for protaetlva order in raeponsa 
to POLE second set of intarrogetories. Alleges protectlva 
order would merely serve as temporiilng meaiure. 

WATT8.I1 J . ARMBTRDNOi W. H. I HOULIHAN. T J HeCutchsn. Doyle. Brown b 
Emerson. 78/11/21 6pp 


7901040093 Foruards request for addl info on Morthsast Util's topical 
rept on flA 

HAASSiVf.P Quality Assurance Branch 78/12/21. Spp. 


7901040109 Act NRC 7B1120 Itr r* definition of "party'' for purposes «f 
proceedings Requests Itr stating formal position that NRC it 
a party to proceedings for all purposes 
FALLIN.J F. Pacific Gas b Electric Co 70/11/30 Ip 


7901040112 Provldee addl document in response to FOIA 761120 riqvsst re 
const of power plants in nixt IS yiars in VA b W VA by 
Appalachian Power Co or American Electric Power Ltr omitted 
from original responsa. 

FELTON. J H Division of Rules and Records. 78/12/21 Ip 


7901040120 Forwards Imp Rept 99900093/78-01 on 781016-19. No 
non comp I lance noted 

POTAPDVB.U Region 4. Dallas. Vendor Inspection Branch 

79/10/31 2pp , 


7901040123 IE tnsp Rept 99900D93/7B-01 on 781016-19, No noncompl lance 
noted Major areas Insptctid' design verification, control of 
special proc esses. redlographlc examination b training. 

KELLEY. U.D . UHITEBELL. D, E Region 4. Dellasi Vondor Inepectlon 
Branch, 79/10/31. Bpp 


7901040177 TFBP-TB-303 

“Riaetlvlty-lnlt lated Accident Test Birles Test RIA i-2. " 

Quick look rept for the thirnal fuels behavior program 
Presents results of 2nd of S planned tests 

HARTINfiON. Z.R:. . SEMKEN.R 8 , BHITH. R. H. Idaho National Englneerlni 
Co F1N-A6041 78/12/31. 48pp. 


7901D4018S Notification of Contract Execution Mod 4 to "Environ 
Burvelllanca for Miasuring Concentrations of Radioactivity b 
Radiation Levels In Environistnt of Commtsslen-Llcensad 
Activities within State of AR. " State of AR. 

BAI8DEN. L. Rassarch Contracts Branch. NRC-09-76-379 78/11/13 

Ip. 


7901040195 Mod 4 providst funding for FV79 affort to "Environ 
Survat 1 1 anc* for Measuring Conesntrations of Radioactivity b 
Radiation Levels in the Environment of Commlsslon-Llcanitd 
Activities within Stats of AR " 

MORTON.K V. Rasearch Contracts Branch NflC-09-76-379 
79/12/27. ip, 


7901040194 NRC comnants on EPA proposed criteria for radioactive 
wastes. Cancludas that proposad criteria's lack of 
specificity will limit ustfulnasi ae guidanca to fadtral 
aganc las. 

DENTON. H.R Office of Nuclaar Raactor Ragulatlon. 79/12/29, 4pp 


7901040200 Notification of Contract Ekacutton Mod 5 to "Thearafeleal 
Studies of Approxlaations b Models of Intirest in Practical 
9afety Anaiysii of Advanced Reactore. " Unlv of IL. 

NAOEYiH. Research Contracts Branch. NRC-04-76-303 78/10/31, 


NONDOCKET6D ITEMS 


216 


7901040236 Had 1 allows no fund aitinslon of psriod of performanca to 
‘Ihaoratlcal Studios of Approiimatlons t< Hodel* of Inttrsst 
in Practical Saftty Analutas of Advanced Reactors 
MORTONjk V Research Contracts Branch NRC-0A-7A-303 

70/10701 Bpp 


T901040S22 Requests oddl Info needed to complete review of topical 
rapt* "Ersoti Nuclear Power Distribution Control for 
^ressurlted Hater Reactors-Phaie 2i " dtd Jan 197Q 
tPPOtITOi T. A Operating Reactors Branch 3 7B/12/S1 Spp 


7901040343 Forwards Insp Rept *77900351/78-01 from Insp on 7S1019 
Atvisas that Insp findings do not address quality of 
specific products 

PDTAPOVBiil Region 4i Dallasi Vendor Inspection Branch 

73/11/09. Zpp 


7901040251 IE Insp Rept 99900351/70-01 on 7B1019 No noncompliance 
notad.Hajor areas inspacted Implamentation of l0CFR50rApp Bj 
criteria as applied to matl control ti accountioB during mfg 
HWTER, V H . WHITE6ELL, D E Region 4. Dallas, Vendor Inspection 

Brench 7B/11/08 4pp 


7901040261 FoTUierdt FOIA requested NRC memo from B Hubermen to J Nye re 
'Coeasnts on RRM-IS Foltou-Up Test 5 Rept of Spent Fuel 
Sterege Test Force ” M/o end, 

FEl-TOH. J K Division of Rules and Records 78/12/29 Ip 


7901040267 Confirms that H Linker will make a presantetlon on behalf of 
the NRDC before NRC Comnlssloncrs on 790119 re amend of 
lOCPRSlj 1 icenslng of production 6 utiliiation facilities, 

LINKERiH Natural Rasources Defense Council, 78/12/21, Ip 


7901040263 Confirms 7B122 telecon request to tiilthdraw earlier 781201 
FOIA requeet re employee overespoeuree b nuclear plent 
incidents 

FELtOM. J. M Division of Rules and Record* 78/12/29 Ip 


7901040274 Responds further to FOIA 780020 request ft forwards 
Befeguards Bummary Event List iPre-NRC through 6/30/781 b 
B£Cy'-7B-42SAi "Response to Recommendation from DlA/DOCi" b 
"Inquiry Into Testimony of EDO, '• Vol 1 summary Feb 197B. 
FELTON, j H Division of Rules and Racorde 78/12/29. tp 


7901040283 Ofc of Eeecutiva Legal Director, on behalf of all parties, 
requests that A8LB issua aganda for continuation of pre- 
hearing conference as far in advance as possible 
COLDBERQiJ R Office of the Executive Legel Director 78/12/27 
2PP. 


7901040390 Notification of Contract Eiecution Mod 3 to "Treining 
Coneoliriation Study, " BDH Oorp 

ICIlRDHtL.A Administrative Contracts Branch. Nac-lO-?8-41‘V 

73/12/87, ip 


790104C296 Mod 3, eitending time of delivery for Tesks Il-V & Toak VI to 
"Training Consolidation Study, " 

MATTIA, M. J. Admlnlstrativa Contracts Branch NRC-10-7a-4i4 

78/12/27 2pp 


7901040303 Summary of meetings 701030-781103 re site visits, the BoVum 
propbsalt draft procedures for conducting archaanlogical b 
historical eurveycuses of mill telling poinde bg wildlife b 
dea areas near tailing ponds 

HaNOCR.B, Fuel ProcBse. b Fab Branch 78/18/19 2pp. 


7901040306 Corrects typographical error on page 38 in conclusion* b 
recomnendatl on* re environ effects of uranium fuel cycle of 
"Concluding Comments of NRDC" filed by Board on 781116. 

8LABEI1, Id L. Atomic Safety and Licensing Board Panel 70/12/19. 
3pp. 


7901040308 License for Amersham Corp to export 27 mCi Cf-252 oxide to 
Canada in vacuum malted etalnless steel arc eapeuli 
OPLINBERi e e. Assistant Director for Export/ Import b International 
Bafaguardi. 73/12/26 2pp 


7901040311 Notification of Contract Execution Mod 3 to "Detarnination 
of Corract Form for Correlation of the Tong F-Faetor," 8A 
Inst of Technology 

HENC2ER,N. B. Technical Aeeletanc# Contract* Branch 
NRC-03-7B-670 73/10/80 Ip 


7901D40313 Mod 3, extending period of parforieanc a through 791119 at no 
addi cost for "Determination of Correct Form for Correlation 
of the Tong F-Faetor. " 

DQll«HERTy,D J Division of Contracts NR C- 03 -70-670. 78/09/25 

ip. 


7901040323 Requests withdrawal of Radiochemical Center Ltd application 
to export tritium Tritium was to be sold In bulk to 
Brandhurst Co who now will receive tritium directly from 
V8 DDE 

HARMON, D H Ed low Int ernat 1 onal Co 78/12/19. I p 


7901040355 Requeste list b copies of ail documents prepared by DDE or 
others re spent fuel policy announced on 771018 
RDISMAN, A 2 Natural Resources Defense Council 77/11/17, Ip 


7901040327 Requests amend to export license XCOK0056 to include Hitachi 
Ltd as in termed lets consignee 

NAKAl , T Marubeni America Corp (subs of Marubeni Corp > 

MAS-7039 78/12/19 Ip 


7901040329 Forwards Itrx from Transnuclear Inc t, from importer 
kernf or schung I entrum, Karlsruhe, corree ting quantity of matl 
to ba axported to W Oermany in license application H/o end 
OPLINOERiQ 0 Assistant Diractor for Export/Import b International 
Safeguard! 78/12/27 Ip 


7901040332 Notification of Contract Execution Hod 4 to “Environ 
SurvelLlanci far HeaeurlTig Concentrations of Radioactivity 
b Radiation Levels in PA," Commonwealth of PA, 

BAIBDEN, L Research Contracti Branch NRC-OS-76-304 7B/t2/27 

IP 


7901040338 Mod 4 incroaeing funding to "Environ Sorveil lance for 
Measuring Concentrations of Radioactivity b Radiation Levels 
In PA " 

MORTON, K V Research Contracts Branch NRC-09-76-3B4 

78/12/87 ip 


79D1Q4033S Comments on proposed licensing procedures for high-level 
waste repo*itorle» Finds no reason for DOE to be licensed bg 
NRC, or for DDE to handle private sector wastes 
RtESLANOiJ 1 Affiliation Unknown. 78/18/09 ip 


7901D40336 Requeets Info on employee overexpesuras In industry be 
placed in FDR 

BANNEHMAN, P W Hoc-Search Aasociates 78/12/01 Spp 


7901040337 License for Transnuclear Inc to export 2730 344 Itg U-23S a* 
enriched heisflourlde to H Oernany. 

OPLINBER, 0. 0 Asiietant Director for Export/Inport b Interna t i ona I 
Safeguards 78/18/26 2pp 


7901040342 License for Marubeni America Corp to export .001 g U-235 
contained in neutron detection Initrumsnte 93.5 u/e maximum 
to Japan 

OPLIMOERjO B. Assistant Director for Expor t/Import b Intarnatianal 
Safeguards 78/12/26. 2pp 


7901050001 Informs that review of Executive Branch analyeie re export 
of nuclear power reactor to Phi 1 ippini t(KR-L20)hae bean 
completed b no physical security concerns have bean 
Id entl f iad, 

POWERBiJ A Office of Nuclear Material Befety b Safeguards 
73/08/01 Ip 


7901050003 Informs Uaetlnghouse that licensing action on application 
has baen halted pending receipt of further Executive Branch 
Info from IAEA Team Revlau 

SHEA, J R, Office of International Programs 78/07/10' ip 


7901050007 Respond! to 760104 Itr of opposition to proposed export of 
nuclear reactor to Philippines b etatee that full response 
Is subj to Executive Branch analysis Which NRC is ai/olting. 

Expects staff analysis of safety Implicatlone soon 
HENDRIE, J. M Commiselon 78/02/16, 2pp 

7901050016 Opposes export of nuclear power plant to Philippine* on 
econamte, safety, environ, eng insqr ing b conflict of interest 
grounds Provides several question* h requests Tsspo'nsee to 
them. U/2 telegrams from Embassy /Man 1 la 

LaNO,C D. Hduss Of Rap. I Appropriations 78/01/04 Spp 


7901050020 Raiponds to 761220 Itr requasting views of Executive Drmnc 
rs export of nuclear power plent to Philippines h recommends 
issuance of proposed Itcenae 
TARNOFF, P. State, Dept of. 77/12/12 IBpp 


7901050006 F'Orwardi addl Info from Traninuclear Inc re export of high I 
enriched uranium to Belgium via w Oarmany ti Franca W/o and. 

OPLINOER, 0. 0 Assletant Director for Export/Impart t, International 
Safeguards 78/12/27 ip 


7901050008 NOREO/CR-0472 

"An Approximate Method of Elaetie-Plastie Fracture Analysis 
For Noxxle Corner Cracire "Compares calculations 
w/e xpar Imental data obtained from 2 heavy taction steel 
technology program intermediate praseure veeeel tes-ts. 
MERKLE, J. 0 Dak Ridge National Laboratory FIN 3-0104. 
DflNLNURE0/TM2sl 76/12/31 40pp Aval labia at NTt3 



nondocketed items 


79010S0009 Foj-uardi 701219 Itr Prcini Edlou Inti r« issoantff of Uc«n»« 
for oxport of rofliaininfl ^20i 000 Cl of tritiifJO to Drandhurot 

Co W/o oncl ^ VI I 

QPLiNOEHi 0 0 Afflstanit Director for Eipor t/Import & International 

Safeguards 70/12/27 Ip 

TTOlOBOOll Ack receipt of 701219 Itr from Trananoclsar Ine providing 

•nd-ute info for otport of hlghlg enriched uranium to 
Canada M/o end ^ * m.. • 

OPLINOER. S 6 Aifietant Director for Ejport/Import *i International 

Safeguards 7B/12/27 ip 


790103006S Mod 2 add* work under Task Order t< provides additional 
funding for "Technical Assistance to Support fine IE 
Investigations <i Evaluation of Incidents Allegations h 
Reported Discrepancies " 

nORTONiK V Rssearch Contracts Branch NRC-09-77-IB6 

70/i2/2& 2pp 


7901090062 Application for lieansa to export reactor instruaient 
componenta to Canada 

MOVIRYtU R Oaneral Atomic Co (subs of Oulf Oil Corp > ICL~1009 

78/12/19 2pp 


7901090027 Repts on results of review of HCAP-BSOA. "Btress l< 
Structural Analgsis & Testing of tho Bsekets* proprietary t* 
non-proprletarg IWCAP-SllO Buppl a> vorelons Concludes Ice 
baskets ere quelifled to carry design loads 

STOUZi J F Light Water Reactors Branch 1 70/12/22 2pp 


79010S0029 Requests work on facility be expended to include estlniste 
of bldg 102 basement area (advanced fuols lahl capability to 
withstand simultaneous forces from seismic shaking St 
faulting 

BURKHARDT. W Foal Reprocess St Recycle Branch 7B/12/11 Ip 


7901080064 Presents staff conclOsions ra propostd license to eipert 
lew-enriched U to M Oermany License should be granted.. 

HOOREi R N Office of International Programs 70/09/10 4pp. 


7901050069 NUREO/CR-Oa72 

"Design Criteria for Vault Automation In BNM Storage " 

Discusses safeguards benefit evaluation methodology used in 
establishing performance standards for oach elomint of tho 
safsguardt function 

HCDUFFEEiU T . HAMELrM R • SHAPPERT. L B Oak Rldgo National 
Laboratory FIN B-0219 0RNL/N0flE0~44 70/11/30. &3pp Available 
at NT18 


7901090037 FQIA request for recorde re 761019 moating Of NHC tt lA 
Electric Light h Power which dealt w/breakdown In mgt 
controls 

UALLIN.O Affiliation Unknoun 70/12/04 ip. 


7901030041 License application for export of 5000 kg depleted U metal 
castings in discrete pieeei up to 830 kg per item to 
England 

OILMAN! A R. Nuclear Mata Is. Inc 70/12/21 Ip 


7901090043 Requests opportunity to meet ui/rep resents tives to discuss 
NH petition for rulemsklng ra nuclear powar facility 
licensing process 

JAMIESON, B Council on Environmental Quality. 78/12/19. Ip 


7901050083 Bunmary of 701023 ncoting at Denver w/Cottar Corp A Stote of 
CO to discuss pDtsntlal environ Impacts of now Cottor Corp U 
mill at Cano City, COi sptcifically, radiological Impact 
aseesoment A tailings mgt plan 

ROTHFLEIBCH, J E Fual Proeoss. A Fab Branch. 70/12/13. 4pp 


7901050093 NUREO/CR-0378 

"PWR Blowdown Hast Transfer Soparate-Effocts Progrom- 
Thormal-Hydraul Ic Test Facility Experimental Data Rapt for 
Test 190." Program will investigate the tharnal-bydraullc 
phenomenon governing energy transfer that occur during LOCA 
CLEMONS, V D. . HENDRICK, R A . WHITE.M D Oak Rldgo Notional 
Laboratory FIN 0-0129 ORNLNUREOTH-249. 70/11/30 49pp 
Available et NTIB. 


7901080044 TFBP-TR-302 

"PQF/LOFT Lead Rod Test Program Experiment Operating Spec, “ 
for the thermal fuels behavior program Blmulates test 
conditions for LOFT power ascenilon tests L2-2 through 
L2-9,Nov 1978 

VARACALLE, 0 J , OARNERiR. U. , tlCCARDELL. R K Idaho National 
Engineering Co FIN-A6111 70/11/30 101pp. 


7901050045 Submits sdditlenal Info re NRC decision on acceptability 
of Ouent-Cornlng topical rept on nuclear containment 
insulation 

WAITE, N Tranico Ine 78/12/27 4pp 


7901050049 Notification of Contract Execution Nod 4 to "Environ 
Burveillanea for Htaturlng Cnncentrattons of Radioactivity A 
Radiation Levols in NY," Btate of NY 

BAI80EN, L Rtsoarch Contracts Branch NRC -05-76-383 70/11/13 

ip. 


7901050053 Mod 4 Increasing funding to "Environ Burveil lanes for 
Measuring Concentrations of Radioactivity A Radiation Levels 
In NY >■ 

MORTQNiK. V Research Contracts Branch NRC-0S-76-3a3 
70/11/13 ip 


7901050052 Ack receipt of 701209 Itr to Hendrle “Status Bumnary 
Rept.Nuclear Power Plants'* Is being revised. Info requested 
is aval lab It In NURECI-038O 

HALLER, N M Office of Monagement and Program Analysis 70/18/22 
Ip. 


790109009B Questions deletion of slippage analysis from tho "Oummary 
Statue Rept" A requests it be reinstated if there are no 
strong reasons to the contrary 

CDNWAYiJ. T American Nuclear Energy Council 70/ 12/09 4pp. 


79010S0094 Comments on imp lamentation of regulatory standards for high- 
level waste dispoeal. NRC standards must conform with tho EPA 
standards Deterministic method should be usod to regulato 
fac illtles 

MINDOUE, R B Office of Standards Oavalopmant 70/12/87 3pp 


7901090060 Notification of Contract Execution Med 8 to "Technical 
Assistance to Support NRC IE Technical Personnel in 
Investigations A Evaluation of Incidents, Allegations A 
Reported Discrepancies, " Parameter, Inc. 

BAISDEN.L. Rssearch Contracts Branch. NRC-03-77-1B& 70/11/09 

Ip. 


790I090D9B Presents conclusions re llconse to export 8NM to Bwedan 
Executive Branch vliw supports license, natl util be shipped 
at finished fuel assemtlles A Sweden has provided physical 
security assurance. License may be issuad 

MOORE, R.N. Office of International Programs 78/18/82 3pp. 


7901050099 Forwards IB Insp Rept 99900403/78-04 on 781030-1103 A 
Notice of Oevlatlon 

POTAPOVS, U Region 4> Dallas, Vendor Inspection Branch 

78/11/88. Spp. 


7901090102 Notice of Diviation from insp on 781030-1103. 

* Region 4, Dallas, Vendor Inipectlon Branch. 78/11/21. 9pp. 


7901030107 IE insp Rept 99900403/7a-04 on 701030-1103 NoncompUanc* 
noted! implsmsntatlon of topical rept NB0Q-ltS09-O4A In 
procuremtnt document control, mPg process control A Part 81 
rtport followup. 

COBTELLD, J R. . JOHNSON, J. M. • HALE, C J Region 4, Oallasi. Vfndat 
Inspection Branch 78/11/88 84pp 


7901050100 Comments on 10CFR78i "Licensing Requirements for Star eg I af 
Spent Fuel In Independent Spent Fuel Storage Installation. " 

Suggssts changes re criteria for defining acceptable seismic 
design. 

ASHAR.H Structures A Components Standards Branch. 72/07/31 

8pp. 


79010S0101 Notification of Contract Execution Nod 4 to "Subtle Behivier 
In LHFBR Core Disruptive Accidents," Untv of Va. 

HAOEY.H Research Contracts Branch. NRC-04-75-31& 7B/0S/84. 

»P 


7901090105 Hod 4 provides addl funding of 290,000 A extands period of 
performance through 790930 for "Bubble Behavior in LMFBR 
Cors Dloruptlve Accldonto. *' 

MORTON, R V. Research Contracts Branch. NRC-04-7S-31 A. 

78/10/01. 4pp. 1 


7901050104 Responds to request for info re unauthorised transfar of 
strategic quantities of BNM Roloasod portions of the 
documents are in NRC PDR. Portions are withheld from 
disclosure 

FELTON, J.M. Bivtslen of Rules and Records. 78/18/86, 3pp 


7901050110 Notification of Contract Execution Mod 8 to "Environ 
Surveillence for Measuring Concentrations of Radlooctlvlty A 
Radiation Lavs Is in Environment of Commission-Lie on ted 
Activities locattd in NJ, " State of NJ. 

BAIBOENiL. Research Contracts Branch. NRC-09-77-t04. 70/11/13 

Ip. 


NONDOCKETED ITEMS 


79010S0113 Mad 2 providlnj fundlnj for PY79 affort in ’'EnvirOTi 
SarvilllaTic I for Mtaauririg ConcantratlDn* of Hadioaetl vitg b 
nadtation Ltvalc In Environ of Commiation'-l.icanied 
Actlvltlai loeatad In State of NJ " 

MQRTQNiH V Reaearch Contracts Branch NRC-05-77-lOd 

78/11713 Ip 


7901OS0itf> notification of Contract Ececutlon Mod 1 to "FLECHT-BEASET 
Pro^rani " Uastinghouse Electric Corp 

MYNATtiM, A Rasiarch Contracts Branch NRC-04“77-ia7 7 a/’ 12/20 

>P 


79010S01I9 Mod 1 to obtain addl funds from co-ipensor EPRl No NRC Ponds 
ari added by this action to "FLECHT-SEABET Projram " 

MORTDM. K V Research Contracts Branch NRC-OA-77-127 

78/12/08. 2pp 


7901090181 Act receipt of 781215 Itr Informing NRC of steps taken to 
correct deviations notad In Insp flept 99900403/78-04 
POTAPOVBiU Region 4> Daltasi Vendor Inspection Branch 

ffl/ia/ao. ip 


7901090122 Responds to NRC 7Q112S Hr re deviations noted In Insp Kept 
99900403/78-04 Corrective actions' distributed If Piled tnafcls 
l> dDcurintii revised mfg doeumentatl oni metl Identification 
tags stamped ti i^ualltg controllers Informed. 

BARNARDiJ general Elsetrlc Co iNuclear Energg Products Dlv 
78/12/19 7pp 


7901090123 Act receipt of 701211 Hr foriuarding the Trilateral 
Coamlsslan rept on "Energg Managing the Transition 
NENORJEi V. M Commission, 76/12/18 Ip 


7901050186 Foruards “Ensrgg Managing the Traneltioni" emphailitng need 
for cQDperitlon bstueen N Amerlcai Europe b Japan to aseure 
thi orderllnesB of the long-term transition to neu energg 
tichnologtee. M/o end. 

ROCKEFELLER, D Affiliation Unknown 78/12/11. Ip 


7901090127 Foruardi additional info requested bg NBC to support Itr HS- 
TMA-1936 "Integrltg of Control Rod Quid* Thimble in 
Uestlnghouei FacllHiee " Enel contains proprletarg info b 
te Withheld (ref 10CFR2 7901 

ANDERSON, T M. Weetinghouee Electric Corp N 5 -TMA- 199 a 78/12/15 

‘P 


7901090179 Responds to 781031 Itr opposing lieuance of esport license 
to Nastlnghouse to const a nuclear power plant In the 
Phllipplnet NRC It awaiting Executive Branch review of 
license Ic will consider vteuc expreseed in end Itr. 

0ILIN8KY, V Commitilon 79/12/18 Ip 


7901090190 Opposes licensing of proposed Hestlnghowsa nuclear power 
plant In tha Phlltpplnei because of eeismic 9t volcanic 
actlvltg, Export-Import Bank f inancing, al 1 egad Meetinghouse 
brlbarg, b violations of human rights by the Philippines 
AIM,FP. Affiliation Unknown 78/10/31 Ip 


7901050204 Notification of Contract Execution Mod 3 to ‘'Oeologle 
Studiea of the Nemaha Uplift Region,'' Unlv of OK. 

HAOEY, H Raeaarch Contracts Branch NRC-04-7 6-314 76/11/08 

Ip. 


7901090205 Mod 3 extending period of performance b providing aildl fundt 
for "Oeologlc Studies of the Nemaha Uplift Region," 
hORTOK, K V Research Contracts Branch. NRC-04— 76-314. 

78/11/08 9pp. 


7901090206 Ack receipt of 781120 Itr Informing NRC of ataps taken to 
■correct violations noted In Inip Rapt 9990007D/7B-02 
POTAPOVS, U Region 4, ballae. Vendor Inspection Brench. 

70/12/19, ip 


7901090208 Responds to NRC 781009 Itr re violation noted in insp Rept 
99900070/79-02, Corrective act ions, re-aud He of areas found 
deficient during internal audita have baen done b are on 
file, Btepi wire taken to preclude racurrenca. 

JOnOANiR.L, Johnson Controls, Inc 78/11/20. Bpp 


7901090211 Forwards IE Insp Rapt 99900070/78-02 on 760916-21 it Notica 
of Violation. 

POTAFOVB,U Region 4, Dallas, Vendor Inspection Branch. 

78/10/09 2pp 


7901090219 Notice of Violation frbm insp on 780918-21. 

* Region 4, Dallas, Vendor Inspection Branch, 78/10/03 Ip 


7901090260 IE Inspec Rept 99900070/78-02 on 700918-21 NontompUanco 
noted no documentation was on file that re-audlts had been 
done of depti found not to be functioning as required 
ROBERDS, H N Region 4, Dallas, Vendor Inspection Branch 

70/10/03 9pp 


790LOS0210 Notification of Contract Execution Hod 1 to "Quantification 
Claeti f Icat t on of Tuo-Phase Flow Regimes Using Olobal b 
Local Neutronic Perturbations," Univ of UA 
HOLLETT, 8 A Reiaarch Contracts Branch NRC-04-7B-24S 

78/11/03 ip 


7901090B14 Mod 1 providing Incremental FV?? funding to "Quant i Ficat i Die 
Classification of Tuo-Fhase Flow Regimes Using Olobal b 
Local Neutronic Perturbations " 

MORTON, K V Reitareh Contracts Branch NRC --04-7 8-249 

70/11/03 Ip 


7901090216 FOIA request for notes b records re 761019 meeting of NRC b 
lA Elietric Power Co rs breakdown lei mgt controls Believes 
disclosure will benefit public & requests NRC waive fees 
MALLIN, e Af f t i 1 i t i on Un k nown 70/ 1 2/04 1 p 


7901050217 No-tlfleatlon of Contract Execution Mod 2 to "Modular 
Approach to Fault Tree b Rellabllitg Analgsis, " MA Inst of 
Technologg 

HAQEY.H Risearch Contracts Branch. NRC-04-77~iaB 78/11/20 

ip 


790109021B Mod 2 adding addl funds to "Nodular Approach to Fault Traim 
Rellabllitg Analysis " 

MORTON, K V. Rest arch Contracts Branch NRC-04-77-19B 

78/11/01 4pp 


7901030221 Forwards weekly Info rept for week ending 701222 
REHHtT.A Office of the Executive Olrrclor for Operations 
78/12/28 20pp 


7901090223 Responds to FOIA 7B1S18 request re proving grounds for 
atomic waapone b informs applicant that request should be 
directed to DQE 

FELTON, J ft Division of Rules and Records. 76/12/22 ip 


7901090227 FQIA request for 3 documents dating from. 1990 re proving 
grounds for atomic weapons 

JACKBDNi R Affiliation Unknown. 78/12/10 Ip. 


7901090230 Discusses NUHE0-046Q suppl Vol 3 8uppl analgies alternate 
plant mods for anticipated traniients u/o scram b includes 
Tecommendatione re resolution of ATM8 concern for all 
operating nuclear power plants 

MATTSON, R J. Division of agetems Safety 78/12/19 Ip 


7901090237 Forwards corrections b additions for draft 10CFR72, 

"Llcanslng Requirements for Rtorage of Spent Fuel in an 
Independent Spent Fuel Btorage Installation 

AND ERE ON < F D Bite Designation etandards Branch 78/07/26 7pp- 


7901090291 Responds to 781108 Itr opposing Issuance of export licensee 
to Utetinghouee to const nuclear power plant In the 
Phlllpplnet NRC Is awaiting Executive Branch review of 
license b will consider views axpressed In end Itr 
OILINSKY. V Conmleelon 78/12/18 ip 


7901090259 apposes Uestlnghouse application for llcanse to export 
nuclear power plant to Philippines. Urges reconsideration of 
license after a detailed health b safety analyslsran EIS b 
invaetlgatlon of charges a.f bribery. 

* Affiliation Unknown 73/11/08 2pp 


7901090262 Notifies thit NRC le awaiting views of Executive Branch 
before deciding on proposed reactor export license for 
kJestinghouse 

OILINSKY, V. Cotiwliiion 78/12/10 4pp. 


7901090282 Informs that NRC has not completed license action on 
following deuterium applications dtd 761 103. XtiATOOl?, 

XMATOO10, XMAT0019P XMAT0020 Assurances are required that 
retrsnfer wiki not take place w/o US approval. 

SHEAiJ R Office of International Programt. 70/12/27, Ip 


7901090209 NUREO-0396 

"Planning Basil for the Devilopmanb of State b Local <9ovt 
Radiological Emtrgency Reeponee Plans In Support of Light 
Mater Nuclear Power Plants." Provldas basis for govt 
retponea planning efforts, 

COLLINS, H.E Office of State Programe ORIMEa, B K. affice of 
Nuclear Reactor Regulation BALPIN, F. Environmental Protection 
Agency. EPA 920/1-78-01. 78/12/31. 124pp. Available at NT18. 
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NONDOCKETED ITEMS 


7901050296 Foruiard* iiiani»»cr Ip t antltlaii “Non 1 gfflphat Ic Laukamtai (i Adult 
Ekpotura to Diagnoitic X-Ragf Tfii Svldtnei Raeontldarad “ 

Rafutaa Dr Qartellla ctntral argumanti 6 patition tor 
rvl xna k Ing r« lou-laval radiation aipoiurt rivki 
01N6VAN» M E Arponn* National Uahoratorg 70/12/06 SSpp 


7901080039 Notification of Contract Edacutlon Mod 9 to "Strangth tt 
Ductilltg of Irradlatid Zlrcalog Claddingt" Battalia 
Calurnbut Lab 

MYNATTiW A Rataarch Contraeta Branch NRC -04-76-293- OS 

70/12/01 Ip 


7901030303 Raipondf to 761304 raquaat for addl notta & rtcorda af 
761019 ffiaatlng batuiaan NRC & lA Elacirlc Light b Pauar Co 
IE Imp Rapt S0-331/76-S3 tc NRC 761029 Itr hava baan aant to 

lpdr 

FELTON 1 J N Divlfion of Rulfs and Racordf 76/12/27 Ip 


7901030306 Informi that NRC hat not eonplatad licantlng action on 
application* XCOMO099> XCOM00100< XCOKOOIOI. XCOM00102 j btcauia 
atsurancas have not baan rtcaivad on ratranifar* 

BHEA.J R Offica of Intarnatlonal Program* 76/12/27 Ip 


7901050311 Raapondt to Brown 700906 Itr Foruarda info to atipport NRC 
ataartion that omitdon of radiottrontlum from thi 
racommtndad anvlron monitoring program doaa not nacaitltata 
a program of anvlron RbO, b it not a monitoring itaut 
HENDRIE.J H Commlition 70/12/00 2pp 


7901050317 Branch technical petition on an aecaptabla minimum 
radiological anvlron monitoring program 
• Radtologleal Afiattmant Branch. 76/03/31 16pp. 


7901060043 Mod 5 changing tarm to 790119 for "Btrangth b Ouetilttu of 
Irradlatad Zlrcalog Cladding '' 

MORTDN.K V Raatarch Contraeta Branch NRC-04-76-293-09 

79/12/14 Ip 


7901080046 Notification of Contract Etaeution Mod 4 to "Environ 
Survalllanea for Miaturlng Concantrationa of Radioaetlvltg 
b Radiation Lavtli in tha Environ of Commlialon-Licaniad 
Aetlvltlai in l/A, " Commonutalth of VA 

BAIBDENiL Raatarch Contraeta Branch. NRC-09-76-3B4 76/11/13 


79010B0092 Mod 4 providing FV79 funding to "Environ Burvaillanct far 
Kaaaurtng Concantratlont of Radioaetlvltg h Radiation Laval* 
in tha Environ of Commitiion-Llctnaad Actlvitlaa in VA " 

MORTONiKV Raatarch Contract! Branch. NRC-09-76-3a6. 

78/11/13 Ip 


7901060091 Raqutati lletnat for MttauliNYi to axport Zlrealbu-2 tuba 
thallainat waight 2129 Ibito Kobt 8taal> Japan 
BOUNOCOREiJ, Mittul b Co < Ltd 76/12/26. Ip, 


7901090322 Raquaitt Info ra tha baaia for omltalon of *tTonti'Um-B9 b 90 
monitoring from tha NRC radiological b anvlron monitoring 
guidelinai for nuclaar powap plant* 

BROWN.O. E Houtt of Rap > Bclanca b Tachnologg 78/09/06 Ip 


7901090373 Notification of Contract Exacutlon Mod 9 to "Ratldual Biratt 
at Olrth Butt Uatdi In Plpaa or Praaaura Vtfaal«i" Battalia 
Columbui Lab 

MVNATT. M. A Raatarch Contract! Branch NRC -04 -769293 -01 

78/12/01. ip 


7901080093 Raquatta amand to export llcaniaa X6NM01401 b XBHH01356 ta 
raflaet ihipmant from vandor to Ramaag REC Ltdi Canada. than 
to ultimata eonalgnta at datignatad 

HENDRICK. W. 0, Ramtag Enginttrlng Go,. Ttxaa Nuclaar Dlv, 78/18/22 
Ip. 


/VO1U8O062 Aek racaipt of 781209 Itr requeating minor changt* in 
I nap Rapt 99900036/78-03 Pi ltd w/rapt in PDR 

. Region 4, Dallaa. Vandor Intpaetion Branch. 
/a/i2/iB ip, 


7901090378 Mod 9 changing tarn to 790119 to "Ratldual Btraat at Oirth 
Butt Ualdt in Plptt or Prataurt Vattala " 

MORTONtK V Rataarch Contract* Branch NRC -04 -7 69 293-01 

78/12/01 Ip 


790IOB0066 
STONE. H 


Raquaat* 4 minor ehanga* In In*p Rapt 99900036/78-03 
A Camhuation Englnaaring. Inc. 78/12/09, tp 


7901090386 Rtipsnd* to 781109 Itr txpraiaing eonearn ra nuclaar 
activity in 80 NRC 1* not iaiulng llcanta to uparat* 
itproeatalng planta.ine) Oarnwall facllltg. 

78/12/19 3pp *******''* Director for Fuel Cgel# Bafatg b Licantlng. 


7901080001 Haipond* to 761109 r*qua»fc for documentation of Booth 
intention* to develop nuclaar wtapon*. Docurnanta are 
claatlflad b raquatt ha* baan forwarded to CIA, 

FELTON. J M DlvUlon of Rulea and Raeorda 76/12/27, ip 


Kortan 


7901060016 Notification of Contract Exacutlon Mod 6 to "Anaigtla 
o «''?’*** W/Doungradad Nuclear Accident*, " 

BattaU* Columbua Lab*, 

R**»»rch Contract* Branch NR 0-04-76-293-06 


of tha 


ng term to 790119 for "Analijil* of tha Phutlcal 

'□unsradad Nuclaar Accidant* " 

rch Contract* Branch. NR 0-04-76-893-08, 


Rapt 99900036/76-03 on 780929-88 
70 o Baploh 4. Daltaa. Vandor Inapaetlon Branch. 

/D/ll/C/O lepp 

79010B0073 IE Intp Rapt 99900036/78-03 on 780928-29, No noncaaalianc* 
noted, Major area* Inapacted' implaaantation of lOCFRBO.Agp 
b applleabta eodai b atandarda 

KcS:^ye/U%7®^''B;.S,^ inapaetlon 

7901080094 Notification of Contract Execution Mod 3 to "Critlsal 
Experiment*. Ma*»ur*mant» b Analgia* to E*tabli«h a Crack 
ATTait Mathodologg for Nuclaar Praitura Vaiial Rtatl*." 

Battalia Columbua Lab, 

. Ra*a*Tch Contraeta Branch. NRC -04 -76-2 93- 06 
78/12/01. Ip. 


7901060097 Mod 3 changing term to 790H9 for "Critical Exptrlaiantti 
Maaauramanta b Analgaaa to Extabllah a Crack Arraat 
Mathodologg for Nuclear Praaaura Vttatl Btaali " 

, R»*»areh Contract* Branch, NRC-0 4-76-293-06. 
78/12/01 Ip, 


7901080099 eECY-78-666 

Dltcuiaai NRC anplegment of Or Collin* aa Labor Ralatlont 

b avaluatlon of raqulrad natl 
taeuritg ehtek b Inqulrg, Racommand* that Collint ba hired 

f''?" ••naltlvf matl until claartd 

BRADY. R.J Dlvlalon of Baeurltg. 78/12/14, 2pp 


Interim »€!■■ authorliatlon ba grantad far 
"I'?" upcoming labor nagotlatloni. tt ta to 

NRC'a beat Intaraata to hava Colllna coma on board aa toon 
*a potalblt, 

JONES. C C, Diviaion of arganiiation and Paraonnal. 78/18/09. 
•PPi 


4.. "* commltmant made, to NRC on 701880-81 r* 

program on Integrated protection aga.Nteda to 
ANDEnioN rS” 2^ ravl aw required prior to a tart of ig*. 

ANDERSON, T. M. Naatlnghout* Elactric Corp, NB-TMA-a016 78/18/81. 


901060162 Forward* Exxon Nuclaar Co, Ine 781109 report XN-Na-TP-009j 
?*2’'*2* Correalon Program, Boral-Btainlaaa 

Bttal " Rapt wlthhald Iraf 10CFR8 790). 

LIBRlZZltP.P. Public Btrvlea Electric b Oa* Co, 

79/01/04. Spp. 


of New Jaraag. 



isoioaoaja KEi>o-a‘^i68 

Aecld»nt l?,pt '« Provides reiuU, of LQCA 
* CarDllna Pouir U Light Co 7aNEDB9'? 70/12/31 42pp 

cor^o.un R.v1.u oroup r, 

Mtl tobltli t’«1uiT*m*nt9 fe ,p9c. for purchai# of t«»t ^ 

(fafiaratoT ttib» intoqrltu Droaram 
HimcARAi J Matallurgg 8< Brarnh 77/01/04 3pp 

7WllOBOaiT Notification of Contract Exacutlon Mod 3 to "Da»ic Batten. 
It'"* Udtt.li, Columbia Lab. ® 

Re.eareh Contract. Branch NRC-04-76-293 70/12/01 


iMUNUOUKeTED ITEMS 




WYNATT, M A 


!!*'“ •t'B'iard claU.B. Xll I-progrletarg Info 
it XlV-itop work ordir to “Oasic DatteUe Columbus Labs 

V &T1 C-t*liC t # 

7a/la%i' Bpp NRC-04-76-293 

TTOtOQDSaS Notification of Contract Esecutlon Mod 1 to "Environ 
n ***’'^" Concentrations of Radioactivitu I, 

i” l-»v»le Iti the Environmint of Commisiion-Llcitised 
Actlvltlas within DR, " State of OR 

0AI80EN, L Hesearth Contract. Branch Nnc-O5-70~313 78/11/13 


7VO|£>B02ee (/rgts fWC ta tuspind d,c,,,c„ ,, , 

liesr,.. to H.stlnjbou,. far P-Hl^ppI^il rrllJ f I’*"’' 

i°XuV* 

CUSIPAO.F 0 AffilUtian UntPCi-i rg.,,,,;, 

"SS'u ti:?;:,,'" "■ ■> •■•=•> ->» ■ < .. 

"iiSit * 

tAlr-W.t.r) H„t Tr.r.f.r 

Hgpothetical Loss of Caelant iLCKai fftmo.sf,. ,n h.{l,,r 

4 ;";! "•- -•» 

before peaching dfcjslm rc praposed nattor tipoPt lu»in 
for nuclear pouir plant in PhlMppir.is Esport uiU rsl be 
approved unit., us libs are satisfied 
OlLlNSKY, V Coaaisston 78/12/10 ip 

7901080300 Dppofei prantlnj of lUtnil to UisSlrghc.tt for iipirt o-f 
nucliar pousr plant components to PMltppknts Asiarii p)i-» 
kiouli ham gnat aaggrilg of Fillgino* I, ti sliid Pi.r fp.p 
active volcanoas 

WARVEYiL Affiliation Untnoun 78/ 12/1 8 Ip 


790108.0241 Hod 1 providing FV79 funding to "Environ Surveillance for 
Heaiurtng Cone entrat Iona of Radioactivity ti Radiation Levels 
In the Environment of CommieBion-'Llceneed Activities within 
OR « 

MORTONiKV Reiearch Contracts Branch NRC-03--7B-313 

7a/'ii/i3, Ip. 


7?OiOOOS3b Bumiparv of a 781121 meeting to discuss drafts of Reg Guides 
t 1D4, 1, 104. 1. IXX, 1,28. 1 39>8RP sictione 17 1,17 2,14 1, 

M. S, li 14.3 

CA6Ep E 0 Office of Nuclear Reactor Regulation 78/12/13 4pp 


7901880242 Advises that NRC la awaiting final views of Eiecutlve Branch 
before reaching decieion on proposed reactor esport license 
for nuclear power plant In Philippines Export will not b* 
approved unlesa U8 laws are satisfied 
Olt-INSKV. V. Commission 7e/’12/18 Ip. 


7^01080246 Urges NRC to suspend tndefinltilg sng doclstan re granting 
of export license for Philippines nuclear power plant or any 
of its comp onents. Asserts alts Is near active volcano b 
ammunition depot at Bublc Naval Base 
CLAYTON, Q Affiliation Unknown 78/11/28 3pp 


79010B0294 Btatas that NRC Is prohibited from supporting developmental 
research., but suggests Ballard contact 0 Oertel, Of f tee of 
Nuclear Naite MgttDept of Energy 

LEVINE, B. Office of Nuclear Reguletory Research, 78/12/26 Ip 


7901000267 Notification Of Contract Execution Mod 2 , chenglng FIN 
number to D&SU,to "A Study of Droplet Kydrodynamtes 
ieiportent in LOCA Reflood," Btete Unlv of NY at Albany 
HYNATT, W.A. Reaearch Confcracte Branch FIN B-6211 7B/10/2B 

ip. 


79D10B0271 Arivlees that NRC le awaiting final vlawi of pecuttvo Branch 
btffort ri«chinfl d»cliit>n propo*»d r^dctor a»port lU»n»» 

^CT nuclvftr pow»r plJint in. Piilllpplii** Etport killl not b# 

Jtpprovid unlttftt UB Iaub 

OlUKBKyi aV Gonnlmtions 7a/lS/lfi> ip 


7901080279 Upgee NRC to suepend ang dselslon ra export 

llcenee for Phlllppinee nuclear power plant 
coihpletid health h safety anelgsle h £18 h until DDJ has 
cleared Weetinghouse of bribery charges 
BlAQtiB.* Affiliation Unknown 78/12/18 4pp 


7901080272 In response to FOIA 781102 roqueet, transcript of 781031 
meeting re regt on Apollo Testimony by Exacutlvo Director 
fttr Operations will be placed In NRC PDB i. 

FELTON. J.M. Division of Rules and Records 79/01/04 ip 


7901080283 License for Hlteut ti Co to export 2,129 lb Zipealog-2 hubs 

' OPulNOERiO. ol* ' Aeslitent Director for Export/Import »< international 
Baf*gu«rdi 7B/12/S9. Ip. 


79OIO0O2B9 Advisee thet NRC le awaiting final Bf*"':*’ 

before reaching decision re proposed he 

Txucl**^ pouiti’ plAnt in Phil ipp will n 

approved unlete U9 tews are satlefietf 
OIUtHSKY, V. Commiesion 78/12/18. »P 


7901080317 DirectX □O-day eitenilon of iontrar», 4 i r«,x.,«iled Sy JC Rios 
of Otorge Vtaihlngtbn Unlv 

f1IN00UE,R B Offica of Standards Bavelosaant fd!'; -Ol -07B -017 
78/12/22 IP 


79010BD323 Requastf 30'day uttnilon of csntrjtt tui to ternmcai 
dlfficultlai In proeixstng tha provided tape 

RIOBiJ C Oforga HaiMngton Unlv Madtcal Ctntar hfflC-01'7a-0l7 
78/12/09 Ip, 


7901080330 Raaponda id FOtA rtquext for other tetbntcsl proposals for 
NRC RFf fi8-NttR-78-17l, entitled ’Impacts of the Coal Ftei 
Cgclt(A-20) ’ Forwards nonproprletarg portions of proposal 
FELTON, U ff Oiviiton of Rulti and HacordS 79/01/03 3pp 


79010B0333 Advlsts that NRC Is awaiting final views of Eiecutlve Branch 
before reaching decision re propoxid reictor sipsrt lleenir 
for nuclear power plant in Philippines Esport will not be 
approved unless US laws era satisfied 
OILINSKY.V Connliston 78/12/16 Ip 


7901080339 Urges NRC to dtny appUcatton of Uastlnghovie to bwsld 
Philippines nuclear power plant Aiierts siting of proposed 
plant If unsafe I, that loan from Eiport'-lmport Bant could be 
better used for pressing domestic needs 
HAESSLER, L Affiliation Untnoun 78/11/16 tp 


7901080340 Ack receipt of 781213 Itr Uitl rivtaw corracttvi ictton* 

during future Insp 

POTAPOVSiU Region 4, Dallas, Offlea of th» Director 78/12/21 

Ip 


7901060349 Responds to deviations noted In Intp Rept 99900273/76-01 
Corrective ecttons training program for personnel whese 
activities affect quail tgnuel I ty manual changed I, brocedurt 
viUdatediproduet drawlnge presented during test 
BECNEL, E 0 Heatinghouae Electric Corp 78/12/13 8pp 


7901000341 Act receipt of memo aolUltlng views of h*C »n possible 
topics for inclusion in President's second State of Union 
addreie. Rtcomaendi mentioning athlevementa In nuclear 
non-proliferation, wpate aigt t, reeldant Inspactor program 
HENDR1£*JM Cosuaieiton 78/18/20 If 


901080344 Bupplemants pravlous Itr which **. *?*?!!' 

FOIA requiit Llitt documenta being pla^fi »" FDR b 
reasonrfor those withheld pursuant to Esemptlon 9 of FOIA t. 

79/01/03 4aB 


7901080370 Forwards Topical B.pt BAW-100E4P-A Rev 2 iproprietary 
TAYLORru H Babcock t Hlltoi Co 78/12/11 2pp 


080371 In ressons. to m.mo of 781116 r. NRC-.pen.Pr.d fir. te.blng 
Sup^vJdo lnfS based on revK- a» UL'a 
d^ 781006 !Dldeuisea generic motkuf eifertmants I. ether fire 
otectlon elements tojol/m Sea 


7901080380 FOIA f.qu.st for documentation of .«>«»«• mv.rd.po.ur.e at 
CQNNORit Doc-BMrch 7Byu/W» ^99 
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NONOOCKETEO ITEMS 


•/9010a0381 NUBEO/CR-0042 , 

“C«r»er Fieldi For InipBctlnn b Enforeomtnt P»r»onn*l» 
docrlbBf Talk 2 of a »tudv For I6E r« 
caroor fiold* for the headquartar » tr regional NRC/JE 

BARTLEv” J . HARR ISDN, 0 J , WR^AS, I H , 

<»ub» of Flow Oentral, Inc ) NJIC-0S-77-M2 78/10/31 

Avallabit at NTIS 


Corp 

99pp 


7901000383 Forward* report* DAW-100a4P-A Rev S t< DAU-IOOBAA Rev 2 
(nonproprletarg version) 

TAYLOR, J H Babcock 1< Wllco* Co 78/12/11 Spp 


7901080387 BAW-10084A 

•'Program to Determine In-Roactor Performance of Bt«W Fool*- 
Claddlne Creep Collapee" Rev 2 , nonproprletarg version 
Oaicrlbes CROV computer program used to calculate ovalitg 
changes in fuel rod cladding CROV i* conservative 
ECKERT, A F J. , HIL80N, H M , YOON, K E Dabcoei h Uilcoi Co 
78/10/31 BOpp 


7901080384 Forward* comment* on Oeraghtg t< Millar, Inc rept titled 
"Oround-Water Element* of In Situ Leech Mining of 0." 4-in 
pipe slie mag be too restr ic t Ivt, aqul f ar restoration bg 
plugging is overlooked, a compang l» referred to impropirlg 
HCOINLEV, F E Energg, Dept of 78/12/11 Ip 


7901000383 Responds to E»eon Nuclear Co epplleatlon for license amend 
to reexport low enriched U to West Oernang Staff waives 
requirement for written essurance 

OPUINOERfO 0 Assistant Director for Export/Import »< Internet Iona 1 
Bafeguarde 79/01/02 Ip, 


790109000B Ack racalpt of Form 443 t, curriculum vitae NRC is 
censldeTlng applicetion for emplog/nent at consultant. 
PARSONTiM A Radiol Health Stdi Branch 70/12/13 Ip 


7901090012 Report* on 781130 meeting of Veeiel Integrltg Oroup to 
revlsw V-R curve data, proposed test plan for 2nd I, 3rd 
Irradiation specimen l< proposed experiment design for the 
4th irradiation specimen H/encl exhibits 

SERF AN, C Z. MitaUurgg I, Mattriels Branch 78/12/18 llBpp. 


7901090017 Discus*** result* of sensltlvltg studies conducted bg BkW re 
dtpendtnct of fuel grid Impact loads on Input motion 
frequencits Examines changes in input motion amplitude t< 
cor* plate motion fraquancg 

TAYLOR, J H. Bebeoek I, Wilcox Co 78/12/11 Spp 


7901090030 Responds to 701201 Itr re petition for rulemaking on air 
shipments of reference source* contelntg Pu Air shipment 
of ang quantitg of Pu mag be mad* onlg in packagee of deiign 
approved bg NRC, which at present Is Model PAT-1. 

MINOOUE, R D Office of Standard* Development. 78/12/29. 3pp. 


7901090031 FOIA request for copg of transcript of discussion of EDO 
testlmong scheduled bg Commission for 7S1031 Requests 
waivsr of fa**>ai matl is of interest to public for new* 
gathering purposes 

KRANieH,A Trend* Publishing Inc 78/11/02 Ip. 


7901090032 Commission epprovet application for Tranenuclear Ine to 
export 107,386 kg U to W Oermang <8ECY-7B-S30). 

CHILK, B J Office of the Saeretarg of the Comeilselon, 7B/18/22. 

Ip. 


79010803BB Transcript of 761221 public briefing in Wash Ing ton, DC on use 
of gASH-1400 Pp 1-74 

HENDRIE.J.H, 01LIN9KY,V, KENNEDY, R T Commission 78/12/21 
7Spp 


7901090043 Forwards 7B1222 BJcW commtnts on 781130 matting of MAC Vessel 
Integrltg Review Croup. 

ALBRECHT, P Metallurgg I, Material* Branch. 79/01/03 2pp 


7901080396 Responds to 781204 request for tschnical rtvisw of Rtg Quids 
8 19 Forwards suggested changes b recommends earlg 
publleetlon of revlaed Reg Quid* in final form. 

DENTON, H.n Office of Nuclear Reactor Regulation 79/01/02 3pp. 


7901080402 Requests review of proposed rssolution of public commtnts 
received for Rag Guide 0 19, ''Qccupattonel Radiation Dost 
Assestment In Light-Water Reactor Power Plant* Design Stage 
Men-Rem Estimates " 

QOLLER.H R Division of Siting, Health h eafeguards Standards 
70/12/04 2pp 


7901080399 License for Mitsui Corp to export Zircalov-2 tub* shells to 
Japan was Issued u/o customary 19-dav waiting period due to 
urgent need 

SHEA, J K Dfflci of International Programs 7B/12/29 Ip. 


7901080404 NRC conclusion re license to export BNM to H Oermang 
Executive Branch auppert* license amend t, NRC concurs 
MOORE, R N Office of International Programs 79/01/02. 2pp 


7901080406 Transcript of 781221 Commission public gtnsral 
administrative meeting in Washington, D C leiport-sxport 
llcsnsing procedures dltcutstd Pp 1-31 

HENDRIE.JM.. OILINSKY, V , DRADFORD, P. A Cammistlan 78/12/21 
32pp 


79010B0410 Transcript of 781221 affirmation session bg Commission. 
Approves appointment of Dr Colilne.Pp 2-3 

HENDRIE.J.H , KENNEDY, R T , AHEARNE, J F Commission. 78/12/21. 
Spp 


7901090047 aubmlti commsnt* on 781130 mssting of NRC Vessel Integrltg 
Review Group mestlng. Provide* suggested list of priorities 
for H8BT Irradiation atudg Program, justif lee niad for COD 
test method b comment* on other work In progress. 

PALME, H 8 , LOWE, A L , VANDERBLUYS Babcock It Wilcox Co, 696-1006 
78/12/22 6pp 


7901090049 Forwards NRC comment* requastsd on 701220 re results of 
surveg of use* of WA8H-1400 <Enel 2 to 8ECY-7S-6371. Will 
forward addl comment* whsn recilvtd, W/ancl snongmous 
comment. 

e08SICK,L. V Office of the Executive Director for Operations 
79/01/08 2pp 


7901090038 Rttpondi to 781220 rsqusst for NRG commtnts on use of WABH- 
1400 or of 'quantitative risk eseessment methodologg. Forwards 
memos received w/*ncl anongmou* comment, 

BUONlTZtR J Office of Nuclear Regulatorg Raaaarch. 79/01/02 

Ip 


79010900S7 Respond* to request for NRC views on results of survey of 
WASH-1400. Racommends WABH-1400 use b belisve* safetg 
enelysif b acceptance of nucltar power plant* should be dene 
w/probab 11 1 Stic avsnt/fault tris approach. 

BENNETT, 0 L. Rtsearch Support Branch 78/12/27. tp. 


7901090070 Rttpondi to rsquist for NRC views on risults of eurvag of 
WA6H-1400 Recommsndt Cemmittion appoint Task Force free of 
conflicts of Intsrsst to ptrform elasstf icetlon. Does not 
concur w/r**utt* of survsy. 

BA8DEKAB, 0 L Experimental Fast Reactor Safety Research Branch 
70/12/26 2pp. 


79010BD416 Notice of 790112 mseting w/LWR fuel vendor* to discuss 
rscsnt FRAP-T bsst-estlmats analyses of fuel dutg during 
Selected transients 

TQKARtM. Cor* Performance Branch 79/01/02 Ip 


79010B042S Summarg of 7B120S meatlng In Seattle re research approach is 
to improve value-impact methods for LUR safety. 

DIBALVO.R. Probabilistic Analysis Branch 78/12/20 4pp 


7901080426 Forwards 781208 anonymous Itr from ''Whtstls Blower” re 
rscommsndatlons of Matl Control b Accounting Task Fore* 

Rapt Suggests thet Tssk Force representative or entire group 
attend the presentation of 2 addl papere during Dec 
HENDRIE, J M Commission 78/12/13 2pp 


7901080431 eummarg of 781219 meeting at Bethssda u/NY State Electric b 
Oes Corp,C-E b 8ttW re Instrumentation b control b hydrology 
sections of accsptince review of PSAR 

CAPRA, R Light Water Reactors Branch 3 78/12/20 4pp. 


7901090094 Informs that Conmlssiontr Olllnsky desires to sit a* menber 
of licensing board In subj const permit proceeding. W/*nel 
draft order designating Cammlssioner Olllnsky to the Palo 
Vsrds board, 

KELLEY.J L Office of the Oensral Counsal, 78/12/14. 2pp 


7901090060 Notice of reconstitution of Board Conmlislonsr Olllnsky 1* 
designated to rtplae* OA Llnsnbergsr a* msmbar of ASLB in 
subj procsadlng. 

CHILM, 8. J. Office of the Beerstarg of the Commission 78/12/14. 

>P 


7901090064 Transcript of 7B12B2 public meeting to discus* b vote on 
Commlssiontr Otllnskg's participation in subj hearings as 
msmbar of licensing board. 

HENDRIE, JM, BRADFORD, P. A , AHEARNE, J. F CoiMleslon. 78/12/22. 

12pp, 


7901090073 Notification of Contract Execution Mod 16 to "Hot Halt 
Effect*,” Creere.Ine, 

WOLLET.S Rtssarch Contracts Branch NRC-04-79-t62. 78/10/01 

IP 
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7*7010^0076 Kad 16 ta provide scope for addl uorli b funds For “Hist Wall 
Elftct* " 

JtORTON.K V Ratearth Contracts Branch NftC-04~78-l&2 

70;i0/0i 4pp 


JM1070074 Act receipt of 701S21 Itr Informing NRC of steps teten to 
corrict vlolatlone noted in Insp Rept *79900058/70-03 
POIAPDVeiU Region 4i Dallae. Vendor Inspection Branch 

TB/l3/ai Ip. 


790I090OBO Responds to MHC 781123 Itr re violations noted in Ins Rept 
9990005B/7B-02 Corrective actions OA manual nou Includes 
asesuree for control) revieui release t< issuancs of plant 
internal operating procedures 

TIMBRDOK.R 8 Rockwell International Corp 78/12/11 3pp 


77O10901S0 Notification of Contract Esecutlon. Hod 3 to “Hicrofilm 
Documents Obtained from POUB b Capglng Documents from Dept 
of Hater Resourcss pursosnt to NRC Docket P-564-A. " State -of 
CA Dept of Hater Resources 

H10QIN8. E Division of Contracts NRC-03-77-IB2 79/01/02 Ip 


79010901S5 Mod 3 chenglng scope of work to Include copgirg documents 
from DMR fll«i> to ’’Microfilm Documents abtatned from P( hE 
U Copging Documents from Dept of Hater Resources pursuant to 
NRC Docket P-5&4-A " 

MATT I A. 11 V Division of Contracts NRC-D3-77-1BZ 79/01/02 

2pp. 


7901090128 Hishes the PHI a Merry Christmas t) Happy New Year 
MENDRIE. J M Commission 78/12/22 Ip 


7901O9DD83 Forwards IE Insp Rept 99900039/70-02 on 701030-1102 S< Notice 
of Violation 

POTAPOVBilf Region 4i Dallas) Vendor Inspection Branch, 

79/11/23 2pp 


7901 090088 Notice of Violation from insp on 781030-1102 

* Region 4> Dallai> Vendor Inspection Branch 70/11/27 Ipp 


7901090090 IE Insp Rept 99900058/ 78 '02 on 701030-1102 Noncompliance 
noted design verification b control of special procesies 
wilding procedure spec 

RELLEVfH D . HHITESELU. D E Region 4, Dallas) Vendor Inspection 

Branch 78/11/27 12pp 


790109D09& Forward# final rept by MB Murf InlSendla scientist aislgned 
to Kernforechungranentrum Karl sruhB) Oermeng Jre research 
projects on core meltdown) LUR fuel rod behavior) eiperiirental 
tichniques to measure 2-phBse flow l< thermal hydraulics 
VOHNaTONfM V Fuel Behavior Branch 78/18/82 20pp. 


79QID90145 In response to 7B1219 Itr forwards NRC comments on draft of 
final CEO regulations re Netk Environ Policy Act 
HENDRIErJ M Commission 7B/1S/2S 40pp 


7901090147 Requests copiis of any NRC comments re draft or final 
regulations promulgated by CEO 

MCCLURE. J A Senate. Environment b Public Harks 78/12/19 Ip 


7901090280 ’’Environ Asseiiments of Fuel Cycle Facilities " Monthly 
progresi rept.Dct 1976 Discusses In situ mining, mines (■ 
mills b budget 

2ITTEL,H E Dak Ridge National Laboratory. DRNL/ED/EIS-?? 
70/10/31 bpp 


7901090293 Comments on Lewis Rep t INURE0-CR-O4OQ) Finds It is a fair 
judgment of HA8H-1400 Supports use of quantitative risk 
assessment b probabilistic safety research methodology Is 
Imprassed by work of HABH-ldOO on human factors 
KINCHIN.G H United kingdom 78/11/16 3pp 


7901090106 Responds to FDIA 701229 request for repts on abnormal 
otcurencet for 1977-1970 Forwards roquested info.escapt for 
July-Bept b Dct-Dec 1978> which are not yet completed 
FELTON) J n Division of Rules and Records 79/01/09' Ip 


7901090296 Invites JM tiendrie to participate In Inti Scientific Forum 
on Acceptable World Energy Future on 761127-1201 W/encl 
precis b program 

KURBUNOgLU. Q Affiliation Unknown 76/11/13 Bpp 


7901090100 FOIA request for 1977-1970 repts of abnormal occurrencas. 
ROBERCe.L F Affiliation Unknown 76/12/29 Ip 


7901090111 Transcript of public meeting briefing on initial LOFT test 
Heating held in Uathington. DC on 761221 Supporting 
dacbaientation end Pp 1-46. 

HENDRIE.JM. BILINSKV.V . KENNEDY.R.T Commlailon 78/12/81. 

66f p 


7901090117 LDFT-TR-IOS 

Quick look rept on LDPT nuclear espertment L8-2 Presents 
preliminary avaluation of LOFT nuclear loss-of-ceolant 
tsperiment conducted 701209 

BATTrD L Idaho National Eng i nearing Co EY~76-07-l 570. 
78/12/31 64pp 


T901D90121 Forwards modS) inserts b edited copy of policy etatement 
included In JF Ahearne 701214 memo Enumerates further 
actions, such as eoniideratton of UC8 proposed policy 
statemant that CommisalonerH may need to undertake. 

BRAOFOHDiP, A Commission 78/12/20 9pp 


7901090130 Forwards suggested draft statement on Lewis Rept. Draft 
Includee changes directed at batter definition of llflilti on 
use of risk assessment results. Statement ii to be uaed aa 
bails of discussion at meeting of 761221 
HENORIE.V N Commission 76/12/20. 9pp 


7901090137 Agenda for general administrative meeting on 781881. 
MENORIE, J M . BRADFORD. P A , KENNEDY. R T Commission. 76/12/81 
Ip. 


7901D9OI13 Notification of Contract Enecution Mod 3 to "Bys Program 
Haint Programming.'* Small Business Administration 
HEDRDHiL a K Administrative Contracts Branch NRC-10-77-193 

78/12/81 Ip, 


7901090116 Mod 5 changing celling price of “Sys/Prooram Halnt 
Progremmlng. •' 

MATTIAtM J Division of Contracts MATSDN. C Small Business 
Administration NRC-10-77-153. 70/12/21 2pp. 


7901090299 Invites UM Nendrie to attend Inti Scientific Forum on 
Acceptable Harld Energy Future on. 761127-120'1 W/encl 
program 

ZALESKI.C P Affniation Unknown 76/11/06 4pp 


790109D3S9 NUREO/CR-0234 

“Physical Protection of Nuclear Fee 1 1 1 1 1 es. Ouarter 1 y 
Progress Rep t. Jan-March 197B " Work Included development of 
fault trees for Several types of valves. arc* analysis of 
sample reprocossing facility b sabotage fault trees 
CHAPMAN.L D Sandla Laboratories FIN AlObO SAND?e-1316 63 
7B/0R/31 37pp Available at NTIS 


79D1Q90336 NURE0/CR-a461 

“An Assessment of Stress-Strain Data Suitable f-or Finite- 
Element Elestic-PlastU Analysis of Shipping ContaineTs “ 
Selection of date is limited to that w/complete mail history 
profiles Recomnendati-oni are made for data base 
RACK.H J . KNDRaVSKY. 0, A Sandla Laboratories FIN Ai043. 
8AND77-1072 H7 70/09/30 6app Aval lab ke a t NTIB 


7901090361 Forwards minutes of Advanced Code Review Oraup meeting on 
760719-80 

ZUDERrN Division of Reactor Safety Research 7B/1S/26 Zpp 


7901090367 Minutes of Advanced Code Review Group meeting on 780719-20 
to review code development programi carried out by Q-6 b T-3 
Groups at LASL Discuseed TRACiK-FIX tc SOLA codas 
a Division of Reactor Safety Research 70/12/26 ISOpp 


7901090374 NUREO-G490 .... , . . 

FES tfl operation of iwbj fsc 1 1 1 ^ vJiat 

action called for under HEPA & lOCFRSi le Issuance of 
oporatlng licensee subj to conditions for protection of 
environment 

* Office of Nuclear Reactor Regulation, 7B/i2/31i 231pp. 


'01090390 NUREO-0302 

FEB re mfg of floating nuclear power plante by Offshore 
Power Sys Part III Comparison of overall risk from 
accidental releaee of radioactivity to environ Finds 
fleeting plants are potentially more haiardous 
a Office of Nucliar Reactor Ragulation 76/18/01 370PP 


79010^0114 Agrees u/Congressman Udell that LERs for 760101-701231 
should be ravieusd Suggest# task be handled by ACR8 
sobcommltte b that rept should be issued within 6 to 12 
months. 

HENDRIE. J M. Commission. 76/12/26 2 pp 


7901090402 NUREO-0330 U2 N06 

Program Summary Rept Volume 8)No 6 Provides summary info on 
ell phaees of nuclear regulation S< is Intended at info b 
decision making tool for NRC mgt 

* Office of Management and Program Analysis 70/06/83 104pp. 

Available at NTIB 
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7901'&90407 NUREO/Cfl-OaSA 

"l-ishfc WotuT Rsactor SaFaty Research ProBraJKi Ouartarl^j Rapt. 
Jan-Harch 1970 " Voluna 7 Areas ttudied mol ten cora-eoncrate 
intarachions, steam atplosion phanomena. itatlstical analv*i» 
Si UHl RELAP modal davalopmant 

BERMANiM Sandia Lahoratorlas FIN AtOI? 8AND7B-1511 W7 
70/10/31 167PP Aval lab la et NTIS 


7901100001 "Spent Foal Cask Transportation AceidentB:An Assessment of 
Existing InFo " 

RHYNE. U R I RITZHAN.R L . COTHRAN. M E Scianct Applications. Inc 
MniC-04-70-199 8AI-DR7B-140-01 78/18/13 ITSpp. 


7901100004 NLIREO-O3B0 VS NO 11 

Program Bummorp Rept Vol S. Ne It 

• OFFica oF Managtment and Program Analysis 78/11/17. Bbpp 
Available at NT18 


7901100087 Summary of 78O9S0-9 iriaattng In AonapoUsi MD. re O-R Curve 
methodalopii A testing of irradiated specimens 
ALDRECHT. P Hctallurgy A Haterial s Oranch 70/10/83 4pp 


7701100038 Bummary of 7&1119 masting of the Nan-D«etructive Examination 
Revltui Qroup u/Dattelle pacific Northwest labs ra acoustic A 
ultrasonic tasting 

MUSCARAatJ Hatallurgy A Matarials Granch 77/01/11 7pp. 


7901100039 Summary of 7S1110 Bilataral Nondastructive Examination 
Ravlaw Oroup maeting Discussion centered on arses of 
cooperation A rseearch 

8ERPAN.C Z Metallurgy A Materials Drench 78/11/19 App 


7901100041 Congratulates Dr Mann upon retirement after 88 years of govt 
ave. 

MENDRIE. vlM Commission 78/11/30 Ip. 


7901100047 Expresses Bympatiiv to the wldau a* Martin Hukasch Recognliaa 
his contributions to tha flald of radiation protection 
HENDR1E. J. M Commissi on 70/18/86 Ip 


7901100090 FOIA request for all NRC Insp Repts of Vallacitos Insps from 
780989-80 A Notlcaa of Violations 
BALDWIN. M. A Fr Lands of tha Earth 7S/ 18/04. Ip 


7901100099 Notification of Contract Execution Med 8 to "Tuo-Phasa Flow 
Phanonana In Nuclear Raactor Technology" Rannsalaer 
Polytactanlc Inst 

MYNATTi W A Rasearch Contracta Dranch NRC-04-7A-301 70/10/24 

If 


790110010S Ack receipt of Commission's order an 701818 A accepts 
allotad time to participate In 790119 procaedlnga Forwards 
qual if Icatlon Info ra JH Johnsrud uho will also participsta 
LEWIB.H I. Affiliation Unknown 78/18/19. Ip 


7901100109 MURE0-04BO 

"Coal A NucloariA Comparlsan of tha Cost of Oanaratlng 
Daseload Electricity by Region " Analysis comperea coats for 
late 19 B{>'b a early I990's. ai It It based on units that will 
enter operational phace In late 1900't 

ROSERTBiJ Q • DAVID. B H . ND8N. D. A Cost Benefit Analysis Drench 

76/18/31. 99pp Avallabls at NTID 


7901100300 Minutes of 810th ACRB nesting held on 780601-08 

a ACRB - Advisory Committee on Raactor Bofaguards. ACRB-1944 
7B70i/08. 410pp 


7901100309 Transcript of S8Sth ACRB masting held in Waahlngtoni DC on 
790104 Pp 1-833 

CARBON. M.H , PLEBBET.M 0 . ETHER I NOTON. H. ACR8 - Advisory Commlttsa 

on Reactor Safeguards. 79/01/04 S39pp 


7901100314 NURE(i/CR-O301 

"Preliminary Rapt of Fire Protection Reeaarcb Program Fire 
Barriers A Fire Retardant Coetlnge Tests '* Describes second 
phase of small seals A full scale tasting program undertaken 
to assess adaquaev of f Ira-retardant coatings bn cables 
KLAMENUB.L U. Ban dU Laboratories. FIN A- 101 0. 0AND78-149A. 

7B/oa/31 90pp. Availabls at NTlfi. 


7901100316 Minutes of 780813 ACRB sut comm It tea moating In Hashlngtem DC 
ra transients u/o scram, 

• ACR6 - Advisory Committee qn Raactor Dafoguerds 7B/O0/S4. 41pp. 


7901100310 NURCO/CR-oagO 

"EABl (Estlmoto of Adveraary Sequsnct Intarruptlon) Program 
Inprovsiieants for 'HP-A? A 71-99 Calculitoro. " Prosanto 
estimates devaloptii for use In evaluating physical sacurlty 
sys Nau EA81 programo store data for subsaqwont rtcall. 
BENNETT.H. A. Bandla Lobaratorios FIN A- 1060. 3AND7Q-030A 
7S/Q0/31 6Spp. Avallabls at NT 18. 


7901100319 Mlnutas of working grdup 780787-20 moeting In Los Alamos. NM 
re hypothetical coro disruptive accidents 

s ACRB - Advisory Cemmlttae on Rtactor Saftguards 78/11/07 9lpp 


7901100388 Minutes of ACRB 700801-08 suhcommlttaa masting In 
Washington. DC re anticipated transient w/a scram 

e ACRB - Advisory Committeo on Rtactor Bafoguerds 78/C9/39 R9pp 


790110038i NUREO/CR~0367 

‘•Prompt Burst Ensrgttlcs Experiments Fresh Oxide/Bodlum 
Serlao. " Presents results of In-plla axperimonts performed 
to provide info on thermal energy to work conversion under 
prompt burst excursion conditions 

REIL.K 0 . VDUNO. M. F Bandla Leboratorles FIN A-lOli. 
BAND7B-1961 78/08/31. BOpp Available at MTIB 


7901100343 Minutes of second meeting on transient tuo-phaeB flow of 
DECO NEA Commlttea on the Safety of Nuclear Installations 
Held in Par is. France on 780612-14 

CATTON. I California. Unlv of. Los Ang alee 78/10/87 7pp 


7901100340 Transcript of 781031 meeting In Uaohington DC re "D1 scut el on 
of EDO Testimony of July-August 1977" w/the Commissioners 
HENDRIE. JM . 0IL1N8KY.V . KENNEDY. R T Commission 79/01/08 
94pp 


7901100391 Mlnutas of ACRB 7B01S6 meeting on LsCroisa Bolling Hater 
Reactor in Uashlngton. DC 

» ACR8 - Advisory Committee on Reactor Safeguards. 7B/0I/S6 3Dpp 


790110039S Minutes of Advanced Reactors eubcommlttes mesting re NRC 
sponsored rasearch on safety of advanced reactor design. Meld 
at Bandla Labs. Albuquerque. NM on 780918-13 

a ACRB - Advisory Committee on Reactor Safeguards. 70/ 11/06 

isapp 


7901100361 Forwards procadures to meat current schedule of cenplolliig 
import/export license rivlaus within 60 days after receiving 
Executive Dranch views 

HENDRIE. J M Commission 70/12/89 3pp. 


7901100379 NUnEO/CR-0322 

"Effects of Temp on tha Energy Absorbing Characteristics of 
Redwood " 

VON RIESSHANN.U. OUEBS. T R Bandla Laboratories FIN A-1049. 
aAND77-18e9 76/OB /31 88pp Available at NT 16 


79011003B3 Notice of 780806 Ztrealoy cladding program revlaw nesting li 
iriodelers'-sxparlmenters'workihDp. Discusses Bethesda ti 
Mashing ten area accommodations t transportation. 

PICKLESIMER.H. L Fual Behavior Branch 7B/18/S7. 4pp 


7901100386 Mlnutoa of ACRB lubcommltteo matting on Rallabllity t 
Probabilistic Asoeqsmant held In Haohlngton.DC on 700029 & 

701004 

■» ACRE - Advisory Committal on Raactor Bafoguerds. 70/18/82. 19pp 


7901100396 NVREO-0460 V 3 

"Anticipated Translante without Scram for LMRs. " Bunmarlxos 
additional info ra ATW8 that was obtatnsd from suir.mer/fall 
1978 ACRB St subcommtttaa meetings. 

MATTBON.R. J. Division of Byittms Safety. 78/18/31 196pp. 

Available at NTIB. 


7901100401 Retponde to 7BD137 Itr ti states ACRB sees no need at this 
time for criatlon of an independent, quasl-judlclal board for 
nuclear accident analysis 

LAMROSKltS ACRB - Advisory Committeo on Reactor Safeguards. 
70/06/08 8pp. 


790110D403 Cemmtnts on proposed 10CFR60 ro clarif icsttan of state 
participation in licensing proceedings. Matters need to be 
addrossed Si draft proesduras are welcome, 

BHEALViH. 0 South Carolina. State of 76/11/89 ip. 


7901100407 Informs that NRC has not completsd It censing action on 
okport Application XCOMOOBa ttcaueo retransfer assurance hao 
not baon rocelvod from VI flernany. 

BHEAiJ.R Office of International Programs 79/01/03. Ip. 


7901 100408 NURE0/CR-oa9l 

"Esper Imontal Data Rsport for Samiseals Hod-3 Blowdown Halt 
Tranoftr Tost 0-07-8 {Besoilnt Tost Soriot) " Aisosoos 
effect of radial power peeking on thormal-hydraullc behavior 
ti EEC an Mod-3 downcomer penetration character I otice. 

EBFARBAiV. I BACKETT. KE. . 8TAN0ER. K Idaho National Englnaarlng Co. 
FIN A-60ae. TREE-t82S. 76/18/31 302pp. Available at NT IB. 


7901100413 Confirms that JF Hurray It F Miraglla will appear on behalf 
of NRC in oral pretentatlons scheduled for 780119. 

Certificate of Bye end 

MURRAY. J.P Office of the Executive Legal Director, 78/18/26. 4pp 
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J 10041* m»pena* to POIA 701219 rtqu»»t for li*t of all NRC 
In Raglan IV Foruiara* 781130 computer printout 

' and, 

jp^l-ION.J M Division of Rule* and Record* 79/01/03 Ip 


7901100467 Forwards 7Q1219 Itr from Edlou Inti Co ultlidrauing 
application KB000999 for export of bulk tritium gas to UK 
U/o arc! 

OPLINGER<0 0 Assistant Director for Export/Iraport 6 IntSTTiatiOTial 
Safeguards 79/01/03 Ip 


^>1100417 MRC response to motion by NYiOH l< HI for amend of Table 8-3i 
/^Y'CCFRM sola) Assarts motion should be denied since 

Commission has clearly stated that economic coats are not to 
{ncluded in the S-'S rule Certificate of Svc end 

I MURRAY. J P Office of th|e Executive Legal Director 
^0/1 a/29 9pp. 


^|}ll0042a Ack receipt of 781SI9 Ur edvlalng that allotted time at 
prasentatlon on 700119 will iba ihared u/Dr Johnsrud 
^llouance for rebuttal will be at Commission's discretion 
fHILK.8 J Office of tha Secretary of the Commission 76/13/S7 

*P 


^£>1100424 Comment* on scope of EIS for proposed ruin 1DCFR61 Lou-level 
^ sumsta should be removable, standayds for disposal should be 
developed. ocean dumping has too many negative effects b 
atates should be rtsponsible for'uaste 

OOHERTY.J F Armadillo Coalition of Texas 7Q/12/S1 Ip 


1-00428 Cotnmants on proposed rule 10CFR61 State* definition of lou- 
lavel waste must be formulated Favor* sys for waste 
eegregatlon b state regulation of waste burial facilities 
HEYERS. B A Califomiai State of 78/12/26 2pp 


-^^01100430 Forwards copy of 7B1229 Itr sent to Oeneral Atomic Co which 
point* out requirements expressed In Condition 11 re 
ahlpnent of highly enriched U 

DAV18. J. 0 Office of Inspection b Enforcement 78/12/29 Ip 


790110046B NUREO/CP-002 

"Larval Eiclvston Systems for Pouer Plant Cooling Water 
Intak esi Pr-oceed ings of the Workshop Held at Shelter Island 
Inn. San Dl egm CA> 7B0207-08 " Evaluates the status of various 
fsathods for prevention of larval fish entrainment 
SHARMA. R K ■ PALMER. J D, Argonne National Laboratory 
W-31-l09-EN0-3a ANL/ES-66 78/08/31 24lpp Available at NTI8 


7901100469 Forwards application from Transnuclear Inc for license to 
export 12714 kg 1 ou-enr i ched U-S3S to W Germany Requests 
Exrcutlve Branch views U/o end 

OPLINOFR.O O Assistant Dlrect-or for Ex port / import b I-nternatlonal 
Sefeguerds 79/01/03 Ip 


7901100473 NURE<J'0503 

Final EI8 for Minerals Exploration Co related to 
facility license approval SummaTlies environ Impacts, 
posatble adverse effects, b principal alternative 
cone 1 deratl ons 

« Office of Nuclear Material Safety b Safeguards 78/12/31 28tpp 
Available at NTIS 


7901100473 NUREO/CR-0474 

"Comparison of Simulation Models Used in Assessing the 
Effects of Power-Planl-Induc ed Mortality on Fish 
Populations " Analyies the affect that differences between 
B models have on model predict ions. 

SWARTZMANiO L . DERIBQ.R 6 , COWAN. C Washington. Unlv of 
NRC-04-7&-2Sa UH-NRC-IO 78/10/30 I66pp Available at NTIS 


7901IDD436 Notification that purpose of export license Condition 11 is 
to insure Integrity of shipment at final destination Due to 
recent shipment w/broken seall. request no addl shipments 
pending compliance 

DAVIE. J Q Office of inspactton b Enforcement 78/12/29 2pp 


7901100432 Comments on proposed rule 10CFR61, States need for more 
•xptlclt criteria for low-level waste management 
MCORANERV.O P. LcBoeuf. Lamb. Lelby b MacRae 78/12/26 3pp 


7901100440 States agreement w/proposed rule published 781019 Requires 
clarification of 21,2 which allows purchasers to impose 
reporti-ng requirements on stock' mstl. 

OUERNBEYiU B. Affiliation Unkn.own, 78/11/27 Ip 


7901100446 "Physical Protection of Nuclear Matl In Transit. Oct 1970 " 
Ppogrtsf rept on convoy analy 1 1 s> conf 1 ic t analysis, emergency 
anslstance request simulator b search b recovery 
CHAPMAN. L D BandU Laboratories FIN A-U73. 78/11/13 4pp 


7901100449 Responds to FOJA 781204 request for copies of NRC Insp Rspts 
re Insp of Valleelto* facilities on 78092S-2Q b Notices of 
Violation. Forwards repbs b info requested except proprietary 
snti to 701O2S Itr tref 10CFR2 790). 

FELTON. J M Division of Rule* and Records, 79/01/09 2pp. 


7901100432 Forwards application from Edlou Inti Co to eiort bulk 
tritium gas to England Requests Executive Branch views. H/o 
end 

OPLINOER. 0. 0. Assistant Dlrettor for Export/Import b International 
Safeguards 79/01/03 Ip 


7901100499 Informs that NRC has not completed action on applications 
for export licenses XC0H0109. xqOMOl 13. XCOMOl 14 b XCOh0119 
Aeeurances re matl retransfer are required from recipient 
countries, 

SHEAp-vI, R Office of International Program*. 78/12/87. Ip 


7901100438 Forward* "Best Estimate Experiment Predictions for LOFT 
Nuclear Experiment* LS-E. L2-3 'b L2-4 " 

KAUFMAN. W C. Idaho National Engineering Co. 78/11/89 3pp 


7901100468 "Best Estimate Experiment Prediction* for LOFT Nuclear 
Exporlmente L2-a.L8-3 b LB-4," Interim rept containing 
prediction of coupled LOFT sys thermal. hydraulic b fuel 
mechanical response* for L0CE8 LE-Bi LB-3 b L2-4 of test*. 

BRDbH.W H Idaho National Engineering Co FIN A-6048 70/11/30 

I7ipp. 


7901100499 Progrise Rept, "Physical Protection of Nuclear Faeil 1 ties' Oct 
1978 " Research we* inltlatsd^ln a direct Interectlv* link 
between safeguerde automated facility evaluation model b 
enfeguards engineering b analyste datebesi. 

eWAPMANiL D Sendie Laboratorlea FIN A-1060. 78/11/17 lOpf 


7901100477 NUREO/CB-0262 

“Sene 1 1 Ivl t y Studies of One-DImens 1 ona I Neutronici 
Calculations for Prompt Durst Cxcurs 1 on<PBE)ExpeTiment s In 
the Annular Cere Pulse Reac tor ( ACPR >. " 

VARELA, D W . WILLIAMS. D C Bandla Laboratories FIN A-1016 
SAND7B-0143 78/07/31 I6pp Available at NTIB 


7901110019 Licenee far Dreseer Atlas Export Sales to export 13 5 Cl 
Am— 241 contained In 3 Oammatr-on Model AN-HP sealed sources 
via Natural Anvers, Bel g 1 urn or Kuehne b MageliW Germany to 
Technoimp art. B-uchares t . Romania 

OPLIHOER.G G Assletsnt Director for Ex port/ Import b International 
Safeguard ■ 79/01/02 2pp 


7901110020 Amend 3 to license for NL Industrie* to export addl 9078 kg 
depleted uranium Total authorl lation 23, SB8 kg 

□PLINOERrO.O Aselstant Director for Export/Import b Internotio-na I 
Safeguards 79/01/03 Ip 


7901110023 Licenee F-or General Atomic On to export mlic e I lancous 
components b ipeclally designed or prepared parts for use 
In nuclaar reactor to Ontario Hydro b Atomic Energy of 
Canada Value of equipment not to exceed 9330.000 

OPLIHGERi G 0 Assistant Director for Export/Import b International 
Safeguards 78/01/03. Ip 


7901110D33 Responds to 791204 request b forwards "Licensing Procedures 
for Oaologlc Reposltar iesx Format b Content of Environ Rept* 
for ConvRTitianal Ceolegic Waste fieposltorlee. " b "Licensing 
of Klgh-Lcval Radloactivs Waste Repositories " 

BDULE, R R High Level & Traneuranlc Westc Branch 78/12/13 Ip 


79D1110D39 Comments in dr ..o ttoraee of 

spent fuel Urges the 
wltk> b not exceed th 
at nuclear power fee 
DU’RaTEIN', 8 Ukscpni 
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7901110051 Su/nitiarl >es revlau of rtsponioi to quettiont ti cooiments ro 
propoied tailings Isachlng apsrationi Ulconso cannot to 
issusd until 7BlS31ibut public hearing ulll be announced as 
soon as items are resolved 

VERNON. T H Colorado. State of 78/12/32 Qp p 


7901110052 Comments on proposed rule re spent fuel storage at 
independent Installations Suggests inclusion of notification 
of Oovernor t< Radiation Control Office re const in affected 
states 

HCHAROiD Oklahoma. State of 78/13/04 Ip 


7901110055 Commentf on proposed spent fuel storage regul atlon. 10CFR78 
Suggests regulation should contain sufficient provisions for 
notice to affected parties 

COHDEN.O M Teias. State of 78/12/07 Ip 


7901110056 Responds to request for commenta on proposed regulation re 
storage of spent fuel In an Independent spent fuel storage 
installation Suggest terminologg be revised to conform 
u/tarms used in other NRC regulations 

BAXTER. ft C Allied General Nuclear Services 7B/12/31 App 


7901110057 Responds to 781006 Itr re proposed rstocatlon of NRC 
Region IV from Walnut Creek to douintoun San Francisco 
Foruards cepg of Itr sent to J Solomon of OSA Indiceting 
position of NRC on relocation 
HENORIE.J M Commission 79/01/04 3pp 


7901tl00SB Ack receipt of 3 repts on radioactive uaste disposal 
NEILL. R H Neu Mexico, State of 78/ 12/39 Ip 


7901110062 Applies for license to Import enriched U from reprocessing 
operation in W Oermang Natl Is being Imported for use as 
feed for product to be exported for KNK-Il reactor in W 
Oermang 

MATSON. V Transnucloar, Ine 79-001 /02{TNP ) 79/01/03 3pp 


7901110067 Commants on proposed rule re recordkeeping for 
ffllsadmlnlstratlon of reporting requirements need for 
regulation must be demonstrated 4r responsibility should not 
be given to govt ageneg 

KNUOaON.H R Affiliation Unknoun 78/12/13 2pp 


7901110060 Agrees that complaints from retail customers & copies of 
legislative bills u/o marginal notations mag be excluded 
from production bg Pacific Oas & Electric No other 
categorioc mag be excluded at present 
HDRN.H C California, State of 70/12/05 2pp 


7901110083 Foruards Executive Branch analgsls recommending Issuance of 
export license amend to X8NH-744. 

NOSENZO.L V State, Dept of 78/12/21 16pp 


7901110091 In response to 760707 Itr. Executive Branch approves issuance 
of amend to export license of NL Nuclear Industries to 
increase amount of depleted uranium for oiport to Canada by 
20000 lb 

NOSENZO.L V State, Dept pf 78/12/29 2pp 


7901110098 NUREO/CR-0383 

"Advanced Reactor Safetg Research Ouarterlg Rept.Oct-Dec 
1977 " Describes progress in energetics. fuel dynamics, 
cors debris behavior-inherent retention, aerosol source 
normalltatlon t. test/fac 1 Ittg technology areas of program 

. -.-oratDrisi FIN A-I016, 8AND7B-06II 78/10/30 ia4pp. 
“IT18 


lokum Resources Corp 7B1211 Itr to Environ 
its of NHiw/addl Info requested bg NRC on 
irm values for application for radioactive 

eo, State of 7D/18/19 6pp 


Generic Mechanical & Thermal Hydraulic Design 
4x14 Reload Fuel Assemblies M/Zlrcalog 
tlnghouie 8-Loop Pressuriier Water 
(ref 10CFR2 790) 

n States Power Co, 79/01/08 6pp 


0 FOIA 701219 request for records re Tarapur. India 
n b other matters relating to nuclear 
biards list of documents available In PDR. 

Sion of Rules and Records 79/01/04 5pp 


bn of 790118 meeting at Dathesda.MD u/applic#eit re 
of const permit application documents b 

ht Mater Reactors Branch 2 79/01/04. Ip 


7901110189 Ack receipt of 781101 Itr offering proposed statement of 
policy re reactor safetg study h use of risk assessment in 
rtgulatorg process Commission will take account of proposed 
statement 

HENORIE.J H Commission 78/12/88 tp 


7901110200 Forwards proposed statement of policy re reactor safety 
study b need for rulemeking resulting frost risk assessment 
review group rept Recommends NRC withdraw sndorstment of 
reactor safety study 

FORD. D F Union of Conctrned Scientists WEISS. E R Bheldon. 
Harmon b Roisman 78/11/01 6pp 


7901110195 Provides preliminary comments based on incomplete review of 
OEIS on uranium milling Expresses conesrn rs haxards frost 
solution mining b milling, conventional mining, rec lamation 
criteria. el iminatton of yellowcake drying b ore haulage 
OAMEWELL.R Colorado. State of 78/12/20 18pp 


7901110196 Forwards application for license to export 12 kg 4S'4 
enriched U to Japan 

T8UJ1.N Nlfsho-Iuai American Corp MACPJ-2102-NT 76/18/19. tp 


7901110197 Application for license to export 12 kg 4SX enriched U to 
Jepan Includes end-use etatemcnti related correspondence b 
Kyoto Univ experiment plan 

YOSHIDA, V Nlstho-Iwel American Corp 70/12/19 2Spp 


7901110231 Notification of Contract Execution Mod 3 to “Environ 
Surveillance far Measuring Concentrations of Radioactivity b 
Radiation Levels in Environ of Comnlsslan-Llcenied 
Activities Located in State of Md. " State of MO 

BAISDENi L Research Contracts Branch NRC -05 -77- 103. 78/11/13 

Ip T 


7901110234 Mod 3 providing addl fundi for FY79 sf forts to “Environ 
Surveillance for Measuring Concentrations of Radioactivity b 
Radiation Levels In Environ of Commisslon-Llctnsed 
Activities Located In State of Md '* 

MORTDN.K V Division of Contracts NRC-05-77-103 78/11/13 

Ip 


7901110246 Forwards NRC 781228 Ur to ACRB reeommindlng that NRC 
designate an ACR8 subgroup or independint body to revisw 
LERs with safstg implications 
HENDRIEiJ M Commission 78/18/29. Ip 


7901110248 Repts on status of comprehinslva revisw of ths training b 
selection process for ASLB msmbtrs NRC working group has 
riquested an sxtsnilon until 790131 to raport on the 
Information-gathering phase 

UDALL.N K House of Rep , Interior b Ins Affairs 70/12/28 8pp. 


7901110249 Responds to 781013 Ur forwarding Market 's Ur re praaant 
low-Ievcl radia'tlon standards Reports that NRC will hold 
public hearing re revision of radiation dosa-limiting 
I tandardi 

HENORIE.J M Commission 79/01/04 3pp 


7901110253 Requests NRC consideration of enclosed 760980 Ur from L 
Marbet re the need to hold public hearings to discuss 
revision of present low-level radiation standards, 

HATFIELD. M 0 Senate. Energy b Natural Rasoureas 76/10/13 2pp. 


7901110251 Responds to Mysrs 78I11S Ur recommending estaaitshment of 
reactor Info center b computer data bank of reactor 
incidents, Reports that, to a great extent, tha NRC's Incident 
Response Center serves the recommsnded functions 
HENDRIE. J M Commlsilon. 79/01/08 3pp. 


7901110254 Recommends establishment of a commercial reactor info center 
b a computerliad data bank of reactor incidents to providi 
instantaneous Info for emsrgincy situations b systsmatic 
evaluations of utilities' b vendors' reactors 
MYERS.g A House of Rep 78/11/15 ip 


7901110259 Responds to Congrossionel Inqolrlss r# low-level radiation 
protection standards. Reports that the NRC will hold public 
hearings rt radlablon probsetion b Issues Identified in a 
recent NRDC petition 

HENORIE.J H Commission. 79/01/04, ip. 


7901110262 iirgas that NRC hold public hearings on acceptability of 
existing radiation txposure standards, 

AUCOlNiL House of Rip, 78/10/16 Ip. 


7901110863 Forwards for NRC consideration a Ur from Oregon Bnorgy 
Facility Siting Council recommending that NRC hold public 
hearings to decide whether existing radiation expoiur# 
standards should be lowered 
HATFIELD, M 0 Bsnate 70/10/19. 2pp 
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7?OI1IOSa 7 RipoTt* th«t Oroeon Enerjy Facility Biting Council believes 
that the health effects of T>adlatlon cKposure mag be greater 
than pravlouslg thought Urges that NRC hold public hearings 
re existing radiation exposure standards 
PACKUOaO. D Benate 7B/10/th Ip 


T90lill0aEit> License for Unitronex Corp to export BOO mCi of tritium via 
C Kartulg &> Hetronex Foreign Trade Enterprise to Centrum 
Technlki M^tuarianla Pr ximy slu> Odanski Pol and 

□PLfNOEH. 0 O Assistant Director for Export/Import b International 
Sadaguards 79/01/03 Bpp 


7901110269 License for Trananuclear Inc to export 183 kg of U-B33 to 
Atonic Energy of Canada Ltd 

DPLlIKkEnrO O Assistant Director for Ex port/import t> International 
Bafeguards 79/01/04 Spp 


7901110318 Grants exemption from reguirement for uritten aisuranccs of 
physical security aeasurtt re export by Trantnucleer tnc of 
lou-enriched i> to U Oernany 

0PL1KGER*0 O Assistant Director for Export/ Inport b International 
Safeguards 78/12/36 Ip 


7901 1 10323 Supports proposed amend of 10CFR21.but suggest one 
clarificatloni of Sectian 2 l 7 to limit application of 
defects It n oncomp 1 lane c reporting program 
ROSENi 8 U AFfillaticn Unknown 7B/12/12 Spp 


7901110326 Not 1 f icatlon of Contract Execution Mod 6 to “Operation b 
Maint of the Technical Assignment b Control Sysi “ Senasys 
Corp 

MADROW.L A Administrative Contracts Branch KRC-07-77-no 

79/01/02 Ip 


7901110278 Amend 1 to Mestinghouse export license adding Equlpos 
Nucleares 8 A All other conditions remain unchanged 
DPLINOERj 0 O Assistant Director for Export/Import 1» International 
Safeguards 79/01/03 ip 


7901110279 Amend 1 to TX Nuclear Division export license adding Ramsey 
REC Ltdt Ontario as addl Intermediate consignee All other 
conditions remain unchanged 

OFLINOEn> 0 0 Assistant Director for Export/Import & International 
Safsguards 79/01/08 ip 


7901IID3Q0 License application For OE to export 6663 kg of uranium 
dioxide pouider for fabrication of nuclear fuel bundles to 
reload Tsuruga Nuclear Foiuer Station 

BRfNKItAH General Electric Co i Nuclear Energy Products Dlv 
78/ 12/32 Ip 


7901110283 Amend 1 to TX Nuclear Division export license adding Rimseg 
REC Ltd, Ontario as addl intermediate consignee. A1 1 other 
conditions remain unchanged 

OPLIHOElIiO 8 . Assistant Director for Export/Import h International 
Bafepuarris 79/01/08 Ip. 


7901110289 License application for Dresser Atlas Export Sales Operation 
to esport 6 Ain~24l Qei 73 uCi each> It 4 Ain~241 Dei 300 uCl 
• achi spec ial ly encapsulated stainless steel capsules to 
China Natl Oil t< Oas Exploration Corp 
TURNER 1 1 . Dresser Industrisii Inc 79/01/03. Bpp 


7901110289 Responds to 700717 request for Executive Drench views on 
lesuahce of license to UB Army Matl & Mechanics Research 
Canter for export of 230 kg U ta United Kingdom Recommends 
Issuahcs of license 

NOSEKJOiLV. Btatei Dept of, 79/01/03 Bpp 


7981110292 Informs that author will make oral presentation on 790119 on 
behalf of Btate of NY 

BHCA>J. F. Neu Yorki State of 78/12/27 Ip 


7901110327 Mad 6 pernitt In t erchangiab i 1 1 ty between eitxeieted hours 6 
labor categories to “Dperation b Maint of the Technical 
Assignment b Control Sys “ 

MATTIAfM J Division of Contracts NRC-07'77-U0 79/01/02 

Bpp 


7901110331 Meekly Info rapt for week ending 781229 

REHMi T A Office of the Executive Director for Operitions 
79/01/05 14pp 


7901110332 Notification of Contract Execution Mod 2 to "Morkshop on 
Flarrmsbl 1 1 ty of Solid folymir Dielectrics.'' Natl Academy 
of Sciences 

UOLLETtS A Research Contracts Branch NRC''04-77-l 44 78/12/29 

Ip 


7901110333 Mod B extending expiration date u/o cost to "Uorkshop cn 
Flammability of Solid Polymer Dielectrics “ 

MORTON. K V Division of Contracts 78/12/29 ip 


79011 1033B Motlflcatlon of Contract Execution Hod 1 to "Technical 
Assistance Program for 9t a te-o f-the-Art Study Concerning 
Near Field Earthquake ground Motion." SySificitnce b 

Softuars _ 

WDLLET.B A Research Contracts Branch HRC-03-7B-155 78/12/22 

IP 

7901110343 Mod I changes CDAR from Dr Reiter of HRR to R Brajee of RES 
to "Technical Assistance Program for State-of-the-Art 
Study Concerning Near Field Earthquake Ground Motion 
MORTON. K V Research Contracts Branch NHC -03-78-155 

78/12/22 Ip 


7901110339 Com-tients on proposed rule 10CFR21 Language of "basic 
component" or "standard" Item does not adequately define the 
problem Suggests new wording for paragraph a-1 in 21 3 to 
clarify "commercial grade item " ........ i 

REINSCH. H O Bechtel Power Corp IBubs of Bechtel Corp > 
78/12/11 2 pp 


T90I11G29B Cancels export license XBNM01324 to Korea 

JOMNSONjN R Eberllne Instrument Corp, EI-916574, 70/12/lB ip 

790)110301 Urges MRC to expedite application X8NM-la92 for export of 
highly-enriched U to Cenada. because export has been approved 
by President b Is needid urgently. 

NOBENZDtL V Btate. Dept, of 70/13/14 Ip 

7901)10303 Notice that due to urgent need, license for **°'*'^*^ 

esport components to Caneda was Issued u/o customary IS-flay 

OFLINOERro 0 Assistant Director for Export/Import b Intirnational 
Bafaguarda 79/01/03 Ip 

7901 1 10312 Comments on proposed rule 10CFR72 re spent fuel storage, 
giving both penaral h specific vleius in support of the rule ..q. 
NELDONi R. Exxon Nuclear Co . Inc dsubs of Exxon Corp >. 78/1 / 


7901110318 Notification of Contract Execution Mod 5 to "Advanced 
Reactor Accident Delineation b Asso ismanti " Unlv of ca. 

Los Angalts. . » -i. 

MENCZERiH.n Technical Assistance Contracts Branch 

HRC-03-77-001. 79/01/04, Ip 

7901110321 Mod 3 revising Articles l.V b VI to "Advanced Reactor 

Accident Delineation b Asaosament " viar-n'xn 7700 Ql 79/01/04 

DOUGHERTY. D J, Division of Contracts NflC 030770001 

Spp 

7981 110316 BECY-78-627A ^ 

RacDoinends issuance of proposed license for Transnuc 
to •sport highly-enriched U to Canada. intio/ss sapp 

8 HEA 1 J.R. Office of International Programs 78/13/22 fP 


7901110340 Requesti t 1 arl f 1 e at i on of proposed rule lOCFSBl as it 
relates to "bar stock" 

THOMAS. E U Affiliation Unknown 78/13/07 Spp 

7901110341 Notification of Contract Execution Procedures 

Orientation for Now Clerical Employees" awarded to 

Montgomery County Schools „ ^ n..nfh nhc-io-79-376 

HOYLE. A E Adminlftratlvi Contracts Branch NBC 10 /v j/o 

7B/11/0B Ip 

7901110345 Contract for "affic* Procedures Orientation for New Clerical 

Employaes" awarded to Hontgomory ®c''io-79-376 78/11/00 

HARGETT. D J Dlvlilort of Contracts NRC-IO 79 376 /o/i«/uo 

4pp 

7901110344 Bummarixes NRC to**”" 

Transnoclear Inc to export 299 ks highly 

iS. Conclude, issuance of liens, is not inimical to US 
mSSrE^S'" Office of International Program. 78/12/13 3pp 

7901110347 Forwards comments on "Marl 2 *'**?J"" j*.Sdb*^*’'** ** 

Draft Load Evaluation ftipt. " due to Inability to attend ACRS 

IlJt^nrilmorial Institute. P.ciflc Northwest Labcr.tory 
7B/U/10. 3pp 

7901110340 Notification of Execution Nod 4 to "Environ 

Surveillance for Measuring Cenejntrat ons of Hadioac .1 vi ty 
b Radiation Levels in Environ of Commission Licensed 

r.Tslit'.V NRC-05-76-3BO 78/U/I3 

IP 
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7‘50tll03S’l Mod 4 provide* *ddl funding for FV79 effort to “Environ 
Surveillance for KBaiuring Concentration* of Rod ioaetlvi tg & 
Radiation Level* in Environ of Coniniition-Liceniad 
Activities located yithin State of CO “ 

MOftTON. K V Research Contract* Branch NRC-O8-76-3B0 

7B/li/l3 ip 


79 D 11 10353 Provides (}E''s comnicnts an status of 5 BHR-related items on 
igRC list of “unresolved lafetg issues" stating that progress 
Is being made ti these issue* are not of safatg tignlficance 
to BUR plants 

BHERHOODi 0 G Uestlngheuse Elactrlc Corp 70/13/18 7pp 


7901110394 Notification of Contract E< ecution. "Techn ical Assistance to 
Support NRC IE Technical Personnil in Investigation & 

Evaluation of tncidantsi Allegations 6 Reported 
Discrepancies" awarded to Parameteri Inc 

BAISDEN. L Research Contracts Branch NRC-0S-77-iad> 70/11/00 

Ip 


7901110306 Author ii SB eipenditur* of funds re Contract NRC-03-77-106 
Requests act of correspondence & responses to funding 
U/enct agreement 

MORTON. K V Research Contracts Branch NRC-05-77-1B6 

78/12/14 2pp. 


7901110355 Resgande to NRC 781319 order confirming that Patrick Uatsh 
L Colleen Nlssl ylll participate in oral presentations on 
790119 on behalf of MI & OH 
MISSL. C K Ohio. State of 70/12/37 3pp 


7901120013 Comment on technical ueatnesses in Reg Guide 9 98 relating 
to traceabilltv of msaeuremants for accountability of SNM 
Requaete that yeaknats be resolved for clarity It uniformity 
of application. 

BINOHAM.C D Energy. Oept of 70/12/32 aPP 


7901130019 Affirms understanding of “commercial grade Itame" in 
proposed rule 10CPR2t It requests confirmation. 

BINNEY.C Affiliation Unknouin 70/12/12 ip 


790112C023 8ECY-79-2 

Foruarde Executive Branch response recommending issuance of 
license to QE for export of Pu It U to France Requests 
c omments 

SHEAi R Office of Internationel Programs 78/12/29 IBpp 


7901180040 Requests info on defect reporting requirements in 10CFR21 re 
baste regulation, c lar 1 flcat 1 on & amendments 
JOHNSON. I O Affiliation Unknown 78/12/ld> tp 


7901180059 Informs NRC that AH Outterman util rsprsient TVA at oral 
presentation on 790119 in matter of amend of lOCFRSl. 
licensing of production t. utllliatlon facilities ianvtron 
effects of uranium fuel cycle) U/Certlflca be of Sve, 

8AN0ER. H 8 Tenneesee Velley Authority. 79/01/03 4pp 


7901180099 Comments on proposed rule re spent fuel itorsge: license 
should not be issued to individual. but to corporate entity) 
should post bond) siting should consider toeiologlcal 
factor* 

WILT.S D Affiliation Unknouin 70/12/19 2pp. 


7901120061 Comments on proposed rule re epent fuel storage. Draft of 
rule ie satisfactory Agrees u/paragraph 72.79 QA 
requirements. 72 71 quality standards tt 72 71 testing (. malnt 
of safety-related sys tc components 

BEAVER. R U Oak Ridge National Laboratory 70/12/14 Ip 


7901120063 Notification Of Contract Execution: "Rapid Reading 20-h 
Course" awarded to Montgomery County Public Schools 
HOYLE, A E Adinlntetratlve Contract* Branch NRC-10-79-379 

79/01/03 Ip 


7901120094 Comments on proposed rule re dleposal of nuclear uiaat* 
Favors rsprocassing of waste to be followed by deep mina 
site disposal 

STEELE. D B Affiliation Unknown 70/12/19 2PP 


7901120106 Forward* Executive Branch analysis of tlcenea application 
for 6E to export low-enriched uranium to Mexico Racommtndt 
issuance 

NOSENZO.L V State. Dept of 70/12/29 13PP. 


7901120110 States DOS has requestsil IAEA through US Ml salon Vienna to 
provide safeguard! info for Laguna Verde Power Station Units 
1 b 2. 

HOYLE. D D State. Dept of 70/18/29 Ip 


7901120111 Forwards license application from Teledyna Isotope* for 
lieenee to export byproduct matl to Algeria Request* 

Executive Branch views U/o end 

OPHNOER.O 0 Assistant Director for Export/Import b Internatianal 
Safeguards 79/01/04 Ip 


7901120116 Forwards application by 8H Bhattuck Chemical Co for licanaa 
to export source matl to Mexico Requaete Executive Drench 
views U/o end 

OPLINQER. 0 0 Assistant Director for Export/Import b Internatianal 
Sefeguerde 79/01/03 Ip 


7901120120 Supplement* 701106 1 tr re status of application for axport 
of low-anrlchsd uranium to Republic of China Final NRC 
action le delayed due to Commiseioner request for further 
info from Executive Branch 

SHEA. J R Off let of Intarnatlonal Programi. 79/01/03, ip 


7901120149 Comments on Reg Guide 3 0. Revision 1. “Preparation of Environ 
Reptf for Uranium Mills" re family vegatable plots b 
ectimatad expoeura compariaone Believes revisions have 
Improved the guide 

NOLFF.T A New Hrxlco. State of 70/11/17, 2pp 


7901120189 FOIA request for ell documentation concerning export to it 
use by India of special nuclear material Records are to be 
used in public hearing on Edlow Inti Inc export license 
application 

CURTIS. C . BARNES. J Center for Law b Social Policy 78/18/19 
9pp 


7901120163 FOIA request for acceet to documentation re application by 
Edlow Inti Co to export special nudaar matl to India. 

GREENBERG. E V Natural Retourcei Dsfente Council 76/09/14, App 


7901120170 Comments on Reg Guide 8,24 re ventilation surveys, calibr 1. 
sampling survey frequency Dslieve* regulation should be 
modified to be lees specific In application 

KlRKiWF United Nuclear Corp. NIB- 7B-12-42, 78/12/20, 8pp 


7901120178 Comments on NRC advance notice re management of lou-ltvml 
nuclear was tee. Recommends that viable criteria for waite 
management alternatives Include population denilty. dep th of 
water tables, land use. soil erosion, b site insp. 

WIL80N.J, Illinois. State of. 70/18/19 2pp. 


7901120160 Comment* on NRC advanced notice of plans to develop low- 
level radioactive waste regulation* re private 
management of waste sites. d Ispotal options. waste segregation 
b criteria b standard* for disposal, 

OORENFLO. L Affiliation Unknown. 70/12/22, 8pp 


7901120106 Comment* on advanced notice of proposed rulemaking ra 
mgt b disposal of low-level waste by shallow land burial b 
alternative dispoeal methods Emphasiiaa that need for 
alternative methods is marginal at bast 

AXELRAD.M l•owsnst*in.NewfflantR*l*tAx*lrad b Toll, 70/12/82 I5pp 


7901120069 Contract for “Rapid Raading 80-h Couraa" awarded bo 
nontgomery County Schools. 

HEROETT, D J Admlniitrabive Contracts Branch NRC-10-79-379 

79/01/03 4pp, 


7901120187 Responds to 700910 Ur re appl X8NM-1892, CA Atomic Energy 
Control Board confirm* that matl will be tranefarrsd to 
authoriied ceneignst pursuant to cooperative agreements, b 
physical security will be maintained, 

KEEFE. R Canada, 78/09/10 Ip, 


7901120080 Forwards application from N1 ssho-Iuia 1 American Corp for 
itcentB to export special nuclear matl to Japan Request* 
Executive Branch vlewa, H/o end, 

Offici of the Executive Director for Operatione 

79/Oi /04 Ip 


7901180009 Forward* application by 8H Bhattuck Co for licence to export 
source matl to Mexico. Requeate Executive Branch views, H/e 
vnci 

OPLINGER. 0 0 Assistant Di rector for Export/Import b International 
nnfaguarde 79/01/03 Ip 


.TW.4KU,TU wommanse on aovanccd notiL. wr r«»» ra a 

low-level wastes in ocean# Eallevae 
NRC hat no authority to do to 

CURTIS. C B. Center for Law b Bectal Policy. 70/12/20. 2pp 




7901120191 aECY-7e-627C 

Facility attachments from DOS for application to export 
highly-enriched uranium to Canada for u#a in NRX.NRU. b 
tlDwpoke reactors are now in force. Canadian govt ha# urgent 

•8»‘n recommended. 

R, Offtet 0 # Inttrnitlonal ProQ-rami. 79/01/03, Ip. 
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T'^O'1 120192 Commantt on advancad netica of proponad rulemaking ra mgt !< 
diipmal of lou-lavBl ua«te* bg shallou land burial b 
•Itarnabiva disposal mathods including EIBiuaste performance 
(riiaria tt sbaba responsib i 1 itg 

NILSONi R E«*on Nuclear Co . Inc (subs of E»«on Corp ) 78/12/27 

4pp 


1901120193 Commanbe on scope of EI8 for proposed neui lOCFRbl «i 
alternate lou-'laval radioactive u/aste disposal jnetbods 
Etlievas ElB should consider sociopolitical impacts in 
promulgating this regulation 

aiMHS. H Pannsglvania. State of 78/12/lS 2pp 


7901120199 Transcript of ACR8 22Sth general meeting on 790109 in 
Hath{ngtan> D C Pp 234-443 

CARlOMiM W j PLESBETiM 8 , ETHERINOTON. H ACRE - Advlsopg Committee 
«n Reactor Safeguards 79/01/09 109pp 


790112019& Transcript of ACRS 790103 subcommittsa meeting in 
Hishlngtoni DC on regulatory activities Pp 1-122 
S1EB9, C . ETHERINOTON.H . KERR>H ACH8 - Advisory Cammittee on 
Reactor Safeguards 79/01/03 123pp 


7901120197 Transcript of public msatlng Briefing on FY79 Operating 
Plansi Dec 1 s 1 on Unit TracVingion 790103 in Uathi ngtoni DC 
Pp 1-44 

HEUORIEtJ H I 01L1N6KY. V , DRADPORD, P A Commies I on 79/01/03 
49pp. 


790112019B Transcript of ACRS subcommittee meeting on spent fuel 
ftoraa* pool design In Hashlngtoni DC on 790103 Pp i-92 
aiERBiC 4 ETHERINOTON.H . KERR. U ACRB - Advisory Committee on 
ftaactor Bofaguards 79/01/03 93pp 


7901120199 8ANt77-1371 

‘Spent Fuel Heatup Pollouing Loss of Hater During Storage " 

Draft rapt presenting analysis of spent fuel heatup after 
drainage of storage pool using 8PUEL code Cladding failure 
depends on storage configuration b fuel decay 

BEN.1AMIN.A B < HCCLOBKEY, D J , P0HER8. D A Bandie Laboratories. 
78/09/30 IBSpp 


790I120'200 Comments on proposed rule dealing u/storage of spent fuel 
in spent fuel storage Instal latlon. Ob jects to ounershtp of 
such facility by Individual Instead of entity, endorses 
bonding for financial stability b participation oP public 
HILT. D D Affiliation Unknown 7B/12/19. 2pp 


7901120208 Forwards comments of Lower Allouays Creek Township on HRC 
advance notice of plans to develop low-level radioactive 
waste regulations Focuses on issues of criteria re viable b 
non-viable alternatlvee b watte segregation 
VALDHE. C Affiliation Unknown 78/3B8. 78/12/20 20pp 


7901120209 Forwards, for NRC rasponse. comments obtained from poll 
conducted on the Nuclear Valve b Actuator Cemmittees of VHA 
re basic component amends to 10CFR2t. Believes amends needed 
which Should better indenttfy valve sys partt/accessorles 
HILLIAUBON. A H Affiliation Unknown. 78/12/tB 2pp 


7901120311 Notlftcation of meeting on 790117 to discuss Teik Action 
Plans A-3. A-4 b A-S. re Hestinghouse. C-E b BbH steam 
gensTstors. 

LIAH. B D Assistant Director for Environmental Projects 

79/01/00 Ip 


7901120218 RtRUaits info re disposition of. proposed amends which would 
raRwlre licensees to provide eervicee. rent-free office space 
Ic facility access privileges to NRC inspectors. 

CURRAN, e J Oeneral Atomic Co. (subs of Oulf Oil Corp ) 78/12/19 

If 


7901120224 Forwards Itrs re waste disposal Elaborates on own comments 
made at 781011-12 subcommit.pee meeting on siting problems. 
PHtLBRlCKrS 8 Consulting Enginoering Oaologiit. 78/11/17 Ip. 


7901120226 Forwards rsvieui of OE topical rept NEOO-2t092. "Max Imum 
Olacharge Rate of . Liquid Vapor Mixtures from Vestals " 

ElSENHUTiD. Assistant Director for Systems b Projects 78/12/27 
2fP 


7901120827 Review of OE topical rept NEDO-81092. "Max Discharge Rate of 
Llguld-Vapor Mixtures from Vessels, " Concludes that 
httMogancouB equilibrium critical flow model it neither 
conearvattve nor best estimate method for predicting flow 
E18£NHUT> D. Assistant Director for Systems b Projects 
78/12/87. 12pp. 


7901180230 Notification of approval of proposed license to export 
hlshly-enriched uranium to Canada, Info Included In 
8eCY-7B-627A 

CHILKi 8 ^7. Office of the Secretary of the Commission. 79/01/04 

Ip. 


7901120233 Forwards info re analysis development programs obtained at 
sixth water reactor safety research info meeting on 
781106-09 Efforts are being dup 11 eated. though they are 
justified in the search 

ZUDAN8. Z Franklin Institute Research Laboratory 78/11/15 9pp 


7901120237 Summary of review of rept "Simulation of Eorthquaka Qround 
Motions for 8an Qnofre Nuclear Oensratlng Station." Del Mar 
Technical Associates Provides info re method used in 
prediction of earthquakes. b ut questions final observations 
TRIFiRlAC. H D Southern California. Univ of 78/11/14 2pp 


7901120339 Comments on fteviilon of Rag Guide I 143 Suggests changes re 
blowdown sys b radioactive metis 

O'DONNELL. E P Ebasco Services. Inc (8ubi of Enserch Corp > 
78/12/11 Ip 


7901120248 Forwards "Mark 1 Containment Program SEP" (NURE0-040a dtd 
Dee 1977) NRC evaluation of plant unique info will be 
provided in 8ER to be issued by 790Q31 All issues must be 
resolved before fuel loading 

8T0LZ. J F Light Hater Reactors Branch 1 78/12/06 2pp 


7901120859 NURE0-O4OS 

"Mark I Containment Short Term Program 6ER '* Concludes 
licensed DHR facilltiei may continue to operate safely white 
a methodical b comprehensive long term program is conducted 
Plant-unique analyses are requlrad 

« Office of Nuclear Reactor Regulation 77/12/31 tl4pp 
Available at NT18 


7901120243 Forwards comments on Reg Guide 3 8. "Preparation of Environ 
Rapts for U (illli " Suggests extensive editing L feels there 
were omissions or lack of anpheses in problem areas Suggests 
data requlretnenti for alternate sites should be increased 
QUSTAPSDN. P P Argonne National Laboratory 70/12/14 7pp 


7901120849 Comments on proposed 10CFR40. SO. 70. 79 b ISO re safeguards 
on implementation of U8/IAEA agraament Proposes addl 
opportunity for comment In context ti/8enate actions & 
requests clarification of terms 

BHALLDK.L J Combustion Engineering. Inc 78/12/21 7pp 


7901120248 Meekly infornatlon rept for week ending 790109 
REHM.T A Operations Branch 79/01/10 19pp 


7901120291 Forwards Comments on proposed lOOFRAO. SO. 70. 79 b ISO re 
safeguards on Implementation of U8/IAEA agreement Emphaslies 
Importance of active licensee role in development of 
facility attachment 

UTLEY. E E Carolina Power b Light Co NP~7B-730 70/12/20. 3pp 


7901120398 Comments on proposed 10CFR40. SO. 70. 75 b ISO re US/IAEa 
agreement, Ouestlons def ini 1 1 ens. ins talla t ion b sensitive 
Info. general requlrementsi matt balance repts b expenses 
HEER.HF Oabcock b Hllcox Co. 78/12/20 2pp. 


7901120261 Forwards evaluation of topical rept TVA-TR73-1. "QA Program 
Drecr 1 p t i on. " which !• found aceeotable 
HAABB.U P 
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7901150017 Bequest* O-month eitentiOTii of comment period fop Beg Guide 
3 B. "Preparation of Environ Heptt for Uranium Mills " Mine 
regulation should not be overlooked Transport of matl as 
siell as health aspects must be addressed 
yOUNO. R E Affiliation Unknoiun 73/13/10 Ip 


79011S00tB Notification of 79010B meeting to discuss schedule for ECC8 
performance analgses of NRC eiperiments 
HCCOViM A Anal tf sis Branch 79/01/05 Ip 


7901150086 Ack receipt of 7B1S1S Itr re upcoming action of Senate 
Environ ii Public Works Committee on NBC bldg consolidation 
HENDRIE.U M CooHiilsslon 79/13/37 Ip 


79011500S8 Reports that committee uas unable to act on proposed NRC 
bldg consolidation because of pressing legislative matters 
Will try to act on this proposal in early 1979 
RANDOLPH. J Senate. Environment (. Public Works 7B/18/1S Ip 


7901150089 Requests extension of comment period for Rag Guide 3 B 
"•preparation of Environ Repts For Uranium Mills " 

EAST. D Wyoming Outdoor Council 78/11/30 Ip 


7901150032 Executive Qranch position re Westinghouse application to 
amend license XR-i82i author! i Ing export of PWR to Spain, to 
Include Equlpos Nucleares as Intermediate consignee 
Recommends Issuance of license 
NOSENZD.L V State. Dap t of 78/13/89 2pp 


790115003S Reply prehearing confarence brief of intervener. CA Dept of 
Mater Resources Disagrees ui/arguments of applicant P0(<Ei 
asserts there is no alternative to full trial & discovery 
Supporting documentation b Certificate of Sve end 
YOUNGER. E J . STRUHHASSER. M J. ADDQTTp W J California, State of 
70/18/33 S3pp 


7901150043 Requests clarification of NRC position on ferrite content 
in autogenous ualds per Reg Guide 1 31. "Control of Ferrite 
Content in Stainless Steel Weld Metal " Foruiards 781205 Itr 
to ASHE b supporting documentation for requeit 
UANNAN. K U India MAP P/ 0500 0/B/7B 78/ 13/05 Ip 


7901150045 Comments on ACR8 comparison of Erie Bite u/LPOS Great Lake* 
Site Comparison between Erie station (< an LPGB-type station 
UDUld have been more informative 

FOSTER. R F Dattelle Memorial Institute! Pacific Northwest 
Laboratory 78/11/06. 3pp 


7901150050 Forwards corractions to be Included In deposition of GA 
Maneatls taken on 780823 

FALLIN.d F Pacific Gas S, Elactrie Co 78/11/14 Ip, 


7901150058 Objects to both attitude (c specifics of Reg Guide B 34. due 
to danger of undereetimata* being ignored Bectlon 1 7 
Invites equipment contamination b 1 3 must not penallie 
alarm sounder 

LEH18.M I Affiliation Unknown 78/13/12 Ip 


7901150070 Forwards for revieui aa part of Hark 11 containment program. 
NEDO-24010-3 "Basis for Criteria for Combination of 
Earthquake b Other Transient Responses by the Square Root 
Bum of the Squares Method" Suppl 3. Dec 197B 
800QN.L J General Electric Co .Nuclear Energy Products Div 
MFN-OO0-7B 79/01/09 Ip 


7901150075 NED-a4010-2 

"Bates for Criteria for Combination of Earthquake b Other 
Transient Responses by the Square Root aum of the Squares 
Method" Suppl 2 Peak dynemlc responses have been studied for 
earthquake b blast rasponsa of structures 

KENNEDY. R, P . NEHMARK, N M Genera) Electric Co .Nuclear Energy 
Products Div 7B/13/31 32pp 


79011501SS Forwards list of news publications located within vicinity 
of proposed nuclear power station Provided par request of 
C Haupt, 

NAUOHTON. W F. Commonuieal th Edison Co 79/01/08 Ip. 


7901150143 Forwards Reg Guide 3 8 "Preparation of Environ Hepti for 
Uranium Mills" j. distribution list Requests comments by 
790315 W/o Reg Guide 

MINQ0UE,R B Office of Standards Development, 79/01/08, lOpp 


79011S0154 Forwards copies of documents supporting request by util 
far an early site review. Including Bite Safety Rept.Vol 1-3 
b Environ Rept Vol 1-S, 

BQtlDER. J L Division of Rulee and Records 79/Oi/08 Ip 


7901150150 Comments on proposed rul# 1 0CFR7ai Lie onsing Requirements for 
Storage of Spent Fuel in an Independent Spent Fuel Storage 
Installation Suggests that term "I'nventory" be used only to 
denote physical Invantory 

COFFERiC.O Kai ler Engineers, 78/13/15 Spp 


7901150160 Notification that all efforts re Durango tailings projoet 
will be terminated because of high-handed b arbitrary 
decisions of NRC b CO Dept of Health 

I ANDERSON. K L Ranchers Exploration b Development Corp 78/1S/5B 
'4pp 


7901150173 States progress re contract NRC-Ol-77-180 74X of 
' processors have sent raportad doses for Test li irradiations 
for Dec completed by 7812301 have not received addl funding 
' from NRC b have completed IS months of S4-month study 
PLATO.P Michigan. Unlv of 7S/13/31 Spp 


7901150176 Forwards interim rept re pilot study of Health Physics 
Society Standard Committee Shows performance of processors 
that have submitted reported doses for Test 1 b gives 
reasons processors are doing poorly on Test 1 
PLATO.P Michigan. Univ of 7B/13/1B Ip. 


7901150179 Interim rept. "Personhil Dosimetry Performance Teitlnpi Pi lei 
Study" which is to determine feasibility of mandatory 
testing program for pertohnel dosimetry processors 
Summariies performance of proestsors 

PLATO.P . HUDBGN.O Michigan. Unlv of NRC-01-77-1B0 7B/I8/1S 

16pp 


71901150177 Regrets that NRC was unable to reepond by 781315 to 781804 
I Itr request for Info re safeguards at APOLLO/NUMEC in 1965 
Such info uas not In NRC flies b a complete rttpontt mey 
take about 6 weeks 

HENDRIE.O M Commission 78/13/19 Ip 


7901150181 Requests info re effectiveness of safeguards requlrtntnts 
put Into effect as a rasult of 1965 APOLLQ/NUMEC incident 
UDALL. M K House of Rip . Interior b Ins. Affairs 78/18/04. ip 


7901150187 Comments on Reg Guide 3. 0. "Preparation of Environ Repts for 
, Uranium hills " Requests NRC develop guidelines based on 
I 1978 Uranium Mill Tailings Control Act b incorporate them 
into state licensing program 

BDUGHTON.L £ Affiliation Unknown 76/13/30, Spp 


7901150203 Forwards NRC comments on recsntly received list of 87 safety 
, related items Identified in OE nuclear reactor study 
(Retd rapt) NRC hat no major dliagreement w/info provided by 
OE 

HENORIEiJ N Commission 78/12/87 Spp 


7901150805 Comments on proposed rule re disposal of high-Ifvei wastis 
in geologic repositeriie Altltough sufficlint notice to stete 
b loeol entitles in proposed locotlons is provided, mothod of 
transportation of westti must be thoroughly roviiwad. 

COHDEN. 0. M Texas. Stats of. 78/18/06 tp 


7901150211 Southern California Edison 761SSB motion to quash subpoena 
duces tecum will be heard by A8LB on 790134. The 780985-37 
rehearing canferince will be returned on 790133 Prehearing 
riefs b ixpeditlo'n of discovery will be considered 
MILLER. H E Atomic Safety and Licensing Board Panel 79/Ol/OS 
Spp 


7901150312 Submits description of OA program for radioactive metl 
shipping peckeges(NED0-11809“04A, "Nuclear Energy Business 
Group BHR QA Program Defer iptlon" ), Rept documents QA 
tyt b assures provision fop control of handling b storage. 
KAPLAN. A L, General Electric Co, .Nuclear Energy Products Div 
78/18/87 3pp 


79011S0230 NeDO-ll809-04-A 

“Nuclear Energy Business Group BMR QA Program Description" 
Describes OA program applicable to safety-related functional 
aspects within BHR scops of supply 

e General Electric Co .Nuclear Energy Products Div, 7SNED116 
78/03/31. eSpp 


7901150237 Ack receipt of NRC 7607il Itr which accepts topical rept 
NEDO-l 1809-04. Top teel rept evaluetlon commits OE to comply 
w/requirements of lOCFRSO App B. 

BREED. A General Electric Co (Nuclear Energy Products Div. 
78/07/35 tp 


7901150335 Accepts emended OE OA topical rept NEOO-1 1809-04A which 
describes OA program applied to design. procurement b 
fabrication activities involving safsty-relsted structures. 

HAAfiB. W P, Quality Assurance Branch. 78/07/il Spp. 


7901150843 Evaluation of OE QA Rept NEDQ-1 1209-O4A. Concludes program it 
effective b provides acceptable description of QA progrem. 
e Quality Assurance Branch 78/03/31. Spp. 
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7f0tl3O1ZliB Conniintc on proposod rul* r« geologic rep o«l torlae For 
kigh-ltval raduaste All SO ttatat should be Involved In all 
phatai OF siasi* raposltorg proceedings) Including subsequent 
site approval proceedings DOE should meet NEC requirements 
vlACQBSDN<J n Neu Jcrsegi State of 7B/11/30 3pp 


7901130233 Notification of Contract Eiecutlon ''Econonmlcs Contractual 
Asslatancc for the South Texas Antitrust Proceedlngi " 

•uardad to Tranac oretni Inc 

6CA0Di>)i A F Technical Assistance Contracts Branch FIN B—A593 

7s/ia/ii- ip 


7901190239 Contract for "Economics Contractual Assistance for South 
Taeas Antitrust Proceeding)" auarded to Transcainm> Inc 
DOtJOHERTy)D J Technical Assistance Contracts Branch FIN 

B-&593 78/12/'tl Spp 


7901150249 Kotlfication of Contract Exacu t ion. Hod 3 to "Technical 
Asalatinte to Evaluate Haterials for Eetentlon of Core 
Dibrla for Faet Flux Test Facilitg)*' Aerospace Carp 
NENCZERjU.B Technical Aseistance Contracts Branch FIN 

•-1 130-7 79/01/05 Ip 


790113024? Mod 3 axtanding expiration date to 790131 to "Technical 
Aiilstanca to Evaluate Materials for Retention of Core 
Debris for Fast Flux Test Facilitg " 

SOUOHERTV.D J Technical Assistance Contracts Branch FIN 

B-liaO~7 73/12/30 Ip 


7901190246 Ac k 781208 Itr rscommendlng Dr K Cornell for the postlon of 
Olractor of the Office of Nuclear Matl Bafetg U Safeguards 
HEHDRIE.OH Coinmistion 78/12/11 Ip 


7901190347 Dascrlbas Dr H Cornell's profassional qualifications to be 
Director of the Office Nuclear Matl Bafetg t< Safeguards 
HART^e Senate. Environment ti Public Morhs 78/12/OB 2pp 


7901130379 License application for Uorld Mide Import/Export Svcs Ltd to 
•sport one Modal NL-6937A uncompeniated Ionization chamber 6 
one Hadel IA.-230>B4 compensated ionization chamber to 
Instituto De Energla Atomica. Bao Paulo. Brazil 
• World Ulda Import/Export Bervlcas. Ltd 78/13/29 Ip 


7901100277 Honthlg progress rept for June 197B Crenre Project 34S9t 
"Creare Downeomar Effects Program " Principal activities 
Included contlnuid ramped transient analgsis. 1 1ml ted break 
pressure-drop aieasursments !< analgsis of louer planum flash 
ftOTHE. P Hi CROWLEY. C d Craart, Inc NRC-79-04-162. 7B/O7/07 

Spp 


790I16DOO4 Forwards nonpropr ietarg topical rapt bg Neuiport Nsws 
Industrial Corp "RWR-t Raduiaste Volume Reduction Bge" li 
related correspondence u/riquests for 6 replies u/addl Info 
Some response* propVletarg 

BAERiR L Light Water Reactors Branch 2> 7B/10/13 ip 


790116OQ0B Forwards request for addl info on sgs dasign bases it design 
criteria rr redwaita volume reduction sgs in topical rapt 
KNIEL.K. Light Water Reactors Branch 2. 77/10/03 4pp 


7901160014 Forwards questions on fire protection for NRC revleut of 
radtal«ste reduction sgs topical rept Requests response hg 
780S30. 

KNlELiK, Light Water Reactori Branch 2 78/04/07. 2pp 


7901160019 Foriearde addl requests for info on raduaste volume raductl 
SV*‘ *V' slilng.bed madia attrition! expected combustion 
•fficiencgi iodine adsorption in offgas sgs ti pH control of 
scrub solution Also requests corrosion test rasults, 

KNIEL.K Light Water Reactors Branch 2 7B/04/12 2pp 


7901160029 Forwards requests for addl info on topical rapt "Radwaste 
Reduction Sgs” ra sgs si i ing. rad ioi od ine adsorbent In offgas 
sgsi juatlf Icmtion of sgs operation w/spaclfic matl.soliil 
radwesta generation rates !< expected radiation zone 

Light Water Reactors Branch 2 78/10/31 2pF 


79DI 160019 Ack receipt of Taknakron's winning proposal aubmlttad In 
response to RFP n8-N«R'7a-t76. "Impacts of ths Cool Futl 
CgcletA-20). " FDIA request for other technical proposals 
within compatitive range 

HCIN.B, Affiliation Unknown CRAB 07 2336-39 9. 78/12/09 Ip 


7901160039 Act receipt of 7B0919 Itr Forwards Itr from Chilean Nuclear 
Energy Commissien expressing interest in establishing 
pereenent contacts w/NRG to Ofc of Inti Programs 
HENDRIEid. M Commissi on. 79/01/02 tp 


7901160041 Exprsstas Chilean Nucltar Entrgg Commisslor interaat in 
estmbllahing permanent contacts w/NRC. 

HUHLMAN. M. V Chile. 78/09/19 2pp 


790116004B In response to FQIA 7B1219 requost. forwards list of addl 
documents available at FDR re Tarapur. India Atomic Power 
Station 6 nuclear energg in India 

FELTON. J M Office of Administration 79/01/09 3pp 


7901160081 Trip report of participation in furl melt program review & 
bilateral Info exchange meeting on fuel melt research held 
at Bandia Lab Vl/enc 1 final agenda 6 list of meeting 
participants 

BHERRYi R R Fuel Behavior Branch 79/Ol/OB 13pp 


7901160088 Responds to 781004 OSA Itr b requests dclaged implementation 
of OSA-proposed relocation of NRC Region S office to 
dountoien Ban Francisco pandlng Further review Cites 
anticipated negative Impact on emplogeee 
HENDRIE. J M Commieslon 79/01/04 2pp 


79O116OQ05 Comments on OSA proposal to ralocate Region 5 ofc from 
Walnut Creek. CA to downtown San Francisco Identifies 
detrimental impact of move M/encl draft forwarding Itr to 
Congressman Miller 

ENOELtiEH.R H Region 9. San Francisco. Office of the Director 
78/11/29 12pp 


79D11600B9 Requests NRC regulations implementing Czecuttve Order 1206i9 
& Interagencg Securltg Oversight Ofc Directive l.agencg 
sgstematic review guidel Ines. name, address. St phone number of 
designated point Of contact 

SOLOMANi J Seneral Services Administration 78/12/19 2pp 


7901160093 Forwards rept "Ice Blockage of Mater Intakes " 
CAREViK L Armg. Dept of CRREL-EA 79/01/09 Ip 


7901160099 NUriES/CR-094B 

"Ice Blockage of Water Intakes " Examines ice blockage 
problems for thermal plants at different locations Provides 
case histories t overview of solutions 

CAREY, K L Armg. Dept of NRC-03-7B- 1 93 78/12/22 S6pp 

Available at NTIS 


7901160094 KUREO/CR-0477 

"Phgsits of Reactor Bafetg " Quarterly r ep 1 1 Apr i 1 -June 
197B1 Bummarlias work on reactor eafetg programs. Monte Carlo 
analysli of safety related critical assembly experiments, 6 
core thermai-hgdriuktc code development 

« Argonne National Laboratory FIN A-2019 ANL-7a-aS 7B/0S/31 
&?pp Available at NTIB 


7901160097 Reply brlaf of FOtiE r« issues mooted or to be dealt w/on 
summary disposlton Claimt statement of issues should be 
ravlsed) asser ts CA Dept of Water Raiources suggestion re 
separate hearings Is of no benefit H/Cert i f 1 cate of Bvc 
ARMSTRDHtt, W H . MATTS, M J , DOYLE, M M McCutchen, Doyle. Brown 1, 
Emerson 7B/18/21 20pp 


7901160104 Responds to 760518 Itr Provide* reasons for Imposition of 
fee to review extension af existing preliminary design 
approval re CEB8AR nuclear steam supply sye 
HENDRIE. J M Commission 79/01/03 4pp 


7901160109 Objects to Imposition of fee to review extension of esls-tlna 
preliminary design approval re CEE8AR nuclear eteam supply 

sye 

MCOILLiP L Combustion Engineering. Inc DP-7a-01B 7B/09/1Q 

2pp 

7901160108 Obj' 
mining the 
other lawn 
■gnerglstlc 
RITCHIE. M I 


7901160111 

for Nov 
aerosol 
eXparln 
OIESEKE 
NRC-04- 


79011601 1 
Fowar f 
decomml 
publ Ic 
FRANKEl 


7901 16011 
progr«i 
forms I 

now avi 
HQLOMAl 
Labora< 


79011601! 
Sami SCI 
MATTBOt 



NONDOCKETED ITEMS 


79011A0133 NUREO/CR-0161 

"Dynamic Analy»l* to Establish Normal Shod & Vibration 
Environs Eiperionctd by Radioactiva Matl Shipping Package " 
Ouartorly progress reptiJan-Mar Identifies parameters 

uhlch affect normal shock t vibration environs 

FIELDS) S R t MECH) S J Hanford Enylneerlng Development Laboratory 
FIN-Aa093 HEDL-THE 7a-<»l 7B/ll/’30 S6pp Available at NTIB 


7901U0137 NUREO/CR-Oaab 

"Bkeam-Hater Mliing fc Bys Hydrodynamics Program " Task d- 
i^uarterly progress rep tr Apr- June 1970 Discusses various 
plenum filling models & eiper imentatlon u/varlous scale 
models . 

COLLIER. R P . DHQRAKpJ A . DVKHUIZEN.R C Battel le Memorial 
Institute) Columbus Laboratories NRC“04”7)6-293*04 BHI-8011 

70/11/30 07pp Available at NTIS 


7901160233 No commente uere received from state agencies on HUREe-0406 
HORNDACKERpT E Illineisi State of 79/01 /CB Ip 


7901160371 Notification of Contract Eiecuttonp Mod 2 to 
SECDN Communications Analysis) " US Dept of Commerce 
BMITHpP.A Technical Assistance Contracts Branch 

70/12/28 Ip 


"For Phasa 2; 
FIN B-6094-9, 


7901160373 Mod 2 increasing funds to total blATpOOG for phase S to 
"Phase 2.8EC0N Communications Analysis " 

DOUOHERTV) 0 J Division of Contracts FIN B-6094-9 70/12/88 


7901160374 Rasponds to FQIA 790103 reyuast 76-294 Appeals denial «f 
release of various documents since these documentc are 
Important in preparing presentation to NRC 

ROIBMANiA Z Natural Resources Defense Council 79/Ol/OS, 2pp 


7901160379 Monthly progress rspt for Nov 1970) "Aerosol Measurements b 
Modeling for Fast Reactor Safety " Major effort uias on 
mlied aeroeol agglomerate studieip development of CRAB 
references code h comparing HAARM-3 predictions w/results 
01E8EKE.J A Battelle Memorial Institute. Columbus Laboraterias 
NRC-04-76-293-07 70/12/12 3pp 


7901160319 Responds to 761117 Itr Foruiards documents uhlch discuss 
various efforts by IE to develop tBchnlq.ues to evaluate 
llceniae regulatory performance 
HENDRIE. J M CismnlBslan 79/01/04 3pp 


7901160322 Protests allegations contained In NRC's “Office of IE 
Employee Survey on Evaluation of Licensees " 

LUCE) C F Consolideted Edison Co, of Ncu York. 76/11/17 2pp 


7901160320 "Individual Site Ratings from IE Employee Survey on 
Evaluation of Licensees " States vieus of IE emploveei on 
variety of subjects re licensee performance evaluation. 
C0NVER)8 K IE Study Oroup 70/04/30 7Spp 


7901160330 Submits for consideration final draft rapt to fulfill 
assignment to establish & validate technlquae for licensee 
insp h enforcement indicators. 

HOHARDtE.M Region 4. OatlaS) Office of the Director 77/09/26 

61pp 


7901160339 Draft Rapt "An Evaluation of Nuclear Befety-Related Mgt 
Performance of NRC Operating Reactor Licensees During 1976 " 
Evaluation Includes licensee's compliance u/NRC rulos>number 
of occurrences at facility b release of effluents 
HOUARDtE M . CONVER)S K NRC Regional Offices EABTERL1N0)R 0 
Office of Muclter Material Safety b Befaguerde 77/02/SS, B4pp 


7901160330 Interim rept on trip to observe b dlseust Japan's gas-cooled 
reactor experimental facilities for very high temp reactor 
development for sttal mfg Describes itinerary of U. S -Japan 
eentiner on HTOR safety technology. 

ODDOE.N 0 Oak Ridge Natlonel Laboratory FIN B-0122-7 78/12/19 

27pp 


7901160342 "Quarterly Progress Rept Covering Period Jan-Sept 197S-The 
Study of Plutonium Oiide Leak Rates from Shipping 
Containers " 

e Battelle Nemorlal Institute) Pacific Northwest Lafaoretory, FIN 
B-2093 78/ 11/30. 4tpp 


7901160396 Denies request by petitioners to intervene. NROC) UCB b Blerra 
Club seek extension of time until 790129 to submit uritten 
comments in proceeding re feci 1 1 ty. Del ays esperlenced by 
petitioners are largely self-inflicted 

CHILKrS.J Office of the Secretary of the Commission 79/01/10 
3pp. 


7901160367 NUREO/CR-OS67 

Progress Rept 44 lApr-June 1978) "Reactop Primary Coolant 
Sye Pipe Rupture Study Method For Dotection of Banti t liat 1 on 
In Stainless Steel ” Program uill develop quantitative 
method for nondostructlve meeiuremont of stnelti rati on. 

CLARKE) H.L General Electric Co, NRC -04-79-808, OEAP- 10207-44. 
70/10/31 33pp Available at NTIB. 


7901160301 Transcript of Sunshine Act discussion of Draft Licensing 
Reform Bill on 771021 in Washington DC Pp 1-194. 

KENORIE.J, M ) 0IL1NSKY)Y , KENNEDY) R, T Commission 77/10/31 
I95pp 


7901160306 NUREO/CR-0410 

"Two-Phase Flou Phenomena In Nucliar Reactor Technology. 

Quarterly Progress Rept 8) Mar-May 1970 “ 

LAHEVrR T Ransselaer Polytaehnle Inet NRC-04-76-301 78/10/31 

94pp Available at NTIB 


7901160391 Transcript of meating re budget markup on 770629 in 
Washington DC Pp 1-112. 

HENDRIE.J M . BRADFORD) P A > OILINBKV) 9 Commlseion 77/00/29 
IISPP 


7901160393 NUREO/CR-0016 

"Calculation of Releasos of Radioactive Matle in Oeseous 
Liquid Effluents from Bolling Hetsr Reactors " Dcterlbis 
eurrtnt NRC calculation practict 

CARDILEtP P I DELLAHVrR R > BANOART)fi L Effluont Treatmsnt 

Systems Branch 79/01/16 149pp. Avallabla at NTIB 


7901160403 Summary of 761206 meeting in BetheedaiMD re pending 
redirection of HTOR program to advanced sys (gae turbine b 
heat app 1 icatl one } from current 900 HWle) HT0R-8C Isteam 
cycle), 

WILLIAMS. P M Advanced Reactors Branch 79/01/09. 12pp 


7901160406 Summary of meeting on 781012 at which Gommisilon voted to 
approve proposed 8ECy-A-7B-61. Radon issue will be placid 
before Licensing Board at const stagoirathor than at 
operating license stage. 

CHILK.S. J. Offlea of the Secretary of tha Commiesion 70/10/13. 
Ip 


7901170001 Transcript of 771209 closed meeting re 0MB budget markup in 
Washington. DC Pp 1-4S 

HENDRIE.J M . KENNEDY. R. T. > OILINSKY. V Commission. 77/12/09. 

4Spp. 


7901170011 NLIREO/CR-0279 

"An Experimtntal Investigation of Bynergismt in Class I 
components subjected to LOCA Type Test," 8 tests: sequential 
b simultaneous application of radiation in sequence or 
eombinatlon w/other LOCA environments. 

BONZON.L L Sendie Leboretorics SAN07a-0067. 70/00/30 lOOpp 

Aval lablt at NTtS. 


7901170021 Transcript of 770026 budgat meeting In Washington. DC 
Pp i-ai. 

HENDRIE.J M I BRADFORD. P. A. . OILINSKY. V. Conmlttion. 77/00/86 

21pp. 


7901160360 Requests one wssk extension of deadline for preparation of 
comments on proposed spent fuel storage instelletion 
licensing requirtments. 

ROISMANjA 2 Natural Retourcee Defense Council 79/01/04, Ip. 


7901160369 Forwards comments on NRC responss to Jeannlne Monicker's 
petition for emergency b remedial action re BECY-7e-960 
BATES. A Affiliation Uninoun 79/Oi/OS tp. 


7901160377 Comments on NRC response <fiE^Y-7B-960) to J Monicker's 
petition for emergency b rsmedlel action urging more 
stringent radiation proteetten stds. Btetei livei era 
threatened by nuclear Industry. 

BATES. A Affll letion Unknown. 79/01/09 69pp 


7901170029 Comments on Task Action Plan A-17 presented at 701029 
meeting of Plant Arrangements Subcommittee b forwards atseys 
on fell safe b the slngls error 

ADLER) E.P, ACRB - Advisory Committee on Reactor Befaguerds. 
78/11/07 16pp. 


7901170036 Notification of Contfact EsecutioniHod 8 to "Buckling 
Critsrle b Application of Grltirla to Design of Steel 
Containment Shell." Internal Structural Engineering. 

OLAOOLA. A F Technical Assistance Contracts Branch. 
NRC-03-77-t3i, 76/18/29. ip, 


7901170039 Hod 2 extending expiration date to 790226 to "Buckling 
Crltirie b Application of Criteria to Design of Sttal 
Containment Shell, " 

DOUOHERTY. D J Division of Contracts. NRC-03-77-131. 78/13/30 

Ip 
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7901170040 Honthlij Itr r«pt for oct 1978 for lofoooard* projoct in motl 
ctntrol at Itconttd proeosclng focilitifi* Sunmariies 
• icf tngi . 4 i«cu« iot att»s*in«nt mothodologg divtl opmonta 
tJrtrtory b toclotjii contaguonee modalsiotc 

O'titlENij H Liuronco Livcrmoro Laboratorg PIM A~011S HC 
Te-l 897-0 79/01710 5pp 


7901170044 Tranicript of 770810 moating In Waihinston< DC ro budg at 
Pp I'90 

ICMOftie.J M , OlLlNaKV.V , KENNEDY, R T Commlallon 77/OB/lB 
Mpp 


7901170049 Tranaerlpt of 770824 mooting In Haohlnjtnn, DC. on budget 
air tup Pp 1-B7 

iOJDfllE. J M , BRADFORD, P A . OtLINSKY, V Commlialon 77/08/24 
87pp, 


790117005a Tranotrlpt of 770817 meeting In Waablngton, DC, on budgat 
afrtup Pp 1-111 

bOfCfllE.j M , OlHNSKYiV., KENNEDY, R T Commiaalon 77/09/17, 
iJIpp 


7901170056 Trantcrlpt of 771215 briefing on etatui of llcanelng reform 
leglflatlon Pp 1-42 

»IL1N3KV,V. . BRADFORD, P A , KENNEDY, R T Commletlon 77/12/15 

♦app. 


790J17OO59 Transcript of 770829 Commission meeting re budget markup b 
'Bunihina Act " Pp 1-39 

ICNDRIE, J H , BRADFORD, P, A , 0IL1N8KV, V Commission 77/08/39 
40pp 


7901170076 "Bafaguards Analg sts for Bgproduct Hatls & Small Quantities 
er BNH » Honthlg progress rapt for Nov 1978 Bummaritas 
prograss, consisting of list compilations 
identllglng shlppare/racaivar s b addl llcansaes 

CHESTER, R o, , KlRKBCEy,K A Oak Hldga National Laboratory FIN 
»-btOa. 78/12/06 9pp 

7901170077 NuflE0-79/OB7 I B 

SRPfRivlsion 0 to Sactlon 1.8, "Interfaces for Standard 
Dtsigna (LWR Edition) " 

• Office of Nuclear Reactor Regulation 79/01/02 2pp 
790117007a NURE0-7S/0B7 8 13 

BSPiRevlelon 1 to Section 2 1 3, “Population Distribution 
ILRH Edition) " 

• Offica of Nuclear Reactor Regulation 79/01/02 4pp 

79011700B1 NURE0-79/oa7 2. 2 3 
SRP.Ravlslon 1 to Section 283, "Evaluation of Potantial 
Accidents ILHR Edition) " 

a Office of Nuclear Reactor Regulation 79/01/02 3pf- 


7901170002 NUREO-79/087 6 12 
BSPiRavlelon 1 to Baction 6.1 2. “Organic Matle <LWR 
Edition). '■ 

* Office of Nuclear Reactor Regulation 79/01/02 3pp 


7901170084 NURE0-79/0B7 6 4 

SRP.Ravislon 1 to Sactlon 6 4, "Habltabllltg Bgs (LMR 
Edltlonl." 

* Offica of Nuclear Reactor Regulation 79/01/08 I9pp 


7901I700B9 NUReO-79/Oa7 19.1.9 

SRP, Revision 1 to Baction IS, 1 9, "Radiological Cansaquancat 
af Nain'Btaam Ulna Failuree Outeida Containment <PMR> <LMR 
Edition). " 

• Office of Nuclear Reactor Regulation 79/01/08 Spp 


7901170813 Biscussas plans for subm.lttal of LESR rapt, starting u/slt« 
selection rept in June 1979 & LEBR In late Nov 1979 There is 
no name for projeciiNH Nuclear Power Project nsg be used in 
Interim 

VAOi E Public Sarvica Co of New Heilco 79/01/09 Spp 

7901170241 Respondt to 780418 request for addl Info needod to conpleta 
TSView of DAU-146>i "Raactivltg Insertion Assumptions Used 
in Safstg Analgsls Calculations " 

TAVLDR,J H BabtOC) b Wllcos Co 79/01/11 6pp. 


7901170236 CoiMnisslon determination ro public disclosure under the Qovt 
in the Sunshine Act of transcript of discussion of senior 
cxacuttve svc positions b ekecutive budget request held 
7B122Q Transcript to be withheld from public disclosure 
CHILKi 8 J Offica of the Sccretarg of the Commission 78/12/29 
Ip- 


7901170287 Cammitslon determination re public disclosure under the Oovt 
In the Sunshine Act of tape of 790103 briefing bg Executive 
Dranch on export-related matter Tape will be withheld from 
public disclosure 

CHILKiS J Office of the Secrstarg of the Commission 79/01/04 

Ip 


7901170293 Commission determinot i on re public disclosure under the "Oovt 
In the Sunshine Act of tape of discussion of personnel 
matter held 790103 Tape will be withheld from public 
dlecloBUre 

CHILKi B J Office of the Secretarg of the Commission 79/01/04 
IP 


790-1170296 Notice of 790130 meeting u/BtH re eitandad fuel burnup 
dselgn b programs 

HOUSTON, h D Care Perforraanco Branch 79/01/04 Ip 


7901170299 Commission datsrminatlon rs public disclosure under the Oov-b 
in the Sunshine Act of transcript of licensing rsform 
discussion held 771018 Transcript will bs withheld from 
dl sc losur ») mag be released after adjournment 

CHILKrB J Office of the Bscratarg of tbe Commission 79/01/11 

Ip 


7901170306 Commission determination ra public disclosure under tha Oo 
In the Bunshtne Act of transcript of licensing reform 
discussion of 771021. Tranter Ipt will he withheld from public 
disc loaurei mag be released after Congress adjourns 
CHILK, 8 J. Office of tha Sscretarg of the Commission. 79/01/11 
Ip. 


7901170380 Coramlssion dsternlnation re public disclosure under tha 0< 
In the Bunsbiqa Act of transcript of licsnelng reform 
discussion of 771219 Transcript will bs withheld from public 
dlsclosureimeg be released after Congress adjourns 
CHlLKiS J. Office of the Sacretarg of the Commisiion 79/Ot/l 1 
ip 


7901170303 Ack receipt of 781220 1 tr re application for early eitw 
TSvlau of certain site sultatllltg issues for Carroll Countg 
Units 1 L 2 Acceptance review' Is underway Forwards new ruiaa 
ra distribution of E8 to local officials 

BALLARD, R L Environmental Project Branch 1 79/01/09. Tpp 


7901170309 Ack recaipt of 701030 h 1117 responses ra grade H-99L 
graphite Forwards raquest for addl Info Exps' 
issued bg 790401 Findings of 6ER are contln; 
eucceesful irradiation performance Of H-49t 
BPEI8, "• " n.>«r,eh 79 


J9O11700B6 NURE0-79/0B7 19 4 9 

BRP. Revision 1 to Section 19.4 9, "Radiological Conaequencas 
Of Control Rod Accident IBWR) (UWR Edition) " 

* Office of Nuclear Reactor Regulation. 79/01/02. 4pp 


7901170086 tfUREO-79/087 19.7 9 

BRP. Ravieion I to Section 19.7 9, "Spent Fuel Drop Accidents 
ILMR Edition). " 

* Offica of Nuclear Reactor Regulation 79/01/02. 4pp 


790117009a Cammonts qn NRC advanced notice of proposed rulenia)iing on 
the mgt 6 dlspoeal of low-level wastes re the CIS, ocean 
disposal, wasto sagragatien, containment ve dispersal 
questions l< state rasponsibilltg 

BERICKiQ Environmental Pollcg Institute. 78/13/27 Spp 


7901170109 DRNL Nonthlg Rept to Dlv Of Bite Bafetg h Environ Analgats, ■' 
roTWards stat-us of environ revtaws ti technical projocts 
ZlTTEUi H. E, Oak Ridge National Laboratoru FIN B-OOt 
ORNL/ED/EIB-80 78/10/31. I4pp 
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7901170324 Provides info on ueld cracks on high density fuel storage 
rads Identified in Imp Rept -90-293/76-30 The only cracks 
iiiere in alucniniim uelds by the Lackenby Co A special uiork 
procedure uias developed to repair critical welds 
PlLANTiJ H Nebraska Public Power District 79/01/04 4PP 


7901170325 NUREO-0495 

"Public Meeting on Radiation Safety for Industrial 
Radiographers Remarks^ Ouestl ons b Ansuers at 5 flRC Regional 
Meetings " Main purpose of meetings uas to express NRC 
concern for high incidence of ovrrexposures 

» Division of Fuel Facility b Materials Ssfaty 76/12/31 &9pp 


7901170329 Buismarlzes Rasponse Surface Resaarch Revlau Oroup neating on 
7B1131 Revieus preliminary results of Sendle's RELAP 
bloudown calculations t< progress touerd developing a 
response surface for peak clad temp In bloudoun. 

JOHNSON.C E Assistant Director For Uater Reactor Safety Research 
79/01/10 76pp 


7901170331 Forwards NUREO-04bO Volume 3. re NRC views on ATMS All 
options considered by NRC require Installation of 
recirculation pump trip Sacs no reason for delay Requests 
installation schedule within 90 days U/o end 

DENTON>H R Office of Nuclear Reactor Regulation 79/Ol/OS 9pp 


7901170333 NUREO/CR-0483 

Technical Memorandum “Numerical Results for a Hexagonal 
Fuel Assembly u/a Planar Blockage Using the COMHTX-IA 
Computer Code " Describes numerical simulation of 19-rod 
LHFBR fuel assembly w/an edge blockage using COMHIX-IA code 
DQMANU8. H M . 8HA.WT Argonne Matlonal Laboratory FIN A-204S 
ANL-CT-79-a R-7 78/09/30 134PP Availahla at NTI8 


7901170358 NUREO-0090 V 1 NO 3 

"Rept to Congrast on Abnormal Occurences July-Sept 197Si 
Status as of 781130 “ Volume IrNo 3 Provides Info per 
Section 20B of 1974 Energy Reorgeniiat 1 on Act 

e Office of Management and Program Analysis 70/12/31 2f>pp 
Available at NTI8 


7901 1 703f>5 NUflEO/CB-03 1 4 

"Hcactor Safety Research Pragraims> Suer tcrly Progress Rapt 
April 1 - June 30» 1978 “ Describes THOR code davalopmenti 
foreign code revleWiS8C code deve 1 apme-ntt LMFDR b LUR saPety 
saperimentst feet reactor code validation b stress corrosion 
KOUTB. H J C i KATO.H Y . AORAWAL^ A H Drookhavsn National 
Laboratory DNL-NURE0-S0eB3 76/09/31 206pp Available at NTIS 


7901170379 Summary of matters dlscutssd at Affirmative Session 7S-26 on 
781019 fusl cycle rulsmsk Ingr NRC order re DIA rapt on 
allegations of employee misconduct In 8t LucIcj b 
8tcy-7B-497r waiver or reduction of Pace under FDIA 
CHILKi B J Office of the Bccretary of the Conmlsslon 7S/10/S0 
Ip 


7901170382 Discusses rept by NRC Homen's Committee at 7B1019 open 
meeting re Issues dealing w/uonian''s concerns> b Committee's 
efforts to promote equal opportunities for women at NRC 
CHILK.8 J Office of the Secretary of the Conmlsslon 78/10/23 
Ip. 


7901170384 Discusses Risk Assessment Review Ornup Rept presented at 
7St013 open meeting re current policy tc/or change to the 
eppl Iceblllty b significance of lfASH-14aO risk estlmateSi b 
acceptance of Lewis Rept, 

CMlLKiB J Office of the Becratary of the Commission 70/10/19. 
2pp. 


7901170368 Discusses 0ECy-7B-33B Ifomen's Class Action Suit presented at 
781010 open meeting re acceptance of complainant os agent of 
dees of NRC employees. Reviews other allagatlons of 
discrimination V Oilinsky's views on suit enci 

CHILK>8 J. Office of the Secretary of the Commission 78/10/13 

2pp 


7901170393 Summary of meeting on 761003 to dlscusa SECY-7e-496 proponed 
Federal Register Notice emending 10CFR21 In order to remove 
nonllcensed suppliers of commercial grade Items from Its 
scope 

CHlLKiB J Office of the Secretary of the Cammt ss 1 on. 78/10/05 
2pp 


7901170394 Summarlios Affirmation Baeslan 76-85 on 700929 to discuss 
8£CY-70-8?DAi Inerting of Containment Atmospheres as amend to 
1OCFR90. b 8ECV-7a-90a,Kranlih FDIA Appeal 7B-A-82. 

CHILKtS J Office of the Secretary of the Commlasion 70/10/02 

2pp, 


7901170402 Summer 1 I es Affirmation Session 78-24 On 780920 to discuss 
SECY 7B-4&9> 780414 nemo from Chi Ik to Oossick ro 
alternatlvos to shallow burial of law-level radwastesi b 
SECY-70-4S3 Study Oroup Recommendationt 

CHlLKiS J Office of the Secretary of the Commission 78/09/20 
2pp. 


7901170408 Summarlxes 780920 briefing of Commissionors Oillnsky b 
Ahtarne on status of nuclear power reactor licensing 
schedulesi b on scheduled deferrals during Aug 1978 
CHILK. a J Office of the Secretary of the CoAmlsslon 78/09/80 
Ip 


7901170413 Summarizes 780420 public meeting to discuss movents' request 
for hearing on Tarepor export license X8NM-1040 
Recommendation by EDO to issue license was not adopted 
CHILK. 8 J Office of the Bccretary of the Commission 78/04/21 
Ip 


7901170383 “Dynsmlc Photoelastic Study of Crack Arrest " Monthly 
progress rept for Dec 1978 Describes participation in 
cooperative test program dynamic crack behavior in steel 
specimens b effect of damping on creek preparation 
DALLY. J M Maryland. Unlv of NRC-04-79-172 79/01/04 4pp 


7901170404 Responds to NRC 761122 round 2 questions re ODYN computer 
model b licensing basis application Transmits completed 

response 

COOK. K U. Oenerel Electric Co .Nuclear Energy Producte Div 
MFN-437-70 78/12/13. 64pp 


7901170427 Responds to FOIA rsquest for copy of repts on abnormal 
occurrences for 1977 fc 1978 Forwards Abnormal Occurrence 
Rept for July-Sept 197B b will send Oct-Nov 1978 when 
Issued U/o end rept 

FELTON. J H Division of Rulst and Records 79/01/11. Ip 


7901170442 Notification of Contract Execution' '‘Technl cel Assistance in 
Development of m Regulatory Framework for Nuclear Haste 
Mgt. " awarded to Univ of CO 

LEBOi C D Technical Assistance Contracts Branch 

NRC-02-77-a01-39. 79/01/11 Ip. 


7901170443 Contract for "Technical Assletanca in the Development of a 
Regulatory Framework for Nuclear Haste Mgt." awarded to Unlv 
of CO 

DOUOHERTVi D J, Division of Contrecte. 79/01/11 19pp, 


7901160029 Faruerds fully executed stipulation to protective order 
governing use of metis ordered by ABLE In Sept 1978. 

BTHUMWABSER.M J. YOUNOER. E. J Cellfornla. State of 70/12/82 4PP. 


7901180038 Forwards results of eddl Investigation ra Info provided by 
780929 Itr b w/no obligation Determined possibility of 
elevated carbon content exists only u/respset to 87 valvss 
•old for nuclier application to tlx purchasars U/encl Itrs 
KOEN. P. J TRH. Inc,. 7RH Mission Mfg. Co Div. 78/18/13. Spp 


7901180074 Ack receipt of 761129 Itr informing NRC of steps taken to 
correct violations noted In Insp Rept 99900401/78-03 
POTAPOVS. U Region 4. Dalles. Vendor Inspection Branch. 
78/12/88 Ip. 


7901180084 Responds to NRC 781019 Itr re violations noted In IE Insp 
Rept 99900401/78-03. Corrective actions* personnel 
relnstrcicted. b OA procedures will be adhered to properly 
ETHERID8E. M R. Combustion Engineering. Inc. 79/11/29. 2pp. 


7901180091 Forwards IE Insp Rept 99900401/76-03 on 780924-28 b Notice 
of Deviation 

POTAPDVB. U Region 4. Dallas. Vendor Inspection Branch. 

78/10/19 2pp. 


7901180094 Notice of Violation from insp on 780924-28. 

* Region 4. Dallas. Vsndor Inspection Branch. 78/10/18. Ip 


7901180102 IE Insp Rept 99900401/70-03 on 790824-28 Noncompllence 
noted e document's expectsd verification date was not 
rscordad b a supplement did not receive the came traatment 
as a purchase order original. 

COSTELLO. J.R . JOHNSON. J. H . HALEY. C. J Region 4. Delian 

Vendor Inspection Branch 78/10/18. 19pp. 


7901180084 Ack receipt of 781201 Itr furnishing addl info requested in 
NRC Itrs of 761 1S4 l( 781011 re corrective actions from Insp 
Rept 99900404/78-03, 

POTAPOVS. U Region 4. Dallas. Vendor Inspsction Branch. 

78/12/21 tp. 
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7901180093 FUThlih#* adifl Info nequtifcBd in NRC 701134 Itt Corrsttiv* 
actlDn uas tha 7B1139 rsvitlon of Nuclear BaFeiij Procedure 
9 B Action to prevent recurrence it relrtetructlon of 
parionnalito be completed bq 790131 

ARNOLD, H H, Meetinghouse Electric Corp PA-EJH-78-343 78/ 13/01 

Ip 


7901100097 Ack receipt of 7B1103 Itr informing NBC of steps taken to 
correct violations noted in Insp Rept 99900404/78-03 
Requests addl info re scheduling Si action to prevent 
recurrence 

* Region 4. Dallasi Vendor Inspection Branch 7B/U/24 Ip 


7901180104 Respendt to NRC 701011 Itr re violation noted In IE Insp 
ftept 99900404/78-03 Corrective actions OPR-600'1, Hoc 1 ear 
Safatg Procedure 1 9 b lOCFRSO App K will be followed 
ARNOLD, H H Uestinghouse Electric Corp. 78/11/03 7pp 


79011QD106 Foriitards IE Insp Kept 99900404/78-03 on 780925-38 ii notice 
of deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inspuction Branch 

78/10/11 Spp 


79O11BO109 Notice of Deviation from insp on 780925-0 

• Region 4, Dallas, Vendor Inspection Branch 78/10/05 Ip 


7901160114 IE Insp Rept 99900404/78-03 on 78092S-B Noncomp Hence noted 
procedures do not exist for evaluation b reporting of 
significant changes in evaluation reference model 
ANDERSON, D 0 , BRINKLEY, R H r HALE, C, -J Region 4i Dallas, 

Vendor Inspection Branch 7B/10/0S Bpp 


7901180260 Notice of Deviation from insp on. 701113-17 

ANDERSON, D 0 > 5HER0N, D H i LAUGEN. <} N Region 4, Dallas. 

Vendor Inspection Branch 70/11/28 Ip 


79011802A4 IE Imp Rept 99900401/70-04 on 781113-17 Noncomp 1 lance 
noted no procedure for evaluation & reporting of evaluation 
model changes op input to the CEB8AR sys 80 FSAR 
ANDERSON, 0 0 i SHERON, 0 H, , LAUDEN. O N Region 4, Dellas. 

Vendor Inspsctton Branch 78/11/20 app 


79OU0D3O4 Notification that DN Darry.TE Taber. IF Hoodlahd.Al Sherwood 
i RA Rliil will appear on behalf to applicant in applicant's 
attempt to quash subpoena duces tecum 

SHERWOOD I A L Southern California Edison Co 78/12/28 4pp 


7901180318 Petitioners NRDC.Slorra Club S< UCS comments re export of 
BNM to India. Urges that export license be denied due to 
India's failure to assure that mat! will be adcnuatelu 
safeguarded Certificate of Svc encl 

CURTlSiC E < 8ARNE8.U E Center for Law h Social Polltu 
aCHERHiS J Neturel Resources Defense Council 79/01/11 t 9 pp 


7901180351 Act receipt of 7B1113 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 99900021/70-03 
POTAPOVS, U Region 4. Dalles, Vendor Inspection Branch 

70/1S/2Qi Ip 


790118038b Responds to NRC 781231 Itr requesting addl info Informs that 
mltilmal wall thickness requirements will be incorporated as 
riviiion to OA Manual 

HOHARBi R E Pullman, Inc , Pullman Poioar Products Qlv 70/12/19 


7901180166 Forwards Info requested by NRC to assist in review of 
HCAP-790B "FACTRAN-a Fortran IV Code for Tharmal Transients 
in a U02 Fuel Rod " Info recommends code changes re powsr 
dletribution (< use of factors for film boiling correlation 
ANDERSON. T M Hestlnghouse Electric Corp. N6-TMA-2026 79/01/12 

B9pp. 


7901100350 Ack receipt of 701113 Ur infqrmlng NRC gf steps taken to 
correct deviations noted In IE Insp Rept 99900021/78-02 
Rsquests addl info re method of d ncomoTi t Ing Engineering Dept 
initpuctlnn as a program requirement 

PDTAPOVBi V Region 4. Dallas. Vendor Inspection Branch 

70/12/13 ip 


7901100172 Forwards Rept 0A-A139S4 ent 1 t 1 ed , "Ef f »c t of Nuclear Detector 
Decallbr on Fort 6t Vraln Reactor ti Suggested Corrective 
Ncasurcst “ did Jan 1976. 

FULLER, J.K Public Service Co of Coloradu 79/01/11 3pp 


7901180176 QA-A13954 

’‘Effect of Nuclear Detector Decallbr on Fort St Vraln 
Reactor b Suggested Corrective Measures " Circuit designs to 
suppl current single-level trip setpoint u/'‘f loat ing " trip 
setpoint Will solve the neutron detector decalibr problem 
HOPPEe.D F. , BAXTER, A.M., MCEACHERN, D N, Osneral Atomic Co (subs 
of Oulf Oil Corp,}. 79/01/31 6Bpp. 


790IIB0193 Forwards non-proprietary version of WCAP-B971-A 
■’Ifeetlnghouse ECC8 Smell Breek Oct t97B Model," w/JF Stoll 
700600 Itr to TM Anderson re evaluation of HCAP-S970 
ANDERSON. T H. Hestlnphouse Electric Corp. N8-THA-2002 76/12/30. 

Bpp. 


7901100197 WCAP-897I-A 

"WBetlnghousB ECCB Small Break Oct 1975 Model" 
(non-proprietary version) Modifies 1975 model re flow path 
Modeling b pump epeed control logic in IWFLA8H code b 
clodding. fuel rod traneient b heat tranefer in LDCTA-4 
SRUAREKrR , JOHNSON, W , MEYER, P Neetinghauee Electric Corp 
79/01/31 t4tpp 


7901180195 Amend 27 b 20 to FSAR incorporating changes In environ 
deaign of mechanical b electrical aqul pment. W/tnc 1 Release b 
Change Control Record Supplement 30 re amends to FSAR 
BCHADEi A, R. Hanford Engineering Development Laboratory. 
HE[)L-Tt-75002a7 78/11/0? ISSpp. 


7901100198 Forward! approved vereion of WCAP-B970-P-A "Hattlnghouee 
Eaergency Core Cooling 8yc Small Break Dct 1975 Model." 

W/anel Application for Withholding Proprietary Info b 
Affidavit. 

ANDERSON, T M Heating h ogee Electric Corp, NB-TMA-a002 78/12/20 
lOpp 


7901180250 Atk receipt of 701222 Itr informing NRC of etepe taken to 
correct deviation noted in IE Inep Rept 99900401/70-04 
POTAPOVS, U Region 4, Dallae, Vendor Inepactlon Branch 

79/01/04, Ip, 


7901180255 Reiponde to 781127 NRC Itr re devtatlone noted in IE Inep 
Rapt 999(70401/76-04. Corrective actions' inclusion into OA of 
daelgn etanual procedures for changing evaluation model. 

ETkiERIDSE, M R. Comhustlon Engineering, Inc. 76/12/22 2pp. 


7901180257 Forwards IE Insp Rept 99900401/70-04 on 7akll3-li7 b Notice 
of Deviation. 

POTAPOVB.U Region 4, Dallas, Vendor Inapectlon Branch. 

70/11/27. 3pp. 


7901100389 Responds to NRC 781013 Itr re deviations noted in IE Insp 
Bspt 99900021/70-02 Corrective actions mod of welding 
procedure speciimln walls after bending verified for 
a cc eptab 1 1 1 ty. tra in in g sessions on revised process sheets 
HOHARDi R E Pullman. Inc , Pullman Powsr Products Dlv 70/11/13 
Bpp 


7901100360 Forwards IE Insp Rapt 99900021/70-02 on 780925-29 b Notice 
of Deviation 

EEYfrITiK V Region 4, Dallas, Office of the Director 
7D/10/13 Bpp 


790lia036i Notict of Deviation from insp on 780925-29 

* Region 4, Dallas, Vendor Inspection Branch 78/10/13 2pp 


7901100362 IE Insp Rept 99900021/76-02 (,n 700925-27. Noncompllanco 
noted no mod of weld procedure spec, no welding training 
session, no aisurance that thinning during heat treatment 
Dperatione will matntein wall thickness at proper limit 
BARNEBj t I HUNNICUTT.D M Region 4, Dallas. Vendor Inspection 

Branch 70/10/13 14pp 


7901100365 NLIREO/Cfl-0399 

"Evaluation of Fission Product After-Heat " Ouarterly rept 
700401-780630 Presents topical rep te on decay enorgiae 
from fission groductSiLWR decay power after realistic 
operating histories b uncar tslntl as In decay power 
BPINRAt, 0 I, Ohio State Unlv AT ( 49-241-0157 QSU-NE-7B10 
70/12/31 Mpp Available at NT13 


7901180369 NUREO/CH-0515 

‘'Hithoils for the Accountability of Reproceeslng Plant 
Dissolver 8| Waste Solutions " Provides guidance on methods I, 
procedures Scope Itmltad to chemical b/or destructive 
analytical tachnlques 

STEPHENS, F D , OUTMACHER.R 7 , ERNST. K, Laurence Livermore 
Laboratory TA-01-19-04 70/12/31 120pp. Available at NTtB 


7901100374 Notice of Southern California Edison motion to quash 
subpoena duces tecum b memo Asserts subpoena was improperly 
issued, asks for Irreltvant natl tr is burdensome Supporting 
documentation, affidavit b Certificate of Svc 

BHEHOOD.A L , GARRY, 0 N, . TABER, T E, Southern California Edison Co 
70/12/29 69pp 


7901100360 "Technical Assistance, Reactor Projaets, Advanced Reactor 
Safety Anelyils " Nov 1978 monthly mgt rept b technical 
highlight! for budget activity 20-19-01-02 OieeusaeB budget 
b trips taken during period 

KATO.U. Y Brookhaven National Laboratory 76/12/12 3pp 



NONDOCKETED ITEMS 


79OUB03B9 KUREO-OSl? 

Suppl 3 to SER r« operating llcofite 

O' QFftce of Nuclear Reactor Regulation ?6/12/’S9 ll&pp 
Available at NTIS 


7901190004 "Progress Rept for Dec 1970. Creare Project 345-10 " 
Discusies activities in rampad transient enalgsisjlab 
instrumentation, flow topogrephgr lower p 1 enum void ing. upper 
plenum studies. LAGL. lemlscale 

ROTHC.PH. CROWLEV. C J Creara. Inc MRC-04-7S-162 79/01/04 

4pp 


790119001S "The Effects of the Depletion U Duildup of Pisslle Nuclides 
4> of U-23e Fast Fissions on Fission Product Decay Power " 

Studies magnitude of fission product decay power Si its 
uncertainty during produption of fission products. 

TRAPP. T J Oregon Gtate Unlv AT (49-24 >-0157 08U-NE-7804 

7B/07/3I 199pp Available at NT IS 


79OH90O19 NUREO/CR-0448 

"Dynamic Analysis to Establish Normal Bhock G Vibration of 
Radioactive Hatl Ghlpping Paekagt Quarterly Progress Rept 
Hay-June 1978 “ Deieribes technical progress 

FIELDS. S R > NEC Hi 8 J Hanford Englnsering Development Leboratery 
NRC-60-7e-234 HEDL-TME-78-24 70/12/31 37pp. Available at NT IS 


7901190074 Refsrs to topical rapt re high density epent fuel storege 
racks, tuhmltied 771028 for NRC review Rayuests effort to 
expedite review schedule as design for fuel rack is nearing 
complttien 

RENBEROERiDL Hash Ingten Pu b 1 tc Powar Supply System 78/01/30 
Ip. 


7901190087 Forwards App 2 to OE HEOa-21974 "Big Rock Point Core Spray 
Sparger 4 Steam Daffie Design Rapt." submitted on 7811S1 
BIXELi D A Consumers Power Co 79/01/14 Ip 


7901190090 NED0-8i974 

App 2 to OE NEDD-81974 "Dig Rock Point Core Stray Sparger Sc 
Steam Baffle Stress Analysis " Demonstrates replactment core 
sparger Sc steam baffle satiifles structural aspects of 
design spec Sc repair program. 

CHARNLEY. J E . KONO. Y H General Electric Co 79/01/14 33pp. 


7901190130 Notification of Contract Exicution Hod 2 to "Bealing Laws 
for Hodtling of Containment 8ys Pious. " NIT 

HAOEY.H Research Contracts Branch FIN D-&1&7 70/11/04 Ip, 


7901190I4S Mod 2 tncrsaslng scope of work Sc funding S< increasing 
performance period to "acaling Laus for Nodsling of 
Containment 8yi Flows. ” 

MOHTONiK V Rssearch Contracts Branch. FIN D-61&7 70/12/01. 

Spp 


7901190157 Notification of Contract Execution Mod 1 to "Probeb 1 1 1 stlc 
Analysis of Fire Rlik In Nuclear Power Plants. " Unlv of CA> 

Los Angeles 

HAOEY.H Research Contracts Branch FIN-B-6204 70/12/08 Ip 


7901190158 Hod 1 extending performance period u/o cost to 
"Probablistlc Analysis of Fire Risk In Nuclear Power 
Planks “ 

MORTON.R V Research Contracts Branch. FIN 0-4204 70/12/01 

app 


7901190159 Notification of Contract Exscutton Mod 2 to "Develop 
Certification Criteria for Industrial Radiographers." 

Unlv of Lows 11. HA 

OUSTAVE.R P Research Contracts Branch. PIN B-10274 78/12/21. 

if 


7901190160 Nod 2 extending expiration date u/o cost to "Develop 
Certification Criteria for Industrial Radiographers.'" 

MORTON. K V. Research Contracts Branch. FIN D-t0274, 78/12/29, 

app 


7901190141 Notification of Contract Exacutlon Mod 4 to "Deformation fc 
Vibration of Pump Flywheels." Franklin Inst Ressarch Labs, 

0U8TAVE.R P Rssearch Contracts Branch. FIN B-10470. 78/12/12, 

ip 


7901190142 Mod 4 extsnding performance period to "Dafermation (< 
Vibration of Pump Flywheels " 

m]RTON.K V Rssearch Contracts Branch FIN B-10478 70/12/27. 

IP 


7901190143 "Analysts of Hypothetical Accidents Resulting in Core 
Meltdown." Monthly progrsss rept for Dec 1978 Describes 
investigation of effects of LUE plant design variations on 
risks of reactor meltdown accidents 

DENNING, R 8 , CYflULSKIS.P , BAYDUTT. P. Battelle Memorial Institute, 
Columbus Laboratories FIN A-4047 79/01/10 App, 


7901190154 B£cy-79-21 

Summariies status of proposed issuance of license to Edlew 
Inti Co to export 10.000 kg depleted U to Republic of China 
Rtiuestt comments t. country-specific info by 7901 14. U/cnet 
related correspondence 4i applications 

BHEA.J.R Office of Inspection b Enforcement 79/01/05 tOpp 


7901190146 Notice of Intent of NRC to Introduce classified info into 
written hearing re application of Edlow International Co to 
export 8NH to India Certificate of Sve end 

BECKER. J H Office of the Executive Legal Director 79/01/tt 4pp 


7901190147 Forwards summary of 761114-17 nesting w/OPB in Vacksonvll ls< 
FL< re topicel rept 7270-RP-14A51. "Suckling Criteria & 

Application of Critaria of Preliminary Design of Containment 
Bhell for Floating Nuclear Plant " 

BIRKEL.R A Light Hater Reactors Branch 2 79/01/08 4pp 


7901190107 Forwards NRC comments for hearing re Edlou Inti Co 
application for Licanse to export 6NM 

BECKER. U M Office of the Executive Legal Director. 79/01/11, Ip 


7901190189 NRC commants on propoeed export of 8NM to India, Oiscu 
sufficiency of assurancts. adequacy of safeguards, status of 
US-India nsgotiatlons b need for fuel U/Certif Icate of Bve 
BECKER. 0 H Office of the Executive Legal Dtractor 79/01/1 1 
13pp 


7901190218 Bttpulation by applicant PObE. interveners Stats of CA Ospt 
of Hetar Resources. Nerthsrn CA Power Agency. cities of 
Anebelm b Rivirsldt b NRC re treatment of certain documents 
Order granted by A8LB on 790109 

MILLER. H E Atomic Safety and Licensing Board Panel, 79/01/07. 

4pp. 


7901190220 Responds to FOIA 781224 rsquest for records re "Bpecial 
Events Coordinating Committee," Finds no records on the 
sub ject, 

FELTON. J.M Division of Rules and Records, 79/01/14, Ip 


7901190223 POIA requsst for Info on "Bpsciel Events Coordinating 
Committee" created to deal w/potentlal terrorist actlvltlss 
during 1984 Olympics in CA. 

HODEN.K Affiliation Unknown 78/12/24 Ip 


7901190238 Transcript of 771229 closed meeting of Commissioners 
Discussed memorandum of understanding betwesn UBDOE b NRC in 
Uasblngten. DC.Pp 1-38. Cevir memo dtd 790111. 

HENDRIE.J M I GILINBKY.V . KENNEDY.R T Commliilon 77/12/29. 

3Bpp. 


7901190243 Forwards corrected notice of appearance w/proper license b 
docket numbers for CE Curtis, Notice w/erroneous info also 
end Curtis util appear in proceedings rs export of 8NM 
on behalf of UCS.NRDC b Bierra Club 

CURTie.C.E Center for Law b Social Policy. 79/01/00. Bpp. 


7901190245 Expreises concern re NRC proposed rule for training b 
qualifications of sacurtty guards in nuclear Industry. 
Ouestlons feasibility of full background investigations b 
total fadaral regulation. 

MORGAN. R Benate. 78/07/25 3pp 


7901190243 NRC answer to Southern California Edlion's motion to quaah 
subpoena ducts tecum, Asssrts rules of practice euthorlie 
liiuenci of such documents b that rules cannot be attacked 
In adjudicatory licensing proceedings 

GOLDBERG, J R. , EVANS, D U, Office of the Executive Legal Director. 
VOOLER, B H Antt-Truat Division, NRC. 79/01/12. 19pp. 


7901220014 NUREO/CR-01S6 

"Critical Eiperlmsnts. Maasurtmints. b Analyses to Establish 
a Crack Arrest Methodology for Nuclear Pretsure Vessel 
Steels " Describes crack arrest analyses In thermally 
stressed vessels b msasuriment of crack arrest toughness. 

HAN.GT,. GEHLEN.P.C., HOAOLAND, R. 0. Bsttslle Msmorial Institute, 
Columbus Laboratories. AT 1 49-24) -0293. BMI-2010, 70/12/31. 40pp 

Avallablt at NT18. 


7901220019 NUREG/CR-003B 

"UNR Preseura Vtesel Irradiation Surveillance Ooilmetry." 
quarterly progrees rept. Topics of discussion include; 
overview of LUR preasura vtssel, neutron field paestve 
dosimetry studlie, damage function analysis b displacement 
GUTHRIE. O.L . MCLEROY. M. N . LIPPINCOTT. E P, Hanford Engineering 
Development Laboratory EY-74-C-14-8170, 78/11/30. I37pp. 

Available at NTIB 


7901230021 NUREO-O47a 

“Metropolitan Sitlng-A Historical Perspective, " Discusses 
development b Implementetion of NRC praetleei in review of 
densely populated sites, 

BUNCH. D.F, Offict of Nuclear Reactor Regulation. 70/10/31. 44p». 

Available at NTI8. 
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79012Z0043 “US NRC Fonctional Qrganliation Chart*" outlln** offlca* b 
divtsigns comiirlsirig NFIC 

* Offic* of Manafliment and Program ftnalydls 79/01/01 
Avallabla at NTIS 


7901B8OO4/> “Mlrlatura Zlrcaloy-Shaathad PuaJ Rod Cladding SurFaca 
7ik«r*)0caupla« " Interim progress rept for thermal fuels 
behavior program Presents design (< fabrication details b lab 

teat rafulta. 

HILKlNSi 3 C Idaho National Engineering Co FIN A'd>041 
TFBP-TB-aSA 7B/ 12/31 BOpp 


7901SZO«eS Forward* MCAP-939a "Steen Oenerator Retublng & 

Redgrb i ehment “ Provides generic description of developed 
praeat* for replacing heat transfer tubing l< related 
Internals in nuclear steam generators 

MIDERSON.T M Hestlnghoose Electric Corp NS-THA-l9aB 79/01/02 
tp- 


7901230090 WCAP-9398 

“Bttaai Oenerator Retublng b Refurbishment " Oenerlc 
deacripilan of steps involved in retube operation followed 
btf detailed description of design feetures of refurbished 
unit 

AHIN.R C , BLANCOiR A > ANDERSON) T M Viestlnghause Electric Corp, 
79/01/02 99pp 


790t22010d> Continues response to FOIA 7B1218 request for NRC comments 
to CEO rt “Draft Regulations to Implement the Netlonal 
Environ Policy Act " Forwards 78020? Itr from J Nelscin iNRC) 
to C Harr an tCEQ) 

FEUTDNj vl M Division of Rules and Records, 79/Ol/lS 17pp, 


7901220136 NUREG0200 V2 12 

Orey Book Operating Units Status Rept<data as of 7B1130 
e commission 7S/18/31 I69pp. Available at NTIS 


7901220149 Motigh by petitioners NRDC)Slerra Club b UCS For eetenslon 
of time until 790123 to submit urlttan coramenta in 
procdBd Ings re export of special nuclear Fuel to India 
Affidavit b Certificate of Svc end 

CURTIS, C E , DARNH8.U N Center for Law b Social Pulley QTOELi T O 
Natural Resources Ssferise Council 79/01/03 6pp 


7901220192 liemo of points b authorities in support of petitioners 
Sierra Club, NRDC t< UCS Motion for 14~day extension of tlire 
to submit written comments re export of fuel to India 
CURTIS) C.E • BARNES, J N Center for Law t Social Policy 
STOELi T D Natural Resources Defense Council 79/01/09 9pp 


7901820195 FOJA request for NRC documents re export oP special nut 1 aasr 
matl to India Documents sought includ* those pertalrslng to 
negotiation* b Implementation of agreement for cooparatlon 
betwein US b India 

OREENSERO, E V C, FRANH. R A Center far Leu b Social Policy 
76/05/14 4pp 


7901220130 NUREO-0496 

"1978 Reviaw b Evaluation of tha NRC Bafetg Research 
Program " Rept covers LOCA< fuel h ehavl or> pr tmary sys 
Integrity) radlologicil ef fee t*) waste management & risk 
assessment. 

LAVfDRSlit)8 ACRS - Advisory Conusl ttee on Reactor Safeguards 
73/12/31 97pp Available at N713 


7901220109 "Markovian Reliability Ahalysli Under Uncertainty W/an 
Application on the Bhutdown By* of the Clinch River Prieder 
Reactor “ Campare* Monte Carlo simulation b Tay lor'-serie* 
expansion for accuracy b afficlency 

PAPAXOOLOU, I A Brookhavan National Laboratory OVFTOPOULOB. E P 
Maisachusatt* Institute of Technology FlN A'SOOO BNL-NUHE0-9OB64 
73/09/30. 23BPP Available at NTIS 


7901220124 Foruerdi addl Comments on "Survey of Uses of WA&H-1400 
Survey Is continuing within Ofe of State programs b JE, 
OQSaiCKxL U Office of tha Exacutiva Director for Operations 
79/01/15 2pp 


7901820125 Inform* of daadline extension to 790109 for commeTit* on 
“Survey of Ueei of WA8H-1400 “ Forward* 79010B mamoraridum In 
raeponea to extension 

BUDNITZiR J Dffiea of Nuclear Regulatory Reiiarcb 79 / 01/12 
*P. 


7901220131 Comments on "Survey of Uses of HABH-1400 " States use of. 
WA8H^140D methodology should be United to fauU/event tree 
method when adequate data baaai does not exist Evaluates 
unresolved safety Issues par NRC annual rept to Congress 
»A8DEKAB)D L Experimental Fast Reactor Safety Research Branch, 
79/Ol/Oa 3pp 


7901220134 Interim response to 7B1280 memorandum raquastlng NRC views 
on results of "Survey of Uses of WABN'"1400 " NRC response 
still Incomplete due to personnel travel b leave 
MO0ELEy)N C, Division of Reactor Operations Inspaetlons 
79/01/11 ip. 


7901220139 Provides comment on Rasmussen Study ) MABH-1400 re potential 
riel aeseccieant* incorporated Into reviled procedure* for 
MC2513 LWR imp Program. Syetems u/hlgh accident risk 
rearranged in MC2S13 matrices for BMR'e fa PMR's 
REBELOWBKI.T Region 1. Philadelphia. Office of tha Dlrecthr 
79/01/03, ip. 

7901220142 Responds to survey of NRC use* of MA8H-1400 No use found No 
objectfuns to recommendations, In rapt, No comment on mod* of 
policy statamants under consideration 

eclMTO. JF Office of the Executive Legal Oireetor, 79/01/12 

ip. 


790I280I59 "Code Assessment b App 1 1 cations. As sessmsnt of RELAPA/MOD* 
Therms I'-Hydraullc Transiant Coda for PUR Experimental 
Applications," Vojunes f b II 

HAlOH, S U Idaho National Engineering Co FIN A-ADAS, 
CAAP-TR-TB-ODS 79/01/ 13 170pp 


7901220161 Notification of Contract Execution Hod 1 to “Economic StxiciU 
of Industrial b Consumer Product Area* of Radionuc 1 1 d« s 
Industry." Centaur Assoc tateS) Inc 

MEDROH, L A, Administrative Contract* Branch NflCS-07-79-431 

79/31/04 Ip. 


79O12S0164 Hod 1 to rtcognlxa contractor's change of nam»j to "Eearinxrti 
Study of Industrial b Consumer Product Areas of 
Radionuclides Industry " 

MATflA, fl J Admin 1 *trativa Contracts Branch NHC-07— 70-431 

79/01/04 ip 


7901220162 "Natar Reactor Research Directorata Monthly Rapt for Nov 
197B " Includes all DPR programe except LOFT 

PEARSON, N,P , yDARRONOD.L J. Ideho National Engineering Co FIN 
A-6042 79/Ci/13 I43pp 


7901220167 "Code Development b Analysis Program, Dave 1 opmanta 1 Chncicout 
of the Beacon/HodZA Code " Preients results of testa which 
were run to investigate different models b most recant 
version of code 

RAKSTHALER. wl A ) LIME, J F j SAHCTA, M S Idaho National Engtnamring 
Co FIN A-A042 CDAP-TR-045 79/01/19 63pp 


7901220169 Requests addl info for revlau ra H-491 g rapfv 1 te. Findtna a 
contingent on successful Irradlatlcin performanca of H“451 

test elemanti 

8PE1S.T P Advanced Raactors Branch 79/01/22. 4pp, 


7901220172 NUREO/CR-0134 

"Potential Rsdtstion Dose to Man Front Racycla of htatxxls 
Reclaimad from a Deconmis* ionad Nuclear Power Plant. " 

Presents generic methodology for estimating dose factors 
based on several options for recycling scrap metals 
Q'OONMELLiF R , COTTER. 8 J , KDCHER, D C Dak Ridgm National 
Laboratory. F1N-0219~7 ORNlHUREOTM- 21 5 78/12/31. I36pp. 

Available at NTIS 


7901230146 Report* on Hearing Division's review of us* of WASH-1400 in 
pleadings No WA8H-t400 use found, excepting thosa mentioned 
In 701117 note to d Kelly. Ofc of Nuclear Reactor Regulation 
informed of initante* of possible use « . 

3C1NTO, J Office of th* Executive Legal Plrector 79/01/12. ip. 


790123014S Raporte 3 potcible incidents when HASH-1400 might have batn 
Mantlonad by OELD. ^ ........... 

aCINTO, J F. Of flea of tha ExacUtiva Legal Director 78/11/17, 

3pp. 


7901220176 Transcript of 790109 ACR8 subcommittca meeting at Lav V*)]« 
NV.ra extreme external phanomena Pp 1-263 

OKRENT.D , SIEBB.C , MARK, J C ACR8 - Advlioru Cofnmitta* on 
Safeguards 79/01/09- 262pp 


7901220177 Notification of contract Exaeutlon Mod S to "Coardina tl on 
Faderal/State Radiation Control Actlvttias fa Assistance in 
Bolving Radlatloit Control Problems," FDA.Publii: Haalth Svc b 
HEM 

MEDRDM.L a Adminletrative Contracts Branch FIN B-1680 

79/01/22, Ip. 


7901320128 Beta out queries to identify areas of particular Initrast to 
Comm lest oners re 790119 oral ptrasentatlons Oueetlone eonearn 
vnviTon dot* commitfftanti# Tachntttum-99 ralsa*** ^ "wor«t 

CM ILK, B O OffiCB of tha Seerttary of the Commission 79/Ol/OB. 

4pp. 


7901220178 Mod 9 to "Coordination of Fed eral/Btate Radiation Coests'. 
Actlvltiei fa Aeeletancs in Solving Radiation Control ' 

Prcbiam*. " 

MATTIA, M J Admlnlstrativa Contract* Branch, piN D-1620 

79/01/10 7pp 



23* NONDOCKETED ITEMS 


7'9O12S0178 Respond* to FOIA request for NRC orjenl »a 1 1 on thortiname* i 
titles of heeds of NRC divisicunB 

FELTON. J,M Division of Rules end Records 79701/15 ip 


7901220200 FDIA request for Nttc oTjaniiatlon chart, names fc titles of 
heads of NRC divisions 

0ANN18.S Affiliation Unknoun 78/12/22 Ip 


7901220347 Ack receipt of 780023 llr informing NRC of steps taken to 
correct deviations noted in IE Insp Rapt 99900401/70-02 
POTAPOV8.il Region 4. Dallas. Vendor Inspection Branch 

78/09/Ob 2pp 


79013203!!0 Responds to NRC 780721 Itr re deviations noted in IE Inip 
Rapt 99900401/78-02 Corrective actions personnel were 
requalifled' tt reviews redone, procedures uere written 
Objects to □ items of deviation 

ETHERIDOE, M R Combustion EnglnoBTlnB. Inc 70/08/83 5pp. 


7901220391 Forwards IE tnsp Rapt 99900401/78-02 & Notice of Deviation 
POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 

70/07/21 2pp 


7901220354 Notice of Deviation from insp c>n 780627-30 

a Region 4. Dallas. Vendor Inspection Branch 78/07/21 3pp 


7901220396 IE Insp Rept 99900401/70-02 on 780627-30 Noneomp 1 1 anc a 
noted, audits improperlg documented 4. performed. HFIS header 
valves design inadequate, suppli er performance Improperlg 
documented 

COSTELLO. J R , JOHNSON, J H . HALEY. C J Region 4, Dallas. 

Vendor Inspection Branch 7B/07/I9. 23pp 


/90122035S Rept* possible deficiency aslal power distribution 
monitoring sgs does not properly account for in-core 
moveable detector background signal when determining aclal 
flui shape Corrective actions being investigated 
BRDHN.S C Virginia Electric t< Power Co 024 79/01/11 3pp 


7901220362 Repts deficiency re high head safety injection discovered 
790108’ design svc water flow to each charg ing/hl gh head 
safety injection pump well belou value due to higher than 
rxpected pressure drops across skid caollnp syi 
BROUN, 8 C. Virginia Electric tc Power Co 026 79/01/12 2pp 


79D122036S Forwards ASLB 790105 order setting oral argument on Southern 
CA Edison motion to quash subpoena duces tecum filed by CA 
Dept of Hater Resources 

OOLDBERO.J R Office of the Ekecutlve Legal Director 79/01/12 
IP 


7901220259 ‘‘PWR Steam Oenerator Tube Integrity Program " Dec 197S 
monthly progress rept Phase I topical rept is being edited t< 
progress was made in all Phase II tasks except stress 
corrosion cracking 

VA0IN8.M Dattelle Memorial Institute. Pacific Northwest Laboratory 
79/01/04 3pp 


7901220296 “Crack Arrest Technology " Dec 1970 monthly progress rept 
Anelysis of fourth thermal shock experimtnt 1T8E-4I 
completed 

e Battalia Hemorial Institute. Columbus Laboratories. 
NflC-04-76-293-06 79/01/10 4pp 


7901220315 NVREQ/CR-0356 

"Experimental Data Rept for Beni scale Hod-S Blowdown Heat 
Transfer Test 8-07-3 IDasallne Test Series) " Test performed 
to investigate response to Mod-3 tys during blowdown b 
depressurliatlon S21 of 225 tests produced usable data 
eiLLINB.R. L . BACKETT.K E , STAN8ER, K Idaho National Engineering 
Co TflEE-1223 78/12/31 3B6pp Available at NTIS 


79D1220324 Requests ASLB issue agenda for continuation of prehearing 
conference as Par in advance of conference as possible, so 
that all parties may bettor prepare their statements & 
positions on issues Doard may wish to raise. 

DDLDDERB. J ft Office of the Executive Legal Director. 78/12/27, 

2pp 


7901220338 Aek receipt of NRC 781031 Itr t< confirms assumption that 
C-E design processes are considered adequate. No corrective 
action necessery 

ETHERIDOE. H R Combustion Engineering. Inc 78/11/20. Ip. 


7901280342 Aek receipt of 781005 Itr tt requests eonf irmatlon whether 
C— E concludes design processes are adequate. No corrective 
action necessary 

POTAPOVSiU Region 4. Dallas. Vendor Inepeetton Drench. 

78/10/31 Ip 


7901220344 Responds to 700011 request for addl info re design 
verification (< value mods 

ETHERIDOE, MR Combustion Engineering, Inc 70/10/05 2pp 


7901230042 Reply by NV.UI t. OH to NRC response to States^ motion tt 
amend Table 8-3 Asserts amend is needed to address waste 
management costs in generic manner to insure propsr 
consideration of such costs Certificate of 0vc and 
HALSH.P Hisconsln, State of SHEA, J F New York. State of 
NIS8L.C.K Ohio, State of 79/01/11 7pp 


7901230174 Forwards “Fuel Orld Impact Loads for Salem Unit No 8“ 
(proprietary), synopsis of WCAP-92031nonprop ietary ) H/end 
applications for withholding AW-79-04 1. AH-77-87, 

ANDERSON. T M Hestlnghouse Electric Corp 79/01/12 2pp 


7901230175 Submits original affidavit for withholding Exion Nuclear 
rept "Evaluation of Storage Racks Corrosion Program. Boral 
Stalnlees Steel" from public disclosure, 

LIBRIZZJ.F P Public Service Electric t. Oas Co of New Jersey. 
79/01/10 4pp 


7901230196 Forwards rept 0A-A15094 "Effect of an Aluminum Alloy on 
Banicro 31 at Elevated Temps " 

HESBMAN. O L Oeneral Atomic Co Isubs of Oulf Oil Corp.) 
79/01/17 2pp, 


7901230204 0A-A13D94 

"Effect of an Aluminum Alloy on Bantcro 31 at Elevated 
Tempi," Final rept on metallurgical examination re potential 
of aluminum alloy chip Steam generator leak cracking from 
liquid metal embrittlement unlikely 

HOLKO, K, H, Oeneral Atomic Co Isubs of Oulf Oil Corp ). 
78/11/30 4Spp 


7901230201 NRC answer to motion by NRDC.UCS 1. Sierra Club for estensien 
of tlma until 790125 to submit written commente re 
application to export SNM to India NRC has no objections to 
motion, Certlf teats of Svc end 

BECKER. J. M Office of the Executive Legal Director. 79/01/08, 4pp 


7901230213 Forwards proprietary fc nonproprietary versions of proposed 
"Ocntrlc Licensing Topical Rept EDR-t Ederer''s Nudasr 
Safety Related Extra Safety b Monitorlngl >C-8AH)Cranes, " u/ 
affidavit re proprietary info 

CLARK. C H Ederer. Inc (subs of Formac Intarnational. Inc ) 
79/01/15, 4pp 


7901230218 "Oenerlc Licensing Topical Rept EDR-l ■ Ederer 's Nuclear 
Safety Related Extra Safety b Monitoring (X-8AH)Cranes, " 
nonproprletary version Dsicribss safity sys b componants of 
X-3AM Crane^i used to meet requirements of Reg Oulds 1 104. 

• Ederer. Inc. liuhs of Formac International, Inc ) 79/01/15 

llOpp 


7901230271 Forwards partial response to NRC 780929 request for addl 
Info re "Westlnghouss Retoed Safety Evaluation Methodology." 
Application for withholding proprietory Info b affidavit 
end End available In Central Files 

ANDERSON. T M Uestinghouse Electric Corp, Na-TMA-8024. 79/01/17. 

14pp, 


7901230279 Forwards partial response to NRC 780929 request for addl 
Info on "WeatingboMsi Reload Safety Evaluation Mathodology" 
(NCAP-9273 nonproprletary > 

ANDERSON, TM, Mestinghouse Electric Corp N8-TMA-2084. 79/01/17. 

2pp 


7901230204 MCAP-9273 

"PALAD0N — Uestinghouse Nodal computer Cods," Providti 
detailed Info on modified nodal analysis computer coda 
discussed In topical rept UCAP-9273 

CAMDEN, T M , KBHSTIMO, P J , CARLSON, W fi Uestinghouse Elsctrlc 
Corp. 78/18/31 69pp 


7901230291 Executive Branch position re Edlout Inti Co application to 
export 100,000 Cl of tritium to United Kingdom Llcensa 
should be granted 

NOSENZDiL V State, Dept, of 79/01/06, 8pp 


7901230293 Forwards application for export license for review re 
revisions of quantities of tritium gas to ba exported in 
form of smol 1 J d 1 ecr ete gaseous tritium light sources, 

DDOLEY. H H, American Atomics Corp 79/01/10 Ip 


7901230295 License application for American Atomics Corp to export 
1,500,000 Ci/yr eealed gaseous tritium light sources to 
Mexico Requests rsvlsion in amount to 6,000 Ct per day. 

DODLEV. J J. American Atomics Corp 79/01/ii Ip, 


nondocksted items 
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790la3030S LI 
il*pllti|id VJ 
HAXDK. T C 


c»niij opplicatlon for NL Induitrie*, Inc 
niBtul to British Alrua«*, Uni tad Kinodon, 
NL Jndu»trle»i Inc 79/01/04 ip 


to sjport 910 Ig 


79013303011 Ltcani* application 
pDwdar to- Japan 
UlLQOli 0 0 Oenaral Elaetrlc 


for OE to eiport 6,665 kg U dloxtda 
Co 70/18/22 Ip 


7901230343 FoPuiPdf 781227 atxa 
action* on g«ntplt iitui* 
DENTON, H R Of/ let of Noel nr 


to Ccaoittiontr Ktrnidg r* ttaf 
Rtaclor Rtgulaljon 79/01/11 


12jp 


n.n.fi, t.. or xafF action* on Cittae 

gantric Ittuas (unraiolvad tafttg U*ut*) l, ttklt w/ralatta* 
manpouar I, funding Info .*c.q 

DENTON,H R QFflct of NutUar Raattor fttgulilion 70/12/27 

6/pp 


^ s ?? ? ^ for Indu.tvlal Nuclaonlca Corp to ..port 

B \ Kr-Ba,Modal Industrial NuclBonlcs 

BTEPliSfa*n‘‘r*‘'''t“i 1 Modal 0-3 to Hungarg 
QTEPhiEHBt D C Industrial Nuclionlcs Cqrp J D 70-1909 70/12/32 


790)330310 Popuard* IE ln»p Rapt 99900314/70-01 on 700918-21 No 
noncontp I lane t notad. 

7O/^0/^D''^ app Vendor Inopactlon Branch 


7901330313 IE Intp Rapt 99900314/70-01 on 700918-21 No noncompUsnee 
noted. Major araas inapected lOCFRSO App B implamantation, 
auttiDTliad nuclaar IntpacVor Inter f act, uald topic*, liquid 
pdnotrant L radiographic etamlnation 

E ( IfUNNICUTT, D M Region 4, Dallai, Vendor Inspection 

Branch. R40B0. 70/10/12 IHpp 


7901230355 Liesnse application tar H*»tlnghoutt Elictrle Corp to 
etport 3-HL23465 Incor* dstsetor* to Suitiarland Contain 
dttictor b Inport Certificate No 

BCHNAUTZiC E Hattlnghauie Electric Corp ZE-I019B 79/01/03 
5pp 


7901230356 NUREO/CP'OO03 

"Conference Proceeding* for Stale Horkihop* far Review of 

the NRC'i Deconiniliiloning Pollcg " Proceeding* of 7BQ9IB~30 

conference* in Ph lladelphia, PA, AlUnti, OA b Altuquerque, NM 

BERNEROi R H Office of Standard* Oevelopaint SCHWARTZ, S A Office 

of State Program* 70/12/31 353pp Avallatl* at NTIS 


7901230366 Notification of 790215 meeting In Betl\t*da.nD w/BfcH to 
dl*cu*i their critical heat flui test* 

NCCOY, N Analgsi* Branch 79/01/09 Ip 


790lBaoail License application for Teledgne Wah Chang Albang to export 
I>200 lb Zlrcalov-4 Tre* to Canada 

hATTENDAROERi 0 Teledgtie Wah Chang Albany 79/01/04 Ip 


Ll-cen.se applicetlon for Nissho-Iuai American Corp to eiport 
539. 14 kg U-233 enriched to a max of t 527. to Japan 
Yd&MlDA, Y Nlisho-luai American Corp 70/12/29 Ip 


790-1830310 rorii/ards license application to export 15,079 kg U to Japan 
rSUvll.N Nlstho-Iwol American Corp, MACPJ-21I2-NT 78/13/29 

)P 


7901230368 Agreement between state of IN b NRC to provide bail* for 
subsequent subagreements Pint such subagreement betuiin IN 
Environ Hgt Board & NRC per Federal Water Pollution Control 
Act effective 781214 

RYAN,R 0 Dffica of State Programs 78/12/21 2pp 


7901230370 Agreement between the IK Environ Ngt Board b the US NRC per 
Federal Pollution Control Act>ai amended Outline* ways in 
which parties will work together to evaluate b protect water 
quality b related matter* 

QOSSlCKiL V Office of the Executive Director for Operations 
PICKARDiR C Indiana. State of 70/11/21 5pp 


7901830388 License application Par Texas Nuclear Dlv to export 1 sealed 
lO-urca qf 4000 mCl Cs-137 to Paople's Republic of China 
KENCRICRtU 0 Ramsay Engineering Co , Texes Nuclear Div 79/01/05 

IP 


7901830384 For-wardt license application for export of 4000 mCl of 
Ci-137 It aeks assistance In expediting application 
BRVANiQ. C. Ramsau Engineering Co., Texas Nuclear Div 79/01/05 
Ip. 


7901230372 License for Cirac, Inc to export 17 6 kg Th to M Germany 
OPLlNOERiO 0 Assistant Director for Eiport/Import b International 
Safeguard* 79/01/12 2pp 


7901240025 NUREO/CR-0149 

"INBITE Info By* Data Rspt " Discus*** "Info on Nuclear 

gibe*"fa computer bajed info *vc with data related to site 

charaeterUtics, plant design b environ impact* of US plant* 

Bostrlctsd to microfiche facet* of »y» W/enel microfiche 

HUBER, C C , JUSKO. H J , LIVENOOOD, C D Argonne National tab oratory 

FIN A-2012-B ANL-EEa-T11-2 70/04/30 lOBpp 


7901830326 Llcenee for Edlou) Inti Co to export 100,000 Cl tritium to 
Cngland 

Dd»LlNOEflvO. 0 Aeelstent Director for Export/Import b Inlernatlonil 
aefeguartSe 79/01/12. 2pp 


790t83D3S& Llcenee for Amershom Corp to export 0 002 microgram* Pu-239 
It 0 030 mltrogrima Pu-248 to Neuherberg 

DALIHDERvO 0 Aeslstmnt Director for Export/Import l< International 
Dafegunrds. 79/01/12 8pp 


7901836380 Llctnse for Nuclear Matarials, Inc to export 5000 kg 

depleted U to England. , 

OPLtNOER.O.O Assistant Director for Export/Import b International 
Befeguardt HJ04793 79/01/18 2pp. 


901240029 NUHEO/CR-O4a9 

"Charac lert 1 alien of Agglomerati* of U03 Aaroiol Particles 
Discusssi Biparlment* messurlng microicoplc charie terUtte* 
of aerosol partlcUs possible in core disruptive accidents 
of sodium cooled brEsder reactor* ^ . 

ODRDON,H , OIESEKE.J A BatteUe Himorial *"*“*“*•' 
Laboratorie* NRC -04 -76 -29 3 -07 8MI-20Q9 78/U/30 Gipp 






7901240033 Submit* application for new license 

tritium over 8-year period Forward* pravlou* application for 


tritium over 8-y* 
emend to license l ■ i-j 

PAISLEY, E J S*und*r*-Roe Development*, Ltd 


79/01/08 Ip 


7901330330 License for Eberllne Instrument Corp to export 0 013 

Micrograma Pu-239 to Heldolber g, Oarmany -i 

OPLINOER.O, 0 Asslatant Director for Export/Import b Intarnstionai 
Bafaguards 79/01/17 2pp 


7901240036 i 
770610 b I 
of 200,801 
Cl 

PAISLEY, E 


7901830331 UUanse for Rcckuiall Hanford Operations to export 0 575 kg 

WMNOER.O^o'***'^* Assistant Director for Export/Import b International 
Bafaguards. 79/Q1/17, 2pp 


790124003' 

b eipir 
to tota 
PAISLEY 


7901830333 License for NL Indus^r lei, Inc to export 910 kg of depleted 

U ACtal to United Kingdom, . iKeamational 

OPLIfWERrO 0 Aeslstant Director for Export/Import b intern 

Bafegirards 79/01/11. 8pp 


7901240037 
appl Icatl 
clarify r 
8HEA. J R. 


7901830334 License application for Teledyne Wah Chang Alb ny 
52.000 lb ZIrcalny tuba shall to Canada, 

• Teladgne Wah Chang Albany 79/01/11, ‘P 


7901240030 
Eva 1 ua t i c 
Structure 
OLAQOLA, f 
NflC-03-7f 



NONDOCKETED ITEMS 


7901840044 Mod 8 replacing I Slbutil u/F Schauer Ciintrac t log 
Officer's authorliBd representative te ''Revleu l< Evaluation 
of Piling Foundation Proposed for Categorg I Structures at 
Sallly Generating Station " 

DOUOHEfITyi D J Technical Assistance Contracts Branch 

NRC-03-73-150 TASK 3 79/ 1 S/27 Ip 


7901840040 License issued u/o customarg IS dag waiting period because 
counterweights which contain depleted uranium were urgently 
required to replace damaged counterweights in a downed 
British Airways Boeing 747 aircraft 

QPLlNOERtO 0. Assistant Director for Ejport/ Import & International 
Safeguards 79/01/11 tp 


7901840048 NURBO/CP-0008 

"Larval Eieiusion Sys for Power Plant Coaling Mater intakes 
Proceedings of the Uorkshop Held at Shelter Island Innj 9an 
Olegoi CA> 7BOS07-8 " A collectian of reptt on lys designed to 
reduce larval fish entrainment in Intakes > 

SHARI1A>R K Argonne National Laboratory PALHERtJ B Southern 
California Edison Co ANL-ES-6& 79/08/31 837pp Available at 

NT18 


7901S40043 Requests review of application from TX Nuclaar Div for 
lleenst to ecport byproduct matl to the People's Republic of 
China U/o end application 

QPLINOERi 0 O Assistant Director for Export/ Import 4i International 
Safeguards 79/01/17 tp 


7901840046 Notification of Contract Execution Hod 2 to "Matl Control b 
Accounting Performance Rule Development! '' Science 
Applications) Inc 

9MITH» P A Technical Assletanca Contracts Branch NRC-OS-7e-077 

79/01/09 Ip 


7901840090 Mod 2 changing Article It Statement of Work b Article VIi 
Bpcciat Provisions to "Matl Control b Accounting Performanea 
Rule Development " 

00UQHERTy< D J Technical Assistance Contracts Branch 
NRC-0S-7B-077 79/01/09 Ip 


7901840049 Specifies sections of SbW rapt S{4EC0-76Ol> "Interim Spent 
Fuel storage Facilityi" that nay be referenced as const 
design requirements in applicatione Forwards related NRC 
safety evaluation inputs 

ROUSEtL C Fuel Reprocess It Recycle Drench. 79/01/18 83pp. 


7901840093 Notification of Contract Execution Mod 1 to "Review of NRC 
Research Plam " Intarmountaln Tichnologies. 

KOVLBiA Bivlilon of Contracts NRC-O4-70-3a2 79/01/19 Ip 


7901340096 Mod 1 extending period of performance to 770930 w/no 
Increase In total cost of contract to "Review of NRC 
Research Plant " 

HAROETTiD J Division of Contracts NRC-O4-70-8a8 70/10/01, 

Ip 


7901840087 Requests comments on 790108 Itr from 8aundars~Rae 
Developments Ltd requostlng license to export ItOOOtOOO Cl 
bulk tritium gas to its subsidiary In the United Ktngdom.U/o 

ends 

0PLIN0BR< 0 0. Assistant DlrBCto,r for Bxport/Import b International 
79/01/17 Ip 


'T/CR-0440 

Establish Normal Shock b Vibration of 


7901240116 License for Marubeni America Corp to export specially 
designed components for use in reactor) not to exceed 
9100)000 in value. 

OPLINQERi 0, 0 Assistant Director for Export/Import b International 
Bafaguards 79/01/18 Ip 


7901840119 License for Aldrich Chemical Co to export 4 kg of deuterium 
contained in 1 069 kg compounds to Universidad de Costa 
Rica 

OPLlNOER) 0 0 Assistant Dlre-etor for Export/Import b International 
Safeguards. 79/01/17 Ip 


7901840207 Summariies status of program development for optimlxad 17x17 
fuel assembly design for initial core b related application 
Dives plans for submittal of licensing documentation b 
aeeeciated review schedule needs 

ANDERSON) T. M. Uestlnghouse Electric Corp. NB~TMA“S022 79/01 /i7 

3pp 


7901840818 Submits application from Traninuclear Inc for license to 
impart 210 kg OD803/U08 pellets which contain SOS kg 1108)176 
kg U b 9 kg U-839 to BbU U/completien of test) matl will be 
reexported to M Germany 

MATSON) V Transnuc leeri Inc 76-366/0aRB0S6S 79/Oi/ll. 8pp. 


7901840346 UA Rodger will present applicant rasponses In 790119 
proceeding per Commission 761819 order 
IRUIN. D P Hunton b Ulllians 79/01/18 Ip 


7901840869 Informs of status of licensing action on application 
XSNM01334 to export low-enrlchid U fuel to Canada Final 
Commission action delayed due to need of addl info from 
Executive Branch re status of safeguards facility in Canada 
EHEArV R Office of International Programs 79/Ol/OB Ip 


7901840278 Forwards ravlsed page for substitution in 790U9 “Answer to 
PObE's Motion for Extension of Time " 

GOLDBERG) J R Commission 79/01/16. Spp 


7901840309 Expreitas appreciation for rapt on INMM Workshop, 
HENDRIE) JM Commission 79/01/09 Ip 


7901840899 Forwards license application to export replacement 
components. Requests authority to export Instrumentetlon used 
In start-up of research reactor not part of facility 
MDHRY) H R General Atomic Co (subs of Gulf Oil Corp J 79/18/19 


7901840896 Forwards Fadtrsl fiegistir notice "US Applications for 
Licenses to Export Nuclear Facilities or Metis." 

DPLINOERrO 0 Assistant Director for Export/lmport b International 
Safeguards 79/01/17 ip 


7901840890 "US Applications for Lieensef to Export Nuclear Facilities 
or Metis " U/att list of applications ractivsd 
OPLlNGER) 0 0 Assistant Director for Export/Import b 
International Bafaguards 79/01/17 8pp. 


7901840301 Rstponds to 761189 mallgram requastlng NRC action to astura 
timely lituanct of license to export metl intended for 
fabrication In France Suggest contacting Dept of State re 
itetus of Executive Branch review 

SMEAiJ R Office of Internetlonal Programs 79/01/09 Ip 


7901240303 Requests comments on application from Industrial Nucisonics 
Corp for llcensi to expert byproduct matl to Hungary W/o 
end application 

OPLINOERrO 0, , Assistant Director for Export/Import b Intarnstional 
Safeguards 79/CM/lO Ip 


7901840304 Cartlftes matl IPu 839) In applleetlen by Eberllne 
Instrument Corp to export to U Germany will ba aubj to tarms 
of addl agreement for cooperation. Ultimate consignee la 
authorlxad to postets matl for eallbr of inatrumanta 
ePAAK)F European Communities) Commission of 79/01/04. tp 


7901840306 Requests comments on application from World Wldt Import/ 
Export Sves Ltd for a license to export components to 
Drain. W/o end application 

DPLINOER) 0. G. Assistant Director for Export/Import b Internetlonal 
Bafeguardi 79/01/10 ip. 


7901840307 Cartlfloi matl (Pu-239 b Pu-a42> In application by Amersham 
Corp to export to M Germany will be subject to terms of addl 
agreement for cooperation Matl will be used for calihr 
purposes In radiochemical analysis of environ samplfs of Pu 
BPAAKiF European Communities) Commission of. 79/01/04, Ip. 


7901840384 Requests that NRC expedite action license application for 
export of highly enriched U to Canada, Preiident has now 
approved export b Canada has relteratsd urgency for it 
NOSENZOiL V State) Dept of) Bureau of Oeaant b Internatl, Environ, 
t) Bdentlflc Affairs. 78/18/14. Ip, 


7901840336 NRC answer to PObE 790104 motion for extension of time to 
respond to NRC interrogatories. NRC asserts that PGbE does 
not establish good causa for extension. Supporting documents 
b Certificate of Sve enel. 

GOLDBERG) J R, Office of the Executive Legal Director 79/01/19 

a6pp 


7901840396 'LOCA Teat Series to Test Loc 3 Experiment Operating 
Bpedficatlon " Spaciftas procedura to toet nuclear futl 
rods under off-normal accident conditions 

YACKLB)T. R Idaho National Englnaerlng Co. FIN A~604t. 76/18/31 

89pp, 


7901890006 Ack reealpt of 790106 Itr rt plannad action regarding CASE | 

organixatlon Reviaion of QA topical rapt not neceieary until t 

next rtviiion data. [ 

HAA8S)W P, Quality Aseurance Branch 79/01/16 Ip, j 


'’?0«?°8u,.nr“r"’ ''' Circular 7V-02. -r.ll^r. of 120 Volt VUol AC 
PJPPABM^. Rogltin 3, ChlcoBC Office of tho Dtreetor 7f/01/l6 


NONDOCKETED ITEMS 




>901250106 Eietulive Branch posiHon r* Alirjm 
opplltation io eiport l.ODS 9 dtolericn ccnpt, 
RiC# Uicinsfl should bt granted 
NOSEHZD.L V state. Oept of, Bureau o» Ocea' 
b Scientific Affairs 79/01/06 8 fp 


C'anitaJ Cs Irs 
'’’OS ts Costa 


IS I, Intirratl tn^irsn 


7901250120 Responils to 790100 telett 
new Zircatoij-t tubings 
LIaNO.O Oladis Carp 79/Oi/OB 


r> request 6 forwards » 1 . sprint of 

2pp 


7901350021 H.opondo to FOIA 781227 request for copies of all contracts 
*/or gr«tit> entered Into since 720101 betuieen NRC U anu of 
torero NBC h»„ not located an, records 
tuiiject to this request 

rtt-TCfliJ. M Division of Rules and Racords 79/oi/lS ip 


"Ti-onetript of Commission Discussion of 
Dna»*t harkup FY79 Auflu%l 26*1977" In its ^ntirirtv 
CHttKfO J Off leu of th« Bttcretarg of tho Comalfiiion 79/01/12 
19 


*t*ur»0Ct r* •pplittttlCf* #c;r Lictr** 

XSNH-ISBA from Norway 
RlNOALiA Norwai^ 70/12/29 Ip 


7TO125<J191 Prellralnarv response to 79101B Itr re clam that ccnflicts 
of interast influenced inveitipatlon of allejaticns o» 
dishonesty In reactor safety study treatment of OA/uC 
Commission Is revleulny matter 
KENOniE.g M Commission 78/1S/29 7pp 


790IS9D034 Foruisrds IE Circular 79"Ol. "Administration of Unauthortied 
Bypro-iiuct Matl to Humans^ " 

CHOCLHEN. R H Region Di Ban Francisco. Office of the Director 
79/01/19 33pp 


79D12S019S States opposition to reactor safety study ireetaent of 
DA/QCi comments on risk Assessment Rtvieu Group rept Bellc./es 
conflict of Interest eslsts 

FORD. D F Union of Concerned Scientists 76/10/10 tpp 


790139D02D Raepnrids to 78122? Itr requesting further info re summer 
paeltlBii ui/NRC. Inform* that no job audit uias done for 
speclflad position b no record* exist Indicating Ms 
Oraenbaum'* arraet by NRC security 

FEtTON.vf M Division of Rules and Records 79 / 01 / 18 . 2pp 


7901250202 Executive Branch position re Nissho-Iuax American Carp's 
Application to tiport 1000 ngs U-233 b 1300 n}s Fu to Japan 
License should be pranted 

NOSEHZO.L V State, Dept of. Bureau of Oceans b Internatl Environ 
b Scientific Affairs 79/OI/lS Dpp 


79QIS30037 Uiibeiite corrections to 7B1231 Itr re export applications 
Certifies U (< U~a35 uill be »ub j to term^ of agreement for 
cooperation b ultimate consignee* are authorited far 
possecslon of matl 

KCCFFE. n Canada 1 1--2-3. 79/01/09 Ip 


TVOISfiOO^*/ Cxacvtiva Oratich position re Transnuclear Inc application to 
export 661 kg of U-235 contained in 24.058 kg U enriched to 
Max of 3 40K to U Oermany. UlconsB should be granted U/encl 
78090B Itr of assurance 

hlOBENZCI. L. V State. Dept of, Dureau of Oceans b Internatl Environ 
b Sclehtiflc Affairs 78/12/lB app 


T^OiasoObO ADI.D uiin ma»t on 7901S9 at 9 am in Room 1067,1717 H St.NU, 
Mashing ton. PC, to prepare rapt for Commission, Replaces one of 
csncelltd meetings arioinally scheduled for ueok of VBiStB 
VCRHUILrP n Atomic Safety end Licensing Board Panel 79/01/16 
If 


790ISB0065 NRC has not completed licensing action on application 
10 export 16 000 kg of depleted 0 to Taiuan Informs of 
• ilgencle* r« recent dovclopmente In Ua-Taluian relations 
which (nust be taken Into consideration. 

StIEA.ul M, Office of International Programs. 79/01/19 if. 


7901250067 Requests NRC assistance In expediting immediate approval of 
license to export tuo lO-ton cylinders of DF6 matl to 
Taiwan, 

COUCHMAN.O L ND8 Corp 78/11/13 Ip 


7701390074 Forwards FOIA request & document, "Draft 2.760429 Rept of the 
Overview Rtvdy of Existing Safeguards Regulations" tVol 11 
Requests timely response re review of document for 
clssst f 1 cation U/o encl . 

peLTDN.J.H Division of Rules and Recorde 79/01/17 Ip 


7901250077 FOIA request for access to all documents pertaining to 
Nuclear Metis b Equipment Corp b NRC investigation Into 
I'tmvtkii E*»cutiv« Director fop Qpimtlons prtvioutiu 
withheld from FOIA requast* Raqoests fe* waiver 
FlAtKA.d. d Washington atar 78/11/30 Ip. 


7901350076 Forwards weekly info rept for week ending 790112 
REHMiT. A, Office of the Executive Director for Operations. 
79/01/17, ip 


790VB»007a Meekly Info rept for week ending 790112 
a Office of the executive Director for Operations 
SIpp 


79/01/12 


7901890006 NWEO/CH-ODaa ^ 

"Meeeursmont* b Btd* for Nuclear MatU ®**^*»“*’^i*. 

780901. " Ravlow of a Natl Dureau of 8td» project to up-g 
netl meaewramants b »td* capability for nuclear mati 

5SLK|MrH*'T* , JONEBiF.E Commerce, Dept of, '^■*5“olb?B'^It“NTlS 

Stendard* AT (49-295 -9009 70/12/31. 14pp Available at NTis 


7901250205 Transcript of 790119 hearing re environmental cflecti of the 
Uranium fuel cycle Pp 1~1B1 

HENDRIE. J M , OILINSKV.V ■ BRADFORD. P A Connission 79/01/19 
IBOpp 


790125020B Executive Branch position re NlsshO'luai American Corp's 
application to export 100 g of natural u to Japan License 
should be granted 

NDSENZO.l V State, Dept of. Bureau of Oceans b Internatl Environ 
b Scientific Affairs 79/01/15 Spp 


79012S0212 Executive Branch position re Mitxuhlshl Inti Corp's 
application to export t 200 g U'RGB to Japan License should 
be granted 

ND5ENZ0,L V State, Dept of. Bureau of Oceans b tntarnatl Environ 
b Scientific Affairs 79/01/15 Opp 


7901250293 Requests comments on application dtd 7B1221 fro* Marubeni 
America Corp for license to export components valued at less 
than SlOOOQO to Japan for use In FDCEN heavy water reactor 
DPLlN0ER,O 0 Assistant Director for Eiport/Import b International 
Safajuardx 79/01/18 Ip 


7901250299 Requests comaents re American Atomics Corp request to amend 
application XBOOlOOl revising quantity of tritium as sealed 
gaseous trltiuo light sources to b# exported to Ntiico W/o 

OPLIH(iEfl,C 0 Assistant Director for Eiport/Import b International 
Safeguards 77/Ol/lS 2pp 


7901230309 License Issued to Hltsol b Co u/o 15-day uaitlng period to 
export Zlrcaloy-2 tub* shells to Japan Proposed export was 
urgently required to complete a previously licensed order 
ready for immediate shipment 

BHEAi J R Office of International Programs 79/01/12 Ip 


79012S0310 Forwards CE licensing topical rept NEDQ-21V78-A "Transient; 
Proiture Rises Affecting Fracture Toughness Requirements 
for BWRs ** 

OUIRK, J F General Electric Co .Nutleer Energy Product* Olv 
79-01 79/01/04 If 


LB 


7901250327 NEDa-21778-A 

Licensing topical rept. "Transient Pressure Rise* Affecting 
Fracture Toughne** Requirement* for SUB* “ Support* CE 
request for relief fro* 10CFP50 min temp limits for reactor 

CDOKErF^E^r^ELLER.L A , PAONE. C J General Electric Co .Nuclear 






►01350340 Ack receipt of 781226 Ur outlining change in 
cS* it i. nat Secessary to revise Topical R.pt on 
fTR-21A, Amend 41 at present time to reflect change 
flrorginiT*t?on should he reflected in n.xt^updat. re- 


7901250: 
pTOcel 
HE 188, 



NONOOCKETED ITEMS 


7<;012S0343 Reapdnds to Itr in opposition to granting eiport Heens# r« 
proposB-d const of nuclear pcuer plant In Philippines NHC Is 
auaiting Eiscutlve Branch position 

SHEAitf fi Office of International Programs 79/01/15 Ip 


7901290344 desponds to Ur In opposition to granting eiport license re 
proposed const of nuclear poiaer plant in Philippines NFIC is 
awaiting Eiecutlve Branch position 

SHEAiJ R affiCB of International Programs 79/01/15 Ipp 


7901290345 Req.U0Bts amend of license XSrirt-7B011 to increase 
amount of uranium from 441 g to 4 0 kg 
UILSON. B D Seneral Electric Co 79/01/08 tp 


7901290349 NUftEC/CR'05B2 

"Evaluating Strength l< Ductility of Irradlaleil Zlrcaloy . Tas It 
S Quarterly Progress Repti Apr-June 1978 " Summary of data 
from various tests in the program 

LOWRV-L M Dattclle Hemorlal Institute. Columbus Laboratories FIN 
A-40d>B BtlI-2007 7B/U/S0 2apP Aval lob I o at NTIS 


790125036S Meaponds to 701123 Itr Since Dopt of State has not yet 
received reiiuirod generic assurances concerning rotransfers 
from Finland b Sueden.NRC Is unable to issue export license 
SHEA. J R Office of International Programs 77/01/17 Ip 


7901260001 NUHeO/CR-0046 

"Ooal if icatl ons Manual for IE Personnel.'" Vol 1 Describes 
tiiorb on Task I of study for IE re job/p-osltion 
qualifications statement 

BARTLEY. H J . HEYER. F H K . SCJltJARTZ.E C General Research Corp 
ISUbs of Flou; General. Inc 1 NRC-05-77^l42 70/11/30 56pp 

Available at HTIS 


7901260003 Transcript of 790116 hearing re subcommittee on ECCS 
Pp 1-22B 

PUESSET.M B ACRS - Advisory Committee on Reactor Safeguardi 
79/01/16 227pp 


79012600SB NUREO/Cfi-04Sl 

"Postaccident Heat Removal Debris-Bed Eiperlments D-2 !< 

D'3 ’’ Discusses fission-heated experiments simulating fast- 
reactor debris in liquid Na Concludes that main result of 
dryout is the shortening of convection flow paths 
RWARO.J B Sandia Laboratories FIN A-118t SAND 78-1338 
78/11/30 99pp Available at NTI5 


7901260060 Notification of Contract Execution "Thermal-Hydraul ici of 
Advanced Reactor Accidents" awarded to Purdue Research 
Foundation 

HENC2ER.H B Technical Assistance Contracts Branch FIN 

A-4042-9 78/13/19 tp 


7901260330 Contract for "Thermal Hydraulics of Advanced Reactor 
Accidents" awarded to Purdue Research Foundation 
DOUGHERTY. 0 J Technical Assistance Contracts Branch FIN 

A-4042-9 78/12/lS 14pp 


7901260070 Responds to 780608 request for Executive Branch views re 
issuance of License XBNM-lBSl to Mitsubishi Inti Corp for 
export of U-235 to Japan Recommends Issuance of license tl/ 

781 ISO Itr of assurance 

NOBENZO. L V State. Dept of. Bureau of Oceans Ic Internatl Environ 
& Scientific Affairs 79/01/13 3pp 


7901360073 Responds to 700707 request for Executive Branch views r* 
issuance of license to Nissho-Iwal American Corp for export 
of Pu to Japan Recommends issuance of license U/7B11S0 Itr 
of assurance 

N0SENZ8. L. V State. Dept of. Bureau of □caans ti Internatl Environ 
& Scientific Affairs 79/01/15 3pp 


7901360100 NUnEQ/CR-0943 

"Photoelastic Studies of Crack Propagation b Arrest In 
Falymers b 4340 Steel " Describes progress made during 4th 
year on research program re dynamic characterization of 
fracture 

IflHIN.O R . K0DAVA5HI.T . FOURNEY. H L Maryland. Unlv of 
NRC-04-76-173 7B/13/3J , 3S7pf. Available at NTIB 


7901360020 Notl ficat Ion of Contract Eiecutian Mod 2 to "Evaluations of 
Belsmkc Design Bases b Analyses Pertaining to Diablo 
canyon." Nathan M Newmark 

OLA'OOLA.A F Technical Assistance Contracts Branch 

NRC-03-70-130 task 2 7B/i2/’37 Ip 


7901260036 Mod 2 replacing I Slhtueil up/F Schauer as Contracting 
Officer's authorized representative for "Evaluations of 
Seismic Design Bases b Analyses Pertaining to Diablo 
Canyon " 

DOUGHERTY. D T Division of Contracts NHC-03-7B-150 TASK 2 
78/12/27 Ip 


7901360033 Comments on proposed rule present practice Is to bury 
columns b decayed radioactive medicins when readings do not 
exceed background reading Hall costs to dlspoeal sites 
would be prohlbiblve 

WOOD.D R Memorial Hosp IN/LD 79/01/03 Ip 


79012600'40 Notification of Contract Execution Moii 0 to "Tiuo-Phase Flow 
Pbenonena in Nuclear Reactor Technology." Rannsolaar 
Polytechnic Inst 

HAOEY. H Research Contracts Branch FIN B-3B78 79/01/14 Ip 


7901260117 Notification of Contract Execution Mod 4 to "Transport/ 
Fixed-Site Vulnerability Analysis." US Army.JF Kennedy 
Cantor for Military Assistance 

BDNNERiJ A Technical Assistance Contracts Branch POM B-1936 

7B/12/29 ip 


7901360121 Mod 4 extending period of performance until 791231, 
increasing scope of work from 37 to 34 facilities b 
Increasing funds to *202,790 64 for "Tranipart/Flxed-Blti 
Vulnerability Analysis " _ 

DOlfOHERTYi D J Division of Contracts FIN D-1936 78/12/29 

2pp 


790126D19B Ack 781123 questions re DAW-10043, euppl 1, "Ovarpreiiure 
Protection For BbW PHHi ui/20S Fuel Assemblies " Plane 
revision to the analysis in DAW-10043 by mid 1979 Prefer* 
to delay response until revision is finished 
TAYLOR, J.H Babcock & WUcox Co 79/01/17 Ip 


79D126D17S Ack receipt of FEIB.Part 3 (NUREG-0nO2) NRC will receive 
State comments by 790219 
« Georgle, State of 79/01/15 Ip 


7901360044 Hod 3 correcting number in Mod 2 to "Tuo-Phasa Flow 
Phenomena in Nuclear Reactor Technology " 

MDRTQM.RV Division of Contract* FIN 0-5373 78/12/13 Ip 


7901340048 Notification of Contract Execution Mod S to "Lab Simulation 
of Tornado Wind Effects on Structure*. " Unlv of OK 

HAOEY, H Research Contract* Branch FIN D-A241 79/01/IS Ip. 


7901S60D51 Hod 1 Increasing funding to "Lab Simulation of Tornado Wind 
Effects on atruefcuros " 

MORTCN.K V Research Contracts Branch FIN D-4241 78/12/13 

Ip 


7901S60052 Notification of Contract Execution Mod k to '"Developirent of 
Data Base for Neutron. Personnel Dosimetry Callbr." Natl 
Bureau of Btd* 

OUSTAVE.R P Research Contracts Branch' NRC-01-70-012 

79/01/18 Ip 


79012601B7 Forwards "High Bornup Fission Gas Relaasa Data," usad at 
base for topical rept DAW-iOl41P, " TACO 3-Fuel Pin 
Performance Analysis " Info is for NRC review of Rept 
DAU-10141 Enel withheld iref 10CFR2 790) 

TAYLOR, J.H Babcock b Wilcox Co 79/01/17 6pp 


7901360232 Notification of Contract Execution Mod 13 to “LllCA/ECCB 
Support Studies,'' HPR Atseciates 

MVNATT, A Research Contracts Branch FIN B-9537 79/01/01 Ip 


7901260233 Mod 13 Increasing *cop# of work period of performance b 
funds to “LOCA/ECCB Support Btudlei. " 

NORTONjK V Heioareh Contracte Branch FIN B-5937 79/01/01 

Gpp ’ 


7901260234 Notification of Contract Execution Mod 3 to "Analytical b 
Experimental Studies of Nonlinear Sys Modeling b Scaling," 

Unlv of Boutbern CA 

HAOEY, H Research Contracts Branch FIN D-987A 79/01/16 Ip 


7901260099 Mod 1 increasing funds by *30.090 to "Development of Data 
paee for Neutron. Personne 1 Dosimetry Callbr "' 

MORTON.K V, Division of Contracts NRC-01-7B-012 79/01/18 

If 


7901260238 Hod 3 extending period of performenee to 800930 b increa* 
funding to *222.437 to "Analytical b Experimental Studiae of 
Nonlinear By* Modeling b Scaling " 

HORTON. K V Research Contract* Branch. FIN B-aB76 79/01/16 

4pp 



NONDOCKETED ITEMS 


^^013-60235 Ngtifl cation of Contract Execution Kod 6 to "Oeaphtfslcal 
tnvactt gatlon of Selsmlcitg of ClarV Hill Reservoir 
Vtclnityj" OA Inst of Technology 

MLAOEYiH Research Contracts Branch FIN A-902B 79/01/’19 Ip 


7?Oi9£OS37 Mod 6> no-cost extension to 790430 for period of 
performance to “Geophysical Investigation of Eeismictty of 
Clark Hill Reservoir Vicinity " 

MORTON, K V Research Contracts Branch FIN A-902B 79/01/19 

2pp 


^90I&£0239 Monthly progress rept for aerosol measurenents ntodsllng 
for fast reactor safety Analytical efforts consisted of 
perforating addl sensitivity calculations u/HAARM-3 Code at 
higher input mass rates 

OlESEKE, J A Battelle Memorial Institute, Columbus Laboratories 
KRC-Od -76-893-07 79/01/17 3pp 


^901260242 "Condensation Induced Flou Instabilities in Steam 
Giiterators “ Monthly highlights for Dec 197B Discusses 
BNU waber hammer models 4< 2-phase pressure pulse attenuation 
mta surements 

AjQNSa. O C , SAHA, P Drookhaven National Laboratory PIN A-l9iS 
7B/12/31 8pp 


?90I260243 Interim rept re fire protection in operating nuclear power 
stations Provides an exception to proposed fire protection 
In SEfl Discusses valve supervision! cable protection b 
ravleiii documents Proposed mods acceptable 

MALI., R E , MACDDUOALL, E A Drookhaven National Laboratory FIN 
A-3107 70/12/19 6pp 


V90126D245 Month ly highlights of program for advanced reactor safetg 
analysis technical assistance Discusses special services, 
post-accident containment analysis, plant dynamics 1< 
reliability analysis ti reactor physics 

BARUR A Drookhaven National Laboratory FIN A~3000 7Q/O1/I0 

8pp. 


7901260849 Monthly highlights of program for 0SC code development t< 
validation Discusses flow coastdoun transients, pipe-rupture 
simulation, generation of part-load prof 1 lesi p 1 ant protection 
control sys, sodium belling t< fission gas retaasa 
AGRAVIALiA K , CERBONEi R 0 Drookhaven National Laboratory FIN 
A-301S-8 79/01/10 6pp 


7901360290 Comments on proposed rule, expre sees concern over lack of 
clarity an roles of state t< local officials in licensing t< 
revieui Believes decommissioning rtvleu should not be delayoiJ 
until facility It full 

HARDlNiC M Kentucky, State of 79/01/03 Ip 


79012602S1 Comments on proposed rule believes DOE t< NRC are patching 
together piecemeal procedures Instead of developing radwasto 
policy Adequate public participation is not assured 
Asks fata of repository after license ends 
OORENFLO. L Affiliation Unknown 79/01/ 10 Ip, 


7901260293 Cammonts on proposed rule approves concept of rule Urges 
■•tabl Ishment of LPDR ti notification of citiien groups re 
licenses, Dll 1 eves DDE should present NRC w/multiple sites 
Urges licensing review before start of const 

FORT, D D Southwest Research and Information Center 79/01/19 

Spp 


7901260294 Notification of Contract Execution Med 3 to "Extreme Max/ 
Min Temp Analysis," US Dept of Commerce Natl Climatic 
Oentar. 

GUSTAVE. R P Research Contracts Branch FIN B-IOOiS. 79/Ol/la 

Ip 


7901860296 Mod 3 extending period of performance to 29 months w/o coot 
increase to NRC to "Extreme Max/Mln Temp Analysis '* 

MORTON, K V. Research Contracts Branch FIN B-1031B, 79/01/ IB 

ip 


790IS60859 Comments on proposed rule opposes raduiaste burial at sea or 
underground since man has never built a structure nature 
cannot destroy Recommend storage in vaults or bldgs where 
containers can be inspected 

CARRDLL.D, E Affiliation Unknown 79/01/09 Ip 


7901S9O013 Forwards article from Durango-Cortet Herald, "Ranchers' 
Pullout Blamed on Too Much, Too Soon," Discusses abandonment 
of uranium mill tailings removal project by Ranchers 
Esploration 6 Development Corp 

MONTGOMERY, J L Colorado. Btate of 79/01/19 4pp 


79O1S9O016 Rept re current status of discovery by NCA Power Agency b 
Citloe of Anaheim t, Riverside, CA As of 790117, the Agency tt 
Cities have received 417,769 pages of documents on 
Microfilm Certificate of 6vc end. 

DAVIDBONiD, I , MATT,P K 5piegel «, MeDlarmid 79/01/17, 7pp 


7901290018 Forwards reactor checklist for Inclusion into 781208 export 
license application U/encl 

HATSONi V Transnuc I ear, Inc 79/01/18 2pp 


7901290021 Responds to FQIA request for documents withheld from 
disclosure Portions of 3 documents have been determined 
n on propr lotary and f oruardedi remaining portions are still 
proprietary 

FELrONp U M Division of Rules and Records 79/01/23 2pp 


7901290024 Appeals determination by NRC to withhold from disclosure 
documents ra topical rept EI/hlNI-77-7-P 
REINERTiS Affiliation Unknown 78/09/31 Ip 


7901290026 Forwards request for addl info to complete review of top it** i 
ropts re capability of Class IE electrical t« control 
equipment to satisfy IEEE 323-1971 Standard during normal t, 
accident plant conditions Needs info by 790209 
3TDL2,J F Light Mater Reactors Drarich I 79/01/19 I3pp 


790129002B License for Sandvik Special Metals Corp to export 1817 lb 
Zlrcalay-4 instrument tubes <88 pieces) to Japan 

□PLlNOERi 0 0 Assistant Director for Ei port/import b International 
9af eguards BSH-BD 99/0396 79/01 /S3 Ip 


7901290032 License for Mitsubishi Inti Corp to export 1200 g U-239 to 
Japan. 

OPi-INOERiO 0 Assistant Director for Expor t/Import t. International 
Safeguards HSA-6721-Ol 79/01/82 2pp 


7901290034 Comments on proposed rule concerned that reseorth !, defanMO- 
operations are exempt from licensing iiacommends states 
participate in const authorisation phase All geologic 
repositories should be licensed 

FOND, 0 D Connecticut, State of 79/01/02 2pp 


790129003S License for Nissho-lwal American Corp to export 100 g 
natural U to Japan 

QPLINOFR.O 0 Assistant Director for Export/ Impor t *, International 
Bafaguards HIAC-7e002 79/01/88 Spp 


7901290030 Comments on proposed rule urges more state participation Its 
pro-application h environ scoping meetings Suggests ERA 
grant funds to assist states 

HANBEN, R H Nebraska, State of 70/12/82 Ip 


7901290039 Quarterly progress rept re dosimetry l< blotransport mndals 
to implement ALARA Discusses dose-rate conversion factors, 
global iodine cycle (, ter res tr ia 1 food-chain transport 
KILLOUOH, 0 0 , KQCIICRi D C Oak Ridge National Laboratory FIN 
□-0180 70/12/22 4pp 


7901290040 Responds to NRC 781823 Hr ro Gulf Mineral Resources 
application h request for info re geotechnical & 
rodiological assessments Revised regulations requiring 
custody of tailings disposal site to be submitted 790112 
WQLFF.T A New Mexico. Stole of 79/01/09 ip 


79012900H Approves of proposed rule re control of radioactive matt 
burial site 

PITMAN. J P St Mary's General Hosp 70/18/28 Ip 


7901290042 Comments osi proposed general statemont of policy For 
licensing procedures for high-level radioactive wastes 
Requests NRC rethink Its policy re repositories to satisfy 
pub 1 Ic concern 

PITTMAN, F K Affiliation Unknown 79/01/18 3pp 


7901890046 Comments on petition re proposals on procedures for 
licensing deadlines Suggests all safoty issues be rasolved 
prior to const permit stage Agrees w/attempt to cantraliie 
collection of applicable matl 

JOHNSON. C Texas Public Interest Research Group 79/01/10, i3pR 


7901860897 Forwards OF Itr requesting emend to export license fox' Addl 
Intermediate consignee from Netherlands Requests 
consideration of request w/amend request of 781831, 

OPLINOER. G 0 Assistant Director for Expor t/lmport fc Internmt 1 oisml 
9ef eguards 79/01/83 Ip 


7901860299 Requests amend of license to include Dyron Jackson Nuclear 
Products of Netherlands as addl intermediate eons i gnee 
Requests Immediate attention for export on 790801 
UILBON.B B Oeneral Electric Co. .Nuclear Energy Products Div. 
I1DW-79CI04, 79/01/03 Spp 


7901260288 Submits addl Info re imp 1 emanta tlon of section 210 a f> En»rgy 
Reorgani la tion Act 1974 Qalleves NRC should cooperate with 
*Dep't of Labor to provide info, notify workers of avallotle 
protection ti prohibit employee discrimination. 

BANCROFT. M H Bancroft. MH 78/12/88 8pp 



NONDOCKETED ITEMS 


7901390001 Interim reyt re defective end caitlng on a-RB-PM-lB 
rec ircul otlon sprag pump motora caudrig baarlns greoao 
leekag* l< contei^ucnt grose failure of lourr bearing St damage 
te motor Jhafli upper puide hearing l< upper & lower eoale 
BRDUNtS C Virginia Electric b Power Co 043 79/01/32 3pp 

7901290007 Forwards 701229 Itr to Ranchers Exploration & Development 
Corp Further action on license ti permit application) 
suspended 

HA2LE.A J Colorado. Slate of 79/01/11 Spp 


7901290011 Notification of Contract Execution Mod 7 to ''Operation ti 
Halnt of Technical Assignment it Control Sgst’' Oenasgs Corp 
MEDROUtL A K Administrative Contracts Drench NRC-07-77-1 10 

79/01/19 Ip 


7901290019 Hod 7 increasing estimated hours U ceiling price to 
"Operation «. Halnt of Tachnlcal Assignment 8i Control Sgs " 
HATTIA.M J Administrative Contracts Branch NRC-07-77-1 10 

79/01/19 2pp 


7901290090 Nithdraws Framatone export application yHP70-O27/44S tc 
requests processing Uestinghouse export license application 
lCE-80h3 in Its place 

KEENAN. R f> Nestinghouia Electric Corp PATERNOT. V H Framatome 
79/01/14 Ip 


7901290091 Comments on proposed rule re radioactive waste disposal bg 
shallow land burial Definition of radioactive waste should 
be Included << alternate burial methods should he 
investigated 

LAKER, D K Texas, State of 78/12/27 4pp 


7901290053 Comments on proposed deletion oP 10CFR20. 304 Believes 
deletion would increase non-productive expenses to licaniees 
w/no corresponding benefit to health b safatg of public 
RICHMOND, J 5 Affiliation Unknown 70/12/20 I3pp 


7901290099 Comments re proposed new 10CFR41 Believes hgdrologic 
characterl sties of proposed site should be considered b 
evaluated 

MVND. 8C Ohio, State of 79/01/11 3pp 


7901290097 NUREO/CR-OU? 

"LHFDR Aerosol Release b Transport Program Ouarterly 
Progress Rept. ’’ Jan-Har 1978 Discusses capacitor discharge 
vaporlxatlon tests b fuel assembly stahilitg test facility 
Installation progress 

KRESS, T S Dale Ridge National Laboratory FIM B-0121 
ORNLNUREOTM-213 78/09/30. 42pp Available at NTIS 


7901290040 Environ assessment of fuel cycle facilities Discusses Insltu 
mining, mines, mi 11s b subdrain sys for usa u/open tailings 
di sposal 

ZITTEU, H. E Qak Ridge National Laboratory. FIN B-0279 
ORNL/ED/EIS'Ql 78/11/30 4pp. 


7901290041 Submits comments re EIS on proposed I0CFR41 re mgt of low- 
level wastes Believes responsibility far lou-levtl waste 
ifiapDsal should be financial burden of producer. Federal govt 
should have primary responsibility for safe disposal 
LASH.T R Natural Resources Defense Council NRC 79/01/12 iOpp. 


7901290049 Comments on proposed rule, expresses concern that DOE, EPA b 
NRC could orlglnste overlapping b redundant rules b thereby 
impede disposal Concerned about unnecessary hearings 
Recommends separate treatment of rallllery facilities 
NlLBONtR Exxon Nuclear Co ■ Inc (subs of Exxon Corp, ) 79/01/11 

2pp 


7901290064 Interim rept re fir# protection In operating nuclear power 
stations Provides exceptions to proposed fire protection In 
8ER Discusses valve suptrvl ston, huse coupling gaskets, smoke 
removal , turb ine bldg Proposed mods era acceptable 
HALL, ft E , MACDOUOALLi E A Brookhaven National Laboratory FIN 
A-3107 78/12/28 6pp 


7901290047 Comments on proposed rule rejects underlying assumption that 
nuclsar power plants are a legl tlmate. sensib 1 a option for 
supplying anergy naeds Ouaetlons naad for nuclear power at 
al 1. 

AXEL-LUTE, P Affiliation Unknown 79/01/00 ip 


790I29006B NUBE8/Cft-0379 

Experiment date rapt for Tast PCH-9 (Powar-Coollng-Mismatch 
Tast Serias) parformed to Invastlgate bahavlor of LUF-typa 
fuel rods during parlodt of powtr b cooling imbalanca 
All major tast objactivai achievad 

THDHNTON, D E. , llMMERMANN, C L. , SCHWIEDER.D H, Idaho National 
Enginaarlng Co. EV-76-C-07- 1 970, 70/10/31. 92pp Available at 


7901290070 “Light Water Reactor Thermal Hydraulic Development Dlvtilon"’ 
Honthly highlights for Dec 1970 Ditcutsss analytical 
modeling, test itctlon teal development, denii tomatar, flashing 
•iperinantsi data acquisition b analysis sys 

JONES, O C Brookhavon National Laboratory FIN A~3049 76/13/31 

9pp 


7901270079 "Thermal Hydraulic LHF2R Safety Eiparlmants " Monthly 
highlights for Dacambar 1970 Discussas hydrodynamic 
dlsptrslon, dlsparslon in boiling pools, haat transfer in 
boiling pools b 2-phata solidification 

JONES. 0 C Brookhaven Natlonak Laboratory FIN A-3024. 78/12/31 

4pp 


7901270076 Requests aitanilon of comment period 790228 deadline rf 
petition for rulemaking on mod of licensing procedures for 
NH 

KNOTTS. J D Dabevoise b Liaberman 79/01/17 Ip 


7901290001 Bummary of 701129-30 meeting to review QA practices at 
Sandla Labs, as applied to fire protection, qual 1 flcatlon 
tasting evaluation b annular core rasearch reactor programs 
H/encl list of attendees, meeting agenda b vtawgraphs. 

BENNETT, 0 L Research Support Branch 79/01/18 184pp 


7901290032 NUREO/CR-0377 

“A Two-Dlfflsnslonal Fluid Finite Element-Final Rapt “ 
Describee davalopmant b analyses of element compatible 
u/solld elamante In ADINA finite element program which will 
be used for analysii of wave propagation 

BATHE, K J , HAHN.W F Hassochusetts Institute of Technology 
AT(49'24 1-0344 78/10/31 77pp Available at NTI8 


7901290099 Notification of Contract Execution Mod 8 to Document 
Distribution," Electronic Conposltlon, Inc 

HAOAN. T Administrative Contraete Branch NRC-lO-78-399 

79/01/19 Ip 


7901290109 Mod 8 adding new requirements b funds to "Document 
Distribution " 

MATTIA, M J Administrative Contracts Branch. NRC-10-7B-399, 

79/01/10 2pp 


7901290102 Notification of Contract Eiacutlon Mod 1 to “Health Effects 
of Low-Level loniilng Radiation," Kinetic Reeaarch Inc. 

OUBTAVE, R F ftceearch Contracts Branch FIN B-1049B. 79/12/09. 

ip 


7901270109 Hod 1 extending the period of performance to 3 months b 3 
weeks to “Health Effacts of Loui-Level lonliing Radiation. " 

HORTON. K V Research Contracts Branch NRC-01-7a-01 1. 

7B/12/2a ip 


79O129O10B License hppllcatlon for TX Nuclear Dlv to axport 1 74 mg 
Pu-233 to Spain 

HENDRICK,U 0 Ramsey Engineering Company, T-1439 79/01/12 Ip 


7901290113 Forwards export license application T-1439 

HENDRICK, U 0 Ramsey Engineering Company 79/01/12 Ip. 


7901290111 Notification of Contract Execution Hod 2 to "Btd Containers 
for 8NH Storage, Transfer b Heesurement, “ IRT Corp 
OUBTAVE, R P Rasaarch Contracts Branch FIN B~10919. 79/01/12 

Ip. 


7901290114 Hod 2 extending period of performence to 4 b 1/2 months b 
increasing funding to *200,000 to "Btd Contalnere for 8NH 
Storage, Transfer b Haaaurcmemt. ’* 

MORTON, K V Research Contracts Branch FIN B-10919 79/01/12, 

ip 


7901290130 Notification that NRC has not completed licensing action on 
application to export depleted U to United Kingdom. 

Application Is in final stages of review. 

BHEA, J ft. Office of International Programs. 79/01/24. tp. 


7901290134 Requests Extcutlve Branch views on issuance of license for 
Osneral Electric Co to sxport 11,949 kg of U-239 to Jepan. 
OPLINOERiO. 0 Assistent Director for Export/lmport b International 
Safeguards 79/01/23. Ip 


7901290138 Coaiments on proposed rule wonders if "omnlcomprthenilve 
procedure" it justified b cost-effective. Supports draft 
regulation since It involves statsa regulating geologic 
repoeltorl es 

PICARD, R C Indiana, State of 70/12/12. Ip. 


7901290149 License application for Oeneral Motors Saginaw Steering 
Oear Division to sxport spars reactor ports to Canada. 

BaKQLOMBKl, A. Oeneral Ho tors Carp. 70B1B-02270 79/0 1 /OB. tp, 



NONDOCKETED ITEMS 


7901290180 Forward* application for ticensa to e»port matl to Canada. 
aoKDUQHSKIi A Oenaral Hotor* Corp 79/01/11 Ip 


^901290182 Coffiplated onaita Inap/replacBHient program a» tndicatad Ir 
730623 rppt of 2 PC-2 powered diesel generator* Units free 
oP defects described in rept 

MOftlAflTViJ M Colt Industries) Inc 79/01/lS 2pp 


7901290156 License application for OE to export 13)873 kp uranium 
diotlde power to Japan 

WltBWl, a D Oeneral Electric Co I DDH 79013 79/Ol/iO Ip 


7901290189 NUBEO/CR-030B 

*3cr«anlng of Alternative Methods for the Disposal of Low- 
Level Radioactive Wastes ” Alternatives categoriied by 
ganaral media in Which disposal occurs tc If method can be 
conaidered as d i sposal) containment or elimination of waste* 
MACBETM.P j , CHRI9TEN6EN) D E) THAMER) B J. Ford, Dacon, Davls) Inc 
NRC-OP-77-16S UC 209-03 70/10/31 132pp Available at NT18 


7901390160 FOIA request for "Entrg Control Bys Handbook)" Randia Rapt 
77-1033 

BHAW) P Affiliation Unknown 79/01/00 Ip 


7901290162 Llcanaa application for Mitsui l» Co (USA) to export 
geneTatBri t< turbine generator sets to Japan 
• Mitsui t< Co ) Ltd 79/01/17 Ip 


7901290166 Forwards application for license to replace export license 
which will expire 790831 Japanese import certificate has not 
aiplred, 

NASH)K Mitsui S< Co . Ltd 79/01/17 Ip 


7901390168 Until Dept of State receives required generic assurance re 
retransfers from Italy) NRC cannot issue export license 
BHEAtJ R office of International Programs 79/01/19 ip 


7901290167 License application for Industrial Nucleonics Corp to export 
0.9 Ci Kr-8S encapsulated ga*)MDdel Industrial Nucleonics 
B— lliin Industrial Nucleonics Device Model 0-3) to USBR 
BTEPHEN8)D C Industrial Nucleonics Corp 77-llBB 79/01/17 Ip 


7'901290172 Forwards application for export of byproduct matl to IfSSR to 
be shipped in Feb 1979. 

KRN1ER, D Industrial Nucleonics Corp. 79/01/17 Ip 


7901290173 Until Dept of State receive* required generic assurance re 
retransfers for France b W Oermany to import components) NRC 
cannot issue export license 

SHEA) J R Office of International Progro/se 79/01/19 Ip 


7901290175 Comments on proposed rule' interprets rule to mean that 
commercial Itam is any matl not sub j to design unqu* to 
rtucliar work) or used in other non-NRC-1 Icensed activities. 

OERWIN) E, F Pullmeni Inc , Pullman Power Product* Dlv 79/Ol/OB 

Spp 


7901290176 Notification that NRC has not completed action on lictnsi to 
export depleted uranium to Taiwan 

8HEA)J R. Office of Intarnational Program* 79/01/19. Ip, 


79012901BD Raquest* Executive Branch views on issuance of license for 
Dresser Atlas to export byproduct matl to China 

OPLINOER) 0, S Assistant Director for Export/lirport !i International 
Qafeguarde. 79/01/23 ip 


79O'l290lBl Comment* on proposed rule request* removal of 10CFR21 
requirement re sefety haierd reporting for facilities 
licensed under lOCFRSq. Suggest* exposure device* S< radiation 
neasurlng devices be spsclfied as basic components 
DALLlNOERf J P. Oeneral Dynemlcs Corp. 78/ 12/22, 3pp 


7901290183 Comments on proposed rule questions need for eartein infp 
gathering h paperwork Suggest* states be allowed to restrict 
further than NRC if so desired Urges dispersal of leu-lsvel 
waste rather than overloaiilna of sites 
HUBER. 8. Affillstlon Unknown 79/01/04 2pp 


790l290lfl4 Requests Executive Branch views on Issuance of license for 
Oeneral Atomic Co to export components designed For 2 Triga 
tasearch reactors located in Turkey 

QPLINOER.o e Assistant Director for Export/ Import J< international 
Safeguards 79/01/22 Ip 


7901290108 Bubmtts comments re plans to develop low-level radioactive 
waste regulations. Hgt of waste must be on regional basis 
rest primarily w/federal govt while involving state ti local 
govts, 

HARDIN) C.H Kintucky, State of, 79/01/03 3pp 


79012901B6 Comments on proposed rule believes proposed amend further 
confuses approval methods for item* to be used In nuclear 
faci 1 i tses 

SMITH, S C Affiliation Unknown 78/12/27 2pp 


7901290I8B Comments on proposed rule r ecornitiondB potential for flooding 
as well as earthquake be considered in site selection for an 
independent spent fuel storage installation 

MEIEROTTO, L E Interior, Dept of ER 78/1125 79/01/11 Ip 


79Dt290200 Comments on proposed rule see* no need for alternatives to 
shsllaw land burial of low-level waste Qenerally opposed to 
explicit criteria In regulations Suggests development of 
waste return scenarios 

JOHNSON. W P Yankee Atomic Electric Co WYC 73-14 70/13/28 2pp 


7901290206 Comment* on proposed rule suggests applicant have the option 
of using the same design basis earthquake as an already 
approved reactor at the seme site H/o oddI study or review 
NEIL.R M Affiliation Unknown 79/01/15 2pp 


7901290211 Comments on proposed rule on behalf of Commonwealth Edison 
no need to con*ldeT population density as an independent 
sefsty factor in view of the high state of technology 
w/reapBCt to spent fule storage 

RBHE.J U Isham. Lincoln t) Beale 79/01/10 Ip 


7901290241 Executive Branch position re General Atomic Co appllcatian 
to export 4 g of U-234 1. 60 g of Th-233 to Sweden t. then to 
lr| Germany License should be granted 

NOSENZOtL V State. Dept of. Bureau of Oceans h Internatl Environ 
l< Scientific Affairs 79/01/13 Spp 


790129024B Comments on proposed rule believes r ec ommcndati ons outlined 
by Interagency Review Qroup should be implemented 1. a natl 
-waste management program should be developed jointly by EPA. 

DOE. UBGB others 

COOWiP Envtr-on mental Protection Agency 79/01/09 I2pp 


79O1S90274 Responds to FOIA 79010B request for Sandia rept -on entry 
control eye Because rept was originated under DQE contract, 
request is being forwar-did to DQE for response 
FELTON) J M Division of Rule* and Records 79/01/24 Ip 


7901290276 Requests info on plans re proposed Revision 3 to GA progratxx 
for nuclear power plants 

HAAB3, W, P Ouallty Assurance Branch 79/01/23 Ip 


79Q12902S1 Ltr rept Movi I97B. for sofeguard* project in matl control at 
licensed, processing facilities Rept discusses Interaction 
U)/NRCi assessment methodelagy development 1< testing, adversary 
ti Societal consequances model t. facility L curvpcinentE model 
O'BRIEN. J H La-wronce Livermore Laboratory FIN A-I210 MC 
79-17-D 79/01/08 Spp 


7901290383 Comments on proposed rule believes Sheffietd dump site 
should TSmain c kossd. lists certain criteria for judging 
waste mgt options believes desert burial presently the 
best option 

CRAHER-HEUERMAN Afftlietlon Unknown 78/18/26 2pp 


79013902B4 Comments on scops of E15 for proposed regulation t. 
alternative waste disposal methods Suggest-* shallow land 
burial Establ 1 shment of shallow land burial should be vested 
w/state govtiNRC (i other federal agencies 

JOHNSON) B W Chemical Nuclear Systems. Inc 79/01/11 7pp 


7901290205 Comments on proposed rule requests Immadtate specific 
federal policy for establishment of addl shallow land burial 
sites Conterned that Isoghty impact statement process will 
defer resolution of issue 

CAHILL. H J Cohsaliriated Edison Ca of New York 7G/12/26 Spp. 


7901290286 Comments on proposed rule re geologic repositories Deliii-v- 0 m 
proposed NRC procedures could have potentially serious 
impacts on repository schedule* 

MDLFE.D Atomic Industrial Forum 79/01/16. 2pp 


7901290267 Comments on proposed rule favor* licensing of federal 
f at il 1 tieti ob jec tf to defining spent fuel as wastsi bel leves 
proposed statement appears to be e vehicle for dissent) 
rather tha-n a means of licensing e repository 
SZULINSKJ.M j. Affiliation Unknown 7B/ 12/27. ip 


79012902QB Comment* On proposed rule re geologic repositories Oenmrei) 
statement should be Included at to how EPA will judge 
adequacy of DDE designs 

CARSON.A B. General Electric Co .Nuclear Energy Products Otv 
79/01/11 »pp 



NONDOCKETED ITEMS 


«*’ prc»!»»s Jintral »tat«inent of poUtij re 
'1 < « i' > ^9 * it -epomorm for Mgh level radioactive 
vei'ai itatenert doe* not addre»» proSleo of uPat 

j -eaecreble eevutantt" of tafetn 

f f CaljfuTria. Stake of 70/12/20 3pp 


vieKlv icfo repl for 

ei <•« r n ufftce of tne Eiecutive Director for Operations 

, C» .ip? 


t. i.. 1 t I e'je application for Weskmjhouse to eiport reactor 

'i ram to France 

H- ” kett jnjr c-ose Electric Corp ICS'0063 77/01/16 3pp 


7701270332 NUReG-0d36 

"Plan for Revaluation of NflC PoUcij on Ooeommi SBioning 
of Nuclear Facilities " EKpla*P® WRC Criteria & retiulr * 01011 1« 
for decommits ioning l< (JIbcossbs plans underway for 
revaloatins tTiterla 

e Division of Engineering Ptantfards 70/12/31 136pp, Available 

at NTIS 


7901270337 Transcript of a 790110 meeting In Wa sli In g to m DCi PB 
gEC7-70-634 & Public Interest Research Group Patltton to 
Amend lOCFRlOO re population density criteria ftrouhct nuclear 
reactor sites Pp i-al 

HENDRIE, J M , KENNEDV, R T , BRADFORD, P A CorafsUilon 79/01/10 
4lpp 


C:-me"t* cn proposed rule uarns of possible discovery of 
i " 1 jc »*te It • J sites problems u/ ground water c6ntam\natlon. 6 
e^vPlems w/etate 1, federal requirements Urges NRC l« EPA 
eia-iire o.erlars in procedures Ir require site d otumsTitation 
><■ waor C L Affiliation Unincwn 79/01/03 Ip 


7901290341 8ECV-70-6a4 

Recommends Commission grant In part a Public Intarest 
Reeearch Group petition for rulemaking tn amend lOCFRlOO re 
papulation density around nuclear reactor sltas, 

MINOOUE.R B Office of Btafldards Development 70/18/01 lOOpp 


vJI,.-f'‘7"’ FOrA request for copies of contracts R/or grants in eicesR 
of «S CCD per contract as of 790101 ■ b etueen NRC Or other 
federal agency b American motors 1 Chrysl er. Ford, GM b 
vwilaewegem ffaq^eett valuer of fees 
ainf‘1. C N Affiliation Unknown 78/12/27 2pp 


7901290344 Comments on proposed rule Believes states hAve sufflslent 
means of participation as intservenors or "Interested sfcAttS'* 

(ref I0CFR2 71S<c)> Effective communication to public of 

true nature of resposi torles la essential 

ADAIRrF a Uashlngton, State cef 7B/11/S0 8pp 


C-'itsrts on proposed rule favors volume reduction before 
b,.-s.al espllcit criteria for low-level Waste, sha 1 1 ow land 
»u»ial (r state part ic ipatlon Lou-Jevel site will reduire 
us*itart rare Asks consideration of deep well t Ocean burial 
uSlfr-'ITM C Chlo State of ACDH-DS 79/01/12 13pp 


,,u4KTvjvu roruarns comments rrom tne utji waste Mg t Oroup 
general etatement of policy for Jlcenslnfi profadoras for 

nioh'^l£\/ 0 l r;aH ) n;br t a/B i,i4B6.r.B 


high-level radioactive wastes 
AXELRAD.M LowensteiorNewman. RolSiAJtelrad t* Toll 


79/01/1& aopp 


’vlU,-H 3 Ccna-ants on proposed rule points out ambiguity of 
te*as 8, sugissts tnclusloh of a section on storage of spen 
f.ei in eannisters 

D R Commonwealth Edison Co 79/01/10 2pp 


certain 

t 


7901290351 Comments on proposed cie 
comments tc urges NfiC to consider 
developing procedures that will 
reached 

REED, C Commonwealth Edison Co 


1# agrees with Util Rasta Mgt Croup 
comments re Importance of 
assure decl s Ions an 

79/01/1 B Ip 


ce^ijoents on proposed rule Suggests class of wastes be 
defined I tense below a certain threshold be allowed to be 
by no n ] 1 c f nuef 

CIFIAIZA R P Histlnghoose Electric Corp «flD-LS!,S'632 79/01 /pa 

REED C Comnorweelth Edison Co 79/01/05 3pp 
770t;703l9 R. quest. Amend 7 b, issued for eiport license XR-69 tn 

iiiv/r 

^BTKOH.C C Hestinghowse Electric Corp ICS-B037 79/Ol/tO 


Protection "oual!l 'T'”' D°»lgn Concept, for Babotag. 

n « ^ « progress rapt for duly-0»pt 1970 

tCEOfi.D ff Sandia Laborator 1 « a FIN A-1210 ^ 78/11/02 


App, 


7901290334 Transcript of 790110 public meeting In Wash Inotnn, HC. re 
p'?el:nutj:n*‘"‘"" ta./forc. Pp l4? * InBtnn, ttC. re 

S9pp^^^*'^ ^ ^ • KENNeDV, R, T Cqminlsslon, 79/OI/lQ 



ALEen.O Id Kansas, State of yy/Ot/OS 2 pp 






8I>W-79t>li 79 /O 1/10 ip * 'Nuclear Energy Products Div 

an:;rd:Vo«r:!?e:“'' •‘'***‘*‘ *■ "'i"--' 

PIUCLMd.je Tennessee Valley Authority 79/01/10 Spp 

8»VI-790|3 79/01/10 ^*tg ‘ ^hergy Products Div 

;■ :-ir; 

“.‘r, 

Iwei Aaericeo Corp 79/01/16 Spp 
^^901890328 Eietutlve Branch 

»»•'** «' foJr.3 Anils, tlon to 

«s44vstsr eeacter penetratim!! 1 .'^ main, team t< 

penetrations to Belgium License should be 
fOSOflO. t V state, h._» 

*• ’’*7' AT 79/01/19 Spp 

Cameienta 

lectrlc Institute 79/0l/l6 gpp 


ivy Water 


ran ^apan - r--- avevfw 11,^ w vnricnac 

JJ-N NIssho-Iwai American Corp HACPO-aua-NT. 7a/ja/a9 Ip 

VflSWIOA.V, Nlssho-lwel American Corp, PNC-OOI. 7e/is/af tp 
7901290368 Comments on prapoisd ruin haii 

„„ „„.i IhmlJ'i;'.;:?*;* "f,™ 

»II-LEM,» J s,,„ 

““.J 

min.jt nichi,.„, a,.,. „ 



conplianc, r.vl.u If oaE**,**^ li.lli I Inelud, Nepa 

auw a. 



B i'"***'' =0 ^ ‘-‘«Rnse duration shoulil 

U,„ o., ,,,, 
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77012^0381 Commenta on proposed rule generally favors rule but foruards 
alternate process uihlch uould result In less eipenditure but 
still ensure proper safeguarding of public Interests 
JOHNSDNi M T tlestlnghouse Electric Corp 77/01/13 2pp 


77012703Bd Cornments on proposed rule procedure outlined is litelg to 
delay operotlon of facility Licensing process envisioned may 
be inappropriate NEC authority to regulate uiastes or spent 
fuels should be delineated 

FEEMINO.J L Portland Oeneral Electric Co 79/01/19 Spp 


7701870370 Requasts amend to eiport license XR-bd to eltend eiplration 
date from 770301 to B20301 

UILBONiD D General Electric Co iNuclear Energy Products Oiv 
nm4'“77001 77/01/03 Ip 


7901870371 Executive Branch position re Delegation of Comralssinn nf 
European Communities application to export 739 g of Pu 
sulfate tebrahydrate to France Recommends license be 
granted 

NOSENZO.L 1/ 8tate< Dept ofi Bureau of Oceons h Internatl Environ 
8, Bclentlflc Affairs 77/Ol/la 3pp 


790127O373 Certificate of assurance that proposed transfer of matl ui 1 1 
take place pursuant to agreement for coeperattan Consignee 
ia authorlied to receive fc possess 759 g Pu Security of 
matl will be maintained 

gPAAK. F European Communities. Commission of 78/12/2B Ip 


7901890372 Responds to request for comments on Conference 
Recommendation 70-3 "Time Limits on Agency Actions " NRC 
recommends time limits for phases of adjudicatory process 
It target dates for review of license applications 
HENORIEiOM Commission 79/01/'13 2pp 


7901B70396 Requests info on NRC'h current practices re 
Racommandatton 78-3 "Time Limits on Agency Actions " 
DABCDCKiS L Administrative Conference of the U 8 
4pp 


Conference 

70/12/13 


7901270394 Responds to FOIA 7701 IB request for re 
High Level Radioactive Hastes " Rept is located 
Public Document Room In Washington DC 
FEl-TQNiJ M. Division of Rutes and Records, 


pt. "Bol Idi f Ication 

in NRC 

79/Ol/aS Ip 


of 


7901290417 NDnEO/Cn-0942 

"Photoelastt c Studies of Crack Propagatxon !i Arrest In 
Polymers 8< 4340 Steel " Describes progress of 4th year 
research program re dynamic charac tei i la t ion of fractures L 
studies of stress factor 

tRHIN.O R , FOUHNEY.H L . DALLY. J U Maryland. Univ of 
NRC-04-76-172 78/12/31 337p p 


7901300021 Foruards position on Board's recommended revisions in 
environ analysis of uranium fuel cycle(S-3 rule! finds 
proposals inadequate l< contrary to NEPA Requests in-depth 
NRC review of attached record in this proceeding 
LINKER. H Natural Resources Defense Council 7B/t 1/tb 4pp 


7901300023 Concluding comments to Commissioners re amend to tOCFRSl* 
licensing of production t< utiliiatlon facilities (environ 
effects of the uranium fule cycle) Outlines current 
inadequacies of 8-3 rule for re-opened proceeding 
LINKER, >1 Natural Resources Defense Council 73/11/lb S9pp 


790I30DD32 Ac k receipt of 701010 ti 781126 Itrs informing HRC of steps 
taken to correct deviation noted in IE Insp Rept 
99900244/78-01 

POTAPOVS. U Region 4. Dellas. Vendor Inspection Branch 

76/12/ie Ip 


7901300033 Responds to NRC 781031 & 760B08 Itrs re deviations noted in 
IE Insp Rept 99900344/78-01 Corrective actions equipment 
taken to other plant for addl cal ibr. personnel instructed on 
Calibr p roce d ures. t< refresher training U audit scheduled 
BAILEY. J H ITT Ortnnel Corp 70/11/98 3pp 


790l300’03fi Responds to NRC 760B08 Itr re deviations noted in IE Insp 
Rept 97700244/78-01 Corrective actions equipment sent to 
another plant for calibr. Insp personnel trained in calibr of 
equipment *< refresher training tor personnel conducted 
DAILEY. J W ITT Orinnel Corp 70/10/10 8pp 


7901300037 Forwards IE Insp Rept 99700244/78-01 on 780710-14 U Notice 
of Deviation 

POTAPOVS. U Reglnn 4. Dallas. Vendor Inspection Branch 

78/08/08 2pp 


7901300039 Notice of Deviation from insp on 780710-14 

* Region 4. Dallas. Vendor Inspection Branch 70/OB/O3 2pp 


7901390400 Executive Branch poeltton re General Atomic Co appl 
eaport 6 0 p of U-235 in 7 0 g enriched U to Turkey 

Retommends license be granted 

NOd^NZDrL V D#pt Difrftflu of OcBfln* « Intfl-rnati 

t) Scientific Affair* 70/11/03. 2pp 


to 

Environ 


7901390406 Certificate of assurance 
take plate pursuant to agreement f 
1« authorlied to receive l< poteesi 
matl will be melntatned 
eaENDEL. rt Turkey 70/07/05 Ip 


that proposed transfer of 
or cooperation ConsigneB 
A Og 11-235 it security of 


matl 


wi 1 1 


7901300041 IE Insp Rept 99900244/78-01 on 700710-14 Noncomp I iance 
noted measuring equipment not calibrated es prescribed, 
calibr technicians not receiving refresher training << 
corporate internal audits not conducted on schedule 
BUTTON. J H . WHITESELL. D E Region 4, Dallas. Vendor Inspection 

Branch 78/08/03 9pp 


7901300042 Ac k receipt of 781207 Itr informing HRC of steps taken to 
correct deviation noted in Insp Rept 99900321/78-02 
PDTAPOVa. U Region 4. Dallas. Vendor Inspection Branch 

70/12/1 B Ip 


7901390401 Comment* on proposed rule. Bel leve* site sBlectlo.n must 
follou an independent Commission review of geologic 
repository development it technology. NRC '* ^ ‘""J*"" " 

• lUws DOE to Biceps burden by transferring „ 

BERICK.D. Environmental Policy Institute 79/Ol/lA app 


7901300044 Responds to NRC 701005 Itr re doviatlen noted In IE Insp 
Rept 99900321/78-02 Corrective actions QA manual revised to 
Include definition of corrective action requirements re 
repair after authori latlon ti audits approval 
BBOHNi M E Ametek. Inc 70/12/07 2pp 


7901290402 Executive Branch position re OE application to export epare 

?Jr nSSrirr.d. . r...lr ». It.lg. R.c.~."di 

... ...... .. o..... .. 

it Scientific Affairs 79/01/10 2pp 

7901270405 Certificate of assurance that proposed transfer of matl will 
take Place pureuont to agreoment for cooperationi conolgnee 

Iuth”!.Sd Jo receive a. matl I. security of 

matl will be maintained 
BERTINI.A Italy 77/01/09 tp 


^’?i2!°2induc"t^n^5"TSSr8erl.. Test Results Rapt fpr Test, 
o? p I or fl~2 <( OC 3-3^" Tests evaluated gap conductance in 
lS« disiSn Net loi* on b-Jl. of experimental d.t. Thermal 

National 

A-6041 EY-76-C-07-1570. 7B/U/30 136PP Available -t NTIB 


7701300045 Ack receipt of NRC 701005 Itr re findings during OA insp on 
700911-14 Requests extension to 701209 to provide corrective 
actions due to approval needed for changes in QA manual 
BROWN. ME Ametek. Inc 70/10/19 Ip 

7901300049 Forwards IE Insp Bept 99900321/78-02 "" onnoi i la K Mntlra 
Of Deviation 

POTAPOVS. If Region 4. Dallas. Vendor Insp 

70/10/05 2pp 


7901300050 Notice of Deviation from Insp or 
Region 4. Dallas. Vendor Inspeclloc 


79 


790ia9{>4l4 comments on proposed 8 ' 

'^idloac'tiva waste: NRC Is too slow in developing 
fo? uJiimate dlspo.-l of long-iwed 


waetes 

LABH. T IR, 


Natural Resources Defense Council 


disposal of hlQh-leve’ 
licensing 
radioactive 

79/01/15 0pp, 


[‘Js'‘orExpoBure,''" wipt provides sufficient Info to 

)lBte NRC review of Nfi-TMA-2010 

IRSOM. T M Mistlnghousi Electric Corp. NS tma 


79/01/18 
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' A#t#r Tu 3 Cvfle* oF EjpQlurr " 

b fnult» of on»i{» fu»l jfiiBb 
u nit# f,fl -.3 -attfiSlv ♦latirjtion* 
w««ti ]*i »» ti«ctri£ Co'P 70/12/31 21pp 


nondocketed items 


ion of I7i 

iv 


7901310062 SummarliBS 
BAW-10127 "LQCA Pipe 
Nuclear Bteam Sy* '* 
near-term approval 
TAVLOR>J H Bsbcocli 


|(»g event* related to revl eui of topical 
Brea! Criteria for Dealgn of 08<H 
peduett* revieiii of etatu* to datarotlTiia 

8, Ulleox Co 79/01/20 3pp 


rapt 


. I re.iieJ ajplicaHon for eon*t perralt* 

I- i.i*» ejjroj'iate 1CCFR!7 33(d) Info on corporate data re 
’ ; ,ae t tlectric Co fc Interftate Power Co oaitted from 
’ill.'.- e.jeittal 

Off. : ''i-'aiallH Ediion Co 79/01/19 lOpP 


i,l~' 1..'6 Pia re.tipt of NFC 7B1219 Itr Forward* revlted leotion 
'iri 1 . 'We.ini'’ 3) to topical repl ETfi-1001 which reflect* 

* ’ Lilt* ejietjrp contractf covered by Change 7 

. *( P t Ebaico Servicee Inc (Sub* of Enserch Corp 1 
’■I ;i .? ipp 


7901310065 NUREO/CR-0559 ^ 

"fietldpal Stre**e* due to Weld Repair*. Clodd infl ti GlactroM 
Beam Weld* l< Effect of Residual Stresse* on Fracture 
Behavior ‘‘ Predict* the residual itreiae* In fc near a uald 
repair using recent development* In modeling 

RYBICKIiE F Battelle Memorial Institute. Columbu* UaboratPrIa* 
ATI A9-24 1-0293 DMI-2C112 78/12/31 107pp Available at NTIB 


7901310067 Comment* on proposed Reg Ouida 3 44 Claim* Rag Ouida it 
untimely. 1* not comprehensive h doe* not Ineorperat# 
adequate safety considerations 
LEWIS. M I Affiliation Unknoun 79/01/12 Ip 


- J -.l.-s ETP'lCOl 

n-.isa- QA Frcjram Manual. " Section Q4-I-3. Rev i » ion 3 
Ceecntset c ' j am lat lonal itructure. function 
r eeps"* 1 1 1 1 1 1 1 * I le-eli of authority (> lines of internal & 
•tttrral ccnmunicat Ian for ngt 

• toatco OeTvicit Inc (Eub* of Enierch Carp 1 79/01/17 

.-'jj 


iJJij'.Cli’ Bt.iiion 7 to topical rept ETR-1001 Is acceptable to NRC 
.VlAfl w P Quality Assurance Srench 78/12/15 Ip 


790131006S Notification of Contract Eiacution* "Pi p Ing Inelastic 
Fracture Mechanics Analysis" awarded to UB Naval neiaarch 
Lab 

MENCZER.W D Technical Assistance Contracts Branch. FIN B-69B7. 

79/01/19 Ip 


79D1310069 Contract for "Piping Inelastic Fracture Mechanics Analysis" 
awarded to US Naval Research Lob. 

DOUOMERTY. 0 J Technical Assistance Contracta Branch. FIN 

B-69B7 70/12/26 llpp 


(fCIui'ClIJ Retpcndi to NRC 7B0414 t 7B1122 Itr* re topical rept 
BA..-|ni 5 ] infcrm’i that ELW intends to submit rtvlsed rept in 
"ley 19'/ a eddl technical Info on Mart C fuel assembly LOCA- 
testaic a-alysis Will send other info separately 
T*»LS« j H aabcoct I. Wllcoi Co 79/01/23 3pp 


7901310086 License for Nissho-Iual American Corp to export I g tf-S33 6 
1 3 g Pu to Japan 

0PLIN8ER. 0 0 Assistant Director for Esport/Impor t & In t ernat 1 anal 
Safeguards 79/01/23 2pp 


■’■flj Forwards request for addl Info pe EI/NNI-77-7 "Raduaste 

Volume Oeduction Eys ’ Request* schedule for Newport News 
I'diiStriet responses Info sought concerns in-place testing 
t'l leria' design crittrie t off-gas treatment syi 
Bwte a L Light Water Reactors Branch 2 79/01/18 3pp 


^(i'JIOuCldS Fcrward* topical rept TVA—TR79-1 A. "Quality Assurance 
Ceecriptio- for Design Const. << Dperatlon of TVA Nuclear 
Power Plants’ per 790110 Itr re ’NRC Acceptance of TVA QA 
Topical ReptlRevIsion 2 ) ' 

SlLtfLAfiJ). J E Tennessee Valley Authority 79/01/23 Ip 


79Ql3‘10l93 TVA-TR-751A-02 

“duality Assurance Program Description For Design. Const k 
OptratsOT. of TVA Nuclear Power Plants " Provides detailed 
organiestienai description of groups, individuals 6 measures 
used t9 carry out TVA'* OA Program 
» Tennessee Valley Authority 79/01/31 78pp 


9D13O01BT B-eiRary of 790112 meeting re Commonwealth Edison plans 
^bmittal of const permit application documents t, requests 
HBt irliteted reservations but would further consider 
proposal M/tncl list of attendees 1. viewgraphs 
BIRKCL.R A Light Hater Reactors Branch 2 79/01/18 lOpp 


79<713IOC09 Ace receipt of 781222 memo 
raiuletions can provide framework f 
coor dinati on 

sfENtMtlE J »S ComAitston 79/01/15 


outlining how new NEPA 
or energy facility siting 

ip 


permit »-Pl»-.ntation re review of const 

HAWReh.c Council on Environmental Quality 70/12/82 3 pp 

»' »tu-y .ought is encJ •“'“'* “nation project 

Natural fieioorce* Defense Council *79/01/10 3pp 


wsefwl technical guided. Prevld. 

•smeuremont control praatams ‘ '’**** Implementing 

E.een Nvc5..? lt\ ^ 


ftgb 7fiAca I K i a. .il 

onnoumceoent of joint^ttud? bu'^hl* Bilandlc's Dec 

emrlfhtl uramium *S|; St.V** ‘‘ »" hlflbly 

-Ptum.nt.tlon NRC ’'•Pte 

I®*'"’ Ce-lielon 79/01/13 47pp 


79013100B7 License for Nlssho-Iual American Corp to oiport Q B g 
Pu to Japan 

OPLINQERi Q 0 Assistant Director for Eaport/Imp or t l< Intarnatioisal 
Safeguard* 79/01/23 2pp 


79O131OO0B License for Transnuelaar. Inc to Import 170 kg U anrlched to 
max 2 67.1 contained In Dadollnlum U02 pellets 

OPLINOEfi.O O Assistant Dlrectar for Export/tmp ort ic intarnatlonat 
Safeguard* 79/01/23 3pp 


7901310101 Transcript of 790124 subcommittee meatlng 
to develop Info for consideration by full ACRB in 
application review, Pp 1-109 

SHEWMAN. p 0 ACRS - Advliory Commtttae on Reactor 
79/01/24 I09pp 


In Hash Ingtoiii DC. 
1 leans# 

Oaf aguards 




1.7 J . 7 . I'.-i.iv in ni.iiuuei or /niiun u-orl 

multirod burst tssts In connection w/6th water reactor 


safety research Info meeting 
pICKLEBIHEfi. M L Fuel Behavior Branch 


79/01/18, Bpp, 


workshop on multirod burst test*. 6th ustar 
reactor safaty research info meet ing, Oal ther shur g. MO, 701 106 

RlSSIJ^cJeSuS^r "'I O.rman, Japan.!. 6 Oak 

PICKLEBIHEfi, M, L Fuel Bebevlor Branch 79/01/10 7 pp 
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NON DOCKETED ITEMS 

7901310115 Transcript oF public meeting. Initial briefing on losjor 
leiuee in siting ti licensing legislation Pp 1-63 
HENDBIE.J. M , 81LINSKV.V . KENNEDY. R T Commission 79/01/33 
A4pp 


7901310117 Reaponiis to NHC 7B110& request Revleus major issues in 
siting i4 licensing legislation needed for preparation of 
nuclear licensing bill Poruards analyses it drafts on topics 
covering stendardiiatlon t< early site revleu 
BTOlBENi C R Office of the Oeneral Counsot 79/01/05 lOOpp 


7901310119 Connents on proposed rule cites discrepancies betueen 
definitions of “permissible levels of radiation in 
unrestricted ereas" & “radiation araas " 

FRANKS. L M Nevada. Btats of 78/13/27 Ip 


7901310138 "A Study of Reverse Osmosis Applicability to tight Water 
Reactor Reduasto Processing " Objectives uere to collect & 
evaluate documented performanco data of eiistlng revarse- 
aemosis/ul traf i Iti'ation processes 

HARKINDi vl Abcor; Inc . Walden Division FIN A-A073 79/01/17 

SOOpp 


7901310143 Forwards NRC policy statement re reactor safety study 
<WA8H'*1400> in light of recent rept by risk assessment 
revieu group. headed by H Ueuis Forwards addl detailed 
instructions for NRC action rs revieu group rept 
MENDRIEiJ, M Comifitssion 79/01/10 Ip 


7901310144 Forwards NRC policy statement re reactor safety study 
IWA8H-1400) In light of recent rept by risk essessmant 
reviiw group, heeded by H Lewis Foruardt addl detailed 
Instructions for NRC r# revieu group rept 
KENDRIE. J H Commission 79/01/10 ip 


790131014S Forwerds NRC Policy statement re reactor safety study 
(UABH-1400) in light of recant rapt by risk assessment 
rsvlsw group, heeded by H Lewis. Forwards addl detailed 
initructlone for NHC re review group rept 
HENDRIE.d M, Commleeion 79/Ol/lB 7pp 

7901310148 Provides addl instructions for NRC action re risk assessment 
review group rept {NURBO/CR-0400) evaluating WABH-1400 
Informs that rtvleu group results most be given 
constderetlon lit future licensing risk assessment analyses 
CHlLKiS, U. Office of th* Secretary of the Commission 79/01/lB 
3pp 


7901310147 Notification of 790130 msstlng w/BtM to discuss validation & 
verification program for NRC review of BAW-IOOBS. “Reactor 
Protection Sys “ 

MILBQN. U N Light Water Reactors Branch 4 79/01/18 2pp 


7901310158 NUREO/CR-0065 ^ ^ « 

"0t#am~Water Hl«ln# 8gs Hydrodynamics Progran-Ta«k 4. 
euirtirly proyrese rept. Julg-9ept 1970 Includis madsl 
development re eondensetlon 1. veporlietion on liquid film 
lit countercurrent flow t< enelysls of lower plenum suaspoub 
COLL I ER , R . P . . DHDR AK. J A . FLAM lOAM.L.O 

Iwstltutej Columbus Let orator I as. NflC-04-76-393-04 BMr-2013 

70/18/31. aOOpp Available at NTIB 


79013101 A3 8ECV-77-4B0 

Discusses action plans to implement study groups 
Ticommsndatlons on improving nuclear plant 
(NURE0-O29S) Raeommends Commission approve Implemsntation 
of the 11 action plane from study group Tecommendatlons 
CASEtE. 0 Office of Nuclear Reactor Rogoiation 77/09/00 


Slpp 


7901300034 Ack receipt of 781010 Itr NRC 

correct deviatione noted in IE 

info needed includes, corrective actions J"/?** /^J^iti 
aieasures to ba completed (< date of training «< . 

POTAPOVS, U. Region 4, Dallas. Vendor Inspection Branch 

7B/10/31. 2pp. 
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50-282 


WARWICK. R F 

7901120007 

30-233 


MARmCK.R F. 

79011B03&7 

50-293 


WARWICK. R F 

7901860103 

90-233 


WATFORD. M L 

7901170166 

30-261 


WATKINfl, K 

7901300100 

30-310 


WATSON. K Q 

790130010I 

30-389 


MATOtjM.C. 

7901090116 



WATBOM.A P. 

7901080409 


«RNL/HA6ftD-16 

WATTCNBAROCR. B 

790183031 1 



HATTB.M W 

79010400B3 



MATTB.M 0 

7901160097 



HATTB.M 0 

7901230290 



HBBBTER. R. W. 

7901100241 

30-400 


WEDRTCR. B V. 

7901230036 

80-400 


WCDBTER. B. H 

79011S0039 

30-338 


WEDBTER.E II 

7901020436 

90-333 

■ 

uciim.n. 

7901010112 



UEI8B.C. R. 

7901830023 

30-437 


WCIBB. E. R, 

7901230026 

90-437 


WERLINO. J A. 

7901100103 

80-334 


WBRLIND. W, A 

7901160197 

90-334 


WERLINO. J. A 

7901290864 

30-334 


WERLINO. U A 

7901890266 

30-334 


WERLINO. J A 

7901890260 

90-334 


WERLINO. W A 

7901290869 

90-334 


WERLINO. J. A. 

7901310049 

90-334 


UE8SHAN.R H 

7901040266 

80-387 


WEtlBHAN.n M 

7901100137 

30-381 


WEBBNAN. R, M 

7901100074 



WETTSRHAMN. n J. 

79010800B4 

90-35S 


WeTTBRIIAXH. H. W 

7901190001 

27-39 


HBTTERIIAHN. H J 

7901190003 

27-39 


WKITB.N. 

7901290311 

90-496 


white. H D 

7901030093 


NUREO/CR-0370 

WHITE . n 

7901190227 

90-244 


UIIITEBELL. D E 

7901300041 



WHITERELL.O B 

7901020800 



WHITEOELL.O. E. 

7901300082 



WHITEBELI..D R, 

7901040123 



WIIITBBELL. D E 

7901040231 



WHITEBELLrD E 

7901090090 



WHITEBELL. D. B. 

7901020161 



HHITN6R.H L 

79010B0216 

30-369 


WHITBELL. D E 

7901000073 



WHITTEHORB. F. C 

7901040007 

30-328 


HHITTENORE.F C 

7901040016 

80-382 


mhittewore.f C 

7901040024 

30-382 


MHITTEMORB.F C. 

7901040030 

90-322 


WHITTEMOHK.F C 

7901040033 

90-322 


WHITTEHORB. F C 

7901040033 

90-322 


WHITTEHORS. F. C 

7901040037 

90-328 


MHITTEMORE.F C 

7901040041 



WIOOINS.E 

7901090180 



WlOHT. «I. B 

79010401B1 

90-344 


Wluax.w D 

7901040331 

80-810 


WILCOX. W D- 

7901IB01U 

80-400 


WILKINS, a. c. 

7901280046 


7901820046 

WIlXCUTTi 0. 

7901030073 


NUBE<J/CR-0304 

willib.e 

7901170133 

90-324 


WILLIAHBtN, 0 

7901120130 

80-298 


MILLIANB. D. C. 

7901 100477 


NUftBO/CR-0868 

WILLIAHD. 0, H. 

79010904 IB 

70-143 


MILLIANB. O H 

7901090016 

70-11 31 


WILLIAN8. 0 H 

7901260010 

70-1201 


UILLlANfl. Q. H 

7901260030 

70-1113 


MILLIANB. 0. H 

7901110034 

70-1)13 


MiLLIANRi 0. H 

7901180276 

90-02) 


MILLIANB. 0 H 

7901290323 

70-824 


MILLIANB. 0 H 

7901100071 

70-B24 


MILLIANB. 0 H 

7901290164 

70-B7 


MILLIANB. C. C. 

7901U0049 

80-237 


MILLS. E.L 

7901020298 


NUnEa/CR-08B8 
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wIlsoN. M R 

7901300177 

90-498 


MILBON.H U 

7901080307 


BAU-10084A 

W1LB0N.B 8 

7901230300 



WILSON. D 0 

7901890196 



WILSON. B D 

7901030171 



WILSON, K R 

7901040161 

90-807 


WILSON. K R 

7901120113 

90-207 


UILBON, K R 

7901120126 

30-807 


WILSON. K. R 

7901120129 

30-807 


HILBON, H R 

7901830842 

30-807 


WILBON.K R 

7901230239 

30-870 


WILBON.K R 

790)830262 

30-869 


WILSON. 8 

7901100167 

30-3*6 


WILBON. 8 

7901100272 

30-381 


WIBNIEWBKI.vl A 

7901020309 


NUREa/CR-089O 

WITROWSKY. F P. 

7901130106 

80-334 


WOLFE, a 0 

7901180123 

50-516 


WOLFC, a J 

7901170006 

30-536 


WOLFE. B J 

7901170018 

90-556 


WOLFE. B 0. 

7901170074 

30-466 


WOLFC, 8 J 

7901170413 

30-466 


WOLLET. B 

7901090073 



WOLUETT.a. A 

7901030210 



WOLLET, B A 

7901110338 



WOLLET, 8 A 

7901110332 



WOOO.J C 

7901300177 

90-490 


woooford.u V 

7901040189 

30-880 

NeDO-24139-l 

wooohead, C. P 

7901110203 

30-466 


W009HE4D, C P 

7901240333 

30-556 


worbhan, j, 1 

7901230332 

30-498 


HRIOHT.U.S 

79010401B1 

40-8717 


WRIOHT.n H 

7901180329 

90-389 


WRIOHT.R W 

7901290119 

30-537 


WRlOHT.n, H 

7901290170 

30-359 


. WRIQHT.C.C 

7901040013 

50-254 


VACKLE.T r. 

7901840396 


7901840356 

YARNELL, J L 

7901030069 


NURE«7Cft-0349 

YBARRONOO. L J 

790102089B 


NURE0/CR~089a 
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7901220162 


7901880162 
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7901040006 

50-409 
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7901110170 

50-863 


VOLKEN, H. T 

7901230006 


NURE0/CR-0S33 

yOON.K E 

7901080387 


BAM-100B4A 

VOBHIDA.V. 

7901110197 



Y08HIDA. V 

7901230312 



YODHIDA.Y. 

7901290366 
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7901030179 
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VOUweER.E J 

7901180033 

( 


VOUNO, R. 

7901030094 

80-243 


youno.r 

7901190126 

50-243 


youno.r h 

7901100164 

30-843 


VOUNO, R. H, 

7901230226 

30-843 


VOUNO, R It 

7901840148 

80-845 


YOUNO.R A. 

7901160812 

80-873 


VOUNO, R. A 

79011 6020 B 

50-875 


YOUNO.R. A 

7901160294 

30-276 
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7901)00326 


NUflEO VCR-0967 

VOUNO, T 

7901230330 

90-873 


YUHAB.O P. 

7901020S14 

30-245 


YUHAB, 0. 

790110Q02B 

30-213 


VUHAB.O P. 

7901160107 

90-844 


YlftlASiO P 

7901190827 

80-244 


VUBPEH.A R 

7901160308 

80-307 


ZAVAOO0KI.R.W 

7901060047 

90-348 


ZAVAOOSKI.R U 

7901090389 

50-333 


ZAVADOBKI.R W 

7901100078 

90-230 


ZIDULRHY.H 

7901100094 

70-364 


ZIQULOKY.H 

7901180337 

70-33 


ZIENANN.O L 

7901090067 

50-837 


ziehann.d.l. 

7901290068 

80-245 


ziehamn.o l 

7901230073 

30-844 


ZIENANN.O L 

7901230073 

80-844 

NURE0/CB-037B 

ZIHHERHANN.C L 

7901290060 


ZIHMERMAN.R p. 

7901080060 

30-272 


ZIHHERNAN.R P 

7901020098 

80-247 


ZINMERMAN. r. P. 

7901080496 

30-317 


ZIMMERMAN, R.P 

7901190248 

80-844 


ZITTEL.H E. 

7901O9O2BO 


7901090800 

IITTEL.H E* 

7901170109 


7901170169 

ZITTEL. h,e 

7901290060 


7901890060 

ZUFELT. E. 

7901180073 

80-333 
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7901080094 
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ZWETZtO.O 8 

7901090099 

30-318 


ZWETZlO, 0. B 

7901090109 
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ACCE6B10H NO DOCKET NO 


AUTHOR AFFILIATION 
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Cltlivn Qroup / In d i vidua 1 /Med 1« 


Enslntering t/at Centtruction A/on Contvlttrg 


Armadillo Coalition of reiai 
Cltttone Agalnet Nuclear Dangers 


Cttliane Concerned About Nuclear Powepi 
Inc 

Carolina Environ Gtudu Oroup 

Clttiene Energy Forum 

Canter for Laui in the Public Intereit 

Canter for Law h Social Policy 


Coalition for Safa Poiaar 

Oac~Bearch Aeaoclate* 

Ecology Action of Oewego 

Cnariiy Reeearch h Information Poundatl''n 
Friend a of the Eerth 


Lafcethore Cltliene for Safe Energy 


Hld-Aieerlca Coalition for Eneryg 
Alternatlvee 

North Anna Environmental Coal It 'on 


Northern Thunder . 

Naku* aI Reeowrcee Defenee Council 


Cltlien Croup/ Indlvldual/Medla 
Natural Reaoureae Defenee Council 


Potomac AUtanee 


Club 

aiagttonlana Concerned About Nuclear 
Plante 


Budiiuahanna Environmental Ailvoqatae 
Ta«aa Public Intereet Reetareh Oroup 


Trend* Publiehlng tne 
tinlon of Concerned Scientlate 


Uaahlngton ater 
Wyoming Outdoor Councl.l 


7901100484 


7901820009 

50-337 

7901850039 

50-307 

7901820006 

80-387 

7901170392 

30-498 

7901190850 

50-490 

7901190004 

70-8683 

790119000B 

70-2623 

7901080300 

50-330 

7901 180073 

50-275 

7901880149 

70-2730 

7901820158 

70-8739 

7901100310 

70-8730 

79018201 55 

70-8730 

7901120155 

70-2738 

7901190243 

70-2730 

7901 120190 


7901190243 

70-8738 

7901830101 

50-344 

7901890336 

50-344 

79OIO0O3BO 


790 I 040336 


790 1040071 

50-280 

7901100246 

50-820 

7901100330 

50-482 

7901000369 

70-764 

7901000378 

70-754 

7901170224 

50-220 

7901100030 

50-70 

7901120015 

50-305 

7901180069 

50-305 

7901250335 

50-305 

7901180078 

30-305 

7901850303 

50-408 

7901050077 

80-330 

79O18S0335 

50-330 

7901890291 

50-338 

7901 1 10333 

50-260 

7901040130 

50-484 

7901300083 


79D11S03SS 

30-837 

7901 1 10837 

50-837 

7901110803 

50-437 

7901310064 

SO-837 

7901880149 

70-2738 

7901880152 

70-8730 

7901100310 

70-8730 


7901830369 
7901830040 
7901890088 
7901880103 
7901310060 
7901150870 
7901310060 
790I04038S 
7901080496 
7901130018 
7901130870 
7901830043 
7901880103 
7901120163 
7901310080 
7901160138 
7901300081 
79OU9O101 
7901890414 
7901040867 
7901110071 
7901 1 60360 
7901160374 
7901890377 
7901890061 
7901170183 
7901170127 
7901190186 
7901100045 


30-437 

30-897 

SO-437 

80-437 

30-837 

30-837 

50-837 

80-344 

50-400 

30-837 

70-8623 

30-437 

70-8071 

30-437 

80-437 


80-457 


80-330 

50-330 

90-801 

90-522 


7901860004 

7901860860 

7901170400 

7901290046 

7901080006 

7901090031 

7901080507 

7901180849 

7901850195 

7901110800 

7901230077 

7901150029 


90-822 

90-307 

90-466 

90-440 

90-344 

90-330 


American Alrlineli Inc 
Bechtel Power Corp (Subs of Bechtel 
Corp ) 

Capltel X-Rag Service 
Coneultlng Engineering Geologitt 
C F Braun 6 Co 
Combuftion Engineering. Inc 


Creare. Inc 

Ebeeco Btrviccfi Inc (Subt of Enierch 
Corp I 


Envirologlcil Sgeteai. Inc 
Ford. Bacon. Div»>. Inc 
Oilbert AesBclatee. Inc 
Oeneral Reteerch Corp (tube of Flou 
Senerai. Inc > 

Inepection Servlets Corp 
Kalicr Engineers 
Lav Engineering Testing Co 
Harsh b McLennan. Inc 


Herih h McLennan. Inc 


Nuclear Engineering Co 


NU3 Corp 

Offshore Power Sgstias liube of 
Hestlnghouse Electric Corp > 


Remseg Enginetrlng Comping 


Science Applications. Inc 
Sargent ti Lundg. Inc 
Space Science StrvUaa. Inc 

5 t Leuii Tilting Laba. Inc 
Tiknalren. Inc 

Tich/Opa ITachnlcil Operations. Inc ) 
Tuln Porta TaitIng Ine 
Abeor. Ine . Walden Oiviaion 
Uoodwird-Clydt Consultanta 


Uiaconitn Industrial Tatting. Inc 
World Wide Import/Eiport Servicea. Ltd 
X-Rag. Ine 


Educational Inatlluttona 
Catholic Univ 


rl Callage 

rgla Inatltute of Technolegg 
be State Unlv 
Btete Unlv 


North Carolina State Unlv 
Northtaitsrn Unlv 


7901110150 

71 *236 

7901110329 


7901110077 

7l-I«a 

7901120224 


7901C2C161 


7901820350 


7901223344 


7901220339 


7901160109 


7901120245 


790U5Q277 


7901190006 


7991300126 


7901300125 


7901020107 


7901120239 


7901110C53 

40-B7D7 

7901290159 


7901180170 

1-3-302 

7901080381 


7901260001 


7901110114 

71-246 

7901150150 


7901150156 

71-242 

7901080197 

SO-425 

7901080133 

50-321 

7901080174 

50-859 

7901080194 

50-340 

7901000196 

50-308 

7901080197 

60-321 

7901170263 

50-372 

7901190123 

90-250 

7901190133 

60-302 

7901190135 

50-250 

7901190100 

50-259 

7901190105 

50-387 

7901190100 

50-340 

7901190112 

50-395 

7901190110 

50-859 

790U9O121 

50-346 

7901220051 

SO-250 

7901220052 

50-850 

7901220056 

50-335 

7901220060 

50-302 

7901220065 

50-302 

7901820067 

50-321 

7901220071 

50-259 

7901220076 

50-250 

7901220077 

50-366 

7901220060 

50-251 

7901220002 

50-366 

7901290226 

50-381 

7901300144 

50-346 

•#901160320 

71-ase 

7901150004 

87-39 

7901160317 

71-850 

7901250067 


7901160035 

50-437 

7901230090 

50-437 

7901360005 

50-437 

7901850824 

50-437 

7901860807 

50-437 

7901290100 


7901890113 


7901100001 


7901 120265 


7901080190 

71-815 

7901080IB9 

71-815 

7901040175 

71-838 

7901100883 

70-734 

7901300195 

71-9033 

7901150178 

71-853 

7901310128 


7901040388 

40-0690 

7901050061 

40-8690 

7901170118 

71-868 

790I15M75 


7901050850 

71-234 


7901860165 

50-77 

7901860168 

50-77 

7901080248 

70-846 

7901180064 

50-160 

7901310034 
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7901840018 

50-538 

7901880109 


7901390083 


7901170844 
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79013tC«23 
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Oregon State Univ 
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7901020024 

80-837 

Ohio Ststa Unlv 

79011B034b3 



7901040197 

90-896 
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7901040199 

90-986 

New Yorki State Univ ofi Buifalo 

7901030832 

71-226 


7901240344 

90-996 

CallYornlai Univ ofi Los Angeles 

79011003A3 



7901290102 

90-896 

Florida) Univ oF> Oalnesvllte 

7901860193 

50-83 


7901020284 

90-986 


7901S6018? 

90-83 


7901290211 


Hargland) Univ of 

7901260100 


Johnson b Higgins Insurance 

7901300098 

90-338 


7901290417 


Kafoury b Hagan 

7901290328 

90-344 


7901 170383 


Kafln)R J 

7901020194 

90-949 

Hiclilgani Univ of 

7701180179 



7901160001 

90-949 


7901 1901 76 


Laid) Rogar M 

7901260047 

90-938 


79011 90173 


LaBoauf) Lamb) Lelby b liaeRat 

7901020279 

90-946 

Hissourli Univ of 

79013101S3 

70-794 


7901180206 

90-488 


79013101S1 

70-754 


7901 120247 

90-405 


7901B301SB 

90-186 


7901220336 

90-247 

North Carolina) Univ of 

7901190187 

70-2623 


7901090112 

90-489 


7901B30190 

90-111 


7901190130 

90-880 


7901 190149 

70-2623 . 


7901170291 

90-889 

North Dakota) Untv of 

7901 110075 

71-6642 


7901170218 

90-341 

Oklahoma) Univ of 

7901 100169 

50-112 


7901230290 

80-809 


7901 100168 

90-112 


7901100432 


Southern California) Univ of 

7901 1S0S37 



7901220333 

80-847 

Tisas) Univ of 

7901 170289 

90-192 

Lawanstain) Niwman) Ra it) Aaelrad b Toll 

7901040191 

90-344 

Virginia) Univ of 

7901020289 

90-62 


7901030134 

90-389 


7901100071 

90-62 


7901040080 

90-344 


7901240117 

50-62 


7901040082 

90-344 


7901040096 

SO-62 


7901120214 

90-466 


79D1B30SB9 

50-62 


7901220392 

90-376 

Utah) Univ. of 

7901 180192 

90-72 


7901290096 

90-498 


7901180190 

90-72 


7901230369 

90-498 

Washington) Univ of 

7901 100478 



7901260264 

90-344 

Wichita State Univ 

7901080394 



7901290376 

90-449 





7901040077 

90-344 





7901040149 

90-344 

Foreign Qovernntents ti Agancles 




7901030093 

90-466 





7901040149 

90-344 

Canada 

7901130187 



7901040077 

90-344 


7901290037 



7901040149 

90-344 
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7901160041 



7901040077 

90-344 
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7901030294 



790122034B 

90-376 


7901290393 



7901240343 

90-498 
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7901290390 
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7901120186 
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7901190043 
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7901090039 
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7901290408 
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7901040083 


Japan 

7901030844 



7901160097 


Norway 

7901290122 



7901830298 


Turkey 

7901290406 


Morgan) Lewis b Bocklus 

79011703B9 

90-70 

United kingdom 

7901090293 


Morgan) Ltwis b Bocklus 

7901240027 

90-996 





7901240340 

90-996 





7901180207 

90-996 

LEOAL/LAH FIRMS/ INSURANCE COMPANIES 




7901240347 

90-986 





7901290078 

90-996 

Akin) Oump> Hauer L Feld 

7901290111 

90-449 


7901240027 

90-996 

Baker h Botts 

7901 120214 

90*466 


7901240348 

90-896 


7901830369 

90-498 


7901180207 

90-996 


7901 290376 

90-449 


7901840347 

90-996 ' 

Bancroft) ff H. 

7901 260288 



7901290073 

90-996 

Blum it She 1 ley 

7901170031 

70-5653 


7901890070 

90-896 


7901170066 

70-2623 

HatthsuiS) Nowlin) Mecfarlant b Barrett 

7901300177 

90-490 

Chtckarlng t Oregory 

7901230169 

90-361 


7901300173 

90-498 

Covington >< Burling 

7901 160098 

90-389 


7901880113 

90-490 

Cahlil) Oorden it Ralndel 

7901190167 

90-399 

Northeutt Ely 

7901830380 

90-449 


7901260262 

90-399 

Nuclear Energy Liability Ineuranca 

7901890178 

90-330 


7901150161 

50-399 

Association 



Center for Law in the Public Interest 

7901290080 

90-279 

Nucltar Insuranea Conaultants 

7901030194 

90-366 

Conner) Moore t< Corber 

7901020084 

90-398 

Bruce Norton 

7901030043 

90-879 


7901040288 

90-399 

O'Nall) BackuS) Sptelman 

7901100363 

90-443 


7901190001 

57-39 


7901890029 

90-443 


7901 1 90003 

27-39 

Paarct b Brand 

7901290369 

90-399 


7901230307 

90-477 


7901100480 

90-399 


7901030030 

90-272 


7901290362 

90-399 


7901290228 

90-399 

Parklnt) Colt) Btone> Olsen b Williams 

7901080147 

90-988 


7901040302 

27-39 


7901020169 

90-988 1 


7901030023 

90-437 

Pfsfftrkorn b Coolsy) P. A. 

7901170043 

90-400 

Cammer ti Shapiro 

7901080203 

90-322 


7901170048 

90-408 


7901020199 

90-322 


7901860031 

0O-488j 

Oaltom A T. 

7901290338 

90-886 


7901830363 

90-488 

Debavoise ti Llaberman 

7901040003 

90-397 


7901840334 

90-400 


7901170374 

90-449 

Public Law Utilities Oroup 

7901000394 

90-498 


7901230332 

90-498 

Pylit R.B. 

7901020102 

90-918 


7901300024 

90-397 

Riilly) Liki b Bchneidar 

7901040102 

90-916 


7901240319 

90-397 


7901190237 

90-388 


7901290076 


Bhildon) Narmon ti Rolsman 

7901100389 

90-443 

ElliS) L. J. 

7901020182 

90-918 


7901830083 

90-437 


7901170024 

90-818 


7901830086 

90-437 

Blchhorm Morrow b Bichhorn 

7901 1 10320 

90-367 


7901110200 


Folay b Lardnar 

7901310120 

90-309 

8plagal b HcDlaratld 

7901170417 

90-389 

Oorham b Oorham 

7901080277 

90-968 


7901860016 

90-498 

Hunton b Williams 

7901040007 

90-322 


7901860109 

90-498 


7901040016 

90-322 


7901160409 

90-498 


7901040024 

90-322 


7901890016 

i 


7901040030 

90-322 


7901300181 

90-389 


7901040033 

90-322 


7901110874 

90-49t 


7901040038 

90-322 


7901260018 

90-498 


7901040037 

90-322 


7901160401 

90-490 


7901040041 



7901300022 

90-490 


7901290387 

90-463 

Bpltgtl b McDiarmtd 

7901840891 

90-900 


790U60193 

90-463 


7901110874 

90-498 


7901020081 



7901890107 

90-498 


7901290339 

90-463 





7901340248 






MITHOFJ AFFILIATION 

ACCESaiDM NO 

CORPORATE SOURCE INDEX 

DOCKET tlO AUTHOR AFFILIATION 
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DOCKET NO 

LEQAL/LAU FlRMB/lNSURANCe COMPANIES 



Manuf acturera/Eiivlp Suppllea 



0haw< PIttwJrt, Pott»i t< Trowbridge 

7901030103 

50-400 

Creaaer Induatrleai Inc 

7901110283 



7901040378 

50-400 

Ebarline tnatruenent Corp 

7901110298 



79011S0aS£t 

50-484 

£ilarcr< Inc (aoba oP Fotinac Internatio 

7901S303IB 



7901160370 

50-387 

nalj Inc > 




79011603B2 

30-387 


7901230313 



7901170032 

50-363 

Edloie International Co 

7901040323 



7901390037 

50-320 

Exenn Nuclear Co > Inc 'leuba, of Exion 

7901260160 

30-283 


7901110059 

50-483 

Corp 1 




7901390378 



79Ol'02OO3B 

70-2556 

Btatnoods. Minelow. Mlllls & Abbott 

7901100349 

50-471 


7901220011 

70-1267 

Welda Herkradcr t< Rose 

7901300181 

50-329 


7901160376 

70-1237 





7901110312 






7901390065 


Locel Oovernnient/Agencles 




7901130192 






7901310021 


Auitlnr TX 

7901030197 

50-498 

E> eon Carp 

7901030223 

30-6992 

Columbte Countg. NY 

790 1150 163 

50-596 

Federal American Partnera 

7901260097 

40-4492 

Lencaster Countgi PA 

7901030031 

50-463 

Framatone 

7901290050 


Provineetoun* HA 

7813310373 

50-471 

Ocnaral Atonic Co, (euba of Oulf Oil 

7901230204 

SO- 2 67 

Saugartlesii NY 

7901390307 

30-549 

Corp t 



SuPfoll Couittgi NY 

79O11S0OB3 

50-322 


7901030062 



7901340300 

50-516 


79011B0176 

50-267 





7901090044 

70-734 





7901240395 


Hedlcal Inatitutlons/Labs 




7901230196 

50-267 





790112021Z 


Auxilio Nutuo Hotp 

7901110130 

70-1437 

Oeneral Electric Co 

7901160367 


Oeorgt Maihington Unlv Medical Center 

7901060333 



7901030236 


Lower Buck a Hoap. 

7901170135 

70-2792 


7901020203 


MeiiBrlal Heap. IN/LO 

7901260033 



7901330303 


Monmouth Medical Canter 

7901110131 

30-2510 


7901090256 

50-10 

New England Hedlcal Center 

7901080354 

30-240 


7901290156 


Newton Memorlel Hoop 

7901190005 

30-2310 


7901190090 

30-195 

Ngack Heap 

7901 160359 

27-47 


7901350345 


8t Narv'a General Hoap 

7901390041 



79011B0022 

70-1113 

8t Agnaa Medical Hoop 

7901040103 

30-3196 


7901160005 

50-07 




General Oynanlca Corp 

7901030314 

71-220 





7901290181 


Manufaeturara/Egolp Buppllaa 



Oeneral Electric Co .Nucltar Energy 

7901 1 50320 

71-254 




Producta Dlv 



Aaerican Atonlca Corp, 

7901330295 



7901 040 15B 

50-331 


7901330293 



7811100118 


Aeroteat Operatlona 

7901330371 

50-320 




Allied Oeneral Nuclear Barvlcea 

7901H018B 

50-333 


7901020212 



7901110056 



79011500B1 

50-447 

Akll a-Chalmera Corp 

7901050245 

71-331 


7901230252 

50-237 

Aaeteki Inc 

7901300044 



7901030171 



7901300045 



790111O2B0 


Aitrotech. Inc. 

790 11 801 55 

71-360 


7901020138 


Atkantlc-Rlchf laid Co 

7901050090 

71-tose 


7901030179 


Babcock 4i Hllcok Co 

7901000367 



7901150075 



7901030532 

70-8241 


7901250337 



7901170428 

70-824' 


7901100002 

50-70 


7901290320 

70-824) 


7901180306 

70-734 


7901260011 

70-1301 


7901020283 

40-8447 


79011B0037 

70-834 


7901290326 

50-532 


7901390153 

1 


7901860259 

50-536 


7901150210 

70-1201 


7901290390 



7901250305 

70-135 


7901290323 

30-578 


7901180115 

70-27 


7901180211 

70-1 11 a 


79011B0100 

70-1301 


7901260022 

70-1113 


7901330001 

70-27 


7901110028 

70-1113 


7901310016 

70-135 


7901030122 



7901050336 

70-824 


7901090077 

70-754 


7901040315 

70-1301 


7901190239 

70-130B 


7901330166 

70-1801 


7901190243 

70-130B 


790 U 90081 

50-269 


7901190171 

vo-i30a 


79O10S0OB2 



79(»kie0128 

■70-754 


7901080370 



7901050240 

70-1220 


79010B03B3 



7901130212 

71-254 


7901 170841 



7901020064 

70-130B 


7901 2601 SB 



7901040382 

70-1113 


7901300139 



7901180132 

70-1113 


790131006S 



7901180306 

70-754 


79 01 35001 S 



7901180330 

70-1113 


7901090017 



7901100306 

70-754 


7901360187 



7901150079 

90-447 


7901 090047 



7901020174 

50-447 


79011S0858 



7901020134 


Babcock 1, Ullcox Co • Nuclear Material 

7901 1 30356 

70-133 


7901290243 

50-70 

Dlv. 




7901160149 

50-2 W 


7901190141 

70-364 


7901150070 



7901 190175 

70-364 


7901030175 


Conbuatlon Englneorlngi Inc 

7901310071 

70-36 


7901850310 



7901020SSI 

30-3734 


790I1SO2S7 

71-234 


7901030318 

30-3754 


7901170406 



790 1030374 

70-1100 


7901290208 



7901000066 


Oladli Corp 

7901250120 



790 11 802 55 


General Motor i Corp. 

7901290145 



7901100084 



7901290150 



7901310143 

70-1100 

, 

7901110145 

71-219 


7901310070 

70-36 

Oouldi Inc, 

7901170311 



7901340031 


Ov'lf 811 Corp. 

7901080519 

71-810 

CuAbarland Bridge Co 

7901030381 

71-318 

Gugon Power fa Proctaa Piping 

7901040111 

71-224 

GaraCi Inc. 

79010S0103 

40-B040 

Hlttnan Corp. 

7901 080306 

71-907'9 

Cheailcal Nile 1 ear figaiena') tne 

7901390384 


Kailt Tecknology Corp. i Proctaa Systema 

7901020242 


Cham-Nu Blear ayateme< Inc. 

7901050370 

71-231 

&i v< 




7901170II6 

27-47 

Induetrial Nucleonlca Corp 

7901230309 



7901160349 

37-47 


7901290169 



7901170111 

27-47 


7901290172 



7901390152 


IRT Corp, 

7901110070 

71-247 

Columbia Oaa Byatami Inc 

7901050366 

71-237 

ITT Orlnnal Carp 

7901300036 


Dayton X-Ray Co 

7901130153 

71-353 


7901300033 
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AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR 


ACCESSION NO DOCKET NO 


Hanur«ctur<rt/Equlp Supplin 



7901050300 

40-2061 

Kerr-MtOee Chemical Corp Isubs of 

7901000350 

Kerr-McOee Corp 1 


7901000391 

40-8027 


7901090346 

40-2061 


7901030300 

eO-8027 

Lthi^ti Pdrtl^nd C«(Bfnt Co 

7901050030 

50-549 

Maruhenl Anirlca Corp (subs of Marubeni 

7901040337 



Minerals Eiploratjon Co (subs of Union 

7901030021 

7901390313 

40-0584 

Oil Co OF California) 

Mitsui !• Co , Ltd 

7901390163 


Nuclear Assurance Corp 

7901000051 

7901290166 

7901120305 

71-9140 

7901120302 

71-9140 


7901020317 

71-9140 


7901150146 

71-9140 

Nuclear Fuel Eerviccsr Inc (subs of 

7901160114 

7901190179 

50-201 

eetttf Oil Co > 


79O1OBOO50 

70-143 


7901230204 

70-143 


7901090020 

70-143 


7901090415 

70-143 


7901290091 

70-143 


7901 1 50300 

70-143 


7901100130 

70-143 


79011803B0 

70-143 


7901050046 

50-301 


7901260070 

70-143 


7901190305 

70-143 


7901230035 

70-143 


7901310063 

70-143 


7901100381 

70-143 

Nicsho-lwai American Corp 

7901110197 


NL Industrlesi Inc 

7901230312 

7901290366 

7901230315 

7901390363 

7901110196 

7901290337 

7901160305 

71-244 


7901230305 

7901160379 

71-344 

Nuclear Hitalst Inc 

790I0S0041 


Nuclear Packaging Inc 

7901240333 

71-9130 

Nucltar Fuel Servlceii Inc (subs of 

7901220165 

70-143 

Oetty Oil Co ) 


7901220156 

70-143 

O'Neill Tank Co . Inc 

7901050273 

71-233 

Offshore Power Systems (subs of 

7901160025 

50-437 

tfestiniihoust Electric Corp > 


7901090257 

50-437 


7901020185- 

50-347 


7901090253 

50-437 


790102014S 

50-437 


7901040069 

50-437 

Pathfinder Mines Corp 

7901000306 

40-3859 


7901020251 

40-2859 


7901090010 

40-6622 

Pullman# Inc 

7901160100 

7901080300 

71-817 

Pullnan# Inc > Pullman Power Products 

7901100359 


Dlv 

Rio AlgoAi Ltd 

790US0356 

7901290175 

7901000403 

40-8084 

Renchers Eiploratton It Development Corp 

7901150160 


Rockwell International Corp 

79D1D9OO0O 


Saundars-Roe Developments! Ltd 

7901240039 


S U Shettuct Chemical Co i Inc (subs of 

7901240036 

7901240033 

7901020191 


Engelhard Minerals I# Chemicals Corp 1 

Banjanin F Shaw Co (subs of Blount# 

7901020193 

7901110142 

71-883 

Inc ) 

Ttledyne# Inc 

7901020200 


Teltdyne Wah Chang Albany 

7901020209 

7901230311 


Teias Instruments# Inc 

7901230334 

7901100314 

70-33 


7901100107 

70-33 

Transco Inc, 

7901110076 

71-243 

Transnucleir# Inc 

7901 05004 S 
7901020230 



7901110062 

7901240212 

7901S900IB 

7901110117 

71-850 

TRH, Inc . TRW Mission Mfg Co Div. 

7901180038 


Ramsay Engineering Co # Tesas Nuclear 

7901230322 


Dlv 

United Airlines 

7901230324 

79010BO0S3 

7901220120 

71-9033 

Union Carbide Corp 

7901050383 

70-687 


7901020003 

70-687 


7901240355 

71-9090 


7901150062 

50-54 


Manufaetureri/Enulp Supplies 


United Nuclear Corp 


7901160056 

7901080319 

71-241 

40-8602 



7901020118 

70-371 



7901100204 

70-020 



7901190800 

70-080 



7901280150 

70-020 



7901100304 

70-020 



7901100118 

70-020 



7901280160 

70-020 



7901080313 

40-8602 



7901170020 

40-0602 



7901160051 

71-841 



7901220160 

70-143 



7901100893 

70-020 



7901880163 

70-080 



7901080303 

7901180170 

70-371 

Union Minerals 

Union Oil Co of California 


7901290300 

7901170424 

4Q-05B4 

40-0504 


7901040344 

40-0504 



790U70421 

40-0504 



7901100263 

40-0504 

UQCOi Inc 


7901040101 

40-0717 


7901040170 

40-0717 

Walworth Co (subs of lU International 

7901150217 

71-255 

Corp } 

H#»tlnghOu«# Electric Corp 


790129017? 

7901160164 

70-1151 

50-400 



7901830884 

7901300056 

7901220090 

7901230355 

50-800 



7901220111 

50-872 



7901230264 

7901180197 

50-311 



7901020030 

7901290319 

50-337 



7901290050 

7901290301 

7901100087 

70-1151 



7901090004 

7901000345 

70-1151 



7901100104 

7901180092 

7901250280 

70-1143 



7901890177 

70-1151 



7901040275 

70-1143 



7901150187 

71-251 



7901160324 

71-259 



7901100140 

790m03!f3 

70-1151 



7901880080 

7901830279 

7901060187 

7701880000 

7901230271 

7901830279 

7901300055 

7901100166 

7901840207 

7901100193 

50-200 



7901180190 

7901880107 

50-278 



7901230174 

50-31 1 



7901830261 

50-311 



7901160162 

50-400 



7901080136 

7901110103 

7901290316 

7901290301 

50-578 

World Industries Pipe Fabrication# 

Inc 

7901110121 

71-889 

Tube Heat Transfer Corp 


79011708B2 

71-863 

professional /Industry Institutions# 

Soc iet its 


Atomic Industrial Forum 


7901040217 

7901290286 

50-437 

American Nucltar Energy Council 


7901050050 


American Nuclear Society ; 


7901110043 


Edlion Electric institute 


7901290031 


Environmental Policy Institute 


7901170092 

7901290401 



State eavernrnatits/Aginciee 


Arltona# State of 

7901880069 

50-508 

California# State of 

7901850254 

79011S(i035 

50-437 


7701250353 

50-598 


7901850231 

7901110060 

7901100085 

7901890298 

7901100420 

50-437 

Colorado# Btata of 

7901110051 

7901290007 

7901290012 

7901110195 


Connactlcuti State of 

7901110039 

7901290034 




l»yHKOMA( t bOUKUb INPtPt 


286 


AUTHOR AKrlLIATItlN 


ACCESaiQN NO DDCKCT NO 


AUTHOn AFFILIATJON 


Accession SJ C-Ci'l.T 


Otflti Oov«rnmmit»/A5«ne J*i 


Otorgla, fltatg of 

7901260172 

50-437 

Illlnoie, Btate of 

7701120070 

50-895 


7901100340 

30-237 


7901290329 

87-39 


7901840317 

87-39 


7901250332 

27-39 


7901160823 

7901180178 

50-373 

Indlai'a, State of 

Kan«m*i ntale op 

Kentucky, State of 

7901U0041 

7901230370 

7901890138 

7901020170 

7901890361 

7901260250 

7901890185 

50-546 

Maaeachueetle, Btate op 

7901850058 

BO-443 


7901040294 

60-471 

tiichlQan, tttate of 

7901290374 

60-863 

Hinnetota, tltate of 

7901170076 

North Carolina, Dlata of 

7901 1O0S41 

50-400 

7901250044 

80-400 


7901850036 

90-400 

Netraeka, nthte of 

New Jereey, Qtate of 

7901270038 

7901080244 

90-278 

7901860030 

60-43/ 


7901190024 

7901190210 

50-878 


7901190028 

60-878 

New Healcti. mate of 

7701110118 

7901120145 

7901290040 

7901110050 


HeVeit*, State of 

New York, Oiate of 

7901310119 

7901160381 

7901230042 

80-549 


7901080031 

90-549 


7901190188 

90-880 


790 1020031 

90-949 


7901100251 

90-949 


7901300146 

90-3 


7901080200 

90-820 


7901100262 

79QIU0898 

90-949 

Qlilu, Otate of 

7901230042 

7901110353 

7901290055 

7901290309 



Dlihtr U 8 Federal Cover AjenciBs 

State, Dept of, Bureau of^oreans «< 
Intefnatl Environ l<SeientiPic Affair* 


OltlDhoma' Qt«t« of 
Oranoii, Btat* o* 


fennattlvonlAi State of 
South Carolina, Olato of 

T*ia«< ntai* of 

Utah, Plat* of 

VlriplnU, Utiata of 
MathlngtO'n, &t»t» ol 

Wltconein, State of 
Uyoailng, Btate of 


790lllO0Sa 

7'H>ltb03W 

7901170372 

v9oissoaao 

79010S03S1 

7901120193 

7901220079 

7901290230 

7901100403 

7901290311 

7901190309 

7M11100M 

7901290091 

7901290149 

7901290308 

7901100031 

79010402A9 

7901890344 

7901830042 

79013100P1 

7901290360 

7901040314 

7901220048 

7901890300 


Other U.D Federal Oover Agenelee 

'’ArvUerrco«ncn''on"Hl.torU Pr..erv.tlon ^iWl 


State, D*»t. of 


7901090020 

7901020347 

7901020001 

7901020007 

7901020029 

7901020073 

7901020290 

7901110003 

7901110091 

7901120106 

7901120110 

7901190032 

7901110809 

7901230291 

7901290321 

7901290320 

7901110301 


50"3A4 

90-344 

90-914 

90-320 

BO-399 

90-393 

90-490 


40-0601 

40-8698 

9D-2BD 

SO-922 


30-404 

40-0904 

40-299 

40-1168 


40-0904 

60-902 

30-974 


70-1960 

40-0437 


80-976 


Transportalton, Dept of 
Environmental Protection Agency 


Federal Energy flegulatory Commiselon 
Interior, Dept of, 00 Ceological 
Burvey 


Otneral Service* Adminl « trat ion 


Health, Education b Uclfari, Dept of 


Administrative Conference of the U S 
Council on Environmental Quality 


Army, Dept of. Corpe of Engineer* 


7901290400 


7901240324 


790125,0049 


7901250106 


7901290202 


7901250200 


7901290212 


7901860070 


7901860073 


7901290241 


7901290391 


7901290402 


7901030190 


7901050265 


7901160800 

55-554 

7901240263 

40-3392 

7901310007 

87-39 

7901290810 

50-373 

7901820093 

50-3ai 

7901830244 

50-361 

7901290229 

50-439 

7901S9D24B 


7901310110 

40-1168 

7901160227 


7901160285 

50-874 

7901050057 

50-376 

7901300166 

50-5*9 

7901300162 

50-560 

7901160009 


7901 290303 

40-0*91 

, 7901890231 

50-390 

7901310029 

50-390 

790129039* 


7901300063 

50-471 

7901310011 


7901050043 


7901310017 

40-B6S1 

7901290144 

40-0504 

7901170209 

50-361 


Defenee, Dept of. 
Agricultural Dept 


Conjfierce, Dept, 
Araiy, Oept of 


Navy, Dept of 


fnOTfly, Dept of 


Eneray, D»Pt 
Reactor Plant 
Interior, Dept i 


Defen*e Nuclear Agency 7901020041 


of 


Clinch River Breeder 


7901170352 

7901310019 

7901090031 

7901090024 

7901190078 

7901030193 

7901260144 

79010S027B 

7901310097 

7901160095 

7901350334 

7901050072 

7901160073 

7901020179 

79011WH94 

7901150190 

7901150166 

7901110119 

7901160327 

7901030307 

7901000384 

790124031 S 

7901110342 

790JJ200J3 

7901 100215 


interior, Dept 
Juatlee, Dept 


Dept 


of, 

of 


up, Attorney Qeneral '* 


Uuetlce, 

Office 

Btate, Dept of 

Health, Education h Welfare, 

Houae of Rep 


7901040260 
7901250346 
7901240192 
7901230255 
7901290108 
]f Reclamation 7901230232 
7901170128 
7901190273 
7901150079 
7901150097 
7901050299 


Dept Pf 


Haul* of 0eP 
Hhuie of Rep 


Appropriation* 
Interior l< In* 

Selene# 6 Technology 


Commir?*, Dept of, National Bureau of 
Standard* 

Bmall Buelnei* Adninlatratlon 


7901160007 
7901270385 
7701 170026 
7901110262 
7901 1 S0007 
7901110254 
7901090311 
7901050016 
7901150101 

7901110240 

7901030322 

7901060142 

7901250006 

7901080248 

7901090116 


50-170 

40-1162 

40-8601 

40-1162 

40-0681 

50-437 

50-361 

50-361 

71-230 

50-361 

40-0102 

71-235 


71-239 

71-239 

71-261 

71-245 

27-47 

71-9705 

50-537 

40-0035 

50-537 

40-0690 

40-1162 

50-498 

50-361 

50-498 

50-389 

50-445 

50-443 

50-443 

50-443 

70-3738 

40-1162 

50-70 


50-471 

50-574 


50-361 

71-6642 



2S6 

AUTHOR AFFIUIATION 

Other U 6 Federal Oover Agenele* 


Benat' 


Senatei Energy & Natural Retourcei 
Senatet Environment b Public Norks 


Utllitief> Power Reactor* 


AEP - American Electric Power Co < Ini 
ALPR - Alabama Power Co 


Utilitlaii Power Reactor* 


ALPR - Alabama Power Co 


APL - Arkaneai Power b Light Co. 


APL - Arkanea* Power b Light Co 


CORPORATE SOURCE INDEJC 

ACCESBIOM NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


Utllitieii Power Reactore 


7901 190153 
7901 19024 S 
7901110867 

50-2 78 

7901 170035 
7901110263 
7901160340 

50-272 

7901080088 

50-36 1 

790 1 1 90260 

50-295 

7901 190143 
7901 1 10853 

30-483 

7901080832 

7901190847 

7901190088 

7901090147 

50-400 


7901100228 

90-319 

7901020177 

90-348 

7901160238 

80-348 

7901100298 

S0-34B 

7701160239 

90-348 

7701170363 

90-364 

7701100204 

90-340 

7901100807 

90-340 

7901100818 

90-340 

7701160134 

90-364 

7701180038 

90-364 

7701160807 

90-340 

7901160211 

90-340 

7901300114 

90-340 

7901300119 

90-348 

7901080038 

90-348 


7901040187 

SO' 

-340 

7901080036 

90' 

'340 

7901000063 

90' 

-348 

7901290192 

90-348 

7901180166 

90- 

-348 

7901100897 

90-348 

7901080168 

90- 

-348 

7901160156 

90 

-348 

7901100284 

90' 

-340 

7901030086 

90-313 

7901100896 

90- 

-348 

7901150060 

90-340 

7901170176 

90- 

-340 

7901170811 

90-340 

7901230140 

90- 

-340 

7901090199 

90-340 

7901030069 

90-388 

7901240171 

90- 

-360 

7901290169 

90-313 

7901040094 

90-360 

7901840169 

90- 

-360 

7901290164 

90-313 

7901 laoiB? 

90-847 

790iOaOOB3 

90-360 

7901190067 

90-360 

7901190071 

90-360 

7901190077 

90-360 

7901 1900BO 

50 

-360 

7901 1 900B3 

90-360 

7901890093 

90- 

-360 

7901240194 

90- 

-313 

7901240199 

90-313 

7901300064 

50-360 

7901300066 

90-360 

7901300068 

SO- 

-360 

7901300070 

90-368 

7901840197 

SO- 

-313 

7901S40S01 

50-313 

7901840166 

50- 

-360 

7901840160 

90-368 

7901860194 

50-360 

7901310043 

90-360 

7901310045 

90-360 

7901310092 

90-360 

7901310096 

90- 

-360 

7901170009 

90-360 

7901 100889 

SO- 

-980 

7901190076 

SO- 

-313 

7901150109 

90-313 

7901170178 

SC- 

-313 

7901170869 

90-313 

7901160199 

90-313 

7901840188 

90-313 

7901840186 

90-313 

7901300118 

90-313 

7901030192 

90-368 

7901100889 

90-368 

7901180149 

SC-368 

7901830838 

90-368 

7901840819 

SO- 

■313 

7901S40809 

SO' 

■313 


A2P8 - Arliona Futile Service Co 


BECO - Boeton Edleon Co 


BDE - Baltimore Oae b Electric Co 


CEIL - Comnenwaalth Edleon Co. 


7901040078 

7901040079 

7901180134 

7901080196 

7901040068 

79010B0196 

7901S401B1 

7901190138 

7901180133 

7901240184 

7901040079 

7901080200 

7901090841 

7901230898 

7901860199 

7901170830 

7901170887 

7901890197 

7901030117 

7901030113 

7901170191 

7901170194 

7901 8601 88 

7901860189 

7901880080 

7901190176 

7901090314 

7901890197 

7901830181 

7901300188 

7901170818 

7901 170889 

7901830149 

7901230178 

7901030111 

7901880070 

79011900S4 

7901190030 

7901030008 

7901030006 

7901080189 

7901080133 

7901080168 

7901080171 

7901190807 

7901030108 

7901100171 

7901100179 

7901100893 

7901100297 

7901 100863 

7901100267 

7901180101 

7901190138 

7901180190 

7901180194 

7901160862 

7901160367 

7901160884 

7901160SB7 

7901860199 

7901860198 

7901860803 

7901300093 

7901300098 

7901300100 

7901300101 

7901310187 

7901020441 

7901280093 

7901090199 

7901180149 

7901180189 

7901300069 

7901850149 

7901830888 

7901100184 

7901160898 

7901260848 

7901190119 

7901830161 

7901890003 

7901830191 

7901190113 

7901160890 

7901180183 


50-998 

90-988 

90-998 

90-988 

90-992 

90-988 

90-988 

90-998 

SO-998 

90-998 

90-988 

90-992 

90-598 

90-998 

90-998 

90-293 

90-293 

90-471 

50-893 

90-293 

90-293 

90-893 

90-893 

90-293 

90-893 

90-893 

90-471 

90-471 

90-293 

90-293 

90-893 

90-893 

90-293 

90-893 

90-317 

90-317 

90-317 

90-317 

90-317 

90-317 

90-318 

90-318 

90-317 

90-317 

90-317 

90-317 

90-318 

90-318 

90-318 

90-318 

90-317 

90-317 

90-317 

90-317 

90-317 

90-317 

90-318 

90-318 

90-318 

90-318 

90-318 

90-318 

90-318 

90-318 

90-318 

90-318 

90-318 

90-318 

90-317 

90-317 

90-317 

90-317 

90-317 

90-317 

90-317 

90-894 

90-373 

90-10 

90-494 

90-899 

90-373 

90-837 

90-10 

90-899 

90-10 

90-847 


7901180106 90-847 
7901180188 90-847 
7901160879 90-837 
7901160888 90-837 
7901160291 90-837 
7901160896 80-837 
7901 180101 90-894 
7901040803 90-894 
7901040136 90-869 
7901040143 90-869 
7901040119 90-894 
7901040124 90-894 
7901040134 90-304 
7901040137 90-304 
7901040147 90-304 
7901040149 90-304 
7901040131 90-869 



AVTMOR AFFIUIATION 


Utllitivsi Pauir Reactors 


C€IL - Coeimonueelth Edison Co. 


CEMY - Consolliiatsd Edison Co, 
York 


CORPORATE SOURCE INDEX 

ACCEBSION NO DOCKET NO AUTHOR AFFILIATION 


287 


ACCESSION NO DOCKET NO 


Utilities) Pouier Reaetori 


7901040139 

50-265 

CEPC 

7901040162 

50-295 

ei 

7901040163 

50-295 

COEC 

7901170440 

50-10 


7901040176 

50-295 


7901040179 

50-895 


7901040230 

50-10 


7901040193 

50-295 


7901040199 

50-895 


7901050130 

50-296 


7901160809 

50-295 

CLEl 

7901160215 

50-295 

Co 

7901100182 

50-373 


7901100251 

50-454 

CPC 

7901160279 

50-295 


7901160326 

50-295 


7901230102 

50-265 


7901260246 

50-454 


7901830139 

50-304 


7901830177 

50-265 


7901230292 

50-875 


7901230294 

50-895 


79012302B8 

50-293 


7901230290 

50-293 


7901230136 

50-304 


7901230216 

50-304 


7901230219 

50-304 


7901830809 

50-304 


7901830211 

50-304 


7901230197 

50-237 


7901230203 

50-237 


7901240811 

50-837 


7901240813 

50-837 


7901290263 

50-237 


7901290265 

50-837 


7901020114 

50-893 


7901090250 

50-293 


7901030091 

50-293 


7901100847 

50-837 


7901120131 

50-854 


7901230154 

50-373 


7901170256 

50-893 


7901190075 

50-237 


7901250174 

50-837 


7901820083 

50-854 


7901830246 

50-837 


7901840134 

50-854 


7901300063 



7901890809 

50-373 


7901150125 



7901310093 

50-296 


7901100213 

50-10 


7901890210 

50-10 


7901100213 

50-10 


7901890218 

30-10 


7901040053 

50-10 


7901090249 

50-10 


7901100213 

50-10 


7901800144 

50-155 


7901290210 

60-10 


7901170260 

50-373 


7901260103 

50-373 


7901100201 

50-10 


7701290310 



7901890313 



7901290351 



7901110130 

50-847 



790ii502BO 


7 R 0 i 0 B 019 a 

79010BO1B4 

7901000100 

7901830207 

7901110133 

7901160284 

7901230011 

7901170106 

7901230286 

79010B0130 

7901000139 

7901120124 

7901120128 

7901290167 

7901100167 

7901100170 

7901880119 

7901220122 

7901190084 

7901240187 

7901240191 

7901000101 

7901110130 

7901160222 

7901100861 

7901190096 

79011100B7 

7901160382 

7901290289 

7901290161 


50-247 

90-247 

90-247 

90-3 

90-247 

90-847 

50-247 

90-3 

90-3 

90-3 

90-3 

90-847 

90-247 

50-3 

90-247 

90-247 

90-247 

50-247 

90-3 

90-247 

90-847 

90-247 

90-247 

90-247 

90-847 

90-3 

90-247 

90-3 

90-3 


CPC - Cansutners Power Co 


CPU - Csrpline Powsr k Liilht Co 


7901100277 

10-359 

7901230100 

50-350 

7901100271 

50-358 

7901090156 

50-358 

7901110126 

50-358 

7901230185 

50-358 

7901240144 

50-350 

7901300155 

50-350 

7901190092 

50-440 

7901190088 

50-440 

7901160260 

50-255 

7901160271 

50-329 

7901020113 

50-855 

7901020096 

50-320 

7901100165 

50-329 

7901090247 

50-255 

7901160265 

50-265 

7901020100 

50-255 

7901100162 

50-329 

7901160264 

50-255 

7901180261 

50-324 

7901100100 

50-155 

7901050351 

50-255 

7901170028 

50-255 

7901100204 

50-255 

7901100174 

50-255 

7901100179 

50-255 

7901100220 

50-389 

7901100227 

50-329 

7901100206 

50-329 

7901120144 

50-255 

7901120149 

50-255 

7901120153 

50-255 

790U201SS 

50-255 

7901160244 

50-255 

7901160245 

30-255 

7901170155 

50-329 

7901220057 

50-329 

7901190104 

50-855 

790U90U0 

50-855 

7901820059 

50-389 

7901230287 

50-855 

7901230220 

50-855 

7901260163 

50-329 

7901300161 

50-855 

7901300165 

50-259 

7901310036 

50-259 

7901310090 

50-259 

7901310092 

90-859 

7901300119 

50-329 

7901160219 

50-159 

7901100100 

50-259 

7901160270 

50-329 

7901020135 

50-158 

7901030010 

50-159 

7901030220 

50-255 

7901080106 

50-255 

7901030068 

50-855 

7901090243 

50-895 

7901090244 

50-255 

7901160147 

50-259 

7901160256 

50-895 

7901180144 

90-155 

7901180146 

50-155 

7901190007 

90-195 

7901230206 

90-195 

7901230241 

90-295 

7901250162 

50-299 

7901290253 

50-299 

7901310029 

50-195 

7901310059 

90-199 

7901020095 

50-329 

7901180164 

50-329 

7901220085 

90-329 

7901190122 

50-324 

7901020170 

50-329 

7901000212 

50-325 


7401110115 

790 U 701 93 

7901170166 

7901290243 

7901300077 

7901840803 

7901170151 

7901170164 

7901120181 

7901 170480 

7901890407 

7901030077 

7901 030079 

7901030133 

7901030137 

7901030006 

7901030095 

79011B0099 

7901290404 

7901000140 

7901080145 

7901150078 

7901150092 


50-324 

50-324 

50-261 

50-400 

50-261 

50-325 

50-324 

50-861 

90-324 

50-324 

50-400 

90-261 

50-261 

90-324 

90-324 

90-325 

90-389 

90-400 

90-400 

90-325 

90-385 

90-384 



author affiuiation 

utilities. Pouar Reacton 
CPL - Carolina Power i< Light Co 


CVAP — Connecticut Yankee Atomic Power 
Co 


DAVF — Oairgland Power Cooperative 


DE - Detroit Edison Co 


OECO — Detroit Edison Co 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR 


ACCESSION NO 


/yuiisooua 

50- 

-325 

7901150006 

30-325 

7901 ISO 100 

50- 

-324 

7901150103 

50-324 

7901120118 

50- 

-324 

7901180119 

50-384 

7901170193 

50- 

-325 

7901170196 

50- 

-325 

7901190079 

50- 

-324 

7901190002 

50-324 

7901230134 

50- 

-324 

7901230130 

50-324 

7901230803 

50- 

-261 

7901230289 

50- 

-861 

7901830296 

50- 

■324 

7901830297 

50- 

-324 

7901230266 

50-384 

7901230870 

50- 

-324 

7901300100 

50-385 

7901300103 

50- 

-325 

7901300174 

50- 

-325 

7901300170 

50- 

■325 

7901100837 

50- 

■400 

7901170814 

50- 

•324 

7901240150 

50- 

•400 

7901290230 

50-400 

7901300175 

SO- 

■400 

7901000163 

SO- 

•324 

7901020166 

SO- 

■325 

7901030078 

SO- 

■324 

7901030211 

50- 

■324 

7901030217 

50- 

•324 

7901170229 

50- 

-324 

7901190119 

50- 

-324 

7901230168 

SO- 

-324 

7901260199 

SO- 

•325 

7901230263 

50- 

■324 

7901240195 

50- 

-384 

7901030206 

60- 

■261 

7901030225 

SO- 

-261 

7901240177 

SO- 

-261 

7901300074 

SO- 

-261 

7901110109 

SO- 

-324 

7901240176 

SO- 

•400 

7901120251 



790H0008S 

SO- 

-213 

7901160841 

SO- 

-213 

7901180154 

SO- 

-213 

7901160840 

SO- 

-813 

7901100158 

50- 

-213 

7901100010 

50- 

■213 

7901100008 

50- 

-213 

7901160233 

50-813 

7901180150 

50- 

-213 

7901190187 

50-813 

7901860210 

30- 

-213 

7901260212 

50-813 

7901310037 

50- 

-213 

7901310030 

50-213 

7901100070 

50- 

-213 

7901100060 

50-213 

79011 00800 

SO- 

-213 

7901860811 

SO- 

-213 

7901110001 

50-313 

7901120162 

50- 

-213 

7901110107 

80-409 

7901U0104 

50-409 

7901160148 

50-409 

7901280004 

50- 

-409 

7901890855 

50-409 

7901290208 

SO- 

-409 

7901890861 

SO- 

-409 

7901260190 

50-409 

7901890196 

SO- 

-409 

7901150093 

SO- 

-409 

7901240800 

90-409 

7901300151 

SO- 

-409 

7901170882 

SO 

-341 

7901040000 

SO 

-341 

7901100803 

60 

-341 

7901100100 

SO 

-341 

7901030516 

SO 

-341 

7901050150 

SO 

-341 

7901310033 

SO 

-341 

7901 1008 IB 

SO 

-341 

7901090159 

SO 

-341 

7901020090 

SO 

-341 

7901170436 

SO 

-341 


Utilities. Power Reactors 
DL - Duquesne Light Co 


DPC - Duke Power Co 


FPC - Florida Power Corp, 


7901150106 

7901860169 

7901300196 

7901150104 

7901020906 

790110017B 

7901100103 

7901100280 

7901180147 

7901160194 

7901160197 

7901860167 

7901890290 

7901290264 

7901290862 

7901290266 

7901290268 

7901890869 

7901310046 

7901310049 

7901310073 

7901300198 

7901030062 

7901 160834 

7901160278 

7901170161 

7901030017 

7901180079 

7901150844 

7901110194 

7901190057 

7901260177 

7901190053 

7901040269 

79011B0068 

7901100307 

7901040018 

7901050312 

7901080211 

7901100346 

7901 1004 IB 

7901100433 

7901040160 

7901040161 

7901100338 

7901110163 

7901180026 

7901120109 

79011201 13 

7901180122 

7901180126 

7901180318 

7901180127 

7901180189 

7901170394 

7901840168 

7901830192 

7901 8308 48 

7901830256 

7901230257 

7901230259 

7901830862 

7901230267 

7901230272 

7901240160 

7901310040 

7901310042 

7901290143 

7901100259 

7901030005 

790110019B 

7901170162 

7901260176 

7901040046 

790U0019B 

7901170158 

7901830146 

7901310032 

7901300054 

7901290228 

790124014B 

7901300122 

7901300121 

7901230277 

7901150124 

7901150122 

7901160232 

7901110160 

7901090196 

7901090107 

7901090104 

7901090191 

7901150109 

7901160114 

7901150107 

7901150111 

7901160253 

7901160230 

7901160251 

7901240139 

7901260145 

7901240183 

7901860141 


DOCKET NO 


50-334 

50-412 

50-334 

50-334 

50-334 

50-334 

50-334 

50-334 

50-334 

50-334 

50-334 

SO-412 

50-334 

50-334 

50-334 

50-334 

50-334 

80-334 

50-334 

50-334 

50-334 

50-334 

80-334 

50-334 

50-334 

80-869 

50-480 

50-488 

70-8623 

70-8623 

50-269 

50-869 

50-269 

50-269 

80-869 

80-491 

50-369 

50-369 

50-369 

80-269 

50-869 

80-869 

50-807 

50-207 

50-269 

50-869 

50-369 

50-807 

50-807 

50-287 

50-287 

50-369 

50-207 

50-287 

60-269 

50-207 

50-207 

50-287 

50-270 

50-269 

50-270 

50-269 

50-287 

50-207 

50-287 

50-207 

50-287 

50-269 

50-409 

50-269 

50-269 

50-269 

50-269 

60-269 

50-269 

50-269 

30-869 

50-869 

50-369 

60-369 

60-400 

50-302 

50-302 

50-302 

50-302 

50-308 

60-308 

60-308 

50-308 

50-308 

50-308 

50-308 

60-308 

60-302 

50-308 

50-308 

50-308 

50-308 

50-308 

50-308 

50-308 

50-308 

50-308 


CORPORATE SOURCE INDEX 


269 


AUTHOR AFFILIATION 


ACCESSION NO ‘dOCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


Utllltiesa Pou«r Riiactars 


PouBr R»actori 


FPC ~ Florida Powar Corp 


FPL — Florida Power fc Light Co 


DAP - Ooorgla Powar Co 


( 


I 

\ 

? 


I 


I 


7901890817 

30-302 

QAP - Oiorgla Pouar Co 

7901290839 

90-302 

7901890849 

90-302 


7901390234 

90-302 


7901270214 

90-302 

OPU - OPU Service Corp 

7901890247 

90-302 

7901310057 

90-302 

OBU - Oulf States Utilities Co 

7901310059 

90-308 

HUP - Houitan Lighting (■ Pouir Co 

7901300180 

90-308 

7901180138 

90-308 


7901170172 

90-308 


7901180177 

90-308 


7901230873 

90-308 


7901830249 

90-308 


7901890198 

90-890 

lELP - loua Electric Light It Power Co 

7901300137 

90-880 

7901190048 

50-339 


7901190117 

50-850 


7901040194 

90-335 


7901040157 

80-335 


7901090583 

90-335 


7901000157 

90-335 


7901000161 

90-335 


7901020484 

90-339 


7901000163 

90-339 


7901000166 

90-339 

IHPR - Indiena (i Michigan Power Co 

790U10137 

90-303 

7901100058 

90-390 


7901030187 

90-339 


7901030130 

90-339 


7901170430 

90-890 


7901190136 

90-339 


7901190139 

80-339 


7901890205 

90-33 9 


7901290808 

90-339 


7901100800 

90-250 


790U80316 

90-389 


7901170381 

90-389 


7901310070 

50-890 


7901180143 

90-339 


7901890193 

50-890 


7901300133 

50-280 


7901090199 

90-338 


7901090BB9 

90-338 


7901840174 

90-338 


7901090837 

79018903BO 

80-280 


7012200111 

30-366 


7901030819 

50-366 


7901100167 

50-366 


7901100878 

50-321 


7013880104 

50-366 


7901100166 

90-366 


7901100869 

50-321 


7901030099 

90-366 

JCPL - Uerseg Central Power Light Co 

7901030107 

90-366 

7901030116 

50-366 


7901030180 

50-366 


7901030183 

50-366 


7901030128 

50-366 


7901030216 

50-321 


7901030221 

50-321 


7901100239 

90-321 


7901100248 

80-321 


7901100260 

90-366 


79011 00866 

90-366 


7901090108 

50-366 


7901170361 

90-321 


790U80J17 

90-366 


7901880080 

50-366 


7901820085 

80-366 


7901 S 20061 

80-321 


790 IS 20066 

80-321 


7901820100 

80-366 


7901220104 

80-366 


7901300091 

80-366 


7901300096 

80-366 


7901300100 

80-366 


7901300113 

80-366 


7901300138 

90-321 


7901300136 

90-321 


7901300149 

90-366 


7901300180 

80-366 

KSOE - Ktnses Oat t< Electric Co 

7901300167 

90-366 


7901300171 

80-366 

LAPL - Loirleiana Power (i Light Co 

7901300176 

80-366 


7901300179 

80-366 


7901300067 

80-321 


7901300069 

80-321 


7901300003 

80-366 


7901300006 

80-366 


7901890182 

80-484 


7901170335 

80-321 


7901180005 

80-321 


7901180129 

80-321 


7901890181 

80-366 


79011 80869 

30-381 


7901890161 

50-321 


7901030213 

30-366 


7901160100 

80-321 


7901100153 

80-366 


7901100143 

80-321 


7901320063 

80-321 



7901340161 
79O1B901SO 
79O1S90S91 
7901160190 
7901390223 
7901390337 
7901030119 
7901040196 
7901170361 
7901040193 
7901 180099 
7901390364 
7901 I 703 5B 
7901160339 
7901 190062 
7901 1900 SB 
7901 1B0113 
7901300079 
79O1300DB2 
7901 0401 SS 
7901030300 
7901 160861 
7901190134 
7901030039 
7901090846 


90-381 

90-331 

90-321 

90-321 

90-889 

90-330 

90-910 

80-493 

90-466 

90-498 

50-466 

S0-49B 

50-466 

90-466 

90-331 

90-331 

90-331 

90-331 

50-331 

90-331 

90-331 

30-331 

90-331 

50-331 

50-331 


7901170845 

790U7037I 

7901170340 

7901170370 

7901030140 

7901030149 

7901090179 

79010901 BO 

79011SOOB7 

7901190098 

7901190139 

7901190137 

7901330112 

7901320117 

7901330123 

7901330127 

7901320132 

7901820137 

7901260164 

7901260168 

7901360171 

7901360174 

7901 2901 9'7 

7901290801 

790 1 890803 

7901030066 

7901100834 

7901290260 

7901260149 

7901290219 

7901080133 

7901820139 

7901030210 

7901080131 

7901030118 

7901030119 

7901030149 

7901030189 

7901090175 

7901090177 

7901090173 

7901090176 

7901120137 

7901120139 

7901160203 

7901160206 

7901160191 

7901160195 

7901 170200 

7901170208 

7901 1 70280 

7901 170294 

7901220126 

7901080065 

7901300163 

7901290218 

7901300143 

7901 1B01S6 

7901 1B0Q81 

7901230199 

7901040090 

7901170232 

7901030033 

7901030060 

7901040088 

7901250286 

7901170228 

7901230186 

7901240193 


80-315 

90-316 

90-319 

90-316 

90-316 

90-316 

90-316 

90-316 

90-316 

90-316 

30-319 

90-319 

50-319 

90-319 

90-319 

90-319 

90-319 

90-319 

90-316 

90-316 

50-316 

50-316 

90-319 

90-318 

SO-318 

90-318 

90-318 

90-318 

90-318 

50-219 

50-219 

50-219 

50-219 

50-319 

90-319 

50-219 

50-219 

90-219 

50-219 

90-219 

90-219 

90-219 

80-219 

90-219 

90-219 

90-219 

90-219 

80-219 

80-219 

80-219 

80-819 

80-219 

80-219 

80-819 

90-819 

80-219 

50-819 

80-462 

80-488 

80-388 

80-388 

80-388 

80-388 

80-388 

80-308 

80-388 

50-302 

80-388 

80-388 
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AUTHOR affiliation 


Poutr Riactors 


LIL - Long- Itlinil Lighting Co 


HEED ~ Matropotitan Edison Co 


HFL - Mississippi Pousr ti Light Co 


HYAP - Mains Yankss Atomic Powtr Co 


NENE - Northsast Nuclsar Ensrgu Co 
(Northiast Utllitlss} 

NENP - Nstai England Pousr Co 


NEUT - Northsast Utllitlis 


NEUT - Northsast UtiUtlss 


CORPORATE SOURCE INDEX 

ACCEBSIDN NO DOCKET NO AUTHOR AFFILIATION 


ACCEflOIDN NO, DOCKET No 


7901040014 

50-322 

7901080199 

30-816 

7901030085 

50-322 

7901100172 

80-322 

7901030067 

80-322 

7901100223 

80-322 

770U60172 

SO-322 

7901100172 

50-322 

7901300092 

80-322 

7901230239 

80-916 

7901170216 

SO-322 

7901050146 

80-320 

7901150072 

SO-289 

7901100142 

80-289 

7901190115 

80-320 

790113009S 

50-209 

7701180141 

50-289 

7901030100 

50-320 

7901030109 

50-320 

7901100288 

50-320 

79DJ10D392 

50-320 

7901100235 

50-320 

7901 100240 

80-320 

7901190113 

80-320 

7901230265 

80-320 

7901230269 

50-320 

7901300075 

50-289 

7901300000 

50-289 

7901050130 

80-289 

7901030074 

80-289 

7901030081 

50-209 

7901030087 

50-289 

7901030003 

50-289 

7901100163 

50-289 

7901030072 

50-209 

7901100243 

50-289 

7901150068 

50-289 

790116019? 

50-289 

790 12601 00 

80-209 

7901290191 

80-289 

7901300131 

80-320 

7901050143 

50-320 

7901090194 

50-320 

7901190116 

80-320 

7901050225 

30-416 

7901310025 

50-416 

7901190252 

50-416 

7901220306 

80-416 

7901160218 

80-416 

7901310024 

80-416 

7901190101 

80-416 

7901170207 

50-309 

7901170204 

80-309 

7901030114 

50-309 

7901030121 

80-309 

7901230235 

80-309 

7901230236 

80-309 

7901230199 

80-309 

7901230202 

80-309 

7901020320 

71-6874 

7901110106 

80-309 

7901180165 

80-309 

7901190089 

80-309 

7901030018 

80-309 

7901100057 

80-248 

7901050183 

90-868 

7901040066 

50-860 

7901120121 

80-860 

7901290284 

30-860 

7901290213 

80-860 

7901030084 

80-245 

7901160237 

Sd-336 

7901190126 

80-248 

7901160289 

80-336 

790 10801 88 

90-336 

7901280140 

50-336 

7901030047 


7901160236 

80-336 

7901190124 

80-248 

7901030160 

90-336 

7901030164 

30-336 

7901090211 

80-336 

7901090216 

90-336 

7901120098 

90-249 

7901100163 

90-249 

7901100164 

90-249 

7901230228 

80-248 

7901230226 

90-249 

7901240138 

90-249 

7901240142 

90-249 

7901040333 

71-9096 

7901100060 

71-9129 

7901310016 

71-9111 

7901030196 

90-336 

7901090184 

90-336 

7901090254 

90-336 

7901160287 

80-336 

7901160231 

90-336 

7901240208 

30-336 

7901300108 

90-336 

7901120151 

90-249 


UttUtlss/ Pousr Raactors 

NIPS - Northarn Indiana Public Strvies 
Co 


NMP - Niagara Mohauk Pousr Corp 


NPPD - Nabraska' Public Pousr District 


NBP - Northarn Statss Pousr Co, 


Nyeo - Nsu York Stats Elsctrlc l< 9ai 
Corp 


DEC - Ohio Edison Co, 

OPPD - Omaha Public Pousr District 


I 


7901190094 

7901190093 

7901110324 

7901020261 

7901020149 

7901100270 

7901190118 

7901220081 

7901300141 

7901190091 

7901100290 

7901090330 

7901040129 

7901160307 

7901190131 

7901160309 

7901020062 

7901100130 

7901100313 

7901090120 

7901090124 

7901040043 

7901080180 

7901040 070 

7901040121 

7901090149 

7901160179 

790I1900B6 

7901290236 

7901100297 

7901100299 

7901120136 

7901120138 

7901120130 

7901120132 

7901300104 

7901300107 

7901170324 

7901300116 

7901300117 

7901100233 

7901100198 

7901170149 

7901100170 

7901120129 

7901240206 

7901180196 

7901110082 

7901190096 

7901160308 

7901110080 

7901190093 

7901030128 

7901030132 

7901090242 

7901070249 

7901300160 

7901300169 

7901090394 

7901160100 

7901110047 

7901030219 

7901100268 

7901090198 

7901100294 

7901110009 

7901160304 

7901110124 

7901160239 

7901160242, 

7901160210' 

7901180191 

7901260197 

7901230166 

790111011^ 
7901290143 
7901110100 
7901290141 
7901100298 
7901160176 
7901230163 
7901030107 
7901240202 
7901 190127 
7901170293 
7901230293 
7901190126 
7901030104 
7901030110 
79oia902;;t6 
7901090200 
7901100270 
7901100200 
7901170202 
7901170200 
7901300197 
7901300147 
7901100091 
7901000403 
7901040074 
7901030090 


90-367 

90-367 
90-367 
90-367 
90-367 
90-367 
;! 0-367 
90-367 
90-367 
90-367 
90-367 
90-220 
90-220 
90-220 
90-220 
90-220 
90-220 
90-220 
90-419 
90-220 
90-220 
'90-410 
90-220 
1 90-220 
90-220 
90-220 
90-220 
90-220 
90-220 
90-298 
90-290 
90-298 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-290 
90-263 
90-202 
90-263 
90-263 
90-202 
90-263 
90-263 
90-263 
90-263 
90-263 
90-306 
90-306 
90-202 
90-263 
90-263 
90-202 
90-202 
90-263 
90-263 
90-202 
90-263 
90-282 
90-282 
90-263 
90-282 
90-263 
90-282 
90-996 

90-996 
90-996 
90-996 
90-996 
90-996 
90-996 
90-996 
90-900 
90-900 
90-209 
90-209 
90-209 
00-289 
90-209 
90-209 
90-269 
90-209 
00-209 
90-209 
90-209 
90-209 
90-209 
00-209 , 
90-209 
90-200 
00-200 
90-209 



AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 

author affiliation 


271 


ACCESSION NO DOCKET NO 


Utllltltst Pou*r fiaaetors 


OPPD — Omaha Public Poutp Oiatrlct 
PAON - Pouar Authority Stata o# Nau York 


7901030071 
79011 10097 
7901190101 
7901110113 
7901 1 S0073 
7901180162 
7901220089 
7901110110 
7901190069 
7901110100 
79011B0249 
7901180372 
7901180244 
7901040247 
7901220096 
7901030126 
7901030131 
7901030139 
7901030143 
7901030144 
790103014B 
7901030190 
7901030192 
7901030186 
7901030162 
7901030169 
7901030170 
79010301B2 
7901030106 
7901000141 
7901080146 
79010B0150 
79010001 S4 
7901080173 
7901000176 
7901000177 
7901080102 
7901090289 
7901090260 
7901110086 
7901110092 
7901110102 
7901220113 
7901220116 
7901220062 
7901220064 
7901220094 
7901230247 
7901230284 
7901240179 
7901240173 
7901250199 
7901250159 
7901260181 
7901260180 
7901260202 
7901260209 
7901300071 
7901300072 
7901100105 
7901150190 
7901290314 
7901150090 
7901100160 
7901170147 
7901170267 
7901100160 
7901220007 
7901260179 


90-289 

90-205 

90-333 

50-206 

90-333 

90-333 

50-333 

90-206 

90-333 

90-333 

50-333 

50-333 

SO-333 

50-333 

50-333 

50-333 

90-333 

90-333 

50-333 

90-333 

90-333 

50-333 

50-333 

50-333 

50-333 

90-333 

80-333 

90-333 

90-333 

90-333 

90-333 

50-333 

50-333 

50-333 

50-333 

90-333 

50-333 

50-333 

50-333 

50-333 

50-333 

50-333 

90-333 

50-333 

90-333 

90-333 

90-333 

50-333 

50-333 

50-333 

50-333 

90-333 

50-333 

90-333 

90-333 

90-333 

90-333 

50-333 

90-333 

90-286 

90-206 

71-6574 

90-333 

50-333 

90-333 

90-333 

50-333 

90-333 

50-333 


PECO - Phlladalphia Elacbrlc Co. 


PEP - Pobomae ElaetMc Pouiap Co. 
POE - Pacific Obi & Elactrlc Co 


7901230270 90-286 
7901100219 50-206 
7901300093 50-206 
7901020157 90-549 
7901090196 90-277 
7901230107 90-277 
7901160196 50-463 
7901160190 80-463 
79011602D1 90-463 
7901160220 50-277 
7901170237 90-277 
7901260104 90-277 
7901170234 90-277 
7901100296 50-392 
7901110D17 50-332 
7901100230 90-277 
7901220153 90-277 
7901220090 90-277 
7901220143 90-277 
7901190003 90-277 
7901190098 90-27B 
7901230170 90-277 
7901290166 90-277 
7901290169 90-277 
7901290171 90-277 
7901300140 90-277 
7901020078 90-277 
7901160214 90-277 
7901260170 90-277 
7901090192 50-277 
7901100236 90-277 
7901230223 90-448 
7901160163 90-279 
7901190241 90-279 


Utililla*, Poiuir Reactor* 


POE - Pacific e„ & Electric Co 7901030043 50-279 

7901160216 90-279 

790U60ai2 50-279 

7901020410 
7901100122 50-279 

790116020B 50-279 

7901160295 50-133 

7901160294 50-275 

7901250342 
7901300109 50-275 

7901150050 
7901040105 
79011B026B 50-275 

7901160254 50-133 

7901020290 50-275 

7901050200 50-279 

7901170233 90-133 

7901170236 50-133 

7901300106 50-275 

7901290296 50-133 

7901160290 90-279 

7901170237 90-279 

7901150230 50-279 

7901230149 50-279 

7901230147 90-279 

7901260106 90-275 

7901290267 30-273 

7901220047 50-275 

7901160202 90-275 

7901170169 50-275 

7901170189 30-273 

7901300154 50-279 

79011B0120 50-279 

POOE - Portland Oentral Elactrlc Co 7901000152 90-344 

7901000140 50-344 

7901040191 50-344 

79011600B4 50-344 

7901150120 50-334 

7901170246 50-344 

7901260127 50-344 

7901190131 90-344 

7901260264 90-344 

7901020273 50-344 

7901170389 90-344 

7901020273 90-344 

7901 1703B9 90-344 

7901020273 50-344 

7901170309 90-344 

7901170242 50-344 

7901030177 90-344 

7901030190 90-344 

7901030203 90-344 

7901030210 90-344 

7901100244 50-344 

7901100246 50-344 

« 7901030049 50-344 

7901040067 50-344 

7901040142 90-344 

7901100273 50-344 

7901090204 50-344 

7901150117 50-334 

7901190123 50-344 

7901230143 50-344 

7901230281 50-344 

7901310041 50-344 

7901290304 

PPL - Penniulvanla Pouir fc Light Co 7901230194 50-307 

7901260061 50-387 

7901250099 90-387 

7901150030 50-307 

7901090411 90-307 

7901190096 50-307 

7901230109 50-387 

7901040253 50-387 

7901240111 50-387 

PSC - Public Sirvlca Cp of Cdlorado 7901090251 50-267 

7901150110 50-267 

7901310061 50-267 

790130015B 90-267 

7901000199 90-267 

7901150100 50-267 

7901190017 90-267 

7901170377 90-267 

7901030222 50-267 

7901030227 50-267 

79011S0063 50-267 

7901190065 90-267 

7901230260 90-267 

7901230260 50-267 

7901300007 50-267 

7901300090 90-267 

7901300110 90-267 

7901300112 50-267 

7901300094 50-267 

7901300099 90-267 

7901300164 90-267 

7901300170 90-267 

7901300199 90-267 

7901090240 50-267 

7901100231 90-267 

7901180172 90-267 

7901300149 90-267 

7901160173 90-267 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACLESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


Utilitioi Pouer Raactors 


UtllUiesi Pouer Reactor* 


P8C - Public Sirvtce Co of Colorado 

PSEO - Public Service Electric & Oas Co 
of Neu Jereeij 


PSIN - Public Service Co of Itidianai 
(nc 

PSNH - Public Service Co of Neu 
Hampshire 


P3NM - Public Service Co of Neu Hexico 
PSOK - Public Service Co of Oklahoma 


PSPL ' Pupet Sound Pouer Ic Ll^ht Co 


ROE - Rochester Gas (c Electric Corp 


SCE - Southern Callfornta Edison Co 


7901110090 

90-247 

7901140171 

90-247 

7901310050 

90-247 

7901160269 

90-272 

7901260173 

90-272 

7901030199 

90-272 

7901030013 

90-272 

7901140240 

90-272 

7901020213 

90-394 

7901020050 

50-272 

7901030076 

90-272 

7901020114 

50-272 

7901020128 

50-272 

7901020152 

50-272 

7901020154 

90-272 

7901030159 

90-272 

7901030173 

90-272 

7901090214 

50-272 

7901090224 

50-272 

7901090105 

50-272 

7901090193 

90-272 

7901140204 

50-272 

7901140205 

50-272 

7901160273 

50-272 

7901160277 

50-272 

7701220091 

90-272 

7901220095 

90-272 

7901230155 

50-272 

7901230160 

50-272 

7901240128 

50-272 

7901240130 

90-272 

7901260204 

90-272 

7901240200 

90-272 

7901290221 

90-272 

7901290223 

50-272 

79011901B4 

70-2050 

7901140145 

90-272 

7901170219 

50-272 

790t0BDi51 

50-272 

79010B0142 

90-272 

7901090239 

90-272 

7901230179 

90-272 

7901170159 

90-272 

7901230140 

90-272 

7901300041 

30-272 

7901020104 

50-272 

7901090150 

50-311 

7901090142 

90-31 1 

7901100264 

90-31 1 

7901220101 

90-311 

7901240179 

90-311 

790UB0119 

50-944 

7901030037 

50-443 

7901 1 10306 

90-443 

7901180134 

50-443 

7901170213 


7901100265 

90-554 

7901150091 

50-354 

7901020159 

90-594 

7901040132 

90-954 

7901290173 

50-522 

7901090201 

90-922 

7901140140 

50-522 

7901170230 

50-522 

7901170259 

50-922 

7901170154 

50-522 

79012S0170 

90-922 

7901050201 

50-244 

7901050293 

90-244 

7901140013 

90-244 

7901140120 

90-244 

7901150121 

90-244 

7901190123 

90-244 

7901290237 

50-244 

7901290242 

50-244 

7901300078 

90-244 

7901300001 

90-244 

7901300135 

90-244 

7901300139 

90-244 

7901030102 

90-244 

7901220040 

90-317 

7901310024 

50-244 

7901240)02 

50-244 

79010B0139 

90-244 

7901240201 

50-244 

7901240042 


7901 180304 


79011B0374 


7901100279 

90-204 

7901230231 

90-341 

7901 100274 

50-204 

7901240210 

90-399 

7901290292 

90-204 

7901140289 

90-206 

7901160299 

90-204 

7901090183 

30-204 

7901090189 

90-204 

7901230230 

50-341 

7901240161 

90-204 


SCE - Southern California Edison Co 79012401A3 !^t)-a04 

7901030014 S0-3AI 

79010S01d>7 SO-aOA 

790ii7oaai 5o-ao* 

7901190180 ao-ao6 

790 1 330833 90-204 

7901330243 30-804 

7901240194 90-204 

7901300111 90-804 

7901090191 90-341 

SCEO - South Carolina Electric U Gas Co 79011B0149 90-399 

7901090394 90-399 

7901290147 30-399 

7901240191 90-399 

7901390394 90-399 

7901310039 90-399 

7901100217 90-399 

79011B014B 30-399 

7901230074 90-399 

7901240209 90-399 

SDOE - Sen Diego Gas 4 Electric Co 7901100233 90-804 

SHUD - SacramentD Municipal Utility 7901230079 90-312 

District 

7901220073 30-312 

7901290304 90-312 

790U40147 90-312 

7901230249 90-312 

7901230291 90-312 

7901240170 90-312 

7901240172 30-312 

7901070223 90-312 

7901190044 90-312 

7901240190 90-312 

TOED - Toledo Edison Co 7901140194 bo-344 

79011B0141 90-344 

7901190129 90-344 

7901190120 90-344 

7901140144 90-344 

7901140140 90-344 

7901090181 90-344 

7901030144 90-344 

7901030194 90-344 

7901030137 90-344 

7901030143 90-34^ 

7901090178 90-344 

7901140161 90-344 

7901090207 30-344 

7901090210 30-344 

7901140190 90-344 

7901090200 90-344 

7901090213 90-346 

7901120094 90-344 

7901120099 30-344 

7901120142 30-344 

7901120140 90-344 

7901120141 90-344 

7901120179 90-344 

7901120170 90-346 

7901930214 90-344 

7901140107 90-344 

7901140169 90-344 

7901140244 30-344 

7901140240 90-344 

790119t)109 90-344 

7901290137 90-346 

7901230140 90-346 

7901030099 90-346 

7901180179 90-344 

7901030231 90-346 

7901190094 90-344 

7901100199 90-346 

7901310044 90-344 

7901190000 90-346 

7901020172 90-900 

TU - Texas Utilities Co. 7901020093 90-449 

7901190077 90-449 

7901040074 90-449 

7901290270 90-449 

TUQC - Texas Utilities Oenaratlng Co 7901020179 90-449 

7901300040 90-449 

7901170333 50-449 

7901020173 90-449 

7901300097 30-449 

7901300182 90-449 

TVA - Tennessee Valley Authority 7901090203 90~aS9 

7901240191 90-289 

7901090100 90-327 

7901240214 90-438 

7901090104 90-327 

7901190038 00-918 

7901290097 30-327 

7901290033 90-327 

7901220147 00-918 

7901020191 90-944 

7901040109 30-327 

7901040139 90-327 

7901240277 90-327 

7901290119 90-327 

7901310099 90-390 

7901290087 90-327 

7901180107 90-910 

7901300130 90-438 

7901140249 90-299 



AUTHOR affiliation 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION 
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accession no docket no 


Utllitleif PauiBr Rsactort 
TVA - TBnne»»BO Ualley Authorltg 


UNE - Union Eloetrlt Co. 

UEPC - Virginia Eloetrte »i Pouior 


Co 


7901340343 
79012SOOS9 
7901230154 
790123015B 
7901260194 
7901300153 
7901160347 
7901030107 
7901360213 
7901230118 
7901030103 
7901100003 
7901190033 
7901180020 
7901220301 
7901230094 
7901230030 
7901220144 
79010201 IS 
7901020123 
7901040127 
7901100216 
7901040039 
7901040120 
7901040129 
7901240273 
7901250103 
7901250214 
7901030147 
7901030133 
7901040114 
7901040132 
7901040126 
7901260133 
7901100214 
7901100291 
7901120141 
7901250084 
7901120140 
7901240351 
7901170215 
7901170223 
7901240342 
7901230003 
7901220110 
7901220103 
7901250151 
79D12S0136 
7901310030 
7901310053 
7901110146 
7901080244 
7901020145 
7901100254 
7901160221 
7901100131 
7901100173 
7901180104 
7901230222 
7901190129 
7901260140 
7901260193 
7901310027 
7901310095 
7901300134 
7901090200 
7901300130 
7901030057 
7901040073 
7901030156 
790110DP62 
7901150102 
7901160169 
790117016B 
7901220003 
79DJ2902S9 
7901100164 
7901230186 
7901030100 
7901100236 
7901100279 
7901100299 
7901100252 
7901100209 
7901180167 
7901180113 
7901160226 
7901170197 
7901190003 
7901840107 
7901240182 
7901240190 
7901230116 
7901240194 
7901300184 
7901300140 
7901030193 
7901120035 
7901290324 
7901160119 
7901130116 
7901130116 
7901190033 


80-327 

50-327 

50-327 

50-390 

50-390 

50-239 

50-327 

30-430 

50-327 

Sa-327 

50-259 

30-510 

50-318 

30-390 

30-327 

50-327 

30-510 

30-296 

50-296 

30-260 

30-239 

50-327 

50-327 

50-239 

30-327 

30-327 

80-327 

50-259 

50-239 

30-269 

50-260 

30-259 

50-260 

30-259 

50-296 

30-260 

50-327 

50-260 

80-390 

30-296 

50-896 

30-327 

30-327 

50-260 

50-260 

30-387 

50-390 

50-259 

50-430 

71-287 

71-6728 

50-366 

50-553 

50-289 

30-889 

50-387 

50-310 

50-510 

50-259 

30-327 

50-390 

50-327 

50-390 

30-438 

50-259 

50-239 

50-296 

50-259 

30-239 

30-296 

30-259 

30-239 

30-239 

50-296 

50-259 

30-430 

50-430 

30-390 

30-327 

30-566 

50-327 

50-327 

50-327 

50-327 

50-327 

50-327 

30-327 

50-387 

30-327 

50-390 

50-327 

50-387 

30-327 

50-327 

40-1341 


50-403 

30-200 

50-200 

50-200 


Ulilitlis* Power Reactors 


VEPC - Virginia Electric 6 Power Co 


VYNP - Vermont Yankae Nuclaar Power Corp 


7901230301 

7901190032 

7901050314 

7901290343 

7901100043 

7901220022 

7901250226 

790U20173 

7901250100 

7901040116 

7901020144 

7901020141 

7901000107 

7901000191 

7901090227 

7901090230 

7901090234 

7901090206 

7901090209 

790I09021S 

7901090221 

7901090233 

7901090202 

7901090220 

7901 1 00037 

7901190178 

7901090186 

7901090190 

7901090197 

7901150133 

7901220355 

7901250106 

7901220362 

7901250182 

7901100171 

7901100175 

7901290340 

7901300000 

7901190095 

7901190097 

7901190103 

7901 190107 

7901190111 

7901190114 

7901300004 

7901240199 

7901240204 

7901240809 

7901240814 

7901290001 

7901290224 

7901290220 

7901300059 

7901020156 

7901150136 

7901020150 

7901120146 

7901150080 

7901150112 

7901160243 

7901160177 

7901160850 

7901160300 

7901100147 

79OU0O157 

7901190134 

7901230107 

7901310039 

7901230834 

7901090850 

7901100174 

7901150136 

7901020150 

7901080139 

7901150000 

7901150112 

7901150119 

7901100147 

7901230307 

7901100887 

7901160243 

7901160177 

7901160250 

7901 1 60300 

7901 190134 

7901220073 

7901230107 

7901310039 

7901100201 

7901160306 

7901170843 

7901170239 

7901090217 

7901090225 

7901160301 

7901120136 

7901120139 

7901170190 

7901170203 

7901190106 

7901190109 

7901290216 

7901290219 


50-200 

30-330 

50-330 

50-338 

50-330 

30-339 

30-338 

30-339 

50-339 

30-200 

50-200 

30-200 

30-200 

30-200 

50-200 

30-200 

30-330 

50-330 

50-330 

30-330 

50-338 

50-330 

50-200 

50-330 

30-330 

30-280 

50-280 

50-280 

50-339 

50-339 

30-339 

50-339 

30-339 

50-200 

50-200 

50-330 

50-338 

30-330 

50-338 

30-330 

30-330 

50-330 

50-330 

30-330 

30-330 

50-330 

50-330 

50-330 

50-339 

50-330 

30-338 

30-339 

30-200 

30-200 

50-200 

50-200 

50-200 

30-200 

50-404 

50-330 

50-339 

50-330 

50-200 

30-404 

50-200 

50-404 

30-339 

30-200 

5Q-20O 

30-200 

50-280 

50-280 

50-280 

50-200 

50-280 

50-280 

30-200 

30-200 

30-330 

30-404 

30-338 

30-339 

30-338 

30-280 

50-33S 

30-404 

50-339 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 
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author AFFIUIATION 

Uttltfeifii Pau»r Reactors 


VYHP - Vermont Yantss Nuclear Power Corp 


UIEP - ulsconsin Electric Power Co 


MIPS - Uistoniin Public Service Corp 


NPPS - Mash Inp ton Public Power Supply 
Sv s t am 


YAS — Yankee Atomic Electric Co 


Reeaarck Institutions l< Labs 


Artfo-nne National Laboratory 


Batballe Memorial Instltutai Columbus 
Laboratories 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESBION NO DOCKET NO 


Rasaarch Institutions (i Labs 


7901000351 

50-371 

7901050017 

50-371 

7901100876 

50-271 

7901150061 

50-871 

7901330240 

50-871 

7901160159 

50-371 

7901160303 

50-271 

7901040118 

50-866 

7901120102 

30-866 

7901120100 

50-866 

7901040115 

50-266 

7901040144 

50-301 

7901040150 

50-301 

7901160263 

50-866 

7901160366 

50-366 

7901160213 

50-266 

7901160217 

50-266 

7901030191 

50-303 

7901030070 

30-266 

7901100882 

50-301 

7901000117 

30-266 

79011 50066 

50-366 

7901220097 

50-366 

7901030070 

50-366 

7901100808 

50-301 

7901880097 

50-366 

7901110035 


79011 60003 

50-305 

7901170852 

50-305 

7901170248 

50-305 

7901170170 

50-305 

7901170174 

50-305 

79013D0103 

50-305 

7901300106 

50-305 

7901300109 

50-305 

7901170030 

50-305 

790110Q2SS 

50-303 

7901160105 

30-397 

7901850153 

50-397 

7901350158 

50-397 

7901340331 

50-397 

7901840178 

50-397 

7901190074 


79010BO171 

50-397 

7901090805 

50-397 

7901160194 

50-397 

7901300133 

50-397 

7901160108 

30-397 

7901170134 

50-460 

7901170249 

50-29 

7901860039 

50-29 

7901170247 

50-89 

7901050097 

50-271 

7901030135 

30-29 

7901030142 

50-29 

7901030197 

30-39 

7901030802 

50-29 

7901090830 

50-29 

7901090840 

50-39 

7901180108 

50-39 

7901180101 

30-29 

790 13401 BO 

50-89 

7901 3401 B3 

50-89 

7901300073 

50-29 

7901300076 

50-39 

7901300085 

50-29 

7901300089 

50-39 

7901300097 

90-33 

7901300103 

50-89 

7901000011 

50-309 

7901110181 

90-89 

7901160157 

50-89 

7901330170 

50-89 

7901390333 

50-89 

7901390200 



7901340035 


7901 100468 


7901 160094 


7901840043 


7901 170353 


7901050396 


7901 180036 

40-8035 

7901 170094 

71-9006 

7901130343 


7901160137 


7901840029 


7901350349 


7901160111 


7901160375 


7901230016 


7901310065 


79013101 53 


7901190163 


7901180130 

70-8 

7901330396 


7901860839 



Battalia Memorial Institutar PaclFlc 7901160348 

Northwest Laboratory 

7901880399 
79011 90 04S 
7901110347 
7901110073 

Brook haven National Laboratory 7901080-314 

7901170368 
7901330109 
7901030000 
7901160300 
7901190099 
7901860343 
7901190130 
7901290066 
7901360 348 
7901360848 
7901390073 
7901860349 
7901390070 

Franklin Institute Research Laboratory 7901130333 

Hanforii Enylneorlng Development 7901160198 

Laboratory 

7901160133 

7901330019 

7901030077 

7901190019 

7901240094 

Inilustrlal Labs Inc 7901110079 

Idaho National Engineering Co 7901030398 

7901030080 

7901390068 

7901080044 

7901100468 


Japan Atomic Energy Raiearch tnst 
Kernforichungsientrum Karloruhe 

Lot Alamos Bciantlflc Laboratory 


Lawrence Livermore Laboratory 

Monsanto Research Corp. 

Naval Research Laboratory 
Oak Ridge National Laboratory 


Sand la Laboratories 


SoMthuest Research and Information 


7901890413 
7901040177 
7901090117 
7901100408 
7901330318 
7901340396 
7901330168 
7901100488 
7901330046 
7901830199 
7901330167 
7901310113 
7901310118 
7901310116 
7901030308 
7901030078 
7901030069 
7901180104 
7901100369 
7901390801 
7901170040 
7901160394 
7901160390 
7901030309 
7901390087 
7901080408 
790109O3B0 
7901170169 
7901310110 
7901020480 
7901090069 
7901080093 
7901160110 
790i030a07 
7901170076 
7901050008 
7901830178 
7901890060 
7901090046 
7901180061 
7901160338 
7901390039 
7901180107 
7901840309 
7901100477 
7901170011 
7901030309 
7901090339 
7901100314 
7901100316 
7901100336 
7901100379 
7901090336 
7901130199 
7901110096 
7901090407 
7901390398 
7901100448 
7901100499 
7901S6009S 
Canter 7901860393 


71-173 


90-244 

90-244 

90-247 

90-247 


71-397 


90-267 


71-24B 

71-248 

71-388 


90-366 

90-367 



author affiliation 


Atomic Safttu Baard<t> i, P«n#I(s} 

Atomic Safetg and Llcentlna Appeal Panel 


Atomic Safekg and Licensing Board Panel 


OPfiCB of Exec Dir Operation* (EDO) 

Office of the Executive Director for 
Op eratlon* 


CORPORATE SOURCE INDEX 
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ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


Advisory Commi t tee ( s) 


7901170000 
7901820140 
7901220371 
7901830367 
790 12 SOS 10 
790125019B 
7901120213 
7012140187 
7012800356 
7012220104 
7812220001 
7012220004 
7018220010 
7012380020 
7901030232 
7012280023 
7901020517 
7901040306 
7901080830 
7901020268 
7901020197 
7901020257 
7901020304 
7901110192 
7901190123 
7901130878 
790112001 1 
7901180852 
7901160399 
7901110204 
7901110295 
7901150011 
7901160339 
7901170064 
7901150211 
7901170006 
7901820001 
7901170027 
7901170018 
7901170074 
7901170347 
7901220007 
7901170405 
7901170415 
7901190218 
7901220003 
7901170344 
7901220012 
7901260204 
7901180294 
7901180300 
7901220004 
7901820015 
7901820037 
7901820270 
7901820330 
7901830348 
7901840806 
7901840890 
7901840380 
7901250063 
7901860196 
7901300005 
7901860800 
7901890333 
7901120044 
7901040068 
7901030056 
7901040858 
7901030084 
7901180181 


50-403 

50-275 

30-582 

30-354 

50-443 

50-443 

50-3 

SO- 27 5 

50-344 

50-275 

50-344 

50-329 

50-275 

30-272 

50-275 

27-39 

50-397 

50-400 

50-344 

50-522 

50-498 

50-510 

50-516 

50-566 

27-39 

50-341 

50-341 

50-275 

50-549 

50-400 

30-275 

30-389 

30-556 

30-275 

50-275 

50-556 

50-466 

50-266 

50-275 

70-2623 

30-466 

80-275 

50-322 

50-400 

50-273 

50-133 

50-387 

50-275 

50-498 

50-275 

50-329 

70-2623 

50-471 

50-70 

70-2623 

50-275 

30-443 

50-522 

50-549 

50-522 

50-387 

50-329 

50-389 

50-522 

50-400 

50-400 


7901190840 50-322 


7901830370 

7901110331 

7901850070 

7901290893 

7901120080 

7901030104 

7901020365 

7901170050 70-754 

7901100400 50-259 

7901020080 50-361 

7901160158 50-338 

790116033:6 

7901150251 50-295 

7901190152 50-272 

7901020885 SD-40O 

7901050881 

7901090049 

7901820184 

7901850076 


ACBS - Advliorg Committee on Reactor 7901280150 

Safeguards 

7901120196 

7901120198 

7901100309 

7901180195 

7901220176 

7901260003 

7901310101 50-311 

7901100401 

7901100351 

7901100308 

7901100316 

7901100382 

7901100350 

7901100319 

7901170029 

7901100386 


Atemic Safety Boardli) Ic PareMsl 


Atumlc Safety and Licensing Appeal Panel 7901080014 50-277 

7901030098 50-483 

7901050074 50-443 

7901020028 50-875 

7901020869 50-556 

7901080287 50-477 

7901110205 50-443 

7901120084 50-443 

7901150272 50-566 

7901110208 50-450 

7901170356 50-437 

EDO - Office of Admlnslratlon 


Office of Administration 


Division of Contract* 


Administrative Contracts Branch 


7901 16004B 
7901160010 
7901260217 
7901260816 
7901240254 
7901040313 
790 1240056 
7901110345 
79011 10834 
7901860044 
7901090116 
7901260026 
7901000089 
7901160373 
7901110335 
7901260121 
7901170039 
7901090120 
7901090185 
7901110387 
7901110381 
7901170443 
7901240053 
7901260055 
7901 1 1034 I 
79010200B9 
7901020094 
7901040023 
7901040085 
7901090113 
7901040890 
7901040296 
7901 110386 
7901 120063 
7901120063 
7901220161 
7901220164 
7901220170 
7901890105 
7901890099 
790129001} 
7901890015 


70-824 

70-364 

70-820 

50-255 


Research Contracts Branch 



corporate source index 

AUTHOR AFFILIATIOM ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESaiON NO DOCKET NO 


EDO — Office of Adminstration 


Retjarch Contracts Branch 79010S034I 

7901110331 

7901110348 

7901I103S1 

7901090217 

7901030379 

7901030378 

7901000016 

79010B0023 

7901080039 

79010B0094 

79010B0097 

79010B0217 

79010B0219 

7901190145 

7901190190 

7901390102 

7901030119 

7901190137 

7901190161 

7901260091 

7901080043 

7901090116 

7901190139 

7901110338 

7901110343 

7901050063 

7901040193 

7901040332 

7901040338 

7901080033 

7901190162 

7901290109 

7901110332 

7901190160 

7901260232 

7901260233 

7901290111 

7901290116 

7901260048 

7901260040 

7901260234 

7901260238 

7901260032 

7901260234 

7901260236 

7901260235 

7901260237 

7901110356 

Technical Assistance Contracts Branch 7901040311 

7901150233 

7901150239 

7901260060 

7901260230 

7901310069 

7901240038 

7901240044 

7901260020 

7901080026 

7901160371 

7901170036 

7901260117 

7901130249 

7901110313 

7901130243 

7901240046 

7901240030 

7901170442 

7901310068 

Division of Document Control 79D122000B 50-437 

7901180139 80-387 

7901220038 30-380 

7901220040 30-382 

7901220042 30-369 

7901180231 30-364 

7901180239 50-368 

7901180148 30-328 

7901180133 30-392 

7901220207 30-471 

7901180213 80-373 

7901180234 30-350 

7901100242 30-400 

7901180233 30-341 

7901180238 30-432 

7901180228 30-412 

7901220042 30-369 

7901220173 30-389 

7901180233 30-498 

7901220174 50-461 

7901220170 30-402 

7901220040 30-382 

7901220028 50-316 

7901180227 50-416 

7901220204 30-423 

7901180273 30-368 

7901220171 30-484 

7901220038 30-380 

7901220013 30-549 

7901180229 30-278 

7901180139 30-397 

7901220018 30-334 

7901220206 50-311 

7901180241 30-522 


EDO - Office of Admins tra t ion 


Division of Document Control 790122OS0B 30-483 

7901220033 30-361 

7701220010 30-393 

7901180270 30-382 

7901220033 30-361 

7901220173 30-500 

7901 I BO 150 50-533 
7901180232 30-566 

7901180240 50-438 

7901 180243 50-518 

7901180223 30-483 

7901180237 30-338 

79011B0273 80-404 

7901100210 30-302 

7901180230 30-460 

7901180236 30-308 

License Fee Management Branch 7901240283 71-6400 

7901240310 71-5805 

7901050050 70-1257 

7901250263 70-734 

7901050405 70-1308 

7901240098 70-925 

7901150170 40-8198 

7901050236 50-S45 

7901080004 70-25 

7901230016 50-255 

7901050191 60-325 

7901110054 80-335 

7901300086 50-250 

7901220203 50-321 

7901020278 50-336 

7901020308 50-243 

7901110044 30-336 

7901290310 30-280 

7901290383 30-338 

7901020110 70-8 

Division of Organliatlon and Personnel 7901080101 

Division of Hulss and Records 79010B0272 

7901050223 

7901050303 50-331 

7901050018 30-444 

7901040274 

7901080330 

7901090106 

7901100415 

7901170427 

7901 220 19B 

7901190220 

7901250021 

7901250028 

7901290021 

7901290274 

7901110155 

7901040268 

7901100449 

7901050104 

7901080001 

7901040263 

7901080344 

7901290394 

7901020002 50-448 

7901050170 30-388 

7901040112 
7901130154 
7901020027 
7901220106 
7901030236 50-436 

7901250074 

Division of Becilrlty 7901080095 


EDO - Office of International Programs 


Office of International Programs 7901020342 

7901110316 

7701120023 

7901230344 50-574 

7901250343 30-574 

7901250063 

7901020037 

7901030202 

7901080180 

7901290165 

7901290176 

7901180120 

7901240037 

7901100407 

7901230360 

7901890130 

7901030306 

7901240869 

7901240301 

7901050003 80-574 

7901100456 

7901290173 

7812190213 

7901050064 

7901110344 

7901030098 

7901080399 

7901080404 

7901850309 

7901120191 



CORPORATE SOURCE INDEX 


277 


AUTHOR AFrXUIATION 


EDO - orric* of Intornattonal ProjuBmi 

Aoslotiant: Dlroctor for Eiport/Import t< 
Intfrnational Bofopuarilo 


EDO -* Offlct nf E<»c Ltpal Olr 
Offica 'Of thi Extcullva Lagal Dlrictor 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


accession no 


EDO - Office of Ejec Legal Dli- 


7901110023 


7901020338 
7901040089 
790104030a 
7901040337 
7901040348 
7901000203 
7901000286 
7901110018 
7901110266 
7901110020 
7901110272 
7901 1 10269 
7901110279 
7901110202 

7901230341 70-2666 

7901230333 

7901230329 

7901230326 

7901230388 


7901830372 
7901240116 
7901230330 
7901230331 
7901240119 
7901240298 
7901290032 
7901290039 
7901290020 
7901310086 
7901310087 
7901310008 
78 12200309 
7901030337 
7901020196 
7901020397 
7901080362 
7901040389 
7901090006 
7901090009 
7901090011 
7901 100498 
7901 100467 
7901100469 
79O112D0B9 
7901180116 
7901120111 
7901840303 
7901240306 
7901240043 
7901240097 
7901290893 
7901290899 
7901260287 
7901890184 
7901290134 
7901290180 
7901110318 
7901000309 
7901110303 
7901240040 
7901240296 


7901170370 

90-344 

7901020098 

90-483 

7901020397 

90-341 

7901020273 

90-398 

7901110208 

90-437 

7901180883 

90-949 

7901110180 

50-443 

7901110203 

90-466 

7901110273 

90-338 

7901180228 

90-309 

7901190039 

60-949 

7901110886 

70-8683 

7901190058 

90-949 

7901190095 

50-820 

7901040060 

30-489 

7901040816 

50-389 

7901190141 

50-390 

7901170390 

90-983 

7901080849 

90-866 

7901100417 


7901840393 

90-996 

7901830369 

00-484 

7901840063 

90-338 

7901170483 

50-996 

7701830191 

90-536 

7901830201 

70-2736 

7901840346 

90-344 

7901250396 

90-498 

7901290399 

90-498 

7901840306 

90-403 

7901170133 

90-367 

7901190166 

70-8730 

7901190189 

70-2730 

7901840389 

90-922 

7901190863 



Office pf the Eiecutive Legal Director 79012203S8 

7901230044 
7901240336 
7901850323 
7901250001 
7901250103 
7901850167 
7901250241 
7901290178 
7901110045 
7901190225 
7901190230 
7901230160 
7901230251 
7901020523 
7901190271 
7901280349 
7901120033 
7901170042 
7901160030 
7901180272 
7901190021 
7901220320 
7901050030 
7901180113 
7901150147 
7901830013 
7901830014 
7901230017 
7901830019 
7901330021 
7901110890 
7901 190041 
7901 100366 
790123003B 
7901020268 
7901020312 
7901190271 
7901170048 
79011B0113 
7901280320 
7901190864 
7901280194 
7901190010 
7901220211 
7901230047 
7901180117 
7901230037 
7901220334 
7901230023 
7901830021 
7901030122 
7901180279 
7901170073 
7901180279 
7901 170367 
7901 190041 
7901230135 
7901110299 
7901050033 
7812210369 
7901190229 
7901250178 
7901190015 
7901110310 
7901090136 
790102004B 
7901180279 
7901190041 
79011702B5 
7901020291 
7901050019 
7901220369 
7901190230 
7901250279 
7901020013 
7901020005 
7901180117 
7901180136 
7901280099 
7901030088 
7901090375 
7901110081 
7901110029 
7901110141 
7901110147 
790112002B 
7901080039 
790122032B 
7901230336 
7901230339 
79013402B4 
7901190106 
7901230002 
7901230004 
7901230005 
7901230010 
7901230037 
7901230046 
7901250071 
7901290061 
7901290261 
7901020312 
7901020013 


DOCKET NO 


50-247 

50-437 

50-344 

90-549 

90-308 

50-33 B 

90-320 

27-39 

50-263 

90-86 1 

90-914 

50-344 

50-70 

90-346 

90-344 

27-39 

50-528 

50-344 

90-397 

50-263 

50-878 

50-496 

50-36B 

30-344 

50-445 

50-266 

90-819 

50-380 

50-466 

50-409 

50-380 

50-70 

50-466 

50-458 

30-556 

50-949 

90-344 

90-344 

90-344 

50-496 

90-341 

50-437 

50-437 

50-437 

50-477 

50-500 

90-358 

30-70 

50-910 

50-409 

50-328 

50-338 

70-2633 

90-338 

50-549 

30-70 

50-443 

50-328 

50-549 

90-471 

90-861 

90-471 

90-549 

90-220 

90-880 

90-338 

90-70 

50-344 

90-998 

90-914 

30-914 

70-2623 

30-361 

30-500 

70-2633 

50-369 

90-309 

50-593 

50-488 

50-491 

50-394 

50-593 

50-320 

50-330 

50-518 

50-389 

30-566 

50-556 

90-330 

90-437 

30-346 

30-443 

50-489 

30-398 

90-486 

50-389 

90-516 

50-336 

50-349 

70-8623 



AUTHOR affiliation 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCBBSIOM NO 


DO ~ OfFlct of e>«c Ltgsl Dir 


Offict of tnspoct ti Enforcimont 


Offlc* of thf Ejteutivo Logoi Director 


701281036? 

790108000S 

7901080117 

7901080S69 

7901190871 

7901110084 


80-471 

80-361 

80-361 

80-986 

50-344 

80-437 


HBarlng* Olviilen 
Anfcl— Triiot Divlfion 


EDO — Office of Kenagement It Program Anal gal a 


EDO — Office of State Pragrama 
Office of State Programa 


Office of Inapect ti Enforcamant 
Offico of tnapaction «t Enforcement 


Olvialon of Fuel Facllltg ti Matariala 

a*fotg 

Olvialon of Reactor Operatlona 
Inep eetlont 
NRC Regional Offlcea 
Region 1. Philadelphia. Office of the 
Director 


7901180033 

90-522 

7901180103 

50-376 

7901130006 

90-322 

7901170048 

50-344 

7901110049 

90-263 

7901180117 

50-300 

7901100872 

90-263 

7W1 190081 

50-872 

7901 190264 

50-341 

7901820184 

90-437 

7901220320 

90-496 

7901190829 

50-861 

7901040883 


79011001 13 

50-344 

7901180281 

50-828 

7901190036 

90-344 

7901190830 

90-914 

7901280324 


7901180136 

70-8623 

7901840309 

90-369 

7901180844 

50-448 

7901190147 

50-445 

7901170418 

50-596 

7901820079 

50-369 

7901220334 

50-70 

7901190010 

90-437 

7901280811 

90-437 

7901230013 

90-866 

7901230014 

50-219 

7901230017 

90-200 

7901230019 

90-466 

7901230021 

90-409 

7901830028 

50-510 

7901230029 

90-568 

7901230033 

30-440 

7901230037 

90-398 

7901230 03B 

80-482 

7901330047 

80-477 

79012S017B 

90-471 

7901250278 

90-914 

7901220142 


7901220146 


79Q125D087 

90-880 

7901110346 

90-400 

7901190872 

90-400 

7901230030 

90-400 

7901280064 

90-400 

7901230140 


7901100413 


7901110237 

50-847 

7901190187 

70-2738 

79O103Q0S9 

90-33B 

7901 100370 

90-367 

7901190263 


ala 


7901090402 


7901100004 


7901170398 


7901280043 


7901090058 


7901230360 


7901050289 


7901230396 


7901080063 

90-338 

7901040836 

80-879 

7901190164 


7901190199 

90-219 

7901190202 

80-819 

7901100436 

70-734 

7901080098 

70-371 

7901190194 

90-219 

7901080370 

90-309 

7901 100430 


7901 170388 


7901280134 


7901160333 

90-3 

7901030020 

80-317 

7901030018 

80-317 

7901 190818 

70-880 

7818110302 

90-388 

7901080136 

70-371 

7901 030090 

80-30 


Region 1. Philadelphia. 
Director 


flee of the 7901030238 
7901020100 
7901190206 
7901190011 
79D10S0186 
7901020301 


7901090387 
7901080060 
7901020914 
7901110139 
7901040107 
7901 100030 
7901190146 
7901IB0370 
7901170141 
7901190016 
7901 1701 3B 
7901170189 
7901110134 
7901110188 
7901190007 
7901190008 
7901040106 
7901040100 
7901040001 
7901190893 
7901190137 
7901030830 
7901030818 
7901160087 
7901030008 
7901030011 
7901030005 
7901030001 
7901160188 
7901030016 
7901030019 
7901100014 
7901080490 
7901190013 
7901030081 
7901180091 
7901030028 
7901180090 
7901030027 
7901180089 
7901030080 
7901030029 
7901030034 
7901100034 
7901100020 
7901030038 
7901100308 
7901180098 

7901030040 

7901040248 

7018110300 

7901030048 

7901110014 

7901100008 

7901030048 

7901100083 

7901080083 

7901080048 

7901030080 

7901100013 

7901030080 

7901100009 

7901160101 

7901030063 

7901100016 

7901030089 

7901OBOS47 

7901030009 

7901280139 

Region li Philadelphia. Reactor 7818810400 

Conatruction 6 Englnatrlng Support Branch 

7818110304 

7818810394 

7901040106 

7901080109 

7901030837 

7901030849 

79O1OS000B 

7901040108 

7901000190 

7901100037 

7901100470 

7901040006 

7901100049 

7901110828 

7901100306 

7901100471 

7901100349 

7901190087 

7901190088 

7901040104 

7901030847 

7901110888 

7901100304 

7901080299 


docket no 


30-6998 

80-877 

70-820 

30-8910 

90-880 

80-388 

70-687 

80-878 

30-848 

30-8810 

30-3196 

80-320 

70-364 

80-317 

70-8798 

80-334 

70-8798 

70-8798 

30-8910 

30-8810 

30-891 0 

30-8910 

30-3196 

30-3196 

70-139 

70-138 

70-364 

30-6998 

30-6998 

70-371 

80-293 

80-317 

80-317 

80-317 

80-317 

50-3 

80-213 

80-813 

80-334 

80-334 

30-334 

80-418 

80-819 

80-363 

80-388 

80-328 

80-889 

90r309 

80-249 

30-249 

90-423 

80-410 

90-410 

90-886 

50-333 

90-398 

90-877 

80-392 

80-392 

90-387 

90-387 

90-872 

80-872 

90-872 

90-31 1 

90-878 

90-443 

90-844 

90-844 

90-4Q9 

90-89 

90-871 

90-89 

90-398 

80-398 

90-392 

90-387 

90-311 

80-384 

90-363 

90-871 

90-418 

50-410 

90-333 

90-89 

90-409 

90-880 

90-219 

90-219 

90-443 

80-387 

90-213 

90-213 

90-418 

80-363 

80-219 

90-219 

80-388 



CORPORATE SOURCE INDEX 


279 


AUTHOR AFFILJATION 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO 


OfAIe# of In»p»ct b Enforcement 


Office of Inspect (■ Enforcement 


Region li Ptiilndelphiei Reactor 77010900S3 50-332 

Conitruction $< Engineering Support Branch 

7901220036 SO -322 
7901190236 50-322 

79010B0193 30-A10 

7901100046 SO-220 

7901100033 50-333 

7012210392 50-352 

7901180286 60-352 

7901040183 50-307 

7901040239 50-3B7 

7901180342 50-307 

7901820039 50-307 

7901020105 30-311 

7901030233 30-354 

7901020211 50-354 

I 7901020215 50-354 

7901100465 50-443 

7901050002 50-271 

7901100466 50-29 

Region 1. PhtU<)elphla> Fuel Facilltg 7901100024 50-213 

t( Heterlal* Safety Branch 

7901100028 50-213 

7901160107 50-244 

7901100077 50-213 

7901100078 50-813 

7901180254 50-333 

790UB02S9 50-333 

7901180376 50-333 

7901100377 50-333 

7901020189 70-371 

7901030264 30-240 

7901050023 50-271 

7901000304 50-410 

7901050025 50-271 

7901030118 50-844 

7901030115 50-240 

790)050389 70-687 

7901080818 50-2B9 

7901190262 70-135 

7901150265 70-135 

7901050032 50-245 

7901080280 70-1100 

7901020883 70-1100 

7901100441 50-311 

7901080388 50-334 

7901000384 50-334 

7901100326 70-33 

790119014B 70-364 

7901)80380 70-33 


Region i> Philadelphia. Reactor 
aperatlone Nuclear Support Branch 


7901190887 50-244 

79013100B4 50-8B6 

7901310085 30-266 

7901170303 30-13307 

7901170295 30-13307 

7901080261 30-240 

7901090249 30-840 

7901190858 70-139 

7901190142 70-364 

7901020276 70-1100 

7901080866 70-1100 

7901030818 40-8649 

7901100317 70-33 

7901180311 70-33 

7901090384 70-687 

7901090381 70-697 

7901020187 70-371 

79010801)2 70-371 

7901180366 50-317 

7901100021 90-213 

7901100073 50-813 

7901100064 50-813 

790U00099 90-213 

7901080328 90-334 

7901310072 90-334 

79010802)9 90-889 

7901030088 50-309 

7901080904 50-249 

7901090004 50-849 

7901080298 50-410 

7901)80852 50-333 

7901180373 90-333 

7901180248 90-333 

7901310083 50-806 

79011B0243 50-333 

7901180344 50-333 

7901180367 60-333 

7901100439 90-311 

7901030109 90-844 

7901190888 50-844 

7901030097 50-244 

790)090021 50-871 

7901090018 90-271 

7901020092 50-847 

7901080019 50-309 

7901000085 90-309 

7901020047 90-170 

7901080098 50-170 

7901080897 90-87t 

7901080858 50-871 


Region It Philadelphia. Reactor 7901080091 
Operetlon* Nuclear Support Branch 7901080158 

7901040254 
7901040859 
7901050326 
7901050328 
7901170308 
7901020449 
7901020456 
7901090190 
7901050345 
7901040138 
7901050367 
7901080071 
79010B0075 
7901020075 
7901040022 
7901040317 
7901040322 
7901080240 
7901190180 
7901190183 
7901110105 
7901110187 
7901100454 
7901220031 
7901220034 
7901100030 
79011 10011 
7901190219 
7901190224 
7901080060 
79011000BB 
7901100011 
7901100460 
7901110022 
7901180350 
7901180352 
7901190030 
7901190240 
7901190861 
7701180223 
7901180341 
7901110030 
7901150164 


7901080044 
7901020036 
7901100000 
7901190177 
7901220026 
7901220017 
7901190174 
7901020447 
7901040018 
7901190214 
790102043! 
7901310126 
7901 190198 
7901020086 
7901050364 
7901 190023 
7901 100086 
7901080068 
7901080094 
7901100820 
7901080061 
790 1 050324 
7901100025 
7901100450 
7901080183 
7901050342 
7901020097 
7901080175 
790 1 040249 
7901110016 


7901 190244 
7901040133 
7901090255 
7901080015 
7901020137 
7901110183 
7901000005 


Reglen 1. Philadelphia. Bafeguardi 
Branch 


7901110178 

7901160090 

7901020066 

7901040241 

7901050339 

7901090082 

7901190208 


docket ho 


50-277 

50-29 

50-333 

50-333 

50-320 

50-320 

30-13307 

50-317 

50-317 

50-220 

50-220 

50-193 

50-247 

60-219 

50-219 

50-311 

50-317 

50-277 

50-277 

50-244 

50-293 

50-293 

SO-29 

50-29 

50-289 

50-293 

50-293 

50-320 

SO-3U 

50-317 

50-317 

50-219 

50-334 

50-47 

50-277 

50-333 

50-277 

50-31 1 

50-247 

50-244 

50-3U 

50-219 

50-333 

50-219 

30-753 

50-170 

50-170 

SO-47 

50-293 

50-293 

50-293 

90-293 

50-317 

50-317 

50-317 

50-317 

50-318 

50-317 

50-247 

50-847 

50-847 

50-334 

50-219 

50-219 

50-219 

90-219 

50-320 

50-320 

50-289 

50-220 

50-220 

50-220 

50-220 

50-333 

50-333 


50-244 

50-193 

50-271 

50-309 

50-29 

50-29 

50-309 

50-29 

70-371 

70-135 

50-206 

70-1143 

70-33 

70-S20 


CORPORATE SOURCE INDEX 




AUTHOR AFP ILI AXIOM ACCESSION NO DOCKET MO 


□Ffice of Inspect & Enforcement 


Region !• Phll«delphla< Ssfeguerds 7701040003 70-139 

Branch 7901100043 50-244 

7901100206 70-S20 

7901100421 70-1143 

7901100094 70-364 

790UB0337 70-33 

7901180289 70-B20 

7901310133 70-364 

7901030059 70-135 

7901310193 70-364 

7901 100091 70-364 

79010B0077 70-33 

790HB0332 70-33 

7901190204 70-830 

790UB0205 70-820 

790UB02B3 70-820 

7901180203 70-820 

7901190197 70-B30 

7901050336 70-1143 

7901100414 70-1143 

7901040232 50-2B6 

7901040231 50-286 

7901100039 50-244 

Region 2i Atlanta. Office of the 7901080047 50-348 

Director 

790129034B 50-33B 

7901160073 50-269 

79O110OOBO 50-269 

7901180011 50-321 

7901180014 50-321 

7901170426 90-324 

7901170429 90-324 

7901090387 50-339 

79011B0069 50-250 

7901030046 50-261 

7901030061 50-324 

7901190298 50-416 

7901190299 50-416 

7901170341 50-321 

7901170343 90-321 

7901180012 50-299 

7901180016 90-299 

7901040266 90-327 

7901170373 90-364 

7901170376 50-364 

7901290199 50-348 

7901040331 50-918 

7901050019 90-389 

7901180137 90-331 

7901180271 90-324 

7901290171 50-321 

7901120034 90-369 

7901170368 50-321 

7901190185 50-338 

7901290412 90-400 

7901890416 50-400 

79011B0321 90-369 

79011B006B 90-160 

7901890013 90-566 

79011B0039 50-364 

7901180041 50-364 

7901190196 50-330 

790109O32B 50-437 

7901820199 50-437 

7901030252 50-63 

7901090019 70-143 

7901090331 50-364 

7901120169 50-348 

7901820191 50-348 

7901120182 90-324 

7901090332 90-400 

7901820221 90-324 

7901090339 90-413 

7901820219 90-369 

7901820219 90-269 

7901820263 90-488 

7901820266 50-413 

7901820383 90-491 

7901820199 90-302 

7901100058 50-290 

7901090325 90-389 

7901180310 90-389 

7901820193 90-339 

7901820228 50-290 

7901890167 90-321 

7901090326 50-424 

7901820201 90-424 

7901880210 90-321 

7901190294 50-416 

7901170386 90-416 

7901090324 50-416 

7901820224 90-416 

7901090330 50-395 

7901820192 90-399 

7901890010 50-566 

7901090341 50-327 

7901820223 50-593 

7901820226 90-327 

7901880233 90-366 

7901820238 90-390 

7901090334 90-339 


AUTHOR AFFILIATION ACCEBSION NO DOCKET NO. 


Office of Inspect b Enforcement 


Region 2. Atlanta. Office of the 
Director 7901220213 90-280 

7901220217 90-338 

Region 2. Atlanta. Reactor Construe tl 7901030276 50-399 

on b Englnsering Support Branch 

7901180323 90-309 

7901180329 90-389 

7901020017 90-438 

7901030009 90-416 

7901050014 90-390 

7901190859 50-416 

7901170376 90-364 

7901040026 90-369 

7901100079 90-327 

7^01100393 90-518 

79O109041S 90-390 

7901170390 90-416 

7901190043 50-338 

7<^01 180866 90-416 

7901290190 90-424 

7901290198 90-424 

7901290416 90-400 

7901160140 90-364 

7901220300 90-416 

7901290119 90-937 

7901220329 90-327 

7901290359 50-396 

7901290360 90-395 

7901240197 90-399 

7901180111 90-400 

7901290233 50-390 

7901260241 90-299 

7901290170 50-593 

7901290370 90-491 

7901100340 90-269 

7901290398 90-491 

7901890119 90-937 

7901170369 90-364 

7901160136 90-364 

7901180034 90-364 

7901170399 90-364 

7901100017 90-329 

7901290410 

7901 180108 90-400 

7901290398 50-400 

7901240297 90-341 

7901040017 90-369 

79011B0319 90-369 

7901100336 90-269 

7901290362 90-491 

7901290393 90-491 

7901180309 90-491 

7901180319 90-389 

7901090013 90-389 

7901290107 90-424 

7901290174 90-424 

7901030004 90-416 

7901180298 90-416 

7901220299 90-416 

7901190247 90-416 

7901030290 90-399 

7901290398 90-399 

7901240193 S0-d99 

7901290334 50-399 

7901020010 50-438 

7901090010 90-390 

7901040318 90-918 

7901100079 90-327 

7901090406 90-390 

7901100387 90-910 

7901220329 50-327 

7901260240 50-299 

7901290168 50-993 

7901290230 90-390 

7901110001 90-327 

7901190042 90-330 

Reginn 2. Atlanta. Fuel Facility b 7901110129 70-1437 

Hatarlals Safety Branch 

7901180026 70-1113 

7901180029 70-1113 

7901170429 60-324 

7901080042 50-340 

79010903B9 90-339 

Region 2. Atlanta. Fuel Facility b 7701120184 90-324 

Hatarlals Safety Branch 

79011 80030 90-910 

79011B0039 90-910 

7901320027 90-330 

7901220033 90-330 

7901170343 90-321 

7901180016 50-299 

7701120176 90-338 

7901120177 50-338 

7901180210 70-1113 

7901180280 70-1113 

7901180286 70-1113 

7901020267 90-68 

7901020278 50-62 

7901020289 90-62 

7901090131 70-143 

7901180379 90-299 



CORPORATE SOURCE INDEX 
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AUTHOR AFFILIATION 


accession no docket no author affiliation 


ACCESSION ND DOCKET NO 


OFFict dF Inspect h EnFarcepient 


Region a, Atlanta, Fuel Facility t, 
Material* Safety Branch 


Region &, Atlanta, Reactor Operation* 
Nuclear Support Branch 


7901090400 

90 

-395 

7901090320 

90 

-369 

7901100010 

90 

-338 

7901110182 

70 

-27 

7901110186 

70 

-1201 

7901020927 

70 

-024 

7901290140 

90 

-269 

7901290150 

90 

-269 

7901020049 

90 

-348 

7901040190 

90 

-340 

7901170370 

70 

-1191 

7901290171 

90 

-321 

7901260199 

90 

-260 

7901260166 

90' 

-260 

7901220364 

90- 

-261 

7901 100449 

50' 

-269 

7901110167 

50- 

-332 

7901170437 

70' 

-824 

7901290375 

go- 

-324 

7901290110 

go- 

-390 

7901220292 

70- 

-143 

7901100078 

90- 

-290 

7901020264 

50- 

-62 

7901100067 

90- 

-62 

7901110123 

70- 

■1437 

7901110116 

70- 

•1437 

7901110162 

90- 

•332 

7901170433 

70- 

■024 

7901 D20929 

70- 

•024 

7901110179 

70- 

■27 

7901110104 

70- 

■1201 

7901180024 

70- 

■1113 

79O11BOO10 

70- 

1113 

7701180212 

70“ 

1113 

7901 180209 

70- 

1113 

7901220280 

70- 

■143 

7901090120 

70- 

•143 

7901170366 

70- 

1191 

7901100090 

70- 

1151 

7901100093 

70- 

1191 

7901080039 

90- 

340 

7901040187 

30- 

340 

790 1020039 

90- 

340 

7901000031 

90- 

348 

7901170422 

50- 

384 

7901220361 

90- 

261 

7901290373 

90- 

384 

7901180179 

50- 

384 

7901170416 

50- 

384 

7901090319 

90- 

369 

790110043B 

90- 

869 

7901290137 

90- 

869 


7901890146 
7901090388 
7901090376 
7901 1S0040 
7901170330 
7901170338 
7901090397 
7901100027 
7901100009 
7901260136 
7901100379 
7901100001 
7901100017 
7901260192 
7901290104 
7901220024 
7901120174 
7901100006 
7901120171 
7901290349 


90-269 

90-339 

90-339 

90-250 

90-321 

30-321 

50-399 

90-918 

50-299 

80-260 

50-299 

90-299 

90-910 

90-260 

90-390 

90-338 

90-330 

50-338 

50-338 

90-338 


7901110172 90-302 
7901020220 50-200 
7901040034 90-340 
7901180014 90-321 
7901020126 50-296 
7901180099 90-330 
7901100094 90-338 


7901090419 90-338 
7901020436 90-339 
7901080216 90-369 
7901290204 90-340 
7901110160 90-302 
7901120168 90-340 
7901120169 90-348 
7901100133 90-321 
7901180137 90-321 
7901110199 90-302 
7901110176 90-302 
7901120016 90-299 
7901290126 50-366 
7901290131 90-366 
7901100277 90-324 
7901100429 90-269 
7901170360 90-321 
7901180298 90-327 
7901180313 90-290 
7901080074 50-348 


Office of Inspect 8, Enforcement 

Region 2, Atlanta, Reactor Operation* 

Nuclear Support Branch 7901100359 

7901220338 

7901220311 

7901220244 

790 1 1 B0074 

7701310ia0' 

7901310132 

790J 1 10177 

7901290302 

7901290054 

790129009B 

7901180041 

7901170401 

7901310136 

7901310138 

7901180301 

7901190196 

7901180067 

7901180056 

7901040027 

7901890194 

7901120J67 

7901000067 

7901180299 

7901890109 

7901030038 

7901030092 

7901180267 


50-269 

90-399 

90-261 

50-327 

50-250 

50-250 

90-269 

50-324 

so-aao 

50-390 

50-364 

50-269 

50-321 

50-321 

50-340 

50-330 

50-160 

50-160 

50-348 

50-340 

50-348 

50-340 

90-340 

50-340 

50-261 

50-324 

50-324 


7901220300 
7901890379 
7901180296 
7901 180070 
7901000214 
7901 120030 
7901 100425 
7901 100354 
7901110171 
7901170397 
7901 180053 
7901110165 
7901110149 
7901 1 10122 
7901110196 
7901020428 
7901170441 
7901 170444 
7901 1 70439 
7901 100309 
7901310129 
7901170434 
7901100007 
7901 180131 
7901890124 
7901170364 
7901310134 
790 1 1 80002 
7901180129 
7901890114 
7901830256 
7901020120 
7901040262 
7701 1 20009 
790 1 1 70387 
790 1 J B029S 
■7901820239 
7901890094 
7901100034 
7901890346 
79010'20216 
7901180048 
7901090416 
7901 190182 
790 1 890049 
7901 180088 
7901190173 


90-261 

50-325 

50-324 

50-269 

30-369 

90-367 

50-269 

90-269 

SO-269 

50-269 

50-269 

90-302 

50-302 

50-302 

50-302 

50-335 

S0-2S0 

90-250 

90-290 

50-250 

90-230 

90-321 

90-32J 

90-366 

50-321 

90-321 

50-32 

50-321 

50-366 

50-395 

50-296 

50-327 

50-899 

90-299 

90-327 

90-327 

90-390 

50-299 

50-338 

90-880 

90-330 

50-330 

50-330 

90-880 

90-338 

50-330 


7901890339 90-330 


Region 2, Atlanta, aafeguards Branch 7901090027 

7901030138 
7901090418 
7901090016 
7901860018 
7901860020 
7901 1 10034 
7901 1B0276 
7901890389 
7901020106 
7901 1 8007 1 
7901890164 
7901840340 
7901890328 
7901860019 
7901100063 
7901890197 
7901840337 
7901860007 
7901890317 
7901890151 
7901860089 
79011 10031 
7901090088 


70-143 

90-330 

70-143 

70-1191 

70-1201 

70-1113 

70-1113 

90-381 

70-084 

90-338 

70-084 

70-87 

70-1201 

70-084 

70-1801 

70-084 

70-27 

70-1201 

70-1201 

70-084 

70-87 

70-1113 

70-1113 

70-143 


ITHOR AFFILIATION 


'ie* of In*p«et t< Enforcaintnt 


Rffllon 2, Atlintu Siftguird* Branch 


Ragion 3, Chicaga< OFflc* of thi 
)ircctor 


Region 3> Chicago) Reactor Conitructi 
I tc Engl nearing SuppoT't Branch 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


7901090417 

70-143 

7901090414 

70-143 

7901290064 

70-143 

7901090001 

70-1151 

7901170399 

50-302 

7901180274 

50-321 

7901290154 

50-321 

7901150031 

50-263 

7901030106 

50-338 

7901120020 

50-280 

7901020164 

50-338 

7901040U7 

70-1300 

7901080072 

80-403 

7901080076 

80-483 

7901080291 

80-315 

7901080321 

50-282 

7901040013 

30-254 

7901050333 

50-409 

7901080312 

50-305 

7901080314 

50-305 

7901050095 

80-358 

7901120007 

30-255 

7901110037 

50-295 

7901090396 

50-237 

7901110180 

50-263 

79011B0357 

50-255 

7901050360 

50-409 

79010S0226 

50-316 

7901260103 

50-255 

7901250127 

80-254 

7901290273 

50-316 

7901190201 

70-846 

7901190208 

70-609 

7901090309 

80-329 

7901020206 


7901250009 


7901250022 

50-315 

79010B0030 

80-373 

7901290008 

80-373 

7901250002 

80-10 

7901080027 

50-358 

7901250015 

80-388 

7901080034 

80-440 

7901250018 

80-440 

7901260101 

30-2SS 

7901040270 

50-288 

79010B0017 

50-329 

7901250029 

80-186 

7901250048 

50-329 

7901050331 

80-409 

7901250032 

50-409 

7901080024 

50-341 

7901250031 

30-341 

7901250034 

80-331 

7901080020 

80-461 

7901250025 

80-461 

7901080046 

80-367 

7901250027 

BO-367 

7901080316 

80-282 

7901080044 

50-484 

7901250050 

50-263 

7901250054 

50-484 

7901080037 

50-546 

7901250058 

50-546 

7901180368 


7901250056 

50-346 

7901000040 

50-403 

7901080374 

80-483 

7901250043 

30-483 

7901030277 

50-266 

7901250040 

50-266 

7901250038 

50-305 

7901040006 

50-409 

7901U0170 

80-263 

7901100022 

80-328 

7901120035 

80-308 

7901180217 

80-483 

7901190003 

80-388 

7901110038 

80-237 

7901020038 

80-373 

7901260244 

80-484 

7901050091 

30-388 

7901190001 

80-338 

7901020400 

80-388 

7901110050 

80-388 

7901180219 

90-440 

7901050377 

80-329 

7901080259 

50-329 

7901250295 

80-329 

7901260010 

30-329 

7901290225 

80-329 

7901040005 

80-409 

7901030233 

80-341 

7901080364 

80-341 

7901110209 

80-331 

7901110166 

80-263 

7901080368 

80-346 

7901180216 

80-846 

7901080070 

80-483 


Office of Inepect Ji Enforceeent 

Region 3< Chicago) Reactor Conitructi 
on ti Engineering Buppoft Branch 


Region 3< Chlcapoi Fuel Facilltv It 
Materials Safety Branch 


Region 3> Chicagoi Office of the 
Director 


Region 3i Chicagoi Reactor Operation* 
Nuclear Support Branch 


Region 3r Chlcagoi Safeguardi Branch 


7901180214 

30-483 

7901110328 

S0-4B3 

7901080263 

80-483 

7901090384 

80-483 

7901120031 

80-303 

7901020231 

30-3734 

790102022B 

30-3734 

7812140138 

40-8040 

7812140170 

40-8040 

7901040018 

80-284 

7901040021 

80-284 

7901110300 

SO-2 

7901U03S2 

80-266 

7901190203 

70-36 

7901190231 

70-928 

7901180192 

70-760 

7901160106 

80-266 

7901160110 

80-266 

7901280328 

50-10 

7901280328 


7901280331 

80-10 

7901080309 

70-36 

79011S01B9 

70-760 

7901110293 

SO-2 

7901020224 

30-3784 

7901190198 

70-36 

7812140132 

40-8040 

7901040113 

70-1308 

7901190218 

70-928 

7901100102 

40-4243 

7901040009 

80-284 

7901280320 

80-10 

7901280001 

80-284 

7901160031 

80-288 

7901110330 

90-266 

7901160103 

80-266 

7901080308 

30-308 

7901120022 


7901110069 

80-373 

7901 120022 

BO-IO 

7901120003 

80-288 

7901100312 

80-341 

7901110211 

80-331 

7901110049 

80-237 

7901110174 

80-263' 

7901160118 

80-188 

7901190018 

80-388 

7901280308 

80-308 

7901080277 

80-373 

7901260133 

30-268 

7901260134 

30-263 

7901080220 

30-316 

7901040008 

80-234 

7901110066 

80-373 

7901120018 

80-10 

7901110032 

80-298 

7901080270 

80-373 

7901280123 

80-284 

7901260131 

30-268 

790U90014 

80-388 

7901120002 

80-283 

7901160112 

80-188 

7901180383 

80-288 

7901260247 

30-288 

7901080388 

80-409 

7901100310 

80-341 

7901080282 

30-318 

790U 10173 

30-263 

7901110036 

80-282 

7901290142 

80-263 

7901280301 

80-303 

7901080208 

80-282 

7901120027 

80-280 

7901090401 

50-237 

7901080232 

80-318 

7901260147 

50-294 

7901040036 

30-298 

7901090048 

80-264 

7901180033 

80-263 

7901310082 

30-185 

7901290096 

30-2 

7901290272 

80-316 

7901290273 

80-316 

7901310091 

80-249 

7901310094 

80-249 

7901260142 

80-294 

7901290090 

80-2 

7901090042 

80-264 

7901 160077 

30-07 

7901080229 

30-313 

7901O90394 

80-237 

7901040047 

30-298 

7901310089 

80-249 

7901310081 

80-188 

7901290271 

80-316 

7901080203 

80-282 

7901020234 

40-2289 


CORPORATE SOURCE INDEX 
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AUTHOR AFFIurATION 


OFfl<» of Inipect t< Enforcamant 


Raglon 4< I>allaa> Offica of tha 
Olroctor 


Raglon 4> Pallaai Raactor Cont t^ruc t Ion 
h Englnaarlng Support Drancti 


Raglon 4> Oallati Fual Facllltg It 
Hatarlala Bafatu Branch 

Rtgion 4i Dallaai Raactor Oparatlonl 
Muclaar Support Branch 


Raglan 4i Dallaai Vandor Inapactlon 
Branch 


ACCEBBION NO POCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


Offica of Inspect S< Enforceniant 


7901020313 

50-382 

Ftagion 4> Dallas. Vendor 


7901230313 


79D10S0031 

S0-4B2 



79011 80361 


7901050036 

50-4B2 



7901180362 


7901170071 

50-267 



7901100096 


7901170425 

50-205 



7901 100102 


7901 1 70337 

50-466 



7901020205 


7901170340 

30-466 



7901040123 


7901 1B0324 

50~3S2 



7901020067 


79012900Q7 

50-402 



7901020071 


7901230366 

50-492 



7901080073 


7901 1B0333 

50-402 





7901 020229 

40-2259 



7901040251 


7901020223 

40-2239 



7901170317 


79011B0360 




7901020263 


7901080340 




7901040051 






7901040057 


7901040166 

30-313 



7901040061 


7901040169 

S0-43B 



7901050102 


7901240238 

50-438 



7901050107 


7901230005 

50-43B 



7901090080 


7901040164 

50-49B 



7901090090 


7901340237 

50-490 



7901 020 1 61 


7901250014 

50'49S 



7901180260 


7901040172 

30-4aS 



7901180264 


79010500BO 

30-4BB 



7901820351 


7901240241 

30-482 



7901820347 


7901250020 

30-402 



7901220342 


7901040170 

30-332 



7901020065 


7901240244 

30-382 



7901040120 


7901230016 

30-382 



7901020155 


7901040167 

50-290 



7901300049 


79011 700 14 

30-290 



7901300042 


7901040174 

30-209 



7901040243 


7901170320 

BO-2S3 



7901 180091 


7901040163 

90-267 



7901180257 


7901160331 

90-867 



7901080062 


7901040173 

90-443 



7901180076 


7901240243 

90-449 



790 1 1 80250 


7901280023 

00-443 



79010B0069 


7901160330 

30-3 



7901230310 


7901020139 

30-498 



7901020202 






7901020233 


7901020142 

30-498 



7901050099 


7901040228 

30-443 



7901050121 


7901040233 

30-449 



7901170313 


7901190328 

30-382 



7901170310 


7901180001 

30-336 



7901300037 


7901190116 

50-445 



7901300034 


7901250007 

30-449 



7901 300032 


7901250011 

90-449 



790105021 1 


7901230010 

50-382 



7901080206 


7901250089 

90-490 



7901040050 


7901230090 

30-498 



7901180358 


7901020133 

90-490 



7901100351 


7901170334 

50-446 



7901090033 


7901830082 

50-490 



7901090074 


7901180088 

30-466 



7901020198 


7901230361 

90-498 



7901 180106 


7901030029 

50-402 



7901040048 


7901180046 

30-402 





7901020309 

90-382 



7901180097 


7901180322 

90-302 



7901180086 


7901880008 

90-382 

Region 9i Ban Francltcoi 

Office af tha 

7901 160034 

40-7982 

7901830288 

50-382 

Dirac tor 








7901250138 

80-344 

7901180073 

90-996 



7901190297 

50-313 

7901020080 

90-449 



7901290297 

50-312 

7901040384 

90-449 



7901230026 


7901180110 

90-449 



7901160085 


7901230003 

30-449 



7901190040 

50-313 

7901170330 

90-449 



7901080010 

50-328 

79010SOB41 




7901280222 

30-328 





7901220243 

50-26 1 

7901180226 

90-289 



7901220846 

50-400 

7901020128 

90-209 



7901020286 

50-273 





7901050198 

50-273 

7901080131 

90-209 



790 1 080002 

30-275 

7901080296 

90-290 



7901220323 

30-133 

7901170171 

90-267 



7901220212 

50-344 

7901170483 

90-889 



7901080013 

50-361 

7901290048 

50-898 



7901 190251 

50-206 

7901170003 

90-368 



7901290294 

50-312 

7901080292 

90-890 



79010S0246 

30-312 

7901290044 

S0-29B 



7901220227 

50-312 

7901080117 

90-809 



7901290306 

50-312 

7901170419 

90-883 



7901220232 

30-518 

7901180831 

90-889 



7901220237 

30-239 

7901100045 

90-283 



7901220240 

50-430 

7901020839 

90-867 



7901110247 

30-397 

7901170062 

80-267 



7901080006 

30-397 

7901 170378 

90-867 



7901220216 

30-397 

7901280396 


Raglon 9. Ban Francl acOr 

Reactor 

7901240335 

30-397 



Conatructlon Ir Englnaaritig 

Support Branch 


7901230394 




7901240339 

80-397 

7901300039 




7901100393 

50-818 

7901300041 




7901100378 

S0-S2B 

7901080800 




79011 10336 

30-275 

790109081 B 




7901 12000S 

SO-3 1 2 

7901090260 




7901300004 

50-514 

7901300080 




7901100373 

50-520 

7901300082 




7901110334 

30-875 

7901100109 




7901300002 

50-514 

79011 80114 




7901120001 

50-312 





AUTHOR AF PH. I AT I ON 


CORPORATE SOURCE INDEX 
ACceseioN no docket no author affiliation^ 


ACCESSION NO docket NO 


OTFics of Inspect t< EnForceinrnt 


Rpglon 5i Ban Fr<nEi«co> Rvactor 
Conitruetlon fc Englnaarlnj Support Branth 7901Si1033a 50-397 

7901840327 50-397 

790109006B 70-754 


Region Sj Bart Franc i scoi Fuel Facility 
Materials Safety Qrench 

7901090078 

70-734 

7901020845 

50-267 


7901290299 

50-312 


7901110169 

50-344 


7901110309 

50-27 


7901220360 

70-734 


7901110304 

30-27 


7901220357 

70-734 


7901090066 

70-734 


7901090079 

70-734 


7901110164 

50-344 

Region S, San Franciaca, Reactor 

79011 10S50 

50-397 

Operationa Nuclear Support Branch 

79011 70391 

50-259 


7901250017 

50-344 


7901850350 

50-275 


7901 8501 SB 

50-344 


7901860036 

50-70 


7901860085 

50-2BB 


7901860081 

so-sae 


7901860033 

50-70 


79013S034S 

50-275 


7901250013 

50-344 


7901250135 

50-344 

Region 5, San Franclaco, Safaguarda 

7901170891 

50-280 

Branch 

79010B0393 

70-734 


7901890293 

70-754 


7901310139 

30-70 


7901170360 

50-318 

Divialon of Safaguarda Inapectlona 

7901190192 

70-734 

I£ Study Group 

7901160380 

50-3 

Office of Nue Material Safety 6 Safeguarda 


Office of Nuclear Matarlal Safety & 

7901160335 

50-3 

Saf aguai'ids 

7901100473 

40-8504 


7901820307 

70-8623 


79011000SB 

70-764 


7901880108 

50-369 


7901890378 

70-754 


7901110007 

70-754 


7901160395 

87-47 


7901100053 

70-734 


7901300035 

70-784 


790H501B3 

70-734 


7901030001 

80-874 


7901080194 

40-1341 

Divliion of Fuel Cycle tc Material Safety 

7901840899 

40-0438 

7901300013 

70-690 


7901 OSO 192 

40-1341 


7901190178 

70-2683 


7901300188 

70-8830 

Aailatant Director for Fuel Cycle 

7901050306 


Safety tc LLcenaing 

7901040330 

40-4492 

Fuel Proceia ti Pat Branch 

7901080868 

40-0601 


7901170348 

40-0304 


7901220303 

70-8683 


7901250273 

40-BS02 


790124025B 

40-3398 


7901020499 

70-87 


79O10204B0 

70-364 


7901190210 

70-1201 


7901080287 

70-1100 


7901890180 

40-0714 


7901080836 

40-0601 


7901260035 

40-0707 


7901890062 

40-0718 


7901040246 

40-0647 


7901170339 

40-0304 


7901190371 

70-28 


7901300007 

70-33 


7901190193 

70-371 


7901190190 

70-36 


7901040812 

40-0584 


7901080253 

40-0601 


7901170336 

40-0304 


7901080853 

40-0601 


7901170336 

40-0304 


7901820899 

7901820805 

70-2623 


790 12803 IB 

70-23 


7901080847 

70-36 


7901080843 

70-1257 


7901850870 

40-8308 


7901080337 

70-080 


7901050079 

7901050003 

40-0681 


7901100346 

70-87 


790U90813 

70-371 


7901830880 

7901040303 

80-369 


OFflco of Nue liatorlal Safaty t> Safaguardf 


Fuel Proceoi tc Fat Branch 


FutI Rrprocats (i Rtcycle Branch 


Traniportation Branch 


High Uevtl ti Transuranlc Ha«t* Sraneh 
Uou Lcvil Uaite Branch 


Diviaion of Safaguarda 


Material Control Licanaing Branch 


Phgaleal Stcurlty Llcanaing Branch 


7901300206 
79011 0029 1 
7901290002 
7901290009 
7901110193 
7901240049 
7901220231 
7901030029 
7901020409 
79010204B3 
7901180307 
7901240264 
7901230098 
7901230103 
79012S012B 
7901020240 
7901120236 
7901050111 
7901240261 
7901250092 
7901850124 
79011202S3 
7901300009 
7901240074 
7901120260 
7901040211 
79010S0OB9 
7901040099 
7901050087 
7901170260 
7901230023 
7901170270 
7901120239 
7901030114 
7901020103 
7901080174 
7901120237 
7901040216 
7901110033 
7901080427 
7901020293 
7901090127 
7901180383 
7901090184 
7901160323 
7901310004 
7901050162 
7901300012 
7901020097 
7901220339 
7901240249 
7901020033 
7901040237 
7901300003 
79010902B7 
7901240033 
7901240380 
7901230257 
7812280076 
7901030073 
7901240341 
7901090137 
7901100110 
7901040298 
7901250038 
7901290389 
7901030022 
7901030272 
7901160344 
7901220023 
7901030269 
7901080316 
7901190032 
7901050094 
7901300043 


70-1,90 


40-8601 

40-BSB4 

40-1162 

70-2623 


30-369 

70-784 

30-201 

70- 364 
30-201 

71- 9126 


71-9127 

71-6642 

71-6642 

71-9044 

71-9126 

71-9127 

71-6690 

71-9001 

71-6690 

71-40BB 

71-9039 

71-9806 

71-9788 

71-8892 

71-8783 

71-9090 

71-6697 

71-6642 

71-6278 

71-6080 

71-8026 

71-6874 

71-8026 

27-40 

27-39 

87-39 

27-39 

27-39 

87-47 

87-39 

70-1201 

70-734 • 

70-143 

70-1201 

70-364 

70-1113 

70-1113 

70-143 

70-143 

70-020 

70-020 

70-371 

70-1191 

70-1181 

70-1191 

70-139 

70-27 

70-364 

70-27 

70-1287 

70-734 

70-734 

70-1300 

70-794 

70-29 

70-33 

70-1739 

70-020 

70-020 


Offlci of Nuc, Raactor Regulation 


OfFlet of Nuclear Reactor Rigulation 7901310163 

7901180293 90-341 

7901280021 

7901160038 30-302 

7901040040 30-324 

7901080049 30-339 

7901020219 

7901020070 90-200 

7901080347 90-278 

7901090092 90-312 

7901090101 90-312 

7901170049 80-344 

7901170093 90-344 

7901170167 90-333 

7901040087 90-293 

7901110064 90-62 

7901020008 
7901080011 
7901020019 
7901080019 

7901160028 90-336 

7901080096 
7901080061 
7901020063 



AUTHOR affiliation 

ACCESSION NO 

CORPORATE SOURCE INDEX 

DOCKET NO AUTHOR AFFILIATION 

ACCESSION 

2SS 

NO DOCKET NO 

Office of Nuc Roactor Rigulatlon 



Office of Nuc Reactor Regulation 



Office of Nuclear Reactor Regulation 

79O1OSO0&9 


Coat Benefit Analyele Branch 

7901100109 



7901100491 

50-200 

Olvlalon of Operating Reactor* 

7901040193 

30-3-44 


7901 ISDSa? 

90-311 


7901040196 

SO-344 


7901080201 



7901040010 

90-344 


7901020204 



7901080064 

90-338 


7901050295 



7901 100446 

90-200 


7901080090 

90-560 


7901250207 

30-10 


790 1 090374 

30-390 


7901230294 

50-237 


790 1 090390 

90-437 


7901250302 

SO"! 35 


790 1 1 90207 

90-960 


7901250304 

50-235 


7901120230 

90-206 


7901250300 

30-213 


7901190030 

90-206 


7901850312 

50-40? 


7901170077 



7901300184 

50-290 


7901170070 



7901290317 

50-219 


7901 1700B1 



7901290297 

50-246 


7901 1700B2 



7701230348 

BO-272 


7901 1700B4 



7901290315 

50-244 


7901170088 



7901290307 

50-29 


7901170086 



7901080120 

90-307 


79O117OO0B 



7901030033 

30-336 


7901170067 

90-331 

Aaiietant Director for Engineer* 6 

7901 ISDS01 

S0-33i 


7901190188 

90-330 

Project* 




7901290347 

90-313 

Operating Heacton Branch 3 

7901030237 

30-239 


7901310138 

90-331 


7901030260 

SO-259 


7901220304 

90-272 


790 1 030262 

50-239 


7901220309 

50-272 


7901040036 

50-324 


7901310014 

90-293 


7901040042 

50-324 


7901290132 

30-200 


7901090341 

50-270 


7901040220 

90-437 


7901050390 

30-278 


79010B0390 

50-490 


7901 04 01 88 

30-294 


790 102 0319 

50-949 


7901170192 

50-333 


7901290315 

90-471 


7901170188 

50-333 


7901170002 

90-293 


7901040006 

90-293 


7901170029 

90-10 


7701040009 

50-293 


7901170331 

90-294 


7901 170063 

90-33 1 


7901170371 

50-199 


7901170072 

50-331 


7901 170168 

50-409 


7901310133 

50-331 


7901 £70337 



7901310137 

50-331 


7901 170033 

30-220 


7901310013 

50-293 


7901170121 

50-271 


7901310015 

50-293 


7901230343 



7901150209 

50-271 


7901080236 



7901040222 



7901290338 

90-338 


7901040084 

50-293 


7901040194 



7901310012 

50-293 


7901230343 



7901040102 

50-254 


7901 000371 



7901040031 

50-324 

Antltruit l( Indemnity Oroup 

7901080397 

50-443 


7901050393 

50-324 


7901090100 

50-494 


7901290399 

50-86 1 


7901020473 

90-3B2 


7901290397 

50-321 


7901030292 

50-443 


7901170060 

50-331 


7901170010 

30-443 


7901310131 

50-331 

Pouor Supply h Analyis Branch 

7901160347 

30-416 


7901050109 

50-320 

Dlviaion of Site Safety U Environmental 

7901030374 

50-367 


7901 170395 

50-220 

Analyeie 




7901170094 

90-820 


79010901 10 

50-361 


7901300020 

50-263 


7901 100343 

50-339 


7901170143 

50-333 


7901190229 

90-206 


7901050334 

50-278 


7901020282 

30-330 


7901030293 

50-259 

Effluent Treatment Syiteme Branch 

7901160393 



7901040289 

50-324 

Radiological Aeieienent Branch 

7901030317 



79010501 IS 

50-321 

Aaaiatant Director for Environmental 

7901040242 

90-437 


7901 170283 

50-366 

Projaete 




7901100247 

50-259 


7901120211 



7901180292 

50-10 

Environmental Project Branch 1 

79010903B6 

90-437 


79O11BO270 

50-329 


7901100063 

90-390 


7901180302 

50-325 


7901170410 

90-437 


7901300207 

50-324 


7901090380 

90-437 

Operitlng Reactor* Branch 4 

7 9 at 020 043 

50-335 


7901 170410 

80-437 


7901020094 

50-31 1 


790I03016B 

90-327 


7901090094 

90-312 


7901110330 

90-437 


7901090099 

90-312 


7901300020 

50-327 


7901090099 

50-312 


7901170303 



7901090089 

50-312 


7901090408 

90-368 


7901090103 

50-312 


7901030839 

90-466 


7901000014 

50-2B9 


7901260059 

90-327 


7901000018 

50-809 


7901080412 

90-302 


7901000021 

50-209 


79010B040i 

90-368 


7901110063 

50-62 


7901170297 

90-466 


7901 1 6002 1 

50-336 

Environmental Project Branch 8 

7901030372 

90-369 


7901 160026 

50-336 


7901090107 

90-361 


7901160034 

50-302 


7901100330 

90-339 


7901160042 

50-302 


790124034? 

90-996 


7901260046 

50-269 


7901190869 

90-471 


7901260030 

50-269 


7901030042 

90-928 


7901260094 

50-269 


7901090403 

90-390 


7901290343 

50-313 


7901100300 

90-928 


7901250062 

90-245 


79010402B6 

90-329 


7901290006 

90-313 


7901100061 

90-390 


7901290089 

90-313 


7901030031 

90-361 


7901110060 

50-62 


7901020472 

90-361 


7901290342 

50-313 


7901040233 

90-397 


7901290056 

50-313 


790109003B 

90-3B7 


7901050238 

50-317 


7901250217 

90-996 


790 1 1 60372 

50-269 


7901260056 

90-329 


7901000347 

50-269 


7901170268 

40-8904 


7901 000354 

50-269 


7901030096 

40-8698 


7901160311 

50-269 


7901050099 

40-0458 


7901260043 

50-269 


7901160191 

90-400 


7901290049 

50-269 





7901080256 

50-308 





7901080365 

50-308 





7901160028 

50-308 





7901020040 

50-339 





7901160033 

50-339 



CORPORATE SOURCE INDEX 


AUTHOR AFFILlATtON 


ACCESSION NO DOCKET NO AUTHOR AFFILiATIDN 


ACCESSION NO DOCKET NO 


Office of Nuc Reactor Regulation 


Office of Nuc Reactor Regulation 


Operating Reactor* Drench 4 


Aieittant Cftroctor for Systemf t< 
Projects 


Plant Bystami Branch 


Operating Reactors Branch 1 


7901170432 

50-335 

7901080008 

50-289 

7901160017 

30-336 

7901090071 

50-312 

7901 0203 11 

50-312 

79010900B4 

50-312 

7901110025 

50-312 

7901160312 

30-346 

7901290338 

30-259 

7901260037 

50-29 

7901160361 

50-302 

7812080027 

50-346 

7901080333 

50-336 

77010B0420 

50-317 

7901160047 

50-309 

7901160396 

50-336 

7901160033 

50-336 

7901290043 

50-336 

7901260080 

50-302 

7901160361 

50-302 

7901120227 

7901290127 

50-280 

7901120226 

7901230184 

50-354 

79012S0190 

50-341 

7901250192 

50-271 

7901250199 

50-254 

7901250201 

50-277 

7901250206 

50-293 

7901250209 

50-220 

7901250211 

50-263 

7901250216 

50-321 

7901250218 

50-333 

7901250220 

50-298 

7901250221 

50-331 

7901230222 

50-324 

7901250223 

50-259 

7901230223 

50-247 

7901250227 

50-219 

7901250229 

50-10 

7901050158 

30-286 

7901050258 

50-3 

7901050263 

30-3 

7901050338 

SO-3 

7901040019 

30-344 

7901100453 

S0-2B0 

7901120234 

30-247 

7901120238 

80-3 

7901120241 

30-3 

7901120246 

30-286 

7901120256 

50-286 

79011 S002S 

50-286 

7901130044 

50-286 

7901160166 

50-3 

7901230080 

50-315 

7901230053 

50-280 

7901290140 

50-280 

7901040324 

50-3 

7901020016 

50-3 

7901020101 

50-295 

7901040309 

50-247 

7901030253 

50-3 

7901120232 

50-3 

7901160183 

50-3 

7901220196 

50-3 

7901220030 

50-261 

7901170431 

50-334 

7901290052 

50-334 

7901020055 

50-250 

7901170433 

50-250 

7901240338 

50-250 

7901100406 

50-315 

7901120093 

50-315 

7901250079 

50-313 

7901030044 

50-313 

7901220044 

30-316 

7901110061 

30-282 

7901050329 

30-3 

7901080243 

30-286 

7901120240 

30-286 

7901130021 

30-286 

7901170046 

30-344 

7901040191 

30-344 

7901040004 

50-344 

7901080084 

30-344 

7901 170323 

90-344 

7901230031 

50-344 

7901220298 

30-272 

7901030243 

50-280 

7901020068 

30-280 

7901100442 

50-280 

7901230047 

30-280 

7901290123 

50-280 

7901220114 

50-305 

7901260014 

30-344 

7901080107 

50-334 

7901090039 

30-344 

7901120220 

50-334 

7901220272 

30-250 

7901180263 

30-304 

7901220133 

30-303 


Operating Reactors Branch S 


Sgitematic Evaluation Programs Branch 
Division of Project Nanagement 


Ascistant Director for Light Hater 
Reactore 

Light Hater Reactors Branch 1 


i-lBht Hater Reactors Branch 2 


7901090067 

7901230062 

7901250066 

7901280073 

7901230073 

7901080403 

7901240006 

7901090063 

7901080413 

7901240016 

7901230236 

7901100372 

7901080377 

7901100133 

7901180126 

7901240032 

7901300010 

7901080339 

7901240071 

7901080362 

7901090129 

7901250331 

7901260021 

7901100363 

7901080343 

7901110277 

7901230060 

7901230004 

7901080413 

7901230024 

79012S0069 

7901000333 

7901000036 

7901240076 

7901090161 

79010B0360 

7901090290 

7901100411 

7901230360 

7901230012 

7901310140 

7901090291 

7901100133 

7901230341 

7901100307 

7901080307 

7901030361 

79011B0124 

7901080383 

7901080331 

7901090104 

7901120037 

7901100334 

7901110003 

7901310002 

7901080326 

7901080168 

7901080303 

7901230042 

7901310008 

7901120036 

7901110002 

7901310139 

7901030026 

7901080352 

7901230203 

7901310139 

7901090102 

7901170334 

7901310139 

7901220108 

7901090110 

7012200001 

7901100307 

7901030098 

7901030(83 

7901240263 

7901030027 

7901290026 

7901020023 

7901120242 

7901120140 

7901230299 

7901240263 

7901100076 

7901000398 

7901090090 

7901120132 

7901100363 

7901120100 

7901290083 

7901220141 

79013O0203 

7901300103 

7901020400 

7901030369 

7901110003 

7901160008 

7901160014 

7901X60019 

7901160029 

7901300148 


30-237 

30-243 

50-243 

30-244 

30-244 

30-243 

30-243 

30-237 

30-10 

30-10 

50-10 

30-133 

30-235 

30-135 

30-833 

30-233 

30-233 

30-213 

30-213 

30-409 

30-409 

80-409 

30-409 

50-819 

50-819 

50-843 

30-843 

30-848 

30-844 

30-844 

30-844 

80-806 

50-206 

30-206 

30-29 

80-29 

30-29 

30-409 

30-10 

30-244 

30-219 


30-213 

30-466 

30-447 

80-369 

30-316 

50-443 

30-470 

30-361 

30-480. 

30-339 

30-516 

80-332 

30-470 

30-391 

50-447 

50-447 

30-495 

30-480 

30-316 

50-482 

30-443 

30-443 

30-482 

30-361 

30-448 

30-482 

80-302 

30-397 

30-466 

30-322 

50-311 

30-416 


30-360 

30-341 

30-341 

80-341 

80-416 

80-278 

30-341 

80-322 

30-341 

50-341 

80-416 

50-341 

30-416 

80-341 

30-341 

80-382 

80-369 

80-316 
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AUTHOR AFFILIATION 


Offie» of Nuc Rooctor Riflulotion 
Light; Motor Roaetor* Branch 8 


Light Uatar Raactors Branch 3 


Light Matar Raaetor* Branch 4 


ACCESSION NO 


7901160004 

7901030357 

7901080483 

7901180801 

7901190838 

7901340888 

7901830357 

79018303S4 

7901080096 

7901230357 

7901230354 

7901080124 

7901040889 

7901280331 

7901110175 

7901170300 

7901190167 

7901860027 

7901300107 

7901300197 

7901310010 

7901300023 

7901300087 

79011B0354 

7901890069 

7901040315 

7901080086 

7901110095 

7901180339 

7901190856 

7901240145 

7901260815 

7901030036 

790U00031 

7901240330 

7901290083 

7901100329 

7901290031 

7901020311 

7901850235 

7901850830 

7901850848 

7901250844 

7901830846 

7901250247 

7901850849 

7901310154 

7901310136 

7901310157 

7901860000 

7901080111 

7901080296 

7901000431 

7901090061 

7901030848 

7901110191 

7901120058 

7901120807 

7901160180 

7901890095 

7901260076 

7901890033 

7901890307 

7901310146 

7901020167 

7901020169 

7901080176 

7901100307 

7901000357 

7901000361 

7901890080 

7901160364 

7901080099 

7901090041 

7901890395 

7901820877 

7901160364 

7901890017 

7901080163 

7901080164 

7901050106 

7901100303 

7901170007 

7901300016 

7901890403 

7901310160 

7901030101 

7901020395 

7901030179 

7901000109 

7901000334 

7901090056 

7901150016 

7901120889 

7901120810 

7901150144 

7901850858 

79O129OOB0 

7901310003 

7901890100 

7901310147 

7901310170 


DOCKET NO 

AUTHOR AFFILIATION 

ACCESSION NO 

DOCKET 

50-369 

Offlea of Nuc R*actor Regulation 

Operator Licsnilng Branch 

7901080484 

50-596 


7901290093 

50-490 

50-302 


7901160335 

50-397 

50-549 


7901150874 

50-397 

50-549 

Qualltg A**uranca Branch 

79011SD248 

71-854 

50-361 

50-361 

50-361 

50-395 

50-361 

50-361 


7901120S62 
7901850340 
7901300187 
7901 890876 
7901850006 
7901 150835 

71-854 

50-500 

50-388 


701 8060354 
79010501 IS 

SO-155 

50-369 

Advanced Raactor* Branch 

7901040093 

7901120861 

7901090050 

50-867 

50-437 


790 U 70309 

50-867 

50-361 


7901820169 

50-867 

50-395 


7901060868 

7901180095 

50-267 

50-867 

50-361 


7901850070 

50-867 

50-508 

50-878 

50-592 


7901160403 

7818110065 

7901840084 

50-867 

50-471 

Standardiiatlpn Branch 

7901000311 

50-447 

50-373 


7901060336 

50-470 

50-373 


7901120048 

60-480 

50-373 


7901170403 

50-447 

50-373 


7901880014 

50-480 

50-373 


7901180271 

50-470 

50-400 


7901840294 

50-470 

50-490 

Divliion of Sgetamt Safatg 

7901100396 


50-30 

50-307 


7901160125 

7901310169 

50-397 

50-31 1 

50-311 

Structural Englnetrlng Branch 

7901050830 

7901190170 

50-437 

50-339 

AuilUarg Sgttem* Branch 

7018890095 

50-879 

50-330 

Contatnnant Sgitaa* Branch 

7901080338 

50-322 

50-508 


7901080849 

50-388 

50-404 


7901090103 

50-382 

50-400 

Elactrlci Initrumentatlon 6 Control 

7901080330 

50-360 

50-403 

50-483 

Sgitan* Branch 

7901090186 

50-378 

50-405 

Analgdi Branch 

7901150010 


50-402 

50-404 

50-546 

50-440 

Cora Performance Branch 

7901150010 

7901830366 

7018110805 

7018270489 


50-358 

60-580 

50-311 

50-598 

50-408 

Reactor Sgitem* Branch 

7018270482 

701 8870485 
781827048S 
79010B0416 
7901170896 
7018800004 


50-460 


7012200087 



50-387 

50-311 

50-311 

50-596 

50-307 

50-596 

50-373 

50-311 

50-373 

50-380 

50-320 

50-380 

50-466 

50-443 

50-443 

50-388 

50-458 

50-329 

50-329 

50-389 

50-400 

50-458 

50-388 

50-380 

50-556 

50-390 

50-387 

50-387 

50-327 

50-397 

90-328 

50-397 

50-466 

50-388 

50-389 

50-388 

50-388 

50-413 

50-389 

50-389 

50-389 

50-387 

50-445 

50-389 


Office of standard* Davtlopnant 
Offlct of Standard* Divalopment 


Olvliten of Englnitring Standard* 
Btructura* 6 Cooiponant* Standard* 
Branch 

Tranipertatlan 6 Product Standard* 
Branch 

Tranaportatlon t< Product Standard* 
Branch 

Divition of Siting! Hialth 6 Safeguard* 
Standard* 

As>t Dir for Siting Standard* 


7901050166 

7901890341 

7901830356 

7901150143 

7901090030 

7901030201 

7901150143 

7901050054 

7618110853 

7901080004 

7901150143 

7901000317 

7901890332 

7901050100 

7018110003 


7818860298 
7901080402 
79013101 14 


50-445 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

U S Nuclsar Regolatgrg ComnUtion 
FurI Oshavlor Branch 

Kttallurgg t< Materials Branch 

Research Bu-pport Branch 

U 8 Nuclear Regulatory Cominltsion 
Conunl talon 


Office of th* General Counsel 
Office of PpI leg Evaluations 

Office of th* Secretary of the Comnisiion 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


790l0900Bi 
790131010A 
7701090086 
7901310104 
7901160081 
7901100383 
7901310107 
79011000Z7 
7901090043 
7901100035 
790 10900 IS 
790 10003 13 
7901100032 
7901290081 
7901090057 
7901290081 


7901170052 

7701170044 

790117004B 

7901160391 

7901170059 

7901170021 

7901160381 

7701170001 

79011700S6 

7901190238 

7812270344 

7901080300 

7901000406 

7901080410 

7901090111 

7901090064 

7901160068 

7901280136 

7901100348 

7901120197 

7901290337 

7901290354 

7901250205 

7901310115 

7701050179 

7901080242 

7901050251 

7901080271 

7901080285 

7901080295 

7901080335 

7901100047 

7901310022 

7901050262 

7901110189 

7901250191 

7901170409 

790U6D03S 

7901160104 

7901050123 

7901290392 

7901310009 

7901090122 

7901160082 

7810050291 

7901150005 

7901110251 

7901110057 

7901110259 

7901050007 

7901150803 

7901310145 

7901150177 

7901110246 

7901310142 

7901050311 

7901080341 

7901110249 

7901150246 

7901090145 

7901150026 

7901310144 

7901160319 

7901240285 

7901090114 

7901100041 

7901240272 

7901080426 

7901100361 

7901090121 

7901090130 

7901090137 

7901100361 

7901250277 

7901090054 

7901310117 

7812290229 

7812290232 

7812290229 

7812110207 

7901090060 

7901020012 

7901030180 

7901030183 


50-592 

50-237 


50-574 


50-3 


50-387 

50-592 


50-592 

50-553 

50-485 


U 8 Nuclear Ragulatorg Comntlsslan 


Office of th# Secretary of tha 


Dperatione Branch 


Caifimlttion 7<pol030lB9 

50-247 

7901020297 

50-598 

7901110329 

50-277 

7901050088 

50-485 

7901110382 

50-437 

7901100081 

50-437 

7901160358 

70-273B 

7901170012 

50-4B5 

7901100422 


7901 2201 28 


7901170408 


7901170413 


7901170402 


7901170408 


7901170396 


7901170393 


7901170380 


7901170384 


7901170379 


7901090032 


7901120830 


7901310148 


7901170413 


7901170396 


7901160406 


7901 1 70308 


7901170384 


7901170379 


7901040840 

50-367 

7901170396 


7901170393 


7901170402 


7901170393 


7901170388 


7901170384 


7901170382 


7901170886 


7901170887 


7901170893 


7901170899 


7901170306 


7901170300 


7901850024 


7901120848 




REPORT NUMBER INDEX 


REPORT number 


NURE0/CR-01S8 
NUflE0/CR-0l61 
NunEO/CH-Ol6B 
NUREO/CR-0169 
NUBEO/CR-0234 
NUREo/cR-oasa 

NUftE0/CB-0a62 

NURE0/CR-oa73 
NUREO/CR-oa90 
NUREO/CR-Oa91 
NUflEO/CR-0300 
NUBEO/CR-0304 
NURE0/CR“0a06 
NUBEO/CR-0308 
NUflEO/CR-0316 

NUBEo/cR-oaaa 
NUREO/CR-0323 
NUBEO/CR-0324 
NUBEO/CR-0349 
NUBEO/CR-0350 
NUBE0/CB-035i 
NUBE0/CR~03<b7 
NUBE0/CR-037a 
NUBE0/CR-037S 
NUBeo/CR-oa77 
NUBEO/CR-0378 
NUBE0>CR-0a81 
NUREO/CR-0397 
NUBEO/CH-0418 
NUflEO/CR-0431 
NUBEQ/CR-044a 
NUBEO/CR-0448 
NU«EQ/CR-04<>4 
NUBE0/CR-047a 
NUBEO/CR-0474 
NUREO/CR-0477 
NUREO/CR-0401 
N0BEO/CR“04a3 

NUBEO/CR-04B9 

NUflEO/CR-0915 

NUBEQ/cn“0S24 

NUREO/CR-0833 

NUflEO/CR“094a 

NURE0/CR-0B4a 

NUBEO/CR-084B 

MUBEO/CH-OOa*? 

NURE0/CR-0S63 

NUflE0/CR-0B47 

NUflEO/CR-0983 

NUBEOOaOO V2 12 

CmNU/HA8R0-16 

0RNU/NURE<3/TM-a89 

ORO-4014-9 

POfi- 1006-77 

NE00-24O11-A 

NEI)0-a40B7-3 

NEBQ-aAlAa 

NE0O-341S9"* 

Nei)o-a4io7 

NEOD-34160 

NEOO-24164 

MEWl-aAltS 

NEDO-24166 

NEe eiA09a4 

NBC-1-7B-094 
NUBE0-0090 V 1 NO 3 
NUBEO-O30O Va NOll 
NUBEO-0380 va N06 

NUBEO-0396 
NUflE0-040B 
NUBE0-04a6 
NgBE0~O46O V 3 
NUBEO-0478 
MUBE0-04aQ 
MUBE0-O49B 
NUflEO-0496 
NU«e0-049B 
NUREO-OS02 
NUBEO-OBOB 
NUftEO-OBlT , „ „ » 

NUflE0-7S/0B7 223 
HURE0-79/<187 6 12 

NUflE0-7S/'0e7 6 4 
NUBE0-79/0B7 1. 0 
NUI<eO-79/Qa7 10 

MujiEO~79/.O07 IS I I 

NUReO-79/OB7 IB. 1 » 
NUBEO-79/007 ‘S ♦ ’ 
NUBEO-79/OB7 19. 4 9 
NUBEO-79/oa7 IS. 6 3 
JSSlo-79/087 19 7 3 
NUflEO-79/Oa7 19 7 S 
NU(1E0-797087 8 1 2 
NUBEO-79/087 2. 1 3 
NUBEO-79/08^ 2. 1 3 
&S-79/0B7 2.2 3 

NUflE0-79/0B7 6. 1. 2 
NUBE0-79/0B7 6 4 
NOBBO/CP-OOOa 
Nuj»E9/CP-0003 
NUBEO/CP-002 

NUREO/CB-OOU 


accession # DOCKET « 

OTHER REPORT # 

7901220016 

DMI-2010 

7901160132 

HEOL-TME 78-41 

7901030209 

LA-7362-PR 

7901030080 

TREE- 1089 

7901090329 

8AND7e-1316 HS 

7901020290 

TREE-i2l9 

7901100477 

SAND7B-0143 

7901170011 

SAND7B-0067 

7901020305 

8AND78-14H 

7901100400 

TREE- 1222 

7901290413 

EY-76-C-07-1970 

7901030079 

LA-7421 -MB 

7901020212 

OEAP-10207-43 

7901270159 

UC 209-02 

7901 170369 

BNL-NURE0-90B83 

7901100379 

SAN077-1589 

7901110090 

SAND7S-0611 

7901090407 

8AND7a-15ll V7 

7901030069 

LA-74 52-MS 

7901100310 

8AND7B-0306 

7901220319 

TREE- 1223 

7901100326 

8AND7B-1561 

7901090069 

ORNU/NUBEO-44 

7901290068 


7901290082 

7901050093 

ORNUNUREOTM-a49 

7901100314 

8AND78-1456 

7901180369 

0SU-NE-7B10 


7901260050 

7901190019 

7901240094 

7901020490 

7901050000 

7901 100479 

7901160074 

7901090336 

7901170353 

7901240029 

7901 100369 

7901160137 

7901290086 

7901260100 

7901290417 

7901160099 

7901310069 

7901310192 

7901160367 

7901260349 

7901820136 

7901020409 

7901020307 

7901260193 

7901080192 

701 11001 IS 

7901040190 

7901190081 

7901040129 

7901110119 

7901230292 

7901090296 

7901000812 

7901020170 

7901230877 

7901160278 

7901170396 

7901100004 

7901090402 

7901090BB9 

7901120259 

7901290332 

7901100396 

7901220021 

7901100109 

7901170339 

7901220190 

7901090374 

7901090390 

7901100473 

7901100389 

7901020096 

7901020061 

7901020063 

7901020204 

7901170077 

7901020069 

7901170089 

7901020201 

7901170086 

7901020019 

7901020008 

7901170088 

7901020011 

7901020019 

7901170070 

7901170081 

7901 170082 

7901170084 

7901240042 

7901230396 

7901100460 

7901160393 


BAND 78' 1230 

HEDL-T«E-70-a4 

HE0t--7ME-7B-74 

ORNL/NURE0-i9O 

QBNLNURE0/TM291 

UM-MRC-10 

ANL~7a-09 

SAND77-187a R7 

ANL-CT-79-8 B-7 

BMl-a009 

OHI-aOtl 


OKI '20 12 
BMl'a013 
OEAP-1 0207-44 
BMI'2007 


30-83 

a0~344 

go-331 

30-447 7BNEDa86 

aO-220 

30-324 OD-79-060 

80-237 7BNeDa94 

30-10 78^80296 

80-329 70NeD299 

sD-seo 

80-302 

30-334 


era 520/1-78-01 


50-341 


30-390 
80-437 
40-8504 
30-31 1 


ANL-EB-66 

ANL/EB-66 


REPORT NUMBER ACCESSION • DOCKET » 


NUREO/CR-0038 

NURE8/CR-004a 

NUREO/CR-0046 

NURE0/Cfl-0U7 

NUREO/CR-0134 

NOREO/CR-0149 

79010B0294 

7901090086 

7901090380 

790110000! 

7901100448 

7901100489 

7901100463 

7901190277 

7901160111 

7901160118 

7901160338 

7901 160342 

7901160379 

7901170040 

7901170076 

7901170189 

7901170383 

7901180388 

7901190006 

7901190163 

7901320046 

7901220199 

7901220162 

7901220167 

7901220259 

7901220296 

7901240396 

7901260239 

7901260242 

7901260243 

7901260249 

7901260249 

7901290039 

7901290060 

7901290066 

7901290070 

7901290079 

7901290281 

7901290382 

7901310122 

BAH-100B4A 

BNL~NUfiE0-90773 

ETH-1001 

OA-A\3984 

OA-A 19094 

OM-1990 

L0FT-7R-103 

NAI-76-67 

N6D-a4010-2 

NEDO-11209-04-A 

NED0-21617-A 

NB110-2177a-A 

NEDO-alSBS 

N6D0-21974 

POE- 1006-77-2 

P0E-1O12 

P0E-102O 

RH-78-n-HBl 

BAND77'1371 

BAND77-1927 

BeCY-77-4BO 

SECV-7e-6a4 

6ECY-7e-627A 

6ECY-78-627C 

SECY-7B-661 

SBCY-78-666 

SECY-7a-678 

aECY-79-2 

aECY-79-21 

TFBP-TB-302 

TFBP-Tfl-303 

TVA-TB'TSIA-Oa 

VEP-FR0-24 

VEP-FRD-24 

HCAP-9273 
MCAP-939a 
WM-20- 1-67- 101 
WM-28-1-67-101 
XM-309 

XN-NF-7B-34<NP) 


790122001*7 

7901000301 

7901260001 

7901290057 

7901220172 

7901240029 

7901000294 

7901090086 

7901090280 

7901100001 

7901 100448 

7901100459 

7901100463 

7901150277 

7901160111 

790116011B 

7901140338 

7901160342 

7901160379 

7901170040 

7901 170076 

7901170189 

7901170303 

7901180308 

7901 1 90006 

7901190163 

7901220046 

7901220159 

7901220162 

7901220167 

7901220259 

7901220296 

7901240356 

7901260239 

7901260242 

7901260243 50-244 

7901260245 

7901260249 

7901290039 

7901290060 

7901290066 50-247 

7901290070 

7901290073 

7901290281 

7901290352 

7901310122 

7901000387 

7901020214 

7901300126 

7901180176 50-267 

7901230204 50-267 

7901100178 50-302 

7901090117 

7901290198 50-290 

7901190075 

7901190220 71-294 

7901030179 

7901290327 

7901020138 

7901190090 50-159 

7901080148 50-344 

7901150120 50-334 

7901190131 50-344 

79O1310O99 50-390 

7901120199 

7901240309 

7901310163 

7901290341 

7901110316 

7901120191 

7901020219 

7901080095 

7901020342 

7901120023 

7901190164 

7901050044 

7901040177 

7901300153 

7901150116 50-280 

7901150116 50-280 

7901100197 

7901230284 

7901220090 

7901090203 50-259 

7901260151 50-259 

7901160260 50-255 

7901260160 50-282 


OTHER REPORT It 


DHNUNUREGTK-213 

ORNLNUREOTM-213 

ANL-EES-TH-a 


DRNI-/ED/EIS-79 

EAI'OR7B-140-01 

ORNU/HASRD-IT 

MC 7B-1297-D 
ORNL/EO/EIS-BO 

TFBP-TR-286 

CAAP-TR-7B-03B 

CDAP-TR-045 


DHNL/ED/ei9-at 

MC 79-17-D 


L-79-ia 
78NeDl 16 
77NED23B 

POE-1012 


XM-309 
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